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PREFACE 

The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of 
the information received and generated by the U.S. Nuclear Regulatory Commission (NRC). This informa- 
tion includes (1 ) docketed material associated with civilian nuclear power plants and other uses of radioactive 
materials and (2) nondocketed material received and generated by NRC pertinent to its role as a regulatory 
agency. As used here, docketed does not refer to Court dockets; it refers to the system by which NRC 
maintains Us regulatory records. This series of documents is indexed by a Personal Author Index, a Corporate 
Source Index, and a Report Number Index. 

The docketed information contained in the Title List includes the information formerly issued through the 
Department of Energy publication Power Reactor Docket Information, last published in January 1 979. 
Microfiche of the docketed information listed in the Title List is available for sale on a subscription basis 
from the National Technical Information Service (NTIS). See NOTES at the end of the Preface for the 
complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that 
are not meaningful, please let us know so that we can correct the data base. In so far as possible, we would 
like this document to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within dockets are divided into the categories used for filing and searching in the NRC Public 
Document Room. Those categories are: 

A. Apphcation/consl ruction stage documents and correspondence 

B. Utility Preliminary Safely Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Envhonmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-p rot action plans 

G. Adjudicalory correspondence 
1 1 General correspondence 

I. Financial information 

J. Insurance and indemnity information 

K Utility Final Safely Analysis Report (FSAR)ancl amendments 

L. Limited work authori/aiion and related correspondence 

M Antitiust correspondence 

N. Antitrust hearing transciipls 

O, Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P Opeialing license stage documents and correspondence 




Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences, LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U. Congressional/executive correspondence 

V. Licensing operators and related correspondence 

W. Decommissioning stage documents and correspondence 

Appendix A sets forth those categories and described the materials available in each. Omission ol a 
category in the listing lor a docket indicates that no documents in that category were filed in the lime 
period ot the report. 

The principal elements of the entries in the list are. 
(T) P. Operating license stage documents & correspondence 

7904170015 Forwards into on TMI JM Hendrie 7<J0410 tebtimony, preliminary 
chronology of NRC actions, description of events & generic consideration 
of incident. 

REHM.T.A Office ol" the Execuhve Director foi Operations. 
79/04/1 2. | 93pp 



1. NRC/PDR Document category (see Appendix A) 

2. NRC Accession Number 

3. Description of information contained in the document 

4. Personal author An asterisk in this position indicates that there is no personal author 

5. Corporate, agency or nonmdividual source 

6. Dale of document described 

7. Pages in document 

8. If this space is blank, the document is available to ihe public only in the NRC Public Document Room, 
1717 II St., N.W., Washington. D.C, 20555. If this space is filled, it gives other sources for copies of the 
document. The enlry may he "Available al NRC" for sale, "Available at NTIS"; or "Available ai GPO " 



The Docketed I terns list is arranged sequentially by Docket Number, category , and then by date of principal 
items. Entries indented and preceded by a dash are items that were submitted as enclosures to principal items 
In general, indented items are not in accession number sequence. If the docketed document has a contract 
(FIN) number or a formal report number, it will appear in the last line of the item following entry 5 

NONDOCKETED ITEMS 

The nondocketed items are divided into the categories used for filing and searching in the NRC Public 

Document Room. Those categories and their symbols are: 

10CFR -- Commission Meeting Records 

ACRS - Advisory Committee on Reactor Safeguards 

COMMISSION - NRC Commissioners 

CONTRACT - NRC Contracts and Modifications 

FOIA - Freedom of Information Act Requests and Releases 

GEN TECH IS - Generic Technical Issues 

I&E - Inspection and Enforcement 

MISC Public Document Room Miscellaneous 

NUREG - NUREG Reports and Related Correspondence 

ORG - Correspondence with other organisations 



VI 



PR - Proposed Rule 

PRM - Petition for Rulemaking 

PROJ - Projects-Predocket Licensing 

PT21 - Noncompliance Reports and Related Correspondence 

QA999 Quality Assurance Inspections 

REGGD - Regulatory Guides 

RLS - Research and Technical Assistance Reports 

REVIEW GRP - NRC Research Review Groups 

RM Rulemakings 

SECY - Position Papers Before the Commission 

STATE PROG - State Programs 

TOPREP - Vendor Reports and Related Correspondence 

WASTE MGT - Nuclear Waste Management 

XPORTLIC - Export and Impoit Licenses 

Appendix B sets forth these calegones and describes the matenal available in each. Omission of a category 
in the listing foi a docket indicates that no documents in that category were filed in the lime period of the 
report . 

The principal elements of the nondocketed items are: 

NUREG NUREG Reports and Related Correspondence 




7001060007 NUREG/CR-0161 

"Dynamic Analysis to Establish Normal Shock & Vibration Environs 
Experienced by Radioactive National Shipping Package." Quarterly 
Progress, Report 780101-780331. Identifies parameters winch affect 
normal shock &vibiation environs. 

FIELDS, S.R.,MICH,S.J. Han ford Engineering Development Laboratory. 
FIN A-2093.J 78/1 1/30. 26np. Available at NT1S. \ 
"* I T _ \_ 



1. Nondocketed category 

2. NRC Accession Numbei 

3. NRC Report Number 

4. Title and clescriplion of information contained in the document 

5. Personal author(s). An asterisk in this position indicates that there is no personal author 

6. Corporate, agency 01 other nonindividual source 

7. Contract or financial (FIN) number (if any). If the document has a secondary leport number 
it will appear following this entry. 

8. Date of document described 

9. Pages in document 

10. If this space is blank, the document is available to the public only in the NRC Public Document Room, 
1717 H Si ,N.W., Washington, D.C. 20555. If (his space is filled, it gives other souices for copies of 
the document. The entry may be "Available at NRC" or "Available at NTIS." See NOTES on the next 
page for information on ordering publications. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented 
items preceded by a dash are enclosures to unindented items. 
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NOTES: 

1. The address for NRC is: 

Director 

Division of Technical Information and Document Control 

U.S. Nuclear Regulatory Commission 

Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO Deposit 
Account holders may charge their orders by calling (301) 492-9530. 

2. The address for NT1S is- 

National Technical Information Service 
Springfield, Virginia 2216! 

To place orders for or to obtain pnce information about NRC publications at NT1S, either write to 
NTIS 01 call the Sales Desk at (703) 557-4650. Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge- 
card number when placing your order. 

3. The address for the PDR is 

1717 H Street, N.W. 
Washington, D,C. 20555 

To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents listed 
in this publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction 
charges for duplication arc as follows &i per page for standard size paper; !1^ per page for oversized 
paper (drawings); 25 per microfiche for 24x dia/.o duplicates. A minimum charge of $2.00 plus 
postage is charged for mail orders. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders 
will be processed and mailed with a bill from Potomac Research, Inc. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 



Docket Name 

27-010 Beatty, NV 

27-039 Sheffield, IL, Nuclear Engineering Co. 

27-047 Barnwcll, SC, Chem-Nuclear Systems, Inc 

27-048 Richland, WA, Nuclear Engineering Co. 

40-0299 Union Carbide Corp. 

40-0665 Anaconda Co. South Texas Uranium 

Projects 

40-0672 Nuclear Metals, Inc. 

40-1162 Western Nuclear, Inc. 

40-1341 Edgemont Uranium Mine, TVA, and Mines 
Development, Inc. 

40-2061 West Chicago Facility, Kerr-McGee Corp, 

40-2259 Pathfinder Mines Corp. 

40-3392 Allied Chemical Corp. 

40-3453 Atlas Minerals 

40-4337 Marquette Univ. 

40-4492 Federal American Partners (Mining) 

40-5001 AMAX Environmental Services, Inc. 

40-6622 Pathfinder Mines Corp. 

40-6659 Pctrotomics Co., Getty Oil 

40-7869 Plateau Resources, Ltd. 

40-8027 Kerr-McGee Corp. 

40-8052 Mitsui & Co. (USA), Inc. 

40-8064 Exxon Minerals Co. USA, Exxon Corp. 

40-8084 Lisbon Mine, Rio Algom Corp. 

40-8102 Exxon Minerals Co. USA, Exxon Corp. 

40-8304 Wyoming Mining Corp, 



Page 


Docket 


1 


40-8348 


1 


40-8355 


1 


40-8380 


2 


40-8434 


3 


40-8452 


3 


40-8502 




40-8576 


3 






40-8584 


3 






40-8681 


4 






40-8684 


4 


40-8693 


4 


40-8697 


4 


40-8698 


4 


40-8714 


5 


40-8720 


5 


40-8721 


5 


40-8722 


5 


40-8727 


5 


40-8728 


5 


40-8745 


5 


40-8752 


5 


40-8768 


5 


50-2 
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Name Page 

In Situ Uranium Leaching Project 6 

AMAX Environmental Services, Inc. 6 

Rocky Mountain Energy Co 6 

Home S,tate Mining Co., LA 6 

Bear Creek Uranium Co. 6 

Irigaray Mine, Wyoming Mining Corp. 6 

Edlow International Co. 7 

Union 76 Minerals Exploration Co. 7 

Energy Fuels Nuclear, Inc. 7 

J & P Corp. 7 

Ogle Petroleum, Inc. 8 

Rocky Mountain Energy Co. 8 

Plateau Resources, Ltd. 8 

Cleveland Cliffs Iron Co. 8 

Standard Oil Co. of Indiana 8 

Rocky Mountain Energy Co. 8 

Brush-Wellman, Inc. 8 

Kerr-McGee Nuclear Corp 8 

Teton Exploration Drilling Co., Inc. 8 

Ogle Petroleum, Inc. 8 

Final Minerals & Mining, Ltd. 8 

Kerr-McGee Nuclear Corp. 8 

Univ. of Michigan Research Reactor 9 

Indian Point Station, Unit 1 9 

Pennsylvania State Univ. Research Reactor 9 

Dresden Nuclear Power Station, Unit 1 9 

Vallecitos Boiling Water Reactor 1 1 



Docket Name 

50-20 Massachusetts Institute of Technology 
Research Reactor 

50-27 Washington State Univ. Research Reactor 
50-29 Yankee-Rowe Nuclear Power Station 
50-30 Plum Brook Research Reactor Facility 
50-54 Union Carbide Research Reactor 

50-70 General Electric Test Reactor 

50-73 General Electric Nuclear Test Reactor 
50-83 Univ. of Florida Training Reactor 

50-1 II North Carolina State Univ. Research 

Reactor 

50-116 Iowa State Univ. Research Reactor 

50-128 Texas A&M Univ. Research Reactor 

50-129 West Virginia Univ. Research Reactor 

50-133 Humboldt Bay Power Plant, Unit 3 

50-U1 Stanford Univ. Research Reactor 

50-142 UCLA Training Reactor 

50-147 Rockwell International Corp, Critical 
Facility 

50-150 Ohio State Univ. Research Reactor 

50-155 Big Rock Point Nuclear Plant 

50-157 Cornell Univ. Research Reactor 

50-160 Georgia Institute of Technology Research 
Reactor 

50-166 Univ. of Maryland Research Reactor 

50-170 National Naval Medical Center 

50-171 Peach Bottom Atomic Power Station, 
Unit 1 

50-184 National Bureau of Standards Reactor 

50-185 Plum Brook Reactor Mock-up 

50-186 Univ. of Missouri Research Reactor 

50-192 Univ. of Texas Research Reactor 

50-201 West Valley Reprocessing Plant 

50-206 San Onofre Nuclear Station, Unit 1 

50-208 Columbia Univ. Research Reactor 
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Univ. of Lowell Research Reactor 25 

Univ. of California Research Reactor 25 

RPI Critical Experiment 26 
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Products Division 

70-0785 State Univ. of New York at Buffalo 

70-0820 United Nuclear Corp. 

70-0824 Babcock & Wilcox Co, 

70-0925 Cimmaron Facility, Kerr-McGee Corp. 

70-0938 Massachusetts Institute of Technology 

70-0984 Pacific Northwest Laboratory 

70-1007 General Electric Co, 

70-HOO Combustion Engineering, Inc, 

"13 General Electric Co, 

3 WcstinKhouse Electric Corp. 
*"eric Corp. 

rr-McOee Corp. 
ty, Babcock & 
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70-1252 


268 


70-1257 


269 






70-1308 


270 






70-1314 


270 






70-1319 


270 






70-1359 


270 


70-1510 


270 


70-1621 


271 


70-1729 


271 


70-1812 


271 


70-1966 


271 


70-1992 


271 


70-2131 




70-2260 


271 






70-2474 


271 






70-2485 


272 


70-2486 


272 


70-2523 


272 


70-2542 


272 


70-2609 


273 


70-2619 


273 


70-2623 


273 


70-2805 


273 


70-2838 


273 


70-2885 


274 


70-2909 


274 


70-2910 


274 


70-2920 


275 


70-2928 


275 


71-0015 



Name Page 

Edlow International Co. 275 

Mixed Oxide Fabrication Plant, Exxon 275 
Nuclear Co., Inc. 

Morris Operations, General Electric Co. 276 

National Aeronautics & Space 277 
Administration, Langley Research Center 

U.S. Nuclear, Inc. 277 

IRT Corp. 277 

Nuclear Assurance Corp. 277 

Conover & Associates, Inc. 277 

Fuel Recovery & Storage Station, Allied 277 
General Nuclear Services 

General Atomic Co. 277 

Tennessee Valley Authority 277 

Mt. Auburn Hospital, Cambridge, MA 277 

Edlow International Co. 277 

St. Joseph Hospital, Stamford, CT 277 

Holy Name Hospital, Teaneck, NJ 277 

Edlow International Co. 277 

St. Elizabeth Hospital, Medical Center, 277 
Lafayette, IN 

General Atomic Co. 277 

Westinghouse Electric Co. 278 

Commonwealth Edison Co. 278 

Bloomington Hospital, Bloommgton, IN 278 

McGuire Spent Fuel Pool, Duke Power Co. 278 

Nissho-Iwai American Corp. 278 

Cincinnati Gas & Electric Co. 278 

Commonwealth Edison 278 

Westinghouse Electric Corp. Power Systems 278 

Tennessee Valley Authority 279 

Alabama Power Co. 279 

Tennessee Valley Authority ' 279 

Chicago Bridge & Iron Co. 279 
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Docket Name 

71-0102 Source Products & Equipment Co., Inc. 

71-0108 Univ. of Missouri 

71-0135 Babcock & Wilcox Co. 

71-0164 Massachusetts Institute of Technology 

71-0165 Dept. of the Navy 

71-0173 Battelle-Pacific Northwest Laboratory 

71-0185 FBF, Inc. 

71-0230 Babcock & Wilcox Co. 

71-0384 New England Nuclear Corp. 

71-0387 Massachusetts Materials Research, Inc. 

71-0388 Dept. of the Navy, USS Canopus 

71-0389 Univ. of Georgia 

71-0390 Dept. of Commerce, National Bureau of 

Standards 

71-0391 Dept. of the Navy 

71-4888 Model: Sentinel-25A, B, C, C3, D, E, F, 
Teledyne Energy Systems 

71-4986 Model: RA-2, Exxon Nuclear Co., Inc. 

71-5026 Model: BC-48-220, Atcor, Inc. 

71-5071 Model: URIPS-P-1, Dept. of the Navy 

71-5364 Model: NPI-67-0442 , Neutron Products, Inc. 

71-5450 Model: RCC-1, -2, -3, Westinghouse 
Electric Corp. 

71-5607 Model: GE T-2, General Electric Co. 

71-57% Model: 181361, Picker Corp. 

71-5830 Model: SNAP 21, Dept. of the Navy 

71-5862 Model: Sentinel-lOOF, Teledyne Energy 
Systems 

71-5926 Model: 100, General Electric Co. 

71-5939 Model: GE-1500, General Electric Co. 

71-5940 Model: EX-16-10, Battelle Columbus 
Laboratories 

71-5942 Model: GE-700, General Electric Co. 

71-5957 Model: BMM, Dept. of Energy 
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Docket 


279 


71-5975 


279 


71-5980 


279 


71-6058 


279 


71-6144 


280 


71-6206 


280 


71-6272 


280 






71-6275 


280 




280 


71-6375 


280 


71-6387 


280 


71-6400 


280 




1 


71-6553 


280 






71-6581 


280 






71-6601 


280 






71-6639 


280 






71-6679 


281 




281 


71-6697 


281 


71-6698 


281 


71-6717 




71-6744 


281 




281 


71-6771 


281 


71-6786 


281 


71-9001 




71-9007 


281 






71-9009 


281 






71-9010 


282 






71-9011 


282 






71-9015 


282 






71-9016 



Name Page 

Model: 5975, Schlumberger Well Services 282 

Model: GE-600, General Electric Co. 282 

Model: B3-1, Nuclear Engineering Co. 282 

Model: 6144, Nuclear Engineering Co. 282 

Model: B, Babcock & Wilcox Co. 282 

Model: Poly Panther, Teledyne Energy 282 
Systems 

Model: LL-28-4, Chem-Nuclear Systems, 282 
Inc. 

Model: PB-1, Chem-Nuclear Systems, Inc. 282 

Model: 60, Battelle Memorial Institute 283 

Model: Super Tiger, Westinghouse Electric 283 
Corp. 

Model: Paducah Tiger, Dept. of Energy 283 

Model: 51032-1 & 1A, Exxon Nuclear Co., 283 
Inc. 

Model: LL-50-100, Chem-Nuclear Systems, 283 
Inc. 

Model: MH-1A, Dept. of the Army 283 

Model: 1/2 Super Tiger, Nuclear 283 
Engineering Co. 

Model: 8500 PKG, General Electric Co. 283 

Model: NFS-4, Nuclear Fuel Services, Inc. 283 

Model: 6717 B 284 

Model: Poly Tiger, Nuclear Engineering 284 
Co. 

Model: SN-I, Nuclear Engineering Co. 284 

Model: URIPS-8B, Dept. of the Navy 284 

Model: IF-300, General Electric Co. 284 

Model: 520, Argonne National Laboratory 284 

Model: FL 10-1, General Electric Co. 284 

Model: NLI-l/2, NL Industries, Inc. 284 

Model: E-MEH-QO-00004, Dept. of 285 

Transportation 

Model: TN-8, Transnuclear, Inc. 285 

Model: TN-9, Transnuclear, Inc. 285 



Docket Name Page 

71-9018 Model' BU-6, General Electric Co. 285 

71-9019 Model: BU-7, General Electric Co. 285 

71-9023 Model NLI-10/24, NL Industries, Inc. 285 

71-9032 Model: 650, Technical Operations, Inc. 285 

71-9039 Model: 715, Technical Operations, Inc. 285 

71-9044 Model: GE-3600, General Electric Co. 285 

71-9045 Model: GE-1000, General Electric Co, 286 

71-9046 Model: GE-1 100, General Electric Co. 286 

71-9050 Model; GE-900, General Electric Co. 2&6 

71-9051 Model: GE-1400, General Electric Co. 286 

71-9070 Model; N-55, Dept. of Energy 286 

71-9071 Model: AP-IOl, Chem-Nuclear Systems, 286 
Inc. 

71-9073 Model: OH-S42, Nuclear Packaging, Inc. 286 

71-9079 Model: HN-100 Scries 2, Hiltman Nuclear 286 
& Development Corp. 

71-9081 Model: CNSl-1600. Chem-Nucl&ar Systems, 287 
Inc. 

71-9086 Model: HN-100 Series 1, Hittman Nuclear 287 
& Development Corp. 



Docket Name Page 

71-9089 Model: HN-100 S, Hittman Nuclear & 287 

Development Corp. 

71-9091 Model: 30 A; General Electric Co. 287 

71-9093 Model: HN-400, Hittman Nuclear & 287 

Development Corp. 

71-9094 Modeh CNS1-I4-I95-H, Chem-Nuclear 287 

Systems, Inc. 

71-9096 Model: CNSI-21-300, Chem-Nuclear 287 

Systems, Inc. 

71-9103 Model: NLI-6502 288 

71-9111 Model: CN6-80A, Chem-Nulcear Systems, 288 
Inc. 

71-9113 Model: 7-100, Chem-Nuclear Systems, Inc. 288 

71-9132 Model; T-3, Nuclear Packaging, Inc. 288 

71-9135 Model: Century, Gamma Industries 288 

71-9138 Model: 78-D-14S8, Dept. of the Navy 288 

71-9141 Model: 900 Type B, Technical Operations, 288 

Inc. 

71-9853 Model: ORNL BNL NBS 288 

Unirradiated Full Container, 
Dept. of Energy 
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ALPHABETIC ARRANGEMENT OF DOCKET 50 ITEMS BY FACILITY NAME 



Name 

Aerotest Radiography & Research Reactor 

Aliens Creek Nuclear Station, Unit 1 

Aliens Creek Nuclear Station, Unit 2 

Arkansas Nuclear One, Unit 1 

Arkansas Nuclear One, Unit 2 

Duane Arnold Energy Center 

B-SAR-205 

Bagnac Nuclear Power Project, Philippines 

Bailly Generating Station 

Beaver Valley Power Station, Unit 1 

Beaver Valley Power Station, Unit 2 

Bellefontc Nuclear Plant, Unit 1 

Bellefonte Nuclear Plant, Unit 2 

Big Rock Point Nuclear Power Plant 

Black Fox Station, Unit I 

Black Fox Station, Unit 2 

Braidwood Station, Unit 1 

Braidwood Station, Unit 2 

Browns Ferry Nuclear Power Station, 
Unit 1 

Browns Ferry Nuclear Power Station, 
Unit 2 

Browns Ferry Nuclear Power Station, 
Unit3 

Brunswick Steam Electric Plant, Unit 1 
Brunswick Steam Electric Plant, Unit 2 
Byron Station, Unit 1 
Byron Station, Unit 2 
Galloway Plant, Unit 1 



Docket 


Page 


50-228 


26 


50-466 


230 


50-467 


232 


50-313 


107 


50-368 


180 


50-331 


143 


STN-50-561 


263 


STN-50-574 


265 


50-367 


179 


50-334 


147 


50-412 


204 


50-438 


213 


50-439 


214 


50-155 


15 


STN-50-556 


263 


STN-50-557 


263 


50-456 


226 


50-457 


227 


50-259 


43 


50-260 


45 


50-296 


90 


50-325 


131 


50-324 


129 


50-454 


224 


50455 


225 


STN -50-483 


234 



Name 

Galloway Plant, Unit 2 

Calvert Cliffs Nuclear Power Plant, Unit 1 

Calvert Cliffs Nuclear Power Plant, Unit 2 

Carroll Facility 1 

Carroll Facility II 

Catawba Nuclear Station, Unit 1 

Catawba Nuclear Station, Unit 2 

Cherokee Nuclear Station, Unit 1 

Cherokee Nuclear Station, Unit 2 

Cherokee Nuclear Station, Unit 3 

Chin-Shan Power Reactor, Unit 1 , Taiwan 

Clinch River Breeder Reactor 

Clinton Power Station, Unit I 

Clinton Power Station, Unit 2 

Columbia Univ. Research Reactor 

Comanche Peak Steam Electric Station, 
Unit 1 

Comanche Peak Steam Electric Station, 

Unit 2 

Donald C. Cook Nuclear Power Plant, 
Unit 1 

Donald C. Cook Nuclear Power Plant, 
Unit 2 

Cooper Nuclear Station 
Cornell Univ. Research Reactor 
Crystal River Nuclear Plant, Unit 3 
Davis-Besse Nuclear Power Station, Unit 1 
Davis-Besse Nuclear Power Station, Unit 2 
Davis-Besse Nuclear Power Station, Unit 3 



Docket 


Page 


STN-50-486 


235 


50-317 


112 


50-318 


113 


50-599 


266 


50-600 


266 


50-413 


204 


50-414 


205 


STN-50-49I 


239 


STN-50-492 


239 


STN-50-493 


240 


50-392 


196 


50-537 


257 


50-461 


229 


50-462 


230 


50-208 


21 


50-445 


218 


50-446 


221 


50-315 


109 


50-316 


110 


50-298 


92 


50-157 


17 


50-302 


94 


50-346 


164 


50-500 


246 


50-501 


246 



XVll 



Name 

Diablo Canyon Nuclear Power Plant, 
Unil ! 

Diablo Canyon Nuclear Power Plant, 

Unit 2 

Douglas Point Nuclear Station, Unit 1 
Douglas Point Nuclear Station, Unit 2 
Dow Chemical Co. 

Dresden Nuclear Power Station, Unit I 
Dresden Nuclear Power Station, Unit 2 
Dresden Nuclear Power Station, Unil 3 
ESSAR 

Joseph M. Farley Nuclear Plant, Unit I 
Joseph M. Farley Nuclear Plant, Unit 2 
Enrico Fermi Atomic Power Plant, Unit 2 
James A. Filzpatnck Nuclear Power Plant 
Floating Nuclear Plant 
Forked River Nuclear Station, Unit 1 
Fort Calhoun Station, Unit 1 
Fort Calhoun Station, Unit 2 
Fort St Vrain Nuclear Generating Station 
General Electric Test Reactor 
General Electric Nuclear Test Reactor 
Georgia Institute of Technology Research 
Robert Emmet Ginna Nuclear Plant, Unit I 
Grand Gulf Nuclear Station, Unit 1 
Grand Gulf Nuclear Station, Unit 2 
Greene County Nuclear Power Plant 
Greenwood Energy Center, Unit 2 
Greenwood Energy Center, Unit 3 
ck Ptant 

?ar Power Plant, 

ower Plant, 



Docket Page 

50-275 62 



50-323 



126 



50-448 


214 


50-449 


224 


50-264 


49 


50-10 


9 


50-237 


26 


50-249 


33 


STN-50-591 


265 


50-348 


165 


50-354 


175 


50-341 


158 


50-333 


145 


STN-50-437 


212 


50-363 


174 


50-285 


75 


50-548 


261 


50-267 


52 


50-70 


13 


50-73 


13 


50-160 


17 


50-244 


28 


50-416 


206 


50-417 


208 


50-549 


261 


50-452 


224 


50-453 


224 


50-213 


21 


50-400 


199 



50-401 



199 



Name 

Shearon Harris Nuclear Power Plant, 

Unit 3 

Shearon Harris Nuclear Power Plant, 
Unit 4 

Hartsvilte Nuclear Plant, Unit 1 
Hartsvitle Nuclear Plant, Unit 2 
Hartsville Nuclear Plant, Unit 3 
Hartsville Nuclear Plant, Unit 4 
Edwin I. Hatch Nuclear Plant, Unit 1 
Edwin I. Hatch Nuclear Plant, Unit 2 
Haven Nuclear Plant, Unit 1 
Hope Creek Nuclear Station, Unit 1 
Hope Creek Nuclear Station, Unit 2, 
Humboldt Bay Power Plant, Unit 3 
Indian Point Station, Unit 1 
Indian Point Station, Unit 2 
Indian Point Station, Unit 3 
Iowa State Univ. Research Reactor 
Jamesport Nuclear Station, Unit 1 
Jamesport Nuclear Station, Unit 2 
Kewaunec Nuclear Power Plant 
Ko-Ri, Unit 2, Korea 
La Crosse Boiling Water Reactor 
LaSalle County Station, Unit I 
LaSalle County Station, Unit 2 
Limerick Generating Station, Unit 1 
Limerick Generating Station, Unit 2 
Maine Yankee Atomic Power Plant 
Marble Hill Nuclear Station, Unit 1 
Marble Hill Nuclear Station, Unit 2 

Massachusetts Institute of Technology 
Research Reactor 

William B, McGuire Nuclear Station, 
Unit 1 



Docket Page 

50-402 200 



50-403 



200 



STN-50-518 


249 


STN-50-519 


250 


STN-50-520 


251 


STN-50-S21 


252 


50-321 


122 


50-366 


176 


STN-50-502 


246 


50-354 


168 


50-355 


168 


50-133 


14 


50-3 


9 


50-247 


31 


50-286 


76 


50-116 


14 


STN-50-5I6 


248 


STN-50-517 


248 


50-305 


99 


50-573 


265 


50-409 


202 


50-373 


184 


50-374 


186 


50-352 


166 


50-353 


167 


50-309 


101 


STN-50-546 


257 


STN-50-547 


259 


50-20 


11 



50-369 



181 



XVlll 



Name 

William B. McGuire Nuclear Station, 
Unit 2 

Memphis State Univ Research Reactor 
Michigan State Univ. Research Reactor 
Midland Plant, Unit 1 
Midland Plant, Unit 2 
Millstone Nuclear Power Station, Unit 1 
Millstone Nuclear Power Stalion, Unit 2 
Millstone Nuclear Power Station, Unit 3 
Montague Nuclear Power Station, Unit 1 
Montague Nuclear Power Station, Unit 2 
Monticello Nuclear Generating Plant 
National Bureau of Standards Reactor 
National Naval Medical Center 
New Haven, Unit 1 
New Haven, Unit 2 

Nine Mile Point Nuclear Station, Unit 1 
Nine Mile Point Nuclear Station, Unit 2 
North Anna Power Station, Unit 1 
North Anna Power Station, Unit 2 
North Anna Power Station, Unit 3 
North Anna Power Stalion, Unit 4 

North Carolina State Univ, PULSTAR 
Reactor 

North Carolina State Univ. Research 
Reactor 

North Coast Nuclear Plant, Puerto Rico 
Oconee Nuclear Station, Unit 1 
Oconee Nuclear Station, Unit 2 
Oconee Nuclear Station, Unit 3 
Ohio State Univ, Research Reactor 
Oregon State Univ, Research Reactor 
Oyster Creek Nuclear Power Plant 
Palisades Nuclear Plant 



Docket 


Page 


50-370 


183 


50-538 


257 


50-294 


88 


50-329 


140 


50-330 


141 


50-245 


29 


50-336 


151 


50-423 


210 


50-496 


240 


50-497 


240 


50-263 


48 


50-184 


18 


50-170 


17 


STN-50-596 


266 


STN-50-597 


266 


50-220 


24 


50-410 


203 


50-338 


153 


50-339 


155 


50-404 


201 


50-405 


201 


50-297 


92 


50-1 1 1 


14 


50-376 


187 


50-269 


54 


50-270 


56 


50-287 


78 


50-150 


15 


50-243 


27 


50-219 


22 


50-255 . 


41 



Name 

Palo Verde Nuclear Station, Unit 1 
Palo Verde Nuclear Station, Unit 2 
Palo Verde Nuclear Station, Unit 3 
Palo Verde Nuclear Station, Unit 4 
Palo Verde Nuclear Station, Unit 5 

Peach Bottom Atomic Power Station, 
Unit 1 

Peach Bottom Atomic Power Station, 
Unit 2 

Peach Bottom Atomic Power Station, 
Unit3 

Pebble Springs Nuclear Plant, Unit 1 
Pebble Springs Nuclear Plant, Unit 2 

Pennsylvania State Univ Research 
Reactor 

Perkins Nuclear Station, Unit 1 
Perkins Nuclear Station, Unit 2 
Perkins Nuclear Station, Unit 3 
Perry Nuclear Power Plant, Uml 1 
Perry Nuclear Power Plant, Unit 2 
Phipps Bend Nuclear Plant, Unit I 
Phipps Bend Nuclear Plant, Unit 2 
Pilgrim Nuclear Power Station, Unit I 
Pilgrim Nuclear Power Station, Unit 2 
Plum Brook Reactor Mock-up 
Plum Brook Research Reactor Facility 
Point Beach Nuclear Plant, Unit 1 
Point Beach Nuclear Plant, Unit 2 
Prairie Island Nuclear Station, Unit I 
Prairie Island Nuclear Station, Unit 2 
Quad-Cities Station, Unit 1 
Quad-Cities Stalion, Unit 2 

Rancho Seco Nuclear Generating 

Station 

Reed College Research Reactor 



Dockel Page 

STN-50-528 253 

STN-50-529 254 

STN-50-530 255 

STN-50-S92 265 

STN-50-593 265 

50-171 17 



50-277 



50-278 



64 



66 



50-514 


248 


50-515 


248 


50-5 


9 


STN-50-488 


236 


STN-50-489 


237 


STN-50-490 


238 


50-440 


215 


50-441 


216 


STN-50-553 


261 


STN-50-554 


262 


5 0-29 } 


86 


50-471 


232 


50-185 


18 


50-30' 


13 


50-2 60 


51 


50-301 


93 


50-282 


73 


50-306 


100 


50-254 


39 


50-265 


49 


50-312 


105 



50-288 



80 



XIX 



Name 

River Bend Station, Unit 1 
River Bend Station, Unit 2 
H. B. Robinson Plant, Unil 2 

Rockwell International Corp. Critical 
Facility 

RPI Critical Experiment 

Salem Nuclear Generating Station, 
Unit I 

Salem Nuclear Generating Station, 
Unit 2 

San Onofre Nuclear Station, Unil I 
San Onofre Nuckar Station, Unit 2 
San Onofre Nuclear Station, Unit 3 
Scabrook Nuclear Station, Unit 1 
Seabrook Nuclear Station, Unit 2 
Sequoyah Nuclear Plant, Unit 1 
Sequoyah Nuclear Plant, Unit 2 
Shorcham Nuclear Power Station 
Skagit Nuclear Power Project, Unit 1 
Skagil Nuclear Power Project, Unit 2 
South Texas Project, Unit 1 
South Texas Project, Unit 2 
Stanford Umv, Research Reactor 
Sterling Power Project, Nuclear, Unit 1 
St. Lucic PSant, Unit 1 
St Lucle Plant, Unit 2 

Virgil C. Summer Nuclear Station, 
Unit 1 

Surry Power Station, Unit I 
Seirry Power Station, Unit 2 

Stuquelianna Steam Electric Station, 
Unit 1 

Siisquehanna Steam Electric Station, 
Unit 2 

Texas A&M Univ. Research Reactor 



Docket 


Page 


50-458 


228 


50-459 


228 


50-261 


47 


50-147 


15 


50-225 


26 


50-272 


59 


50-311 


103 


50-206 


19 


50-361 


171 


50-362 


173 


50-443 


216 


50-444 


217 


50-327 


133 


50-328 


137 


50-322 


125 


STN -50-522 


252 


STN-50-523 


253 


STN-50-498 


240 


STN-50-499 


243 


50-141 


15 


STN-50-4S5 


235 


50-335 


149 


50-389 


192 


50-395 


196 


50-280 


68 


50-281 


71 


50-387 


188 



50-388 190 
50-128 14 



Name 

Tlirce Mile Island Nuclear Station, Unil 1 

Trojan Nuclear Plant 

Turkey Point Plant, Unit 3 

Turkey Point Plant, Unit 4 

UCLA Training Reactor 

Union Carbide Research Reactor 

Univ. of California 

Univ. of California at Santa Barbara 
Research Reactor 

Univ. of California Research Reactor 
Univ of Florida Training Reactor 
Univ, of Lowell Research Reactor 
Univ. of Maryland Research Reactor 
Univ. of Michigan Research Reactor 
Univ. of Missouri Research Reactor 
University of Texas Research Reactor 
Vallccitos Boiling Water Reactor 
Vermont Yankee Nuclear Power Station 
Alvin W. Vogtlc Nuclear Plant, Unit I 
Alvin W. Vogtle Nuclear Plant, Unit 2 
Washington State Univ. Research Reactor 
Watcrford Generating Station, Unit 3 
Watts Bar Nuclear Plant, Unit 1 
Walts Bar Nuclear Plant, Unit 2 
West Valley Reprocessing Plant 
West Virginia Univ. Research Reactor 
Wo3f Creek Generating Station 
WPPSS Nuclear Project, Unit 1 
WPPSS Nuclear Project, Unit 2 
WPPSS Nuclear Project, Unit 3 
WPPSS Nuclear Project, Unit 4 
WPPSS Nuclear Project, Unit 5 



Docket Page 

50-289 80 

50-344 159 



50-250 


35 


50-251 


37 


50-142 


15 


50-54 


13 


50-357 


169 


50-433 


212 


50-224 


25 


50-83 


14 


50-223 


25 


50-166 


17 


50-2 


9 


50-186 


18 


50-192 


18 


50-18 


11 


50-271 


58 


50-424 


211 


50-425 


211 


50-27 


12 


50-382 


187 


50-390 


193 


50-391 


195 


50-201 


18 


50-129 


14 


STN-50-482 


233 


50-460 


229 


50-397 


197 


STN-50-508 


247 


50-513 


247 


STN -50-509 


247 



XX 



Name Docket Page Name Docket Page 

Yankee-Rowe Nuclear Power Station 50-29 13 William H. Zimmer Nuclear Station, 50-358 169 

Unit 1 
Yellow Creek Nuclear Plant, Unit 1 STN-50-566 263 

Zion Nuclear Power Station, Unit 1 50-295 88 

Yellow Creek Nuclear Plant, Unit 2 STN-50-567 264 

Zion Nuclear Power Station, Unit 2 50-304 97 



XXI 



LOW LEVEL RADWASTE DISPOSAL SITES 

DOCKET 27-010 BEATTY. NV 



BQ06170395 Forwards Waste Packaging Insp Rept BO-2O on 80012B-0301 No 
noncomp I lance noted 

SMITH. H Region 1, Philadelphia, Fuel Facility & Materials Safety 
Branch 80/O4/24 2pp 

0006170390 Waste Packaging [nap Rept BO-O2 on HQ012B-0201 No 
noncomp 1 lance noted Major areas Inspected waste shipments d 
packages, vehic le p lacarding. packaging conditions t/ labels 
BOQKiH E Region 3, San Francisco. Fuel Facility & Materials 
Safety Branch THOMAS, R D Region 3- San Francisco, Office of the 
Director BROWNE, W Advanced Fuel k Spent Fuel Licensing 
Branch 00/03/31 lOpp 

SOO6190243 Forwards Wasto Packaging Inep Repl 00-09 on 800121-25 
No rioncompl iance noted 

SHITH.G H Region 1, Philadelphia, Fuel Facility ( Materials Safety 
Branch 80/04/34 2pp 

0006190249 Waste Packaging Insp Rept 00-09 on 000131-25 
No noncfimpllance noted Major areas inspected vehicle 
p lacard ing. pac bag ing conditions & packaging marking 
BOOK. H E Region Si San Francisco, Fuoi Facility t< Material! 
Safety Branch FOND, F T , THOMAS, R Region 9. San Francisco, 
Office of the Directot 8Q/Q3/S5 Spp 



DOCKET 27-039 SHEFFIELD. IL . NUCLEAR ENGINEER INO CO 



6006120090 Forward i combined It Inves tlgati on Repts 50-054/00-01 
27-004B/HO-G1.27-OO39/8Q-01,30-OS9B6/00-01 t, 7Q-0607/BO-O1 
NRC has proposed civil penalties to Union Carb. 1 de, Smith 
Kline V French Laba Respective states V DOT notified 
QRIEft.Q H Region I. Philadelphia, office of the Director 
00/04/1B Spp 



B006260210 Brief on appeal in support of appellant AN6, Chicago Section, 
exception to ASLIi 7905O3 order Urges that order be vacated 
I/ expansion issue be remanded to ASLB directing fJRC to file 
EI5 ! to study site alternatives Certificate of Svc enc 1 
CANNON.J H , WAMAT-S U American Nuclear 8octcty CANNOM. J H 
Mid-America Legal Foundation SO/06/20 lipp 



DOCKET 27-047 BARNUELL, SC , CHEM-NUCLEAR BYSTEHS 



BOOS230330 Forwards waste packaging insp rept on B00313-14 
No noncomp 1 lance noted 

STOHR.J P Region 2, Atlanta, Fuel Facility & Materials Safety 
Branch BO/04/07 2pp 

80052303*1 Waste packaging irisp rept on 800313-14 No none omp 1 iance 
noted Major areas inspected 1 licensee-shipper vehicle! 
inspected far compliance u/DQT I IJRC regulations including 
shipping paper >j DOT placarding requirement 

POTTER, J P Region 2, Atlanta, fuel Facility t* Materials. Safety 
Branch 90/03/20 4pp 

B00604Q077 Forwards Uaste Packaging Insp Rept 60-05 on BOQ319 Mo 
noncomp I lance noted 

STOHR.J P Region P, Atlanta. Fuel Facility & haterloli Safety 
Branch 00/04/14 Bpp 

B006Q4OOB2 Uaste Packaging Ii>ip Rept BO-OS on 800319 No nancompl lance 
, noted Major areas Inspector shipping paper requ irenenta, DOT 
placarding requirements, radiation 1 eve Is, removab IB 
contamination t prohibited articles of contents 
POTTER. J P . WOODRUFF.R L Region 2, Atlanta, Fuel Facility b 
Materials Safety 3 ranch 00/04/04 6pp 

0006170702 Forwards Waste Packaging Insp Rept 00-13 on B00313-14 No 
noncompliance noted 

SMITH, C H Region 1, Philadelphia, Fuel Facility '< Materials Safety 
Branch BO/04/24 2pp 



8006120095 IE Combined Investigation Reptu 50-034/80-01,37-0048/80-01. 
27-0039/80-01. 30-059S6/00-01 4 70-0&87/BQ-01 Union Carbide 
failed to marV bill of lading Smith Kline t, French Labs 
failed to use proper packaging 

CROCKER. H W Region 1. Philadelphia. Fuel Facility & Materials 
Safety Branch KINNEY, W W Region 1. Philadelphia. Office of the 
Director SO/03/05 44pp 

8006200122 Exception to ASL8 790503 decision declared final per A8LB 
B00507 order Contrarv to Atomic Energy Act d NEPA, decision 
has compelled transportation of W4ste to other states u/o 
considorat ion of consequences Certificate of Svc end 
WANAT.a U , CANHON.J M American Nuclear Society BO/OS/21 4pp 

8006190335 Motion to strike ANS, Chicago Sect i on, 000521 exception to 
ASLB 790503 decision Right to otcgptlons waived due to 
failure to file timely petition No discernible injury 
established Certificate uf Svc ene 1 
SEKULER.8 N IllinoU. State of 80/05/27 4pp 

Q006170146 Order Instructing American Nuclear Soc, Chicago section, 
to include in brief Intended to bo filed in support of 
eiception to ASLB 790903 order, response to State of 1L 
000527 motion to strike Parties mau file similar briefs 
BISHOP, C J Atomic Safety and Licensing Appeal Panel BO/OS/30 
2pp' 

8006300664 Advi NRC that board chairman, W de Foil, is temporarily 
illuming positions of president it chief executive officer, 
effective immediately 

EABON.C F Nuclear Engineering Co , Inc , (suhl of Tl!yn, Inc ) 
80/06/03 Ip 



8006170708 Waste Packaging Ihsp Rept 80-13 on 800313-14 No 
noncomp 1 iance noted Major ureas inspected compliance ui/DQT 
1 NRC regulations re shipping paper & placarding 
requirements 

POTTER, J P , DROWN, R A Region 2. Atlanta, Fuel Facility & 
Materials Safety Branch &0/03/2B App 

8006170790 Forwards Uaste Packaging Insp. Rept BO-03 on 000527-29 No 
noncomp 1 lance noted 

SMITH, GH Region 1, Philadelphia. Fuel Facility & Materials Safty 
Branch BO/04/24 2pp 

B006170796 Waste Packaging Insp Rept 00-03 on 000227-29, Mo 
noncompllar.ee noted Major areas Inspected shipping paper 
renuli'am.snfcs, DOT placarding requirements, radiation levels, 
removable contamination & prohibited articles or contents 
PEEtlY.U W . POTTER, J p Region 2. Atlanta, Fuel Facility b 
Materials Safety Branch BO/03/17 7pp 

B006I70B22 Forwards waste packaging imp rept on B00313-14 No 
ncncompl lance noted, 

SMITH, H Region 1. Philadelphia, Fuel Facility tc Materials Safety 
Branch BO/04/24 Ip 

BOO&170829 Watte packaging ins? rept on B00313-14 No noncomplianee 
noted Major areas inspected 1 lcenseo-sh ipper vehicles, 
Including shipping paper requirements, DOT placarding 
requirements, radiat Ion levels I marking t> labeling 
BROUN, R, A Region 2, Atlanta. Fuel Facilitv b HaterUli Bafoty 
Branch POTTER, JP Region Z. Atlanta, Office at the Director 
BO/03/2B. opp 

9006100092 Forwards Waits Packaging Insp Rept BO-03 on 800227-29 No 
noncompl iance noted 

SMITH, H Region 1, Philadelphia, Fuel Facility b Materials Safety 
Branch 00/04/24 Ip 



DOCKETED ITEMS 



SOOfalBC093 Watte Packaging Insp Rspt BO-03 on 900227-39 No 

noncomp 1 lane e noted Major area* inspected licensee-shipper 
vert ic Is. me 1 ud i ng shipping paper requ irement Ji COT placarding 
requirements, radiation levels 6 marking !. labeling 
PGEHY.W H . POTTER. J P Region 2, Atlanta, Fuel Facility It 
Materials Safety Branch BO/03/1B 7pp. 



G006300463 Forwards "Preliminary Site Stab i 1 i iatlon fc Closure Plan for 
Darnuull LOUJ Level Raduiaste Disposal Facility," in response 
to NfiC 30DS29 Itr 
UHITAKER-K CHem-Nuc I ear Systems. Inc 80/06/06 Ip 



BOOA1B0607 Fcruards waste packaging insp 
none orrpl lance noted 

SMITH.Q H Region 1, Philadelphia, Fuel Facilitg 
Branch 8Q/O4/24 2pp 



pt on 800313-14 No 

Materials Safety 



BOOMB06I1 Waste packaging insp rept on SOQ313-14 No noncomp 1 lane e 
no-ted h"a jor areas inspected licensee-shipper vehicles for 
compliance u/NflC & DOT rag illations including shipping 
papers, placard inj i radiation levels 

POTTER, J P , BRDWN,R A Region 2, Atlanta, Fuel Facility fc 
Materials Safety Branch 6Q/G3/2B fipp 

3006100617 Forwards Waste Paclaaing tnap Hept 80-03 on 800327-3 1 ; No 
none amp 1 iance noted 

SMITH, G H Region 1, Philadelphia. Fuel Facility t Materials Safety 
Branch 80/04/24 2pp 

BOOA180624 Haste Packaging Insp Rept BO-03 on BC0327-29 No 
noncomp 1 lance noted Major areas inspected compliance of 
licensee-shipper vehicles cu/WHC 1 DDT regulations including 
shipping paper 4 placarding requirements S. radiation levels 
POTTER, J P , PEERY, W U Region 2, Atlanta, Fuel Facility fc 
Materials Safety Branch 30/03/17 7pp 

90061*70322 Foruardt Haste PacVaging Insp Rept 8O-03 an HQO313-14 
No noncompl iance noted 

SMITH, G H Region 1, Philadelphia. Fuel Facility i MatariaU Safety 
Branch BO/ 04/34 2pp 

--3006170230 Waste Packaging Insp JJept BO-03 on 000313-14 

Mo noncomp 1 iance noted Major areas inspected compliance 
U/N.RC t, DOT regulations. including shipping paper, placarding 
& radiation levels 

POTTER, J P , BROWN, R A Region 2. Atlanta, Fuel Facility (, 
Materials Safety Branch 80/03/23 6pp 

SOO619Q3M Foiuiacds Waste Padcaflino Insp Hept 80-03 on BO-0227-a 1 ? 
No none nnpl i-ance noted 

SMITH, OH Region 1. Philadelphia, Fuel Facility fc Materials Safety 
Branch BO/O4/24 2pp 

80061^0371 Waste Packaging Insp Kept BO-03 on B00227-2 1 ? 

No noncomp 1 iance noted M-ajor areas inspected shipping paper 
requirements, DOT placarding requirement!. radiation levels, 
removable contamination fy DOT marking t labeling 

POTTER, J P , PEERY.W W Region 1, fh l lade Iphia, Fuel Facility b 
Materials Safety Branch BO/O3/17 7pp 

60O6aOO557 Forwards Waits Packaging Insp fiept BO-03 on 900227-29 No 
noncompllance aiotad 

SrtFTH.O H Region 1, Philadelphia, Fuel Facility i Materials Safety 
Branch BO/tH/24 Ip 

~B0062003fi4 Waite Packaging Intp Rept 80-03 an B008S7-29 No 
noneompl lance noted Kajor areas impacted shippin-g paper 
requirements, DDT placarding rectu I raments, rad iatlon levell !. 
removable contamina 1 1 on 

PEERY.W W , POTTER, P Region S. Atlanta, Fuel Facility fc 
Materials Safety Branch 80/03/17 7pp 



Closure Plan For Barnuell 



9006300470 "Preliminary Site Stab i 1 i jatl on 
Lou Lev*! Raduastc Disposal Facility " 
Chem-Muclear Systems, Inc BO/OS/31 60pp 



DOCKET 27-04B R1CHLAND, Uft , NUCLEAR ENGINEER 1HO CO 



BQO&I2Q09Q Foruiards combined IE Invest igat lo-n Reptfl 50-054/80-01 
27-0048/80-01,27-0039/80-01. 30-059B6/BO-01 fc 70-06B7/SO-OI 
URC has proposed civil penalties to Union Carb ide, Smith 
Kline fc French Labs Respective states i. DOT notlfisd 
GRIEH, D H Reoion 1, Philadelphia, Orflte- of the Director 
30/04/19 2pp 

--8006120095 IE Combined I nves L loati on Repti SO-054/BO-01, 27-00*8/00-01, 
27-0039/80-01i 30-099S6/ao-01 ! 70-06Q7/BO-01 Union Carbide 
failed to mark bill of lading Smith Kline & French Labs 

CROCKER, H U Region 1, Philadelphia. Fool Facility (.Materials 
Safety Branch KINNEY,U U Region 1, Philadelphia, Office of the 
Director BO/03/OS 44pp 

80061B0059 Forwards Waste Packaging Insp Rept 80-24 on B002O4-15 No 
none amp 1 lance noted 

SMITH, & H Region 1, Philadelphia, Fuel Facility J. Material* Safety 
Branch BO/04/24 3pp 

--B0061B0083 Waste Packaging Insp Rept 80-24 on 600204-13 No 
noncamp 1 l ance noted Major areas inspected compliance of 
uaBtff ihipments u/NRC It DOT regulations. Including vehicle 
placarding b package marking & labeling 

PECX,C C , BODK.H E Region 3, San Francisco, Fuel Facility fr 
Materials Safety BrancJi 90/04/02 lOpp 

BOO&190159 Forwards Matte Packaging Insp Ropt BO-04 on BOO 107- IB 
No non-compliance noted 

SMITH, G H Region 1. Philadelphia. Fuel Facility & Materials Safety 
Branch BO/04/34 2pp 

800il90i6B Watte Packaging Insp Rept 80-04 on 800107-18 

No noncomp 1 lance nnted Major areas Inspected compliance of 
waste ihlpments u/NRC & DOT regulations including vehicle 
plicard 1 ng, pac fcage conditions E, marking fc labeling 
PECK., C C Region 3, Chicago. Fuel Facility & Materials Safety 
Branch THOMAS. R D , BOOK, H E Region 5. San Francisco. Fual 
Facility & Materials Safety Branch BO/03/25 7pp 

8006140245 Forwards Haste Packaging Insp Rept BO-09 on BQ03Q3 b notice 
of violation 

DAVIS. A D Region 3. Chicago, Fuel Facility Materials Safety 
Branch SO/05/08 2pp 



00/OS/OS Ip 



Notice of violation on 800303 
Region 3, Chicago, Office of the Director 



8006160357 Waste Packaging Imp Rept BO-OB on 900303 Noncompl iance 
noted failure to mart cast used to transport raduiaite 
FISHER, U L Region 3, Chicago, Fuel Facility & Materials Safety 
Branch PECK, C C Region 3, Chicago, Office of the Director 
SO/09/OB 2pp 



EOOtiiaOOOB Foruiards Wa*t Packaging Insp Rept BO-Oi on 800414-19 No- 
no n Comp 1 lance no tod 

BTOHR-J P Region S, Atlanta, Fuel Facility t, Materials Safety 
Drarvch 80/03/01 2pp 

60Q61B0012 Waste Packaging Imp Rept aO-Ofi on B00414-15 No 
noncomp 1 iance noted Kajor areas intpccted shipping paper 
req,oirefflenta,COT placarding reijoirfments, radiat Ion levels t< 
T i movable con tain 1 nation 

TfiDUP.Q L , HCAHTHUR.T C Region 2. Atlanta. Fuel Facility 1. 
Materials Safety Branch BO/O5/01 Spp 

B006170270 Reiponds to 300129 request for technical anlitancc 
Technical assistance that HRC eipects to provide 
involves preparation of independent si te-spec IPlc environ 
*sissment document 
SMITH,B D Lou Level Waste Licensing Branch 60/09/13 Ip 

3006190338 Requests IS addl copies of site s tab i 1 1 tati on 1 closure 
plan tt, 10 copies of environ assess man t to complete revieui 
d litr ibif tion 
DRAOONETTE.K S Lou Level Wast* Licensing Branch fiO/OB/29 Ip 



B006O50433 PNO-V-00-036 on B00516, NRC uas notified that Shlpmint of 
74 OB-jallon drums of IDEJ specific activity matl uas 
received on-site 800515 u/one drum In damaged condition 
State of WA banned Atomic Disposal, Inc use of site 
THOMAS. R D Region 5, San Francisco, at tine of the Director 
BO/05/ Ifr Ip 

HOO,2402B'7 PND-v-90-043 on 900605, DL Ray plans to tour lou level 
raduiast* disposal site as part of day-long briefing it site 
tour Tour to include high level waste disposal research 
project! on Hauford reservation i FFTF 

BQOK.H E Region S, San Francisco, Office of the Director 
BO/ 06/03 Ip 

80063006&4 Advises NRC that bc-ard chairman, VP de Poll, is temporarl lij 
assuming positions of president b chief executive officer, 
effective Immediately 

EASdN.C F Nuclear Engineering Co . Inc , dubs of Teledyn*, Inc ) 
BO/O6/03 Ip 



DOCKETED ITEMS 



3006190150 PND-V-80-Q43 on 000603, sh f pment at ten drum* of lam level 
radwaste received Eiam determined shipment not In compliance 
u/NRC regulations because of improper label s, sealii placards 
on trailer ft improper shipping documents 

THOMAS. R D Region 3, San Francisco, Office of the Director 
80/06/04 lp 



DOCKET 40-1162 WESTERN NUC.LEAR, INC 



80O6O40357 Forwards rept of 791101 observations re const of lift .at 
site Photos for Peterson memo also encl 
FRANCI8,E Wyoming, State of 80/05/01 19pp 



B006240294 PNO-V-00-O'H on BOO&02, ah ipment of 132 drums of radiuaste 
received, one u/leaking drum Leak caused contamination levels 
of 2. 000 dam on trailer bed I 1,000-1,200 on coverall* of 
employee Contamination cleaned up & trailer released 
THOMAS, R D Region !), San Francisco, Office of the Director 
00/06/04 lp 



8006170793 Submits evaluation of vendor permit request following 
80O430 meeting Independent analyst reported that dam could 
fail or slough under worst caie conditions Plan for 
monitoring plant seepage (< sloughing mill be required 
ACKEHtlAN, WC Wyoming, State of BO/05/07 9pp 



0006240300 PNO-V-SO-04V on 000605, sh 1 pment of 212 drums of 1 ou level 
raduiaste received One drum had 2-inch gash In side b closure 
bolt an clamp ring had fallen out Second drum seeping liquid 
from bottom Burial permit cancelled 

THOMAS, R D Region 5i San Francisco, Office of the Director 
80/06/05 In 

6006240302 PNO-V-BO-016 on 800605. upon opening back door nn trailer, 55- 
gallon drum of loin level raduaste fcllialmost striking 
employee Caused bij improper bracing ttf shipment Leaking drum 
put into overpack & placed in disposal trench 
THOMAS, R D Region 1. San Francisco, Office of the Director 
GO/06/05 lp 

Q0062S01B9 PNO-V-BO-OSO on 80O610, of 128 drums of loul level raduiaite 
received, one had broken locking ring & four had loos* 
locking rings No significant radioactive contamination WA 
cancelled burial permit It banned util from use of site 
THOMAS, R D Region 9i San Francisco, Office of the Director 
BO/06/10 lp 

DOMESTIC LICENSING OF SOURCE MATERIAL 



9006030240 Forwards "Chronology of Events t, Stability Atietiments re 
Dump Area Split Rock Hill Tailings Retention Embankment " 
Rept details investigation (, stability analysis of misting 
embankment, based on conditions at Section A-A 
BQODENiO Western Nuclear, Inc dubs of Phelps Dodge Corp > 

ao/os/oa ip 

8006030243 "Chronology of Events t. Stability Assessments re Dump Area 
Split Rock Mill Tailings Retention Embankment " luo oversize 
drawings enc 1 
D'Appolonia Consulting Engineers, Inc BO/05/OB 15pp 

8006O4O096 Advises that application for permit il Incomplete Specific 
items In adjudication fjlo must be revised by statute 
Tab le, mapp ing, methods I referencing deficiencies represent 
urgent need for vendor to provide reclamation plan 
FRANCIS, E Wyoming, State of BO/O3/OB lOpp 

8006120230 Responds bo 800304 It 14 Itrs Author! lation to charge 
production cost fees for public documents after eitra copies 
have been sent encl Judicial review of final NRC actions 
vemted In US Courts of Appeal Comments solicited 
SCARAND,R A Uranium Recovery Licensing Branch BO/09/09 16pp 



DOCKET 40-0299 UNION CARBIDE CORP 



6006030027 Discusses Union Carbide Corp repts of four releases of 
tailings at project >x remedial actions Recommends that 
corrective actions be incorporated into license Surface & 
core samples should be analyied as shown In encl Table 1 
HOQLSEY. R T Uranium Recovery Licensing Branch BO/05/00 Spp 

B006Q903SB Advises that License SUA-648 Is amended to incorporate 
corrective actions noted In 7707O3 tt 800116 ropts re 
releases of tailings slurrij ti liquid into unrestricted 
areas 
SCARANO.R A Uranium Recovery Licensing Branch 80/05/00 2pp 

8006190037 Submits contract costs incurred & manhours used in reviewing 
Amend 12 to License BUA-64B submitted on 000329 
KOTBCH, J Uranium Recovery Licensing Branch GO/09/13 Spp 

0006060586 Advises of refund due re fee for manpower expenditures 
required for review of application for Amend 12 to License 
SUA-648 
MILLER. W D License Fee Management Branch SO/03/20 lp 



9006O3QOSI Submits trip rept re 800416 visit u/WY Dept of Environ 
Qu*l ityj D 'Appolonia Consulting Eng ineers, Inc l< owner to 
impact excavation of test pits t, visually estimate amount 
of debris In layer beneath tailings embankment 
GARCIA, P J Uranium Recovery Licensing Branch 90/05/12 2pp 

B006O70079 Responds to B00318 Itr re Impact of contaminants from 
tailings pond Seepage has resulted In some degradation of 
onilte b adjacent offslte grounduater showing chemical 
concentrations that exceed drinking uiater stds 
LINEMAN, J J Uranium Recovery Licensing Branch GO/03/13 lp 

8O06O90124 Respond! to 800326 Itr re Impact of contaminant* from 
tailings pond Evaluation Indicates seepage has resulted in 
degradation of onslte & offslte grounduater showing chemical 
concentrations that eiceed drlnHng uiater ltds 
LINGHAN-J J Uranium Recovery Licensing Branch, 00/09/13 lp 

BQ0600139 Responds to 000324 Itr re contaminants Iron (ili.ti.ng 
tailings pond moving underground to Bueetwater River Environ 
monitoring program will bi conducted which includes analuiii 
of groundwiter uiells 
LtNEHANiJ J Uranium Recovery Licensing Branch 80/09/13 2pp 



8006250331 Informs that Amend 15 for License BUA-64B uas Issued 800408 
NRC Initiated amend requiring corrective actions to preclude 
release of tailings ilurry V liquid into unrestricted areas, 
No fie required 
WOOLSEY.R Uranium Recovery Licensing Branch 00/06/04 lp 



B0060705S6 Responds to 000401 Itr re mill iite Forwards FEE in rf to 
concern re surface t grounduater contamination Some onslte 
fc offslte wells detereilned unsafe for drinking Licensee 
will be required to submit limiting plan. U/o encl 
LINEMAN. J J Uranium Recovery Licensing Branch 80/09/13 Zpp 



DOCKET 40-0665 ANACONDA CO SOUTH TEXAS URANIUM PROJECTS 



8006300032 "App to Radon & Radon-Daughter Concentrations in Air in 
Vicinity of Anaconda U Kill " 

tlOMENI.J Q . LIMDBTROM.J . DUNOEY, C E Aroonne National 
Laboratory FIN A-2209 NUREO/f "-1 133 APP 79/11/30 BApp 
Available at NTIS, 



DOCKET 40-0672 NUCLEAR METALS, IMC 



8006200557 Forwards Matte Packaging Insp Rept 00-03 on 800227-29, No 
noncomplianc* not*d. 

SMITH, H Region 1, Philadelphia, Fuel Facility b Materials Bafety 
Branch BO/O4/S4 i p 

8006200564 Watte Packaging Insp Rapt 00-03 on 000227-29 No 
noneompl lance noted Major areas Inspected shipping paper 
requirements, DOT placarding requirements, radiation leveli fc 
removable contamination 

PEERY-H. W . POTTER, J P Region 2, Atlanta. Fuel Facility t 
Material* Safety Branch BO/03/ 17 7pp 



8006340309 Forwards B Helm 800500 Itr assuring that boneyard area had 
been properly cleaned 

BQCDEN.O Western Nuclear, Inc (subs of Phelps Dodge Corp- ) 
BO/05/19 lp 

BOO4240306 Advises that old equipment boneyard area properly cleaned 
subsequent to 770412 tailing pond overtopping Nothing Is 
ever left that could be buried in djfct or could affect difce 
structure 

HELH,R W Ueitern Nuclear. Inc (subs of Phelps Dodge Corn > 
BO/05/OB 2pp 

Q006240151 Forwards peptitlon to intervene in licensing proceeding 
KOZI8EK.P B, Wyoming Outdoor Council BO/OS/B1 lp 

eO'06240459 Petition to Intervene In licensing proceeding alleging that 
groundwater adjacent to mill tailings Is contaminated in 
eicess of permitted limits Proposes hearing 
BOOKE.B L Wyoming Outdoor Council HOOKE, B L Hooke.B.L 
80/09/21 lOpp 



DOCKETED ITEMS 



COOfi23Q146 Responds to BC0337 Itr re FES for U mill Proposed 
reclamation plan provides For ml nimi i ati on of uinrf 6 water 
erosion & eliminates need far ongoing active care of 
tailings pile Long-terni monitoring provided for in OEI8 
SCflRANO, Fl A Uranium Recovery Liceniing Branch 00/05/37 2pp 

8006170906 Aufctioniei Hi 1 1 inms-Rabiriotte i, Associates to perform 
magne tameter survey of tailing* dam Survey should be 
performed b Y B00407 
LlflEHAN.J J Ui-onium ftecovei i Licensing Branch 00/O5/2B Ip 

a0062!>007S Responds to B00516 memo re itabiliLy of Split Rock retention 
dam MRC should pur fain nagne tameter suivcij Lo define 
CDOinof.it ion It eit&nt of debris layer 
GARCIA. P J Uranium Rucovary Licensing Branch BO/Q6./O1 Ip 



DOCKET 40-E061 WEST CHICAGO FACILITY, KEHR-MCGEF COUP 



5006170255 Responds to 79122B Itr re facility decontamination Improved 
air sampling 1 radiation detection program established 
Region 3 poi- ( od ical 1 y revieu ail- sampling data for offslte 
oxpoiures 

DIRCK8.U J Office of Nutlear MatO-rial Safety fc Safeguard* 
80/O3/03 3pp 

BQ061'?Q121 Notification of S0052Q meeting w/State of 1L, Dopt of Public 
Health, !L State Qoologicfll Survey, 1L State llatei- Survey. City 
of Host Chicago, ANL V EPA in Saint Charles, IL to disucns 
search fur storage site as alternatives to present alto 
DENNY. I L Korr-McQi'e Chemical Corp (subi of Korr-McQee Corp ) 
BO/05/09 tpp 



Wutiee of app sarai-ice n\ proceeding Certificate of Svc end 
WALPQLE.J ft , KITE.M S , KIPPtN, T A, llostern Nuclear, Inc Isuba of 
Phelps Dodge Corp > tiQ/Oft/O5 3pp 

006300391 Forwards Figui e 6 3 of FE3 showing suggested groundiuater 
monitoiiiig locations par 3003IB meeting is NF1C continuing 
evaluation* of Split Rock mill tailings impoundment 
SCARANO.R A Uranium R&cov*r^ Licensing Branch BQ/Qfi/Oc, 2pp 

800 A30 0640 Sugge-sti tuin thsriget to propO'Ecd man i taring iy* it site 
Primary pur-pose of men i t,or inj program is effective 
containment of tailing^ seepage Seepage at Gibe must be 
control t ed , not mcrelij monitored 
ACHERMAIJ-H C , CARLAM>, I) Wyoming, St.ite of BO/06/12 Ip 



DOCKET 10-1341 EOOEHONT URANIUM MIME, TVA If [1IIJES DEVELOPMENT, INC 

800412O23i Faruuidt maps of alternative diipo^jl Eltt 1O for facility 
ijec amm t 3 s 1 on Ing indicating geological & topographical 
features t- subuatershodt which constitute drainage jijs 
within Site 10 area 
MILLS.i. M Tenne*5cc Valley Authority 90/03/2S 4pp 

QOOfrl 3000-1 Submits mods to engineering teats tor determination of 
foundation natls nt U 1 mill diiposal alto- Water prassure 
ptrmeabllttv test performed 4O ft below proposed bottom of 
impoundment Tathet' than 40 ft from ground level 
HILLS.L H Tcunesmee Valley Authority BO/OS/l* kp 

9006190050 Sumirisrij of aOOSH meeting lu/ut i 1. EPA, HUD t, State of SD in 
DinvBTiCD PS agencies' pr-onlenis in caTi-ying out radiological 
monitoring program of potentially contaminated structures 
MILLER, M J 3tandTdliation & Special Projects Branch BO/05/22 



a006fJOOti4 ForuariH tentative agenda for 000512 meeting in Denver, CO 
Issue-s re iiwlron fttds, testing methodolaglfta, protacol t> 
monitoring prlorltiai should be rciolved 
RICHARDSON, J R South Dakota, State of SO/05 /07 Spp 



Forward* rtlnutes of 600914 meeting in/EPA, MUD, State of SD & 
Edp,tmont town officials In i)enver re Edgemont offalte 
c on t*mi nation 
MILLER, H J Lau) Love) Waste Licensing Branch SOf03/3Z ipp 

--flOOol'?03fi9 Summarij oF S00914 nesting u/EPA, utl 1 HUD 8. State of SD 
in Denver M Edflemont oFFsit* contamination 
MILLEFMH -J Low Level Waste 'Licensing Branch 00/03/23 Ip 

8006170375 Forward! proposed fl6na for B00512 m*&Ung in Denver re 
Edgomont t>Fftit contamination Emphaatjes need to reialvB 
environ s ttfs, tet 1 1 ng mcthodo 1 oj lei, prototn 1 , mon i lorinB 
priorities t, data interpretat i on 
lUCHARBBOH, J Fl South Dakota, Btata of 30/05/07 3pp 

90061^0184 Rttpondi to FOIA ranuoit for WA 7c.OtSB environ info rept, 
WA retponses to NliG connnentt on Edoimctnt U Mill Jut 1976 
environ info rept k annlyale of rffflcomml as (on i ng & long-term 
tailings i tabll I tat ion Forward* documents K/o encli, 
FEI.TQN, J II Division of Role* and Records 80/06/03 Ip 

B006?30G?7 Ripondi to FOIA reqtiett for Edgemont U Hill decommissioning 
document! origin* ting after Dct 197 1 ? FOIA request Forward* 
lilting of correspondence file for period Teq.uetted 
Documenti avallalile In PER M/o encl 
FELTON,J M DlvUlan of Rule* and Recorili 00/06/16 Ip 



3006090534 Foruai'ds errata to BOOSOi comments on decomnlssionilig plans 
li Uamei t Mooro S00501 rept Includes table of contents for 
docammisnianing plan & Ap p II of Dames & Moore rept; 
BHELLEY, U J Kerr-McGoe Nuclear Carp SO/05/13 4pp 

8 O06 120336 Advises that 79O725 application tor renewal of License 
STA-383 meets timely reneuial provisions of code License will 
remain In opf ec t pending completion of NRC rsnaual revietu & 
act ion 
PAOE,R O Uranium Fual Licensing Branch BO/OS/16 Ip 



DOCKET 40-2259 PATHFINDER MINES CORP 



8006170254 Informs of calculated overeioo'sure to soluble U Urinary 
analyses ihau TL Irvln,GI Michaud t JC Nichols are no longer 
restricted to nonroutine war 1 ! Supportive matl end 
NUGNT, E L Pathfinder Mines Corp 80/03/13 lOpp 

8006030015 Submits contract costs t, manhoups used in reviewing 
Pathfinder Mines Corp 7B052fr application fop Amend* 
3-g t- 7 to License SUA-648 re ralocation of fence, 
mod of dan b revision to dust collection ays 

GILLEN.D M , LINEMAN, J J Uranium Recovery Licensing Brunch 
80/05/19 2pp 

aoOi03003S Submits contract coltl >j manhours used In revieuing 
Pathfinder Hinoa Corp 79O921 application for amend 6 to 
License SUA-64B re replacement of eitraction circuit 
01LLEN.D H . LINEHAN,J J Uranium Recovery Licensing Branch 
BO/OS/1^ 2pp 

8006020309 Notifies vendor that NRC mill refund portion of amend fee 
accompanying 770713 application for amend NRC manpower 
* xpend i turas uiere less than originally anticipated 
MILLER, H License Foe Management Branch BO/OS/22 Ip 

B00603001O Notifies vendor that NKC mill refund portion of fee 
accompanying 7S0526 amend application NRC issued Amends 
3,4,5 t 7 to License SUA-i72 in response to application 
NRC manpower eipendi turps less than anticipated 
MILLER, W License Fee Management Branch 60/05/22 Ip 

80061B047-1 Advises of adml nistvat i va changes, of fective B00616 RW 
F'oijier j anvt ron coordinator, uiil 1 assume responsibilities of 
overseeing radiation function in mill dept 
MUSENT, L Pathfinder Mines Corp BO/06/12 Ip 

B0061905B5 Notifies NRC that foundation proparation for mod of Tailing 
Dam 4 -will be completed during uk of 800707 Placement of 
dounstraam embankment Pill mill be concurrent ui/f oundation 
excavation uiork 
NUGENT, E L Pathfinder Mines Corp BO/06/13 Ip 



DOCKET 40-3392 ALLIED CHEMICAL CORP 



3006300370 Responds tn NItC 800523 Itr by submitting resulti of 
exposure evaluation for employee Chest counts indicated lung 
burden uithln Reg Outdet 8 t 1 i B 23 limits Urinary U 
concentration chart encl 
C I POLL A, A J Allied Chemical Corp 80/06/05 3p p 



DOCKET 40-3453 ATLAS MWEflALS 



8006120267 Forwards IE Insp Ropt 40-3453/00-01 on B00403 No 
noncomp 1 lance noted 

BRO.HN, G D Region 4, Dallas, Fuel Facility & Katriall Safety 
Branch. 80/04/25 2pp 



DOCKETED ITEMS 



8006120274 IE Insp Rept 10-3453/80-01 on B004Q3 No noncomp 1 lance not 
Major areas inspected canst activities re raising Moab 
Hill tailings dam 

HALL, R E Region 4. Dallas, Reactor Construction b Engineering 
Support Dranch BROliN. D , TAP I A, J L Region 4, Dallas, Office 
of the Director SO/04/29 3pp 



DOCKET 40-7069 PLATEAU RESOURCES, LTD 



80O63SO332 Requests approval to proceed in/cover Ing residues frc 
Hydro-Jet leaching facility ui/mlne uiaste 
HEAD.W J Plateau Resources, Ltd SO/05/37 2pp 



8Q06200509 Responds to BOO Hi i equest for admmi i trat i VB arncnn 
authorizing 18-Pt raise to tailings retention sys Requoct 
cannot be considered as administrative amend due to scopo 
of review required Applicable NRC regulation enc 1 
SCARANUiR A Uranium Recovery Licensing Dranch 80/09/07 U 

8006030374 Clarifies convei sation LI/J Deuel re Itv to Atlas Miner 
concerning neit raise on tailings structure No plans eiiat 
for transporting tailing pile to some site yet to be 
talec ted 
SWANBY.Q T Atlas Minerals 00/Q5/O9 lu 



DOCKET 40-B02/ KERtt-MCQEE CORP 



9003090057 Forwards. "Raftinate Program, 1979 Completion Rept." por 
Liconse BUli-1010, Anend ,1 Rept pi ovidas results >- analgses of 
grotuing season t fund chain testing of treated rflffinate 
produced forage during 197? 
SHELLY, W J Herr McGee Nuclear Corp BO/04/IS Ip 

9005090065 "Raff mate Fertiluer Prograd, 1979 Complfftion Rept " 
* Korr-McGee Nuclear Corp 79/07/11 Ip 



DOCKET 40-4337 MARQUETTE UMIV 



8006060098 Discusses IE Insp of Licenses SUD-231 , 49-02931-06 i 
48-02931-10 on 800423 t. 0508 & forwards notice of violation 
KEPPLER,J G Reoion 3, Chicago, Office nf the Director 00/05/21 
Hpp 

0006060094 Notice of violation from insp on 800423 & 0500 Noncamp 1 lonci 

noted mCt Quantities of C-14 & 1-131 used ui/a performance of 

bioassays ti radioactive matl user did not have proper 
braining 

* flegltm 3, Chicago, Office of the Director BO/OS/2 1 3pp 



DOCKET 40-4492 FEDERAL AMERICAN PARTNERS (MININO) 



80060 403 2 B Submits addl comments re DES for proposed facllltll Draft 
ihould assess cumulative effect from all sources at listing 
mill sites in addition to effect of proposed mill 
DANlELSONil, J , OUYERSON.M J National Wildlife Federation 
80/04/16 5pp 

00061S01B7 Adviiei that E Kama uilll replace T SplBak al regulatorij 
agtnclj contact tt coordliiator 
WRIOHTrK H Affiliation Unknown 90/O5/14 Ip 

8006160212 Summarv of 800414 meeting ui/Federal~Amorlcan Partners In 
Silver 0prlngiMD re environ rept luppl on surface tallinss 
disposal alter natives 
OIULEN, D K Uranium Fuel Licensing Dranch 80/05/23 2np 

8006230139 Forwards request for adcll Info to be Included in engineerlnE 
d*sign r>pt on tailings mgt alternatives Mar 1980 repti 
"Buppl to Environ fiopt - Subsurface Tailings DiBpoaali" Is 
inadvquabf Forthcoming rept must be submitted by 800616 
LINEMAN. J J Uranium Recovery Licensing Dranch BO/05/22 2pp 



S006090553 Application fo r timend of Licorise GUB-1010 authorning 
unlimited use at treated rafflnatc produced at Bequoijcih 
facility as fertillier Justi f i cnti on for propsed amend end 
SHELLi*. W J Kerr-McGee Nuclear Corp HO/05/16 Sp p 

B006090492 Requests payment of addl fee re 000516 application for amend 
to License SUD-1O10 Request classified as major safety i. 
environ amend 
WEISS, J D License Fee Management Dranch SO/05/27 Ip 

8006120534 Advises that major safety i environ amend fee is required 
for revleui of 00O522 request to permit disposal nf raffinate 
sludge In belou grade pit 
WEISS, J D Licensing Management Branch SO/06/02 Ip 

0006300026 Fofuards OK State Univ 000529 Ur eiplalnlng use of unrd 
"preliminary" in histopathology repts generated fur vendor 
raffinate study Clarifies App C of 1979 raffinate fertiliier 
completion rept submitted to NRC an BOO^IS 
SHELLEY, W J Kerr-McGee Nuclear Corp BO/06/02 2pp 

0006300645 Foruards "Denthlc Hocroinver tebrate Fauna of IL River Belou 
Tenklller Reser-volr Adjacent to Effluent Outfall at Svq.uoi|ah 
FaellitgiKerr-McQee Nuclear Corp, Core. OH, Oc t 1970-Dec 1979 " 
SHELLEY. IJ J Herr-McOee Nuclear Corp 90/06/06 Ip 

8006300649 "DentMc Macro invertebrate Fauna of IL River Below Tenkillei 
Reservoir Adjacent to Effluent Outfall of Seituoyah FaciUtg, 
Korr-McOeB Corp, Oore, GK, Oc t 1979-Dec 1979 " 
* Kerr-McOee Nuclear Corp BO/06/03 74pp 



DOCKET 40-0083 MITSUI CD (USA), IMC 



8006120179 Forwards plan to Implement safeguard requirements for BNH 
of moderate k lou strategic significance 
SAlKIiT Mitsut lc Co . Ltd SO/OS/13 9p(i 



DOCKET 40-5001 AMAX ENVIRONMENTAL SERVICES. INC 



8006270411 Forward* ummary of BOO 520 meeting, rt results of 
radiological surveys t hydrostrat igraphic data conducted 
under License STB-44O \ BMA-1319 

O'REILLY, J P Region 2, Atlanta. Office of the Director 
SOpp 



DOCKET 40-0064 EXXON MINERALS CD USA, EXXCN CORP 



8006030124 Forwards summa.ru, of first quarter 198O solution mine pilot 
operations Restoration operations provide primary source nf 
fluids from solution mining activity to tailings pond 
TRUBSELL.H H Enon Minerals Co . USA 00/04/34 15pp 



DOCKET 40-66B2 PATHFINDER MINES CORP 



DOCKET 40-0094 LISBON MltJE, RIO flLOOM CORP 



0006230163 Be commends approval of licensee 7B112O request to amend 
Llcenie SUA-442 eliminatiiiD Condition 2B re drain cover 
matl, Amend ulll not significantly affect environ or dam 
s*f*ty Oraduation curves end 
PERSON, U 8 Uranium Recovery Licencing Branch 00/03/SB 2pp 



8006040107 Application to amend License BUA-119, Increasing 
capacity of tailings dam b<; raising height of otisting 
lauier pond Dames t Hoove feasibility rept not end 
LAUTGN.KD Rio Algora, Ltd SO/03/20 2pp 



DOCKET 40-6659 PETRDTOMICS ca , OETTY OIL 



8006050534 Summary of 000401 meeting (a/licensee in Silver Spring, MD re 
license renew*! application Radiological effluent it environ 
monitoring program encl 
KOTBCHiO L Uranium Recovery Licensing Branch 00/03/05 6pp 



DOCKET 40-9102 EXXON MINEHAL9 CO USA, EXXON COUP 



0006230429 Notifies of eipoaure of individual during uk ending S004D5i 
airborne concentrations of soluble natural U In metis of 
10CFR20 103 limits Mill dryer area mashed douin u/ indication 
of substantial reduction In U concentration 
SHANNQM.J B Exxon Minerals Co . USA 60/05/37 3pp 



DOCKETED ITEMS 



DOCKET 10-6304 UVCHINS MINERAL CCRP 



POCKET 40-S453 BEAR CHEEK UFMN1UI1 CD 



SO06060063 SummaTij of BOQ312-13 meeting u/licensee in Si I 

re status of ongoing liiiviant eicurnon into ihillou lone, 
increase in lea chant f 1 ou >j renewal of RID License Licensee 
made commitments for addl study ti additions to amend 
LltlEHAN. J J Uranium Recovery Licencing Branch BO/04/15 7pp 



Sfiring.rlD BOO612010I Responds to MRC 8O0506 comTents re tailings dam d tailings 

basin Incremental areas reo.u-irlng compaction uork ui 1 1 be 
stated fi stripped of topsoil Sufficient clay matls will be 
added to compact areas to yg quired permeabilities 
MEDLPCK, R L Hear Creek Uianlum Co BO/OS/19 2pp 



DOCKET 10-B348 IIJ SITU URANIUM LEACHING PROJECT 



SOOAO6OOOA Advises that 791.024 Itr req,(jetting permission to 
jut-face reclamation at test site is being processed as 
amend to License SUA-1 323 Requests payment of Category 2B 
amend fee Hatl license amend classification ent 1 
HEIB3 r D Licenie Fie Management Branch BO/01/3S 2pp 



comment e 



8 00 A3 3 07 OS Requests technical assistance to review proposed dam raise 
i reclamation plan, per 790314 memo Safety evaluation 
summaruing hijdrologic aspects of rev leu should ti o completed 
till G00409 
5CARANO, R A Uranium Recovery Licensing Branch 30/05/33 ip 



DOCKET 40-9503 IRIGrtRAY MINE, WVOHINO MINING CORP 



-BOOfaOiiO007 Forwards addendum to WC Goth 7?0134 rept "Synopsis of 
Research Insi tu U Leach ing Test Actvities," providing addl 
data re groundiualer monitoring Requests permission to 
commence surface reclamation 
CARLOS, P C Union Minerals 79/10X26 Ip 



0004060063 Summary of 800312-13 meeting u/licensee in Silver Spring, MD 
re status of ongoing luiviant eicursion into shallou ione, 
Increase in le-achant floiu ft renewal of R&D license Licensee 
made comiil tmcnts for addl study !. additions to amend 
LINEMAN. J J Uranium Reto/ery Licensing Branch 80/04/15 7pp 



-eOOi040013 Addendum to ';Sijiiopsis of Re 
Projett" entitled "Results nf Anulfi 
Dbservation !. Other Surveys ' 
< Mlnei-ali Exploration Co (tubi of Uni 
36pp 



rch IniLtu U Leaching 
Stab 1 1 1 lati orv 



OIL Co of California) 



BOOA050164 Fofuards iiicekly mater quality analvsis remits fc 
monitor & shallow PS search ue 1 1 s far 800325. 0403 (< OB 
PleiometrU contour maps, ar sen 1 c t> sBlenium assay rosulta 
>/ naps at new shallatu research well locations 
WICKERS, D L Wyoming Mineral Corp 80/04/16 2Bpp 



BOCil9O051 Requests info ie compliance ui/nau Chapter 14 regulations n 
in situ nining by BOO&P5 J< advises that addl restoration 
uork on aquifer may be required if water lamp I & analijios 
are not favorab I e 
ENQELrWfH.R Wgomlno. State of BO/CM/aa !p 



CDCKET 40-B353 AWAX ENV 1 ftONMENTAL SERVICES. INC 



BOO&270411 Forwards summary of BOOSEO meetingire result! o* 
radiological surveys k hydros trat ig r a ph 1 c data conducted 
under Licence GTSI-IO ', SMA-1219 

O'REILLY, OP Region 3, Atlanta. Office of the Diroctor 
SOpp 



DOCKET -10-9380 (10CKV MOWTAiN EHEROY CO 



aOOibl903-14 Request* correction or B0033J amend request Line 4, 
Paragraph I, Page 12 of request thouLd read "tampllng ul 1 1 
be weekly," Instead of "dailij " Dally jampllng oF eicurston 
we-ll not neceisarij 

R Rocky do-untain Energy Co 80/0&/06 2pp 



BOOil7067O ForuariJs addl sample results from BOOHOl-li. lampling of 
Pattern III monitor metis Well M-40 back within baseline 
range for parameters e'cept U le-ss than 1 2 mg/1 Ul I M-43 
itlll thoui U & vanadium l-evels above batellne 

R Rocky Mountain Energy Co BO/05/lfl fapp 



B00i240271 Foruards end to in situ R&D llcanac<per Chapter 
r t qulremanti 
NEUHANN.M R Rocky Mountain Energy Co 60/05/27 Zpp 



mining 



300626007? Foruard* Biccuted app 1 1 cation for in situ research testing 
licn* Form should be considered part of onijina] license 
application submitted in accordance m/State of HV.Dept of 
Environ Quality regulation! 
IHANICSU.R E Rockij rl&untain Enerji; Co BO/Oi/04 IP 



B006OS014B "Production Units 1.2,3.4.3 ! 
Pieiometric Contours " Sheet 1 of I 
Wgomino Mineral Corp 00/04/16 Ip 



Research Ueli Locations. 



6006O50172 "Pr odiuc t ion Units 1 , 2, 3, 4, & f, 6 Research Hell Locations " 
Sheet I of 1 
ii Wyoming Mineral Corp QO/Od/Oi Ip 

SOO609000B Foruardt alternste liiiviant restoration progress rept far 
UM1 Field E Field A restoration plan not yet approved bij 
NRC 
HICHEH8. D Myoming Mineral Carp 80/04/24 19pp 

S00603O1S3 Cipre*e concem re recent NRC action concerning U mining 
liti Economy of City of Buffalo, HY ui 1 1 suffer severe tc 
immediate setbacks if uiork at mine Is curtailed or 
terminated 
HECHT.E O . KNEBEL.J ft . MQHEV, Q F Buffalo.NY 0O/O4/23 Ip 

BOO-iOBOS35 Urgies NRC bo combat regulatory measures uhich resulted in 
closing o-f facility Many persons besides licensee employees 
mill lose theii jabsicausing tremendous economic dislocation 
in surround ing area 
OAKLAND. R Amearth Eicauators 00/04/25 Ip 

BOO 60 9 00 23 Urges NRC bo oppose regulatory measures that le<t to closing 
of mining ute Curtailment of operations uilll have 
trimendous adverse impact on local economy Many persons 
beiidct those on corp payroll uii I I lose jobs 
H08S.8 L Ross Construction Co SO/04/35 Ip 

B006020101 Opposes closing of mining operations Closing would be icvere 
lots to Johnson County 1 Buffalo. UY 
COOK, J H Aff il iatlon Unknown BO/04/24 Ip 

BQQ6Q2Q5i7 Foruiarde info ri> composition of liiiviant at site in 
response to request re BOO42I ihoui cause order 
D1RCKS.W J Office of the Eiecutive Director for Operations 
80/04/23 Spp 



DOCKET 40-5431 HUME STATE H1W1NO CO LA 



aoOS270S6i Forwards ovrstid drawings for llcenio reneual application 
for Source MtU Lictn.se. SUfl-tH4=!, p e r BOO117 telcpn 
RANSONE.J U Homestate Hlnlna Co 60/01/17 Bpp 

3005270296 "Floul Diaoram Ion Eichangie Clreult " 
MANLEV. E Kamtetatt MiniTig Co 79/12/31 Ip 



B006020S7O Notifies State of WV Dept of Environ Quality that closure of 
in-iitu U mine uill affect business operati ons. rsul ting in 
lay-offs Ercpliasiiei that in-situ operation minimites effects 
of mining on environ 
LARK IN, D H , LARKIN.J C Affiliation Unfcnouin BO/04/28 Ip 

800il20S04 Respond! to request to revise Permit 47B changing liiiviant 
to (odium bicarbonate Advltes that propoied change In 
liiiviant is conditionally approved 
HORHOW.D Wyoming. State of BO/05/09 2pp 



9005270304 "Proposed Project 3tt " 

MANLEYi G A Hometak Mining Co BO/01/31 Ip 

9005E70310 Submits proposed program (escribing eiperlwintal ion 
ichangr plant Plant uilll be located at LaSal nine site. area 
previoutly diifcurbed bu mining ictivititi 5i within p.rmltted 
ra of ACT/0-37/039 
flANEOHE, j W Honiettake Mining Co 80/01/14 4pp 



900i060431 Foruiards biweekly status rapt of shallou monitor inne Info 
Include! water quality analysis results, overt 1 le pleionivtric 
& contour maps, araenic ' salenlum assay results & monitoring 
d*t for Nells SM-9 (. 3M- 1 7 
WICHERS, L. Wyoming Mineral Corp SO/O5/12 lOpp 



DOCKETED ITEMS 



B00612Q163 Forwards "Answer of UY Mining Corp to Order to Show Causo " 
Requests NRC take prompt action to lift show cause order 
T1EPEL.E W Wyoming Mineral Corp GO/05/12 lp 

B006120173 Answer to order to show cause Asserts that order was 
Unwarranted Mo public heal th > safetg 01 other Interest 
is jeopardiiod bij continued operation Requests NRC take 
prompt action to 1 1 f I, order 
TIEPEL.E W Wyoming Mineral Corp BO/05/12 lOpp 

8006050444 Forwards "Ingaray Shallow Zone Evaluation Rept " Presents 
data to fulfill lequiroments ror lifting immediate 
effectiveness of 800421 shou cause order 
TIEPEL.E 1J Wgomlng Mineral Coip BO/OS/1A 2pp 

B0060S044G 'Iiigary Shallow Zone Evaluation Rept " Overslie drawings 
enc 1 
* Wyoming Mineral Corp SQ/O5/16 54pp 

0006240347 Forwards NRC B004PI order to show cause directing shutdown 
of facility in response to 900509 1 tr No similar action 
contemplated for Rocky Mountain Energy Cp or Nine Lake 
facility 
SCARANOiR h Uranium Recovery Licensing Branch 00/05/30 lp 

8006180282 Ac k receipt of 800509 Itr uih i c h approves use of sodium 
bicarbonate-based Hilvlant at site Use of ammonia-based 
luiviant tn all production units lui 1 1 be discontinued tt 
Permit 478 revised to incorporate change in luiviant 
WICHER3, D L Wyoming Mineial Corp 00/05/22 lp 



DOCKET 4O-85QA UNION 76 MINERALS EXPLORATION CO 



800604O1B3 Forwards revised environ monitoring procedures ( fee for 
administrative amend to License SUA~135Qiper 300407 
te Icon 
ACOSTA.A P Union Minerals BO/04/11 3pp 

80060205.33 Advises NRC that fill placement has resumed on Cell C at 
subsurface tailings impoundment at U project Revised 
tentative data for commencement of tailings cell liner 
installation is B00616 
ACOSTA.A P Union Minerals BO/05/09 lp 

SOOil6020B Advises that mill startup date tiai been scheduled for QOOBI5 
per 790216 cover 1 tr for License BUA-1350 
ACO5TA.A P Union Minerals 90/05/14 lp 

B006270363 Forwards annual rovinon or reclamation bond including 
mill decc-mmi ss I oning. mi 1 1 site i> tailings dam reclamation 
Surnmai y breaVdouin of costs asiociated iii/rec [aiming mill fr 
tailing! area enc I 
ACOSTA.A P Uniqn 76 Minerals E.ploration Co BO/06/19 7pp 



DOCKET 40-B6BI CNEROY FUELS NUCLEAR, 1IJC 



B006270Q93 DFS fe operation of Uhite Mesa (J Project 

Office of Nuclear Material Safety * Safeguards NUREQ-Q494 
7S/13/31 200pp 



0006170127 Advises of ap pi oval of WV Minerals Carp application For 
Amend 2 to License SUA- 1341 i author i ( ing use of sodium 
bicarbonate In place of ammonium-bearing lljiviant 
KAUFMAMN.R 9 Uianlum Recovery Licensing Branch 80/05/23 2pp 

S006200566 Confirms BOOSP3 telcon advising that order has been Issued 
allowing commencement of Injection of sodium carbonate/ 
bicarbonate liiiviant into well field at Ingaray U Solution 
Mining Project Amend 3 to Source Matl license SUA-1341 enc I 
SCARANO.R A Uranium Recovery Licensing Branch 30/09/23 lp 

80Q62Q056B Order modifying license ! terminating 800421 show cause 
order 
MARTIN, J B Division of Waste Management BQ/05/23 6pp 

B0062O0370 Amends Source Matl License 5UA-1341 by revising Conditions 
10 !, 33 Amend authornes U recovery from man of 50 acres of 
ws 1 1 field by in situ solution extraction from U ore bodies 
BCARANQi R A Uianium Recovery Licensing Branch BO/OB/23 lp 

8006200640 Advisee of 000533 discussions u/State of W prior to 
isiuanco of 800523 order to licensee Resumption of operation 
Is limited to Units 1-5 at present time Unit i uill be 
CDntldered 
LINEHAN.J J Uranium Recovei y Licensing Branch 80/05/37 lp 

B006330I11 Concurs y/mod of ordei tn allow WY Mineral* to resume 
operations Use of sodium bicarbonate rather than ammonium 
bicarbonate in units authorized Staff has not had chance to 
review water quality analysis 
ACKEFIMAN. W C Wg Doling, State of 80/05/2B lp 

GQ06290326 Summary of B00507 meeting ui/WY Mining Corp in Rolla.MO re 
NRC evaluation of vendoi analysis of available geologic (i 
hydrogeol og i c data 
KAUFMftNN.R 3 Uianlum Recovery Licensing Branch SO/06/Ofl 3pp 



80060300BB Advises of B004Q4 training session le radon fc radon progeny 
samp 1 Ing 
EADIE.G G Uranium Recovery Licensing Branch 80/04/01 lp 

B006I20459 Forwards administrative fee tor amend to License 5UA-13SB 
OLAB81ER,0 C Energy Fuels Nuclear, Inc 80/09/OB ?pp 

90061 BO 1 56 Hespnnds to 8005P3 request to provide uiritten info re 
proposal to eipand White Mesa U mill Proposal will Involve 
enlarging mill to 3.111-3,511 TPD capac i ty, uj/asaoc 1 atod 
enlargement of tailings disposal facility 
BAKER. C E Energy Fuels Nuclear. Inc 80/QS/22 3pp 

BQ0624QS31 Confirms B0032? telcon stating unities to revise position re 
archaeological data i ecovery program change ( s at Uhite Mesa U 
project Seeks relief In form cf license amend re testing of 
undetermined sites t 1982 completion date 
BAKER.C E Energy Fuels Nuclear. Inc BO/05/23 2pp 

S0062005B9 Discusses problems re mcmnrandum of agreement concerning 
U mill ilto Problems relate to Energy Fuoli Nuclear 
interpretalion nf memorandum i Insuring that artifacts are 
not transported out of state Related matl end 
SMITH. M T Utah, State of EO/05/SB 26pp 

B006300281 Foriuards IE Imp Rept 10-96B1 /BO-03 on BOOS05 Mo 
noncomp 1 lance noted 

BROWN. D Region 4, Dallas, Fuel Facility b Materials Safety 
Branch BO/05/2B 2pp 

a 00 A3 00 EB 5 IE Insp Rept 10-86B1/BD-OS on 800505 No noncomp 1 lance noted 
Major areas Inspected U mill preoporatlon including 
arganliatlon d administration 

WILBQRM. L Region 4, Dallas. Office of the Director BROWN. D 
Region 4. Dallas. Fuel Facility !. Materials Safot<j Branch 
BO/09/27 4pp 



B006300118 Reo.uests tuater quality analysis on nawly drilled shallow 
monitor wells B shallow sand monitor wells 
MDRRQU, D Wgomlng, State of SO/06/ I? lp 



8006200634 Forwards State of UT 900521 Itr & Energy Fuels Nuclear, Inc 
aOOSiij lr 09 Itri re Uhite Mesa ai chaeolog Leal data recovery 
Eipresios concern re removal of J Dykeman from project 
BAKES. C E Energy fuels Nuclear. Inc BO/OS/29 9pp 



DOCKET 40-BS74, EDLOU INTERNATIONAL CD 



B006200S37 Ac k receipt of S00430 Itr Informing NRC of stepi taken to 
correct violations noted In NRC 791204 Itr 

CROCKERiH U Region 1, Philadelphia, fuel racititv t Materlali 
3ftu Branch 9O/05/PO lp 

8006200243 Responds to NRC 791304 Itr re violations noted during IE 
itisp Correcfciva actions will provide procedures for 
instructions on basics of radiation, i-adlatiori protection 
tt emergency response htatl -storage area relocated 
HARI1QN, D M Ed I oui International Co 80/04/30 llpp 



Q006300461 Requaits payment of fee associated w/000523 riquest for 
relief from License Conditions 41 i 47 of License 8UA-135B 
Re<tuest requires major safety & environ fee 
HEIBSiJ D License Ftt Management Branch 80/06/06 lp 



DOCKET 40-Q6Q4 J & P CORP 



eOOiOSOSlO Notiflis NRC that no actuities have been started under 
License SUA-1337 Licensee is acquiring basellnt d*ta b 
studvtng another potential RID site NFIC uill be notified 
uhen test plans i< schedules become definitive 
HELINO, D C J & P Corp SO/05/05 lp 



DOCKETED ITEMS 



DOCKET 40-B(tTO DOLE: PETRDLfcUIJ, INC 

BOQ6Q2Q034 Forujards quarti'ily rept far Lie Arise BUA-1373 Rept indicate* 
no loath solution eicursions ' radiation levels uithtn s*-Fe 
ranges i below marking levels 
HERL1HV.D Tetan Eiplora'ion Drilling Co , Inc. Q{VC"WO9 l p 



DOCKET 40-9727 KERR-MCQEE NUCLEAR COHP 



8006060494 Forwards License SUft- 1378. author 1 1 ing vendor to own, use 
transfer source *t byproduc t/mat 1 that results From minewater 
U eitrjctlon EIrt t< safety analysis also end 
SCARANOi R A Uranium Recovery Licensing Branch 80/04/08 lp 



eQOi.O?0037 "Operational Summary" nuavtiMl>J i ept 

* Tfltor. Exploration Drilling Co , Inc 30/04/09 



BQ06090O04 Forwards "Upper Control Limits ror Eieursion Indicators ' 
HERLIHV.D Toton Eip loralion Drilling Co , Inc (JO/C4/2S 3 PP 

0006040063 Forwards addl copies of final re's torat i on rep t Fur pilot 
phase of pt-oiect ll/o rept 
CATCHPOLE.G J Ogle PotT-c. 1 ou,n Inc GO/05/O9 lp 



-S0060604.'Ji License SUA-I37B, author 1 1 Ing vendor to ouin, use & t 
source ! byproduct/mat I that results from minouater U 
oitrac tion 
SCARAMO.R h Uranium Recovery Licensing Branch 00/04/08 



7pp 



-B006060499 Guidel ines t-or dec ont amihati on of facility b equipment prior 
to release for uni estricted use or termination of licenses 
foi byproduct, source of SNI1 
" Uranium Recovery Liconiintj Branch 7i/ll/30 5pp 



DOCKET K>-B6'J7 ROCKY MOUNTAIN &r<EFfGrf CO 



6006060099 Foiuiards application to amend 1 uene BUA-1339 to allow use 
of carbonate rather than acid llnviaiit ', to change 
praceduies jsiociiitoJ w,'u-,e of carbannte lliiviant Fee one 1 
MEUMAKH. M R HocVy Mounts in E.n?rgij Co 00/04/33 2p p 

B0060dOO'?3 Application for amend of License GUft,-133B authoriimg USB of 
tdrbonatfl ralhei tlian acid liciviant (- changing pr oc endur e-s 
aiioc sated u/u-ac of rsrbonate liiivicint 
* RocVy Kountairii Fneigi) Co BO/04/.1O -\Sf p 



Forwiirilt addendjrn to 7U071H application for m i ri 1 ng . provi d i tig 
info requited in Chaptei nIV l'o one I 
1WANICKI.R E Rocki) Mountain Energy Co 00/O3/27 lp 



DOCKCT .10-0473 PLATTftU nFEitlurfCF 1 !, LTI) 



9006030032 Notifies tliat Amend S I'D Licence fiUA-13/1 uas initiated 
by WFiC 1- is there^oiB fee exempt intend requnoi advancfl 
not i f tea 1 1 DII of certain coi'-at ni lei (.onies far Insp purpmei 
PEHSOIJ,L , LINEIIftM, J *> Uranium IIecover v Licensing Branch 
BO/05/IS Lp 



-8006D60S01 E[A suppiorling issuance of License SUA-137S authorning ion 
eiihange plant for U i ecnvery from mlneuater 

WU,0 . MILLER. H J Uranium Recovery Licensing Branch 80/04/OB 
33pp 



DOCKET 40-S728 TETON EXPLORATIDN DRIL.LIMG CO , INC 



8006350130 Forwards data in response to R Scarano B00418 request re 
North fr South Leuenberger reservoir berms Moisture content 
meets design specs Review of encl data needed to proceed u/ 
grnundua tec restoration 

HERLIHV.D United Nuclear Corp . UNC Recovery Systems Div 
BO/05/15 Jiff 

3006110348 fopuiards results of consolidated test requested by NRC 
Overall consolidation at 2,000 1tsf under saturated 
conditions it 57. to 6 4'/ compared u/4 3V, under ambient 
moisture conditions 
HERLIHV, D Teton Eiploration Diilling Co , Inc SO/06/O6 4pp 

BOOtH035<? Requests use of freeboard analysis for North . South 
Leusnberger evapoiatlon ponds per 600201 rept 'Enbankmont 
Info far North I South Leuenberger Reservoirs " Accumulated 
Ra-336 concentration data discu-ssed 
HERLIHV.D Teton Erploration HrilSing Co . Inc BO/06/O6 3pp 



DOCKET 10-6714 CLEVELAND Cl 1FF3 I ROM CD 



OOQ6O2C"J5B Foi'wardi addl dflt.i ' aniD I i f It a t LQII of c-equoa led changes to 
License SUA~J392 In leiponse to I\RC roqueEt -Cfiarioeii detailed 

In 300321 submit tol do noi requhc license amend It- do not 

Increase radiological tinuidt 

LOUDERHACH, T F CI eve 1 fliid-C H f f a Iron Co BO/OS/O/ 12pp 

800A120S53 Raquosts arc-end to Source Mat It Hconso 6UA-13&a ftmend uiould 
change Condition* 10 '/ 11 Co"c3illon 10 bo include two a-ddl 
info tr-an&ml t tals ti Contlltion II Co permit project site area 
at 42 1/2 acres ("munii fee tmt 1 
LOUDER BACK, T E C leve land-C i I ( f j Eron Co HOXO5/13 3pp 



DOCKET 40-9745 OGLE PETROLEUM 



BO04060155 Clarifies agroemints on grounduiater issues made ui/State of 
WYiDept f Environ Qualltij during BOO'lld meeting Criteria 
apply to ninlng Unit I Criteria for other units will be 
baivd on Unit 1 results < add! baseline data 
FRANC1S.E . Mftt.'CirjI,T Wyoming. Stale of BO/05/01 4pp 

BOD6150049 FdMJards "Ilison Baa in Project Radiological Safety Program." 
in support of NRC source matt license application 
CATCHPCILE.G J Ogle Pclroloii.n. Inc BO/05/19 lp 

BOO&1EOOS3 "Bison Basin Project Radiological Safety Program " 
* Ogle Petroleum, Inc BQ/05/15 23pp 



DOCKET 40-Q7HO STANDAHl) Oil, CD 01 



Notifies NRC that g-roundualE! restoration may c-egir* within 
30-fiO dav* l' Aquifer M at ute Leach solution injection !* 
minlnig acfcivltie* uill continue in Aquifer ill while 
restoration takes placo in Aqui F er N 
KERLIHV- D Teton Eiploration Drilling Co , Inc BO/O1/3O lp 



DOCKET 40-0721 HOCKV HQUNTAIN Ef.EROV CO 



8006130117 Sumnarij of BOO-IS9 meeting ui/vtnilor In Silver Spring.JID ra 
rnsani of verifying wfiethtr hiydrj^llc ci>tino-(tlon eiltto 
between Teapob San-diLnna d Parlma-n Sand 9 tono nt ilbe 
ROTHFLE1SC1I, J Urarvl urn RBC ovary Hcenslng Branth BOfOS/OS 4pp 



DOCKET 40-B7ES BRUSH-WELt MAM, INC 



DOCKET 40-B7S3 PIIJAL MIMERflLS I, MINING, LTD 



Requests opportunity to meet ui/NRC re facility license 
renewal following revleui of documents sent by AZ A EC NRC 
should advue o* future plans for regulating U activities 
i Initiation that uouid affect plant 

MCKLVEEN, J W Radiation it Environmental Monitoring, Inc BO/OS/OS 
2pp 



DUCKET 40-8769 KERH-MCHEE NUCLEAR CORP 



BO 0630 069 5 Notifies of completion of preliminary review of application 
for source mat! license Application acceptable for further 
processing Astign* docket number t requests addl copies of 
application 
ROTHFLEISCH. J f. Uranium ItecO'.crij Licensing Branch QO/06/11 IP 



9004040030 Inform* that do* to late dllv r u at component* i tar tup of 
U recovery plant tiiill be ifeleyed from 80051-7 to 0602 
Supplement* 800321 I tr r* i.icente E.UA-135'I cblvUlc* 
PDUER3, M D Bruh-Hel]ran, Ihc aO/OD/13 lp 



DOCKETED ITEMS 



DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 

DOCKET 50-2 UNIV OP MICHIGAN RCBEARCH REACTOR 

F Security- medical* emergency t- fire protection plant 



SOO612Q4Q4 Forwards slides used b'j utils during BQoo3 muting re 
technology etching* in area of mitigation feature for 
severe accidents at Facilities 
GOESER.D Westinghouie Electric Corp 30/06/05 Ip 



Inspection reports. IE Bulletins t/ correspondence 



8006180356 Forwards emergency plan for facility 
KERH.W Michigan. Univ at BO/06/12 Ip 



8004,180264 Emergency plan for facility 

* Michigan. Univ o^ /5/09/30 78pp 



8OQ6200044 Forwards' IE Circular 80-13, "Grid Strap Damage In 
Westlnghouse Fuel Assemblies " No written response required 
QHIER.B H Region 1, Philadelphia, Office of the Director 
BO/03/2B Ip 



R Piriodic operating riports i related correipondenCE 



DOCKET 50-3 INDIAN POINT STATION, UNIT 1 

F Bocurltyi medical, emergency I fire protection plans 



B006I70431 Forwards data specified in Section 401 Certification for 
Hay 19BO to MY State Dept of Environ Conservation 
MONTI, W A Consolidated Ednon Co of Necj York 90/06/10 Ip 



B006130063 Forwards rovlsod Pages 1-14 & neuj Page 14a for proposed 
rulo 10CFR30 "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 79O101," transmitted by NRC SOQ319 
1 tr Page 14a not encl 
EISENHUT.D G Division of Licensing 80/05/22 73pp 



G Adjudicatory correspondence 



BOOA190S47 Older granting extension until 800707 for Commission to 
elect whether lo rcvioui ALAU-436 f- portions of ALAB-561 
CKILK.B J Office of the Secretary of the Commission BO/06/16 



8QOA2601B6 Forwards UCS 300^23 motion to disqualify Commissioner 
rlendr 1 e 
WEISS, E K . JORDAN. W S Sheldon, Harmon >y Weiss 80/06/E3 Ip 



B00617Q434 Circulating water temp, gross electrical output & river mat 
discharge Info far May 19SO 

* Consolidated Eduon Co of New York BO/06/10 16pp 

aOQ6tB05S9 Forwards "Quarterly Rept on Seismic Monitoring Network 
in Vicinity of Indian Point, NY Consolidated Edison Project, 
Dec 1979-Feb 1980 " 
CAH1LL.IJ J Consolidated Edison Co of New York 30/06/13 Ip 

80061BO536 "Quarterly Rept on Seismic Monitoring Netuorl in vicinity 
of Indian Point, NY Consolidated Edison Project, Dec 1979~Fen 
1<?BO " 

* Woodward-Clyde Consultants. Inc BO/O5/12 4fipp 

8006180426 Forwards daily fish counts from intake screens for May 19BO 
CAHILL, U J Consolidated Edison Co at Neu Vork 80/06/13 Ip 



BOO6260192 Responds to 730717 1 tr re util aiting criteria Indian Point 
Elites meet NRC regulations t criteria Considerable energy 
has been expended to assure public health & safety 
KENDRIE.J M Atomic Energy Commission, Plrectorate of Licensing 
73/09/10 3pn 



H General c or respond once 



B006190437 Daily fish counts from intake screens for May 1980 
* Consolidated Edison Co of Neu York 80/06/19 4pp 



DOCKET 50-9 PENNSYLVANIA STATE UNIv RESEARCH REACTOR 
F Security, medical, emergency ti fire protection plans 



aoofcO3OO14 Requests public debate re evacuating large populations neir 
pouier plants Opposes plants located In densely populated 
areas 
HAMM.K Affiliation Unknown BO/03/19 Ip 



8006130276 Informs NRC that nau physical security plan for physical 
protection of 9NM of low strategic significance uill be 
submitted by SOOB01 
LEV1NE.S H Pennsylvania State Univ BO/06/06 Ip 



B006030037 Responds to 800319 Itr re location of nuclear power plant* 
In areas of high population density Every effort IK being 
made to protect public health I safety at all nuclear power 
P l*nts 

DENION.H R Office of Nuclear Reactor Regulation. Director 
8OYO4/21 app 

P Operating license stage documents ii correspondence 

791I2O0331 Confirms roquiremonts re condensation oscillation loads 
for Mark I containment, long-term p rogram, developed at 79O815 
meeting ui/Mark I owners group Confirmatory condensation test 
& plan schedule due by 791031 
EISENHUT.D G Division of Operating Reactors 79/10/02 49pp 

7911190143 Forwards "Discussion of TMI Lessons Learned Bhort-Term 
Requirements " Revisions to encl implementation schedule for 
NUREG-Q57B requirements should be submitted oi/ jua tif icatlon 
within 15 days, if schedule requirements cannot be met 
DENTON.H R Office of Nuclear Reactor Regulation, Director 
77/10/30 2pp 

79I119Q247 "Discussion of TMI Lessons Learned Bhort-Term Requirements 
Office of Nuclear Reactor Regulation, Director 79/10/30 
73pp 

8006090165 Forwards addl TMt-2 related requirement* to operating 
renctors Licensees requii emonts for TMI Action Plan include 
shift manning, 1 icenslng exams 4, licensee dissemination 
af operating experiences Response requested u 1th in 30 day*. 
EIBENHUT.D O Division of Licensing 80/05/07 ISOpp 

8006130122 Requests comments on NUREO-0377. "potential for Low Fracture 
Toughness fe Lamellar Tearing on PHR Steam Generator h 
Reactor Coolant Pump Supports " Propose* review procedure ti 
implementation schedule encl 
EISENHUT.D G Division of Licensing 80/05/19 72pp. 



DOCKET 90-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 

D NI1C Draft/Final Environmental Statements, lUppls t correspondence 

B00616018B Forwards facility DES re environ considerations under NEPA 
re primary cooling sys chemical decontamination. NUREC-OiBfi, d 
notice of issuance 4 availability E!6 should be prepared 
CRUTCHFIELD, D M Operating Reactors Branch S 80/05/30 Ip 

8006160194 Notice of issuance t availability of facility DES re 
primary cooling sys chemical decontamination, NUREQ-0686 
CRUTCHFIELD, D Operating Reactors Branch 3 BO/O9/30 2pp 

B006160198 DES re primary cooling sys chemical decontamination 
* Office of Nuclear Reactor Regulation. Director NUREO-06B6 
80/03/31 63pp 

B006200Q55 Advises of issuance of DES re pnmry cooling sys chemical 
dtcontaminatlon 
CRUTCHFIELD, D M Operating Reactors Branch 5 BO/05/30 2pp 

8006200080 Forwards DEB re primary cooling sys chemical 
decontamination DES has been sent to EPA i Ofc of FR for 
publication Requests comments within 45 days of FH 
publication 
CRUTCHFIELD, D M Operating Reactors Branch 5 BO/OS/30 4pp 

B006230014 Forwards DES, NUREQ-0686, f or proposed orimarij cooling sys 
chmical decontamination FR notice of availability encl Ltr 
sent to addressees on attached list 
CRUTCHFIELD. D Operating Reactors Branch S 80/03/30 Bpp 

8006230090 Forwards notice of availability which is being forwarded to 
Ofc of FR for publication of DES 
CRUTCHFIELD, D M Operatinj Reactors Branch S 80/05/30 3pp 
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DOCKETED ITEMS 



BQ06170453 Ac i receipt of draft EIS re primary cooling ays chemical 
decontamination N-o c Qoimen t at this t IPHB 
CQTNEHiM L A B r it ul turo, Dent of BQ/0&/1O lp 

SQO6240332 Informs NHC that HUD Region 5 Dfc has rviuied draft EIH re 
primary tooling sus chemical decontamlnati an 'x has no 
comments 
BIMFQRD.E C Housing 4 Urban Devi I opment, Dept of BQ/Ofc/19 lp 

SOO63004IO Advises that rev sew or DES re primary cooling syi chemical 
decontamination failed to reveal effects on prima farmland 
FITZGERALD, W j Illinois, State of 90/06/24 lp 



H General correspondence 

80061.706S1 Forwards copies of advertisements based on Info from public 
rcpts Hope's that advertisement! will gain public support 
t have somo Impact on 1L Commerce Commission tn future rate 
cases 
t-EE,B Cumjnonujealth Edison Co BO/06/ 1 5pp 

0006300435 Responds to B00409 request that EIS for chemical 
decent aminat ion be pi spared EIS nil 1 1 be prepared 
DEIJTON.HR Office of Nuclear Reactor Regulation, Director 
BO/On/23 lp 



F Stcurlty, medical. emergency {, fire protection plans 

7911060551 Notification of 79JG3O-1 1 01 meeting u/util in Zion, 1L to 
r*vi eui emergency plan 
DEVAN.R n Operating Reactot-s Hranch 3 (Pre 771030) 79/10/23 



60Oi300tB7 Responds to BQ03BB Itr re facility chemical dacantamination 
QuestLors is EIS purpose not required 
HCCULLOUGH, E R McCul lough, E R 00/04/09 3pp 

P Operating license stage documents It correspondence 



aOOi0302'!O Notifies that neui telephone s-ji called Health Fhgsics 
Network fHPN) hav been installed at site Sys intended for 
uie during emergencies to link all pouier plants 4 W.RC 
Emergency Notification Sys hotline 01 11 also be uted 
KEPPLER.J Region 3, Chicago. Office of the Director BO/04/1B 
2pp 

800(iC")0131 Forwards Comment* re 790B13 submittal of training & 
qualification plan fUspon-sei requested with in 3O Mays 
Comments withheld <ref 1OCFR2 79O) 
CftUTCHPIELD.D Operating Reactors Dranch 5 BO/05/0 1 ? app 



6006020240 Notifies that neui telephone sgs called Health Physics 
Nttuorb (KPN) hai been installed at site Sys intended for 
use during emergencies to link all pouer plants ti NRC 
Emergencg Mot 1 f icat ion 5gs hotline ul 1 1 also be used 
KEPPLER.J G Region 3, Chicago, Office of the Director BO/04/1B 
2pp 

B00607016S Foriuards add! TMI~2 related requirements to operating 
reactor's Licensees requirements for TMI Action Plan include 
shift mannitig , 1 ic ensing eiams t licensee dissemination 
of aperattno eiperiences Rasponse- requested uithln 30 days 
EISENHUT. D O Division of Licetiiing 90/05/07 ISOpp 



BO040904B7 Forwards proposed rule entitled, "fire Protection Program 
for Nuclear Pouer Plants Operating Prior to 79O101 " Rulo 
ate* neui Beet Ion SO 4B & /tpp F! to IOCFR50 f, Is eipectcd 
ta bt published in FR bij end OT (lay 

Diviiian of Licensing 9D/O&/19 46pp 



600.13OOi3 Forwards revised Pages 1-14 ti new Page 14a for proposed 
rule 10CFR3O "Fire Protection Program fni- Njclear Power 
Plants Operating Prior to 790101," transmitted by NRC B00519 
1 tr Pag!f 14a not *nc 1 
EISEWHUT, Division of Lmjnslng SO/&5/2S 73pp 

BOOi20062V Floquests revision o* 600334 safeguard* contingency plan in 
accordance ui/commntt described in enc 'i to Itr Response 
requested within 30 daijs Enc 1 uithhetd Cref 10CFR2 790) 
CRUTCHP1ES-D. D M Operating Reactof^ Branch 5 flO/O5^27 2pp 

3006160213 Foriuardt Revision 1 to draft eniergonc-j plan EmergBncv plan 
station anneies also encl 
PEOPLES. D L Cnmmoniueal th Edison Co BO/Qi/O 1 ! Bpf 



B006IBO31'? Draft emerontij plan annfi 
* Commonuieal th Edlioti Co BO/07/31 



6006-1B0324 Draft emergencij plan annen 

4 Commonwealth Edlien Co BO/07/31 



B00iilfl033i Draft emorscncij plan annei 
o Commonwealth Ed 3 ton CD 30/O7/31 



50pp 



B006290177 Forward* NURES-0654, Vol I i II t NUREO~Oo24> W/o encl 
CRUTCHF1ELD.D Operating Reactors Branch S QO/05/1A 3pp 

BOOMG0125 Renuest* comments on NUREO-0577, "Potential for Lou Fracture 
Toughness A Lamellar Tearing on PWR Steam Generator Si 
Reactor Coolant Pump Supports " Proposed review procedure d 
implement-a t ion schedule encl 
EtBENHUT.D rj Division of Licensing 9O/OS/19 72pp 



upwards response to B00227 memo re facility 
decontamination "For Comment" issue of DES mill be ready by 
snd of Hag 

DENTON, H R Office of Nuclear Reactor Regulation. Director 
BO/05/29 4pp 

B006120477 Requests short paper an uhat Is being done at f ac 1 1 1 tij. uihat 
type of approval NRC -gave Si whether negative declaration or 
environ assessment should be performed 
AHEARUE, J F Commission BO/O2/37 lp 

B0060300i3 Application to amend Licenses DPR-3. DPR-19, DPR-25, DPR-29 S. 
DPR-30, c larif i;ina term "operable." submitted as Tech Spec" 
change request. In response to NRC 300410 Itr 
NAUOHTOIJ.W F Cammoniueal th Edison Co BO/05/30 2pp 

S00i030072 Tech Spec change request for Tech Specs Sections I 0-1 S, 3 I 
(. a 2,3 0.3 t, 6 0-6 6 re def i nl tioni. fldtnini I tratt v 
control s, safety 1 1ml t-s, 1 (ml ting safety sgs setting & 
limiting conditions for operation ' 

* Comm-onuieal th Edison Co BO/05/30 42pp 



SOO&160340 Draft emengencij plan annei 
Commonweal th Ediion Co ao/07/3t 



B0061B0347 Revision 1 to draft emergBntij plan 
* Cummunujcal th Edison Co 80/07/31 139pp 



800&1S0031 Provioci info re access of NRC i. NRC contractor 
to facilities to conduct appraisal of health phgsfct 
proarflm Qnglte phase It scheduled For approi S liiks 
beginning E100619 List of authorized NRC personnel cncl 
KEPPLERiJ Region 3. Chicago, Office of the Director 
4po 



Forwards, "Dresden Nuclear Power Station BOO 6. 19 tmergencg 
Response Plan Enercisi," to verify Comrn Ed emergency plan 
PEOPLES. D L Cc-mmonuBalth Edison Co 80/06/10 2pp 

9006840318 "Dreiden Nuclear Power Station 800619 Emerjencu Fittponn 
Plan Ertre in " 
* CommonwfJ 1 th Edison Co 30/0 A /I 9 63pp 



aOOiil903OS Responds to M Fletcher q.ueition* re BEP/Topic IX-1, spent 
fuel storage Spent fuel storage pool designed to withstand 
anticipated earthquake loadings as Class 1 structure 
JANECETK.R F Commonuea 1th Edlaon Co BO/06/OS Clpp 

aOOi200591 A-dvlsei that peorgani iflt ion of Ofc of Nuclear Reactor 
Regulation bncame effective on BOOflSB Project Manager 
P O'Connor uill coordinate licensing activities for 
facility Rflorgani tat ion described in encl 

CR.UTCHFIELt).D Pperating Heactors Dranth S BO/OA/Oa 35pp 
i 

S00d300604 Ltr to all BUR licensees forwarding "For CoAimetit" tditiori 
of NUREO-0619, "BHR Feeduiater NotiU (, Control Hod Drive 
Return Line Nonle Cracking " Comment* ui 1 1 be evaluated bg 
NRC prior to Pln*l implementation W/o encl 
EISENHUT, D C Division of Lleeniins 80/06/03 32pp 

B006190-1S6 Foriuardi verification of anabutia program usad for 
determining voltages for facility electric distribution syt 
p*r 790BOB request 

F Commoriuiealth Edison Co 80/06/11 3pp 



6006210490 Respond! to NHC 800^25,30,0501,09 S. 20 Itrl Teq,ui!tino *ddl 
Info re guard training t- qualification plant Rcqursti that 
fvsponsr lutmlttal djte be extended to 600304 
PEOPLES. D L CammonuDalth Ediinn Co BO/C-6/1B tp 



DOCKETED ITEMS 



9006200396 Comment* on NRC evaluation at SEP Topic XU-20, "Radiolog leal 
Consequences of PUB! Damaging Accidents " Table XV-2 
contained typographical error Yrs included on peaking factor 
data should be removed Data is unitless 
JANECEK.fl F Commonwealth Edison Co 80/06/11 Ip 



-8006130141 Eicerpt of IE Imp Ropt 50-010/74-01 conducted on 74012B 
30 Noncompl iance noted open 2-inch line violated containment 
Integrity far tiuo fuel cycles i< no rept uas submitted re 
containment testable penetrations 
MAURA. F . DANCEiK C Atomic Energy Commission 74/02/28 4pp 



8006190307 Forwards commitments to comply tu/requir amenta & schedules In 
NRC 600507 1 tr re addl TMI-2 related requirements Dresden 
Unit 1 is currently undergoing ettensive mod & 
decontaminat i on. therefore no response is provided 
PEOPLES. D L Commonwealth Edison Co BO/06/12 lOpp 



-8006130142 Responds to A EC 740320 1 tr re lea tag i in 2- inch tint 
penetrating primary containment Emergency procedural have 
been revised to require closing motor-operated isolation 
valves after feedmator injection is terminated 
LEE, D Commonwealth Edison Co 74/03/20 3pp 



8006270306 Forwards revised Revisions 11 t 12 consisting 
CE-l-A, "Gomm Ed GA Program for Nuclear Generating 
Stations " Revised Revision U Includes basis on uhich 
equivalent education requirements will bo established 
PEOPLES, D L Commonwealth Edison Co BO/06/23 Ip 



if Pago 1-7 of 



8006200097 Advises that IE Circular 00-13, "Or id Strap Damage In 
Westinghouse Fuel Assemblies," mat gent to listed utill on 
800323 

PAPPABiH Region 3. Chicago, Office of the Director BO/03/30 
3pp 



Q Inspection reportsi IE Bulletins I correspondence 

BOO 323 0330 Forwards waste packaging inep rept on B00313-14 
No noncompliance noted 

BTaHR.J P Region 2, Atlanta. Fuel Facility & Materials Safety 
Branch 80/04/07 2pp 

0003230341 Waste packaging insp rept on 800313-14 No noncompl iance 
noted Major areas inspected licensee-shipper vehicles 
inspected for compliance ui/DDT it NRC regulations including 
shipping paper & DOT placarding requirement 
POTTER, J P , BROWN, R A Region 2, Atlanta, Fuel Facility h 
Material* Safety Dranch 80/03/23 4pp 

B006200110 Forwards IE Circular 00-08, "BUR Tech Spec Inconsistency - 
Reactor Protection Sys Response Time " No written response 
required 

KEPPUERiJ O Region 3. Chicago, Office of the Director BO/O4/IQ 
IP 

B006170300 Forwards IE Insp Rept* 50-010/00-07,30-237/80-07 & 
30-249/BO-10 on BQ0303-O4O4 & notice of violation 
HEIBHMAN.R F Region 3, Chicago, Reactor Operations Nuclear Support 

Branch 80/04/34 2 PP 



8006100559 Forwards response to IE Bulletin 80-06, "Enn iner ed Safety 
Feature (ESF) Reset Controls " Proposed modi identified only 
if present sys design may compromise protective action of 
equipment 
PEOPLES.D L Commonwealth Edison Co 00/06/10 9pp 



R Periodic operating reports & related correspondence 



8006110100 Forwards monthly operating repti for Apr 1?0O 
3TEPHENSON, B B Commo-nuiealth Edison Co 00/O3/12 Ip 



~- -B006110103 Monthly operating repts for Apr 1980 

CIESZKIEWICZ, S Commonwealth Edison Co BO/03/09 2Spp 



0006170440 Forwards month I ij operating repti for May 198O 
STEPHENBCN. B B Commonwealth Edison Co 90/06/09 Ip 



8006170452 Monthly operating rapt for Maa i960 

CIE8ZKIEWICZ,B Commonwealth Edison Co 00/06/02 4pp 



B006170457 Monthly operating rept for May 1980 

CIEBZKieWICZ.B Commonwealth Edison Co 80/06/03 opp 



-0006170312 Notice of violation from insp on 800303-0404, 
* Region 3. Chicago. Office of the Director BO/04/22 



Ip 



-BOO&170461 Monthly oparatlng rept for May 19BO 

CIESZKIEHICZ, S Commonwealth Edison Co 00/06/02 



0pp 



BG06170320 IE Insp Repts SO-010/BO-07, 50-237/80-07 (. 30-249/BO-10 on 
800303-0404 Noncomp 1 lance noted failure to follow radiation 
protection procedures 

BARKER, J L , TDNOUE, T M , SPESSARD, R L Region 3, Chicago, Office 
of the Director 80/04/22 5pp 

B006200119 Advise* that IE Circular 80-08. "BWR Tech Bpec 
Inconsistency - Reactor Protection Sif* Response Time," was 
.ant to listed utlls on 8001 IB 

CARROLL. D E Region 3, Chicago, Office of the Director 80/O4/S3 
2pp 

B006230016 Forwards IE Insp Rept 30-010/80-08 on 000303-03,07,13-14, 
040B If 0? fc notice of violation 

DAVI8.A B Region 3, Chicago, Fuel Facility << Materials Safety 
Branch 30/03/16 2pp 

B006230020 Notice of violation from insp on B00303-09, 07, 13-14, 04QB 8. 
09 
* Region 3, Chicago, Office of the Director BO/09/OA Ip 

8006230024 IE Insp R.pt 30-010/80-OS on B00303-05,07i 13-14, 04O8 & 09, 
Noncompl iance noted failure to make adequate avaluatlon to 
determine compliance W/10CFR20 106 & concentrations in 
excess of Tech Bpec limits In discharge canal 

FISHER, H L Region 3. Chlcano, Fuel Facility It Materials Safety 
Branch PAUL, n A Region 3. Chicago- Office of the Director 
BO /OS/06 7pp 

SQ06130076 Addl response to FOIA request for si categories of 
documents re CPC Forwards documents listed In app 
FELTQN,J M Division of Rule* and Records 80/03/23 3pp 

8006130099 Forward* rsponB to updated memo received on 000313 re Otll 
Interrogatories re proposed imposition of civil penalty 
Cover sheet of IE insp rept end 
KEPPLER.J Region 3, Chicago. Office of the Director BO/03/31 

app 

~fl00613013B RO on 740123, during primary containment leak rate test, 
icesslve leakage was detectnd passing through S-inch line 
in radwaste pfpeuiau Caused by removal of tuo air operated 
valves Two-inch line mas repaired 
WOROEH, W P CommDnuealth Edison Co 74/02/22. 2pp 



DOCKET 50-1 a VALLECITOB BDILINO WATER REACTOR 
J Insurance fr indemnity information 



8006160109 Forwards Endorsement 113 to ANI Policy NF-I. 

CORREAiM A Marsh i> McLennan, Inc , H 5; M Nuclear Consultant*! Inc 
Div 80/06/10 2pp 



DOCKET 30-20 MA8BACHUSETT9 INST OF TECH RES REACTOR 
F Security, medical, emergency '/ fire protection plant 

Q006300290 Foruiards table listing all licenses author! ling SNM. form, 
locatiom type of ma 1 1, authorlted amounts b 800331 inventory 
Table withheld (f*f 10CFR2 790) 
CLARK, L Massachusetts Institute of Technology BO/Q6/23 Ip 

P Operating license -stage documents & correspondence 

8006300B90 Foruiards table listing all licenses author! ling SNM. form, 
location, type of mat 1 , authorl led amounts fr B00331 Inventory 
Table withheld (ref 10CFR3 790 t 
CLARK.L Ma*sachi**tta Institgte of Technology QO/06/23 Ip 

8 Reporbable occurrencesj LERs t, related correspondence 

Q006020403 RO 90-20/00-02 on 800519, intermittent binding of ihlm blade 
number 1 not In accordance ui/Tech Specs Caused by foreign 
matl Impeding motion Electromagnet containing foreign matl 
replaced & other blades choc led 

BERNAHD-J i CI.ARK, L Massachusetts Institute of Technology 
BO/03/23 6pp, 

8006090304 Forwards revised Page S of RO 50-20/60-2 tftd 800323, Reviiior 
corrects second paragraph of Section 7 re frequency of blade 
thickness measurement* t clarifies description of 
electromagnetic coupling of blade 

BERNARD. J , CLARK, L Ma ssachusetti Institute of Technology 
BO/03/27 'Spp 



12 



DOCKETED ITEMS 



8006230051 Forwards revised Page 3 to HO 50-20/60-2 

BERNARD, J , CLASH, L Massac huaot t) Institute of Technology 
SO/05/27 Ip 

BOQ62300i2 Revised Page 2 to Rd 90-20/EO-2 correcting it cone 
paragraph of Section 7 to read "routinely measured everg 
& months " 
Massachusetts Institute of Technology 80/05/37 Ip 



DOCKET 50-27 WASHINGTON STATE UNIV RESEARCH REACTOR 
P Operating licens* stage documents It correspondence 

80O6040-311 Requests to be informed when to eiprct action on pendtr 
license renewal & security plan 
WILSON, W E JJashington State Unlv BO/G4./O2 Ip 



8006170236 Forwards implementation schedule & summary stating 
tommibmen** In response to NHC BOO307 Itr re addl 
r muirements from TMI Action Plan 
MOODY, D E Yankee Atomic Electric Co SO/04/12 6pp 

Q Inspection reports, IE Bulletins 1 correspondence 

SOQc,lB0054 Forwards IE Insp fiept 5Q-029/BO-03 on 300319-19 No 
nancomp 1 iance noted 

9RUNNER.E J Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch BO/04/29 2p(i 

--3006IB0057 IE Insp Rept 50-039/80-03 on 800215-19 No noncomp liance 
noted Major areas inspected circumstances surrounding 
failure of low pressure turbine 

MARTIN.. T T Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch FOLEY, T Region 1, Philadelphia, Office of the 
Director BO/04/25 Spp 



DOCKET 30-29 YANKEE-ROUE NUCLEAR POWER STATION 

F Bvcurktij, medical, emergency ti fire protection plani 



B006Q301Q3 Forwards IE Mgt Meeting Rept 5Q-029/BO-O4 on SOO227 
BRUNNEfl.E J Region 1. Philadelphia.. Reactor Operations Nuclear 
Support Branch 50/05/01 Ip 



B006070497 Foruiardt proposed rule entitled. "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds neur Section 50 4S I, App R to 1-OCFR50 t> 19 eipectdt 
to be published in PR by end of Hag 
EISENHUT, D, Q Division of Licensing BO/05/19 44o0 

BOO 6 1300 63 Forwards reviled Pages 1-14 L new Page Ifla far proposed 
rule 10CFRSO "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101." transmitted by NRC B00519 
Itr Page 14* n-ot encl 
EISEMHUT. Q division of Licensing BO/OS/22 73pp 



B006030110 IE Hat Meeting Rept 90-029/90-04. Areas ditcussed details 
re establishment of onstte ofc far purpose of placing full- 
time NHC Inspector at facility 

FOLEY. T , MCOBCAR.J J Region 1. Philadelphia, Office at the 
Director MARTIN. T T Region 1. Philadelphia, Reactor Operation* 
lluclear Support Branch BO/04/29 3pp 

B0062S0161 Foruiards IE Insp Rapt 50-029/BO-Q7 on BQO317-34 No 
noncomp 1 iance noted 

BRUNNER.E J Region 1. Philadelphia, Reactor Operations NueUar 
Support Branch BO/05/06 app 



300A0300EB Submits revised commitments & schedule tor mad of Fire 
suppression tijs Addl enolneerlng requirement-t !< potential 
long delivery time for addl components ne-cesi i tate change 
In situ c ombu-sti ble fire detectors to be implement-Ed 001101 
WOODV.D E Vankee Atomic Electrit Co BO/OS/27 4pp 

6004230576 Forwards revited v&iponi Ibl 1 itij matrii for safeguard 
secorJtv plan Encl withheld (rsf 1OCFR3 790) 
MOODV.D E Yankee Atomic Electric Co BO/04/16 3pp 



P Optra tina licence itage documBntt & correspondence 



BOO&aS01A4 I Insp Rept 50-029/HO-07 on 800317-24 No noncomp 1 lance 
noted Hajor arsaa inspected amergencg pro-cedure* for small 
break LOCA, LERs t, monthly operating ropts 

MhBTIWi T T Region 1. Philadelphia, Reactor Operations Nuclear 
Support Branch FOLEY. T , RAYMOND, U J Region I, Philadelphia. 
Office of the Director BO/05/09 Gp p 

BOO6060303 Forward* "Main Steam Line Rupture Analyses foi Yankee Roue, 
in respanee to IE Bulletin 80-04 Overall conservatism of 
design bo. main steam line lupturos has not been lessened 
Second level review under ur^g 

E Yankee Atomic Electric Co 90/O3/OB 2pp 



8-OQiQ90l45 FdTUJiriJs addl TMI-3 rolated requirements to operating 
r actors Llcnitl r tquiremsnts for TH1 Action Plan Include 
*hif t manning .licensing eiami 8. licensee dissemlnition 
of operating experiences Rasaonse requtad within 30 day* 
EIBEHHUT, D, Division of Licensing 60/05/07 



&00&39O15 1 } Foruards MUREO-D&54, Va) I t 1 1 !. NUREO-Ofrll W/o encl 
CRUTCKFIELD, ft Operating Reactors Branch 5 30/05/16 Spp 



B006060506 "Main Steam Lino Rupture Analyse* for Yankee Roue " 

Yankee Atomic Electric Co NRC BO/05/31 29pp 

80Oi240590 Submits addl info re IE Bulletin 79-19, "Packaging Lou 

Level Raduaste For Transport b Burial " Training program 
being revised to insure that tra i ning, commi tied to in util 
790729 Itr to NRC. mill be provided 

MODBY.D E VanKee Atomic Electric Co SO/O5/27 2pp 



300&130129 Requests comments on Kl>REO-OS77, "Potential fur LOLLI Fracture 
Toughntsf ti Lamellar Tearing on PUR Steam Generator & 
H*Qtor Coolant Pump Supports " Proposed revicu procedure Si 
imp limtnte t Ion scliidule ncl 
EISEW11IT.D O Division at Licensing BO/05/19 7Spp 

000 t 03 0367 Provide i current statui of program to evaluat* LOCA loads 
T*rmlnafcing efforts relative to installation oC LOCA 
restraints due to Issuance of We-* tinghousa i>yneTS group, 
"Asymmetric LQCA Loads Evaluation Rept " 
KAY, J A Yankee Atomic Electric Co BO/O5/2B Hpp 

8006190093 Advise* that reorganl lation of Ofc of Nuclear Reactor 
Regulation became effective on Q0043B Project manager A 
Burger ulll coord iitate licensing activities for f act lit g 
Rvorgan i latioii described tn encl 
CRUTCHFIELD, D Operating Raactori Branch 5 80/06/02 39pp 

B004tJ?O260 8ubmit< evaluation of Insti-umentat ion for detection of 
inadequate core tooling, in accordance w/TWI Category "A" 
Item 2 I 3 b Installation of further instrumnntat Ion not 
p tanned 
BMITH-R t- Vantee Atomic Electric Co BO/06/04 4pp 

aster equipment list & "Yankee Rauia Con-tainment 
team Line Hifptur* Inside Containment" re 
on Jif electrical equipment AnalyiBs far 
nt will be completed bg Spt b Dec 1980 
bee Atomic Electric Co BO/0 6/03 21 ff 

Roue Containment Analysis for Main Bttin 1 ini 
jntainment " 
Electric Co BO/OA/30 43pp, 



B00i200035 Forward! IE Circular 00-13, "Orid Strap Damage in 
Weitingtiouie Fuel Assemblies " No written reaponat required 
DRIER, B M Region 1, Philadelphia, Office of the Director 
80/05/26 Ip 

BOD6050SS3 Informs that util is in process of addressing IE 
Bulletin 79-O3A Response has required diversion of 
engineering resources from identified safety, Issues 
HEIDER.L H Yankee Atomic Electric Co QO/OS/29 3pp 

0006060469 Discusses IE Bulletin 79-03A, "Longitudinal Meld Defects in 
ASHE SA-312,Tqpe 304 Gta(nleg Steel Pipe " Bulletin 
describes minor design dafic i enc i es , rather than generic 
prob lems 
MEIBER.L H Yankee Atomic Electric Co BO/05/29 2pp 

H Periodic operating reports i. related correspondence 

80Q&17063& FnruarifE nioiithly operating rept for Hay 1900 
HaOOY.D E Yankee Atomic Electric Co BQ/O6/12 Ip 

BOQ6170ei3a Hanthlv operating rept for Hag 19BO 

BEERS. F C Yankee Atonic Electric Co SO/Oi/12 Spp 

S Reportablo occurrences, LERs 1 related correspondence 

B006160006 Advise that LER 90-S9/BO-05 mat not ustd for 1980 
PCRKtMS.M A Region 1, Philadelphia, Office of the Director 
90/06/10 Ip 
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DOCKET 50-30 PLUM BROOK RESEA71CH REACTOR FACILITY 



P Operating license stage documents & correspondent! 



aOQi2S0353 Notification of 000617 meeting ui/NASA Lewis Research Ctr 
in Bethesda.MD to discuss NASA application for authorl lation 
to dismantle Plum Brook test reactor I mockup reactor 
ERICK5ON.P D Operating Reactois Branch 4 BO/06/12 2pp 



DOCKET 30-54 UNION CARBIDE RESEARCH REACTOR 

G Inspection reports. IF Bulletins t, correspondence 



BOQ6120090 Forwards combined IE Invest i gat ion Repts 90-OS4/BO-O1 
27-0040/80-01,27-0039/80-01,30-05906/60-01 i. 70-06B7/BO-01 
NRC has proposed civil penal tics to Union Carbide. Smith 
Kline t- French Labs Respective states S DOT notified 
QfllER.D I) Region 1, Philadelphia, Office of the Director 
BO/04/10 3pp 



8006060449 Forwards NRC safety evaluation re prpper geologic Si seismic 
design bases for OETR 
EISENHUT.D Division of Licensing 80/05/23 2pp 

~- B006060452 Safety evaluation re geologic seismic design bases for 
facility modifying NRC 790927 rept stating that surface 
offset of 2 5 meteis could occur beneath QETR Surface offset 
of one meter beneath facility is appropriate design basis 
* Office of Nuclear fieaetor Regulation, Director SO/05/23 
38pp 

3006060-157 Forwards USGS 800508 1 tr to NRC & USQS repts, "Faults of 
OETR Test Reactor Si fee, val I ec i toi Nuclear Ctr, Pleaianton, 
CA", "Beismicitq of Livermore Valley, CA Reg ion. 1969-79" i 
"Surface Faulting Near Livermore.CA " 
HDRRIS,R H Interior- Dept of, Geological Survey BO/04/3S 1 1> 



B0061S0093 IE Combined Invest i gat i on Repts 50-051/00-01,27-0040/00-01, 
27-0037/80-Q1, 30-O59S6/0Q-01 1* 70-0687 /fiO-01 Union Carbine 
failed to mark bill of lading Smith Kline It French Labs 
failed to use proper packaging 

CRQCKER.H W Region 1. Philadelphia, Fuel Facility i Materials 
Safety Branch H1NNEV. W W Region 1, Philadelphia, Office at the 
Director 00/03/05 44pp 

B0063Q0597 Forwards IE Insp Rept 90-054/80-03 on 000414-17 No 
none crop 1 la nee noted 
MARTIN. (JO Region 1. Philadelphia. Safeguards Branch 90/03/16 

SPP 

S006300602 IE Insp Rept 90-054/80-03 on B00414-17 No noneomp 1 lance 
noted Major areas inspected security p Ian, protection of 
SNM. secur i ty organ! lat i on. access contra 1 , alarm sys, keys & 
locks Details withheld dcf 10CFR3 77O> 
DEVLIN, J H Region 1, Philadelphia, Safeguards Branch 
NCKEOWN, L M Region 1, Philadelphia, Office of the Director 
00/OS/13 Ip 



-S00606G462 Advises that USQS has re-e'amined position re potential net 
slip along Verona Fault near OETR at Val I ec itos, CA, sot forth 
in 790905 review Analysis of data presanted by applicant at 
ACFtS 791114 meeting dons not alter USOB position 
MORRIS, R H Interior. Dept of, Geological Survey 80/OS/OB Ip 

-S006060471 "Faults at CETR Test Reactor Si te. Val lac ttos Nuclear Ctr, 
Pleaaanfcon, CA " 

HERD, D , BRABB.E E Interl or, Dept of, Oeological Survey 
80/04/30 SBpp 

-0006060473 "Senmicity of Livermore Valley, CA Reg ion, 1969-79 " 
ELLSWORTH, U L , HrtttKS, 8 M Interi or, Dopt of, Geological Survey 
BO/05/23 43op 

-S006060476 "Surface Faulting Near LI vermore, CA Associated u/Jan 19BO 
Earthquakes " 

BONILLA. M , LIENKAEMPER, J , T1NSLEY, J C Interior, Dept of, 
Geological Survey BO/05/23 36jip 



5 Repartablo occuirences, I ERa 



related correspondence 



QOD620026Z RQ on B00503, rod iiias discovered separated from rod drive 
remained fully in core Reactor uias immed lately shut down 
Routine insps of present rods mill continue u/special 
attention to similar typo of rod failures 

RIZICKrt.W Union Carbide Corp 8O/05/1S flpp 



DOCKET 50-70 GENERAL ELECTRIC TEST REACTOR 
*} Adjud icatory correspondence 



800A230>I36 Forward* notice of appearance >* Certificate of Svc re shou 
cause order for OETR 
HALTERHAN, H L House of Hep QO/06/13 2pp 

B006230439 Motice of appearance re show cause order for OETR 
Certificate of Svc end 
HALTERMAN, H L House of Rep 80/06/12 Spp 



J Insurance I* indemnity information 



B004>060491 Responds to NRC request for assistance in review of GE 
probability studies for facility slto Forwards Benjamin & 
Associates comments t- LLL 300421 memo TERA Corp rept 
"3elsmlt Rupture Haiard at QETR Review & Analysis" encl 
BERNREiJTER, D L , TOKARZ. r J Laurence Llvermore Laboratory FIN 
A-0233 BO/09/OB 17pp 

80060604B3 "Seismic Rupture Haiard at QETR Review !i Analysis " 
* TERA Corp BO/05/01 93pp 

8006130305 Forwards evaluation of applicant review of OETR foundation 
photographs par 000506 request 
MOftRIS.n H Interior. Dept of, Geological Survey BO/06/06 3pp 

B006250299 Requests addl info justifying facility ability to meet 
loadings associated w/daslgn bases specified in NRC 800523 
evaluation Schedule for response should be submitted within 
savin days 
CLARK. R A Operating Reactors Branch 3 BO/Ofi/10 Ip 

8006240113 Discusies topics for upcoming ACfiS Subcommittee on OETB 
BOOM6-17 meeting 
NELSON. C C Operating Reactors Branch 3 BO/06/11 2pp 



8006300434 Forwards Endorsement 24 to MAELU Policy MF-9S 

CORREA.M A Marsh i McLennan, Inc , H '/ H Nuclear Consultants. Inc 
Dlv BO/06/BO 2pp 

Q Advisory Committee on Reactor Safeguards reports t< correspondent* 



Summary of ACRS Subcommittee on OETR 791114 meeting in 
Burl ingame, CA re geologic & selsmologic aspects of OETR 
site 
ACRS - Advisory Committee on Reactor Safeguards 00/04/15 llpp 

8006120302 Discusses recommondatl on far addl subsurfaci inveftlgatloni 
at & beneath OETR Purpose uas to establish feasibility of 
isolating OETR from foundation disturbance In event of 
flrth<iual(f 
PHILBRICK, E 8 Philibrick. 3 & 80/05/02 2pp 

BOOA210B19 Notice of ACRS Subcommi ttes on GETR 800616-17 meeting in 
Sunol.CA to review gsologii. seisraologii & structural 
engineering aspects of plant site 
HOYLE,J C Office of the Secretary of the Comtnisilon 00/03/23 



T Hearing transcripts on non-antitrust matters 

0006300619 Transcript of ACRS Nuclear Safety Subcommi ttet 800616 
meat ing in Sunol,CA in matter of OETR show cause order 
Pp 1-226 

ACRS - Advisory Committee on Reactor Safeguards BO/06/16 
350pp , 

8006270374 Transcript of ACH8 Subcommittee on QETR 800617 meeting in 
Sunol.CA Pp 227-507 Morning session 

ACRS - Advisory Committee on Reactor Safeguards BO/06/17 
281 pp 



DOCKET 50-73 GENERAL ELECTRIC NUCLEAR TEST flEACTOH 
Inspection reports, IE Bulletins k correspondence 

B00609030S Forwards IE Insp liept 50-073/BO-01 on 000335,36,28 lc 0303 No 
none amp 1 iance noted 

B0Qk,H E Region B, San Francisco, Fuel Facility ti Materials Safots 
Brnch 80/05/03 Epp 
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--0006090513 IE Ins? Kept 50-073/80-01 on BQ0225, 2&. 2B lc 0303 No 
noncamp Hants noted Major areas inspected radioactive 
efFluenti, emergency planning^ radiation safety procedures, 
personnel Biposures. instruments U tour of facility 

noon, u e , HCIJSLAHSKI , F A . FISH.R F Res-ion 5, San Francisco. 

Office of the Director BO/05/O2 5pp 



DOCKET SO-B3 WHY OF FLORIDA TRAIHINO REACTOR 

(1 Intpectlon reports, IE Bulletins 6 correspondence 

a0060"70't79 Acl receipt of BQO507 Itr Informlna HUG of iteps taken to 
corTirct violations noted in IE Insp Hept 50-063/BO-01 
LEllISiR C Region 3. Atlanta. Reactor Operations Nuclear Support 
Branch GO/05/ai Ip 



DOCKET 30-130 TEXAS AfrM UNIV RESEARCH HEACTOR 

Q Inspection reports, IE Bulletin! t correspondence 



8006030327 Ac I receipt of 000114 1 tr In respond to NRC S00401 Itr fc 
notice of violation Requests add! Info to properly (valuate 
adequacy of corrective act ion, including corrective steps 
taksnr results d steps taken fco avoid further violations 
MADSENfO L Region 4, Dallas, Reactor Operations Nuclear Support 
Branch 80/03/15 2pp 

80 06020534 Responds to item oP naneompl lance noted in IE Imp 
50-129/ao-Oi Corrective action* SOP BnoV Surveillance Record 
lias been placed at Front of Vo 1 1 of each i*l of BOPs for 
documentation at SOP book surveillance Memo 59 end 
BERfl.R R Teias A t K Univ BO/04/14 4pp 



-BOQ6090-JB9 Responds to NRC B004O-? Itr re violation* noted in IE Imp 
Rflpt 50-QB3/BQ-01 Corrective actions Tech Spees changed, 
dally check changed to incorporate restricted testing of 
withdraw I intarlolli 
SAZ,N J Florida, Univ of, Gainesville BO/05/07 3pp 



8006S30143 Act receipt of 600414 & 0523 Itrs Informing NRC of tep 
taken to correct violations noted in IE Inp Kept 
30-lSa/BQ-Ol 

MAQSEMrC L Region 4, Dallas, Reactor Operations Nuclear Support 
Branch BO/O9/3O Ip 



-6006090471 Forwards IE Imp ilept 50-OQ3/BO-O1 on B00317-20 b notice 
of violatian 

LEWIS, C Httglon 2, Atlanta, Reactor Operation* Huclear Support 
Branch 80/04/09 2PP 



6004230132 Respond! to NRC BOO315 Itr re vlolatinns noted in IE Imp 
Hept 5Q-12B/BO-O1 Corrective actions redundant SOP book 
Mill not be returned to control room 
RANDALL, J D Teiai A & M Unlv BQ/OS/23 3pp 



B0060')04 I ?6 Notice nf violation from insp on B00317-SO 

Region 3, Atlanta, Office of the Director GO/04/09 Ip 

--B006-090505 IE Imp Rftpt &0-OB3/BO-01 on BO-0317-aO None nmpl lane notid 
failure to perform required safety sys checkout prior to 
startup 

kELLOQO.P J Region 3, Atlanta. Reactor Operation! Nuclear Support 
Dranch WftONER, A Region 2, Atlanta, Office of the Director 
SO/OJ/O? 4pp 

3 Rpurtable occurrences, LCRi >, lelated corresp andnc.e 

Q006Q20365 KO during ul of QD0512,no surface cflntamiHitior monitoring 
uias per for mad Operator tn charge uas a-tsigne-d to uorl at 
another facility Mo procedure! eilst fcr assigning 
rflsponsibi 1 t tv Procedures hava been revised 
DIAZ,N J Florida, Unlv of, Gainesville 80/05/33 Ip 

8006240948 Faruiard* Univ of FL rapt re failed temp control thermocouple 
an Varlan electron capture unit Failure led to contamina ti gn 
of lab i aipoture of personnsl to tritium 

HEHR^O W Anlitant Director tor State Agreements Programs 
BO/0&/O3 3fp 



DOCKET 90-111 NORTH CAROLINA STATE UtJIV RESEARCH REACTOR 



0006170479 For ward s -d iimant I ing plan ror R-3,10 VW reactor, in response 
to NRC rtquest 
3flXE, R P . THOMAS. J L North Carolina State Unlv BO/ 06/03 2pp 



S Reportablo oc 



LERs d related correipondence 



9006170432 01 Sfpiant 1 1 ns plan tor facility 
* North Carolina State Univ BO/O3/1S 



24pp 



DOCKET 50-1 16 IQWft STATE UNIv RESErtRCH REACTOR 

<3 Inspection reports, IE Bulletins b correspondence 

Q0061903B9 Foriuard) IE In*p Rapt 50-116/80-0-1 on 000515-li No 
nijrtc amp liance noted 

DAVIB.A D Ragion 3. Chicaso. Puel Fae i 1 i t<j fc Materials Bafetu 
Bcadch BO/ObAH Spp 

BO Ott 1903V 9 IE Juiso Kept SO- 116/90-01 on 800315-li No noncompl i ante 
noteil Major arenas Inspected emergency planning 
Implementation procedures. roord [nation u/aupport agencies. 
lilts t, nonitonng equipitient 

ESBIOiT H j OflEEH.n J Region 3, Chicago, Office of 6h Director 
90/06/02 3pp 



B00423042O RO on B00513, secondarg cooling tower fan discovered to have 
di] integrated causing damage to cooling touer tt resulting in 
lots of iecondsrij cooling capacity Caused bv failure of fan 
trtnsmitsl on mounting Temporary fan jiaemblij Installed 
FELTZ, D G Teias A t- M Univ BO/05/23 2pp 



DOCKET 50-12? UEBT VIRGINIA UNIV RESEARCH REACTOR 



B00603O3dl Application to amend License R-SB Amend allows for 6-month 

citension of license to permit transfer of fuel & components 
of reactor 

SLACK. S T , M.OPPELMAN, R West vtrninla Univ 00/05/29 Ip 



DOCKET 30-133 HUMBQLDT BAY POWER PLANT. UNIT 3 

F Saeuritij> medical, emergancij & fire protection plans 

8006020175 Notifies that FEMA/NRC Steering Committee has reconsidered 
appropriate Kile of emergency planning zones for small mater 
cooled pouier reactors Steartng Committee has adopted end 
position on planning basis for reactors 
IPPQLITQ.TA Operating Reactor* Branch 3 80/05/14 3pp 

BQQ60904B7 Forwards proposed rule entitled. "Fire Protection Program 
For Nuclear Pouiar Plants Operating Prior to 790101 " Rule 
adds naui Section 50 46 i App R to IOCFR50 & is expected 
to be published In FR by end of Kaij 
EISENHUT.DO Division of Licemlnn BO/05/19 46pp 

BOO fe 13 0063 Forwards revised Page; 1-14 & neui Page I4a for proposed 
rule 10CFR90 "Fire Protection PPogram for Nuclear Power 
Plants Operating Prior to 79O101, " transmitted bu. NRC B00319 
Itr Page 14a not end 
E1SENHUT, D Division of Licensing 90/05/22 73pp 

BOOfil?OII7 Requests participation tn studij of people-related problems 
In nucJear lifeguards NRC representatives will visit 
facility ft interview sacurlty mgt personnel 
IPPDLITQ, T A uperatinfl Reactors Branch 2 BO/06/03 2pp 



Ad judicotory correspondence 



8006170437 Forwards intervenor proposed time schedule For further 
proceedings & historical summaru. lending to present itatui 
of plant 
DROUN.L J Jone.s, Broun t, Clifford 30/06/06 2pp 



Proposed time schedule fur further proceedings BOOiOl-0930 
for consul tent data re seismic %, geologic tud 1 et, B01001 for 
NRC tt intervenor statements t BOlOOl for POS.E conclusions 
U/Certlflcate of Svc tt hiatorleal summary 

BRDWfJ,L J Jones. Brown & Clifford SHE R MOOD. H R Sierra Club 
BO/06/03 9pp 
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8006230378 Drdar re ABLB BOQ603 prehearlng conferonce in Eurlia,CA 
LicBDUB* motion to hold OL amend proceeding In abeyance 
until 901001 granted Joint intervene*-* are directed to file 
contention* 41 day* after rectipt of consultant rapt 
LAZOiR H Atomic flafe*<j and Llcanaing Board Panol BO/06/17 4pp 

P Operating license *tage document* fr correipondenco 

Q006090169 roruerd* addl TMI-2 related requlremant* to oparating 
reactor* Llcenee* requirement* for TMI Action Plan include 
*hift manning, lteen*lng exam* & lloniee dl*iemintlon 
of operating experience* Reiponie roqueitod within 30 dagi 
EIBENHUTiD Divition of Licencing BO/QS/07 ISOpp 

B006130122 Ratiueit* comment* on NUREO-0377, "Pot*ntlal for Lou Fracture 
Toughne** & Lamellar Tsarina on PWR Steam Oenerator it 
Reactor Coolant Pump Support* " Proposed rovleu procedure & 
Implementation ichedute and 
EIBENHUT, D. Divition of Licenilng BO/OS/19 73pp 

6006300604 Llr to all BUR llcenieei fortuardlng "For Comment" edition 
of NUREO-06W, "BWR Feeduatar Noiile t> Control Rod Drive 
Return Line Noiilt Cracking " Canuittnti mill be evaluated by 
NRC prior to final Imp lamentation W/o encl 
EI8ENHUT.D Dlvlilon of Licensing BO/0&/OS S3f>f 

Q Impeetion report*, IE Bulletin* t correipbndence 

90042001 li Forwardi IE Circular BO-QBi "BUR Inch Bpec Incomiatency - 
Reactor Protection 8y Reiponie Time " No uii-ltttn reiponie 
raiiulred. 

ENOELKEN, R. K, Region 3, Ban FrancUco. Office of the Director 
BO/04/18 ip 

0006200032 Forward* IE Circular 80-13, "Or Id Strap Damage In 
Uettinghouio Futl Anemblle* " Mo written reiponta raqulrad 
ENOEUHEN, R H Rgglon 9, Bn FranciRco, Office of the Director 
SO/Oa/SB Ip. 



9006340430 Order granting attention until B0070B for Honied to 
retpand to Campui Committee to Bridge th> Oap petition to 
Intervene re propoied reniwel of llcance 
BOWERS. E B Atomic Safttg And Lionilng Bord Panel ao/06/lB Ip 

8006260206 Forwardi NRC B00611 nipanie to Committee to Bridge the Oep 
petition to Intervene In propoied rineiual of licenia Svc 
Hit hat ba*n updated to Includt all ASLB mpbtr M/o encl 
CRAY, J fi Hiarlng Branch t 90/06/54 ip 

Q Inspection raportf> IE Bulletins & carri*pand*nc 

0006040539 Foruiardi IE In*p Rpt 50-142/BO-02 on 80DIQ4 & O213-14 d 
notice of violation 

CREMBi J L Region 5. San Fi-anclicoi Reactor DpirMtloni Nuclear 
Support Brench BO/03/07 2pp 

3006060571 Notici of violation From imp on B00104 t< 0213-14 

* Region 9i Ban Franciicor Office of thi Dirtctor 30/03/06 Ip 

8006060378 IE Imp Rept 90-142/80-05 on 900104 b 0213-14 Noncompl ianct 
noted logkeiping by operator! fc review bv lupervlaorv 
Pirionnil need* improvtment d neutron channel calibrator 
iceeded Tech Bpec rt^uiremint 

STERNBERO.D M - HORN, A J . BAOAOLIG.M J Region 9. Son Frmnciicn, 
Office of the Director BO/03/06 Spp 



DOCKET 80-147 ROCKUELL INTL CORP CRITICAL FACILITY 
Q Inipectlon reporti. IE Bulletin* ii corr*pondinca 



B006060013 Requott cloieout imp far licenne BOO+3O requvit to 
terminate Llcenig CX-17 Imp necenary to confirm radiation 
survey reiulti 
NOVAK.T M AnUUnt Dime tor far Opiratlng Riactori BO/09/13. 



Fl Periodic operating report* b related corre*pondnce 



8006140022 Forward* monthly operating rept for Hau. 19BO 
WGEK3, E D. Pacific Qa t< Electric Co DO/06/04 Ip 



BQOM60023 Monthly operating rept for Mag 1<?PO 

DAUM.P W Pacific 0** t< Electric Co BO/06/03. 4pp 



DOCKET 50-180 OHIO STATE UN1V RESEARCH REACTOR 

Inspection report!, IE Bulletin* 81 correipondince 

B006S30102 Fbruard* IE Inep Rept 30-190/00-02 on BOOMS- 17 No 
noncompllance noted 

HEISHKAN.R F Raglan 3. Chlcago> Reactor Opiratlom Nuclear Support 
Branch BO/03/08 Bpp 



T Hearing tran*crl>pt* on non-antitrust matter* 

8006160211 Tranicrlpt of B006Q3 prehenring conference in Eureka, CA 
Pp 1-1B9 
Commi**ion BO/06/03 190pp 



8006230113 IE Imp Rept 5D-150/BO-02 on 900416-17 Ma noncanp 1 Unc v 
noted Kjor area* impacted 1 log* h recordir rtsctor 
surveillance, reftUjillf Ication training i riviiui t> audit* 
RIDOHAY-K R , BAKER, K R R*glon 3, Chicago, alfl.ce of the 
Dirtctor 90/03/07 9p(J 



DOCKET 00-141 STANFORD UNIV RESEARCH REACTOIi 



0006110iaa Submit* info re unlv application to terminate reactor 
facility Llceme R-60 ti rlea*e ilte for unreitrlcted uie 
HOLMEB. J A . FINBTON.R.A Stanford Univ SO/06/03 4pp 



DOCKET 80-142 UCLA TRAININO REACTOR 
Ad judicature corr*pandence 

6006130328 Notice of titabllihmint of ABLB to preilde In proceldlng 
on ptttltlan* to Intervene li/or requeet* fo- hearing * to 
preiid* over proceeding in event that hearing li ordered 
LAID, R M. Atomic B.fttij 4nd Llcen*ino Board Panel BO/Oi/10 Hop. 

8006 130232 Retponee to Campu* Committee to Bridge the Dip B00922 
petition to Intervene Petitioner *a.tl*fle* intereit l< 
aspect raqulreinenti |> thould be admitted a* party if 
contention requirement t* latlBfled H/Certlflcate of Bvc. 
ORAV.J.R. Hearing Branch 1 BO/06/ il Upp 

B00616QU7 Application for iit*n*ion until B00707 for Regent* of Unlv 
of CA to respond to Committee to Bridge the Gap 800*06 
petition to Intervene. Petition u4i not received until 

aoOfclO.DttUration of Mil *vc enel. 

Ha-HICK.C.i EIDHAAR,D.L Olifornia. Univ. of, Berkeley BO/Ot/12. 
3pa. 

800A1B0271 Foruard.1 Rfjent* of Unlv of CA BOOA12 application for 
eitenvion of tin* to answer patition to intarvane State* no 
objection to r>qu**ted tutenilon H/o end. 
ORAVfJ.R Hearing Branch 1. 80/06/16 if. 



DOCKET SO-13S 010 ROCK POINT NUCLEAR PLANT 

F Sicurltij, midlcal, emergencu t< fire protection flan* 

90060*0123 Forward* comment* ti dticunlon r* 790BS3 *ubnLttal of guard 
training plan Reipon** requeitid uithln 30 day*. Canminfe* 
It dlicunlon withheld (ref 10CFR2 790) 
CRUTCHF1ELD.D Operating Reactor* Branch B BO/05/15 app 

80060904S7 Foruard* propoied ruli intltltd. "Fire Protection Program 
for Nuclear Power Plant* Operating Prior to 790101." Rul* 
add* nau Section 90 4B & App R to 10CFR90 t 1* expected 
to be published In FR by end of Hey 
EIBENHUT, D. DlvUion of Llcen*ing BO/09/1Q 4&PP- 

0006040016 Requ*t* that riviied page* for *af eguarcti contingency plani 
R>vl*lon li blaring appropriate revliion number fa date per 
encl commenttibe lubmltted uithln 30 day* of rctpt ot Itr. 
Encl withheld (ref 10C.FH2 790) 
CRUTCHFIELD.D Operating Reactor* Branch S SO/OS/SO 2pp 

8006130063 Poruard* reviled Page* 1-14 & niw Paga 14* for propoied 
rule IOCFR50 "Fire Protection Program for Nuclaar Pouer 
PUnti Operating Prior to 790101," trinimlttid bi| NRC 800917 
Itr Pagi 14* not ancl 
EIBENHUT.D 0. Dlvtiion of Llceming SO/09/S3. 73 pp 

Adjudlcatory corr*pandince 

B0061200BB Htpan*ei to JIeen*e fi>-*t let of intrrooatorl. 
Idtntifle* document* planned to be uied in tupport of caia 
Forwarrfinj Itr encl. 
O'NEILL, J,, JOHNS, 8 J Affiliation Unknown BQ/Q3/9B- 4pp 
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DOCKETED ITEMS 



8uO,06Q3.W> tloquesti help in drafting testimony r* Contention I1E-3 
co-ncernlng cvltlcalitg of spent fuel pool matt. Util believes 
Info provided constitutes thoroujh E. adiiuate analysis o-f 
crlticalitg conUderat iotit affecting proposed modi 
9TEPTDE.P P Itham, Lincoln fr Geatc BO/05/OB Bpp 



800i27O23S Advi-ses that reorganlifcion a-f Oft of Nuclear Raactor 
Regulation became effective on 800423 Project manager, 
U Paulsoni till 1 coordinate llc-tnsing activities /or facility 
Description of roorganltflt Ion encl 
CRUTCHFIELO.D Operating Reactavi Branch 3 BO/06/02 34pp 



8006160139 Ansursrs to intervenor Chr lita-Maria Interrogatories <?-i 
througn 9-15 t 9-31 Af f idavits, prof qualifications, 
Certificate of Svc , support i ng documentation 4 forwarding Ur 
encl Related correspondence- 

OALLO. J Consumers Power Co QALLO, J Isham, Lincoln & Bn 1 1 
BQ/Q5/t7 9?pp 



B00630O604 Llr to -all BWR licensees forwarding "For Comment" edition 
of NUHEQ-0619. "BWR Feeduater Naille ti Control Rod Drlvi 
Return Line Moult Cracking " Comment! uilt be evaluated ig 
NRC prior to final implementation H/o encl 
EISENHUT.D Division of Licensing 90/06/05 22pp 



BOO&24Q3SB Request for immfrtf late order requiring licensee to permit 
Intsrvenor access to site on 600624 tn abiervi ttitlng of 
emergoncv plan Adequacy of imergenctj plan fi subj of 
ihtervanor contention Certificate of Svc end 

JORDAN,W 3 Chrlt-Maria JORDAN, W a Sheldon, Harmon b M*iii 
80/06/BO 6pp 

B00624012B Responn in oppoiition tp lnt*rvenoT* Chr 1 ite-Miri* *t *1 
riqjett far access to observe BQOA2"! emep|jencg plan 
eiirci** fictesi uilll Save aJvorse effect on viereitt t, 

conduct of diituvery Certificate of 8vc enil 

ComumtPS Power Co OM.LO, J Ittiam. Lincoln i Beale 
17pp 



8006260259 Order permitting InteFVHnor Chri**-Mar i* etitrv onlte to 
observe eniHrotncij plan Ceitlng E. permitting licntee to 
oicarttsf right! of -appeal Licensee req.umt to rifer ruling 
to ASLAP is d*niad due to aftiente of irrsparabl* impact 
BRDSSMAN-H Atomic Safety and Licensina Bord Panel GO/Q6/S3 
9pp 



carr-tipondence 



8006170130 nunut shutdaun of facility Exanpli* of danger prastnted 
bij plant include inadrquata biotcrglcdl shield ! incruilng 
numbBTt of old fuel rodi in ipent fuil pool 
WALLflCH. T Affiliation link noun 30/03/33 if. 

B00( ) 37013'? Heiponili -to BOO^afl Itr re Nc (Sardner eoncernt about facilltg 
operation ui/ containment vsrvbed to atmotpheTO Coibainment 
bldg dliigned (. constructfld an baii* tnat containment uauld 
be continuously ventilated NC Gardner B00410 Itr trie L 
DmCKS.U J Office of th EiecirCfve Director far Operations 
ao/06/05 Spp 



8006360039 Foriuard* evaluation of BEP Topic* 11-1 A re ecluion ar 
authority t control, 1 1-tB re poptplattan distribution h 
II-l C re potential hBiardi Evaluation mill be basic input 
Into integrated safety asiesmment unlen moils req.ulre>d 
CRUKHFIELD.D M Op.r-ting Reactors Branch 5 SO/06/0* 20pp 

8096170670 Notifies that util uitll complg u/addl Till -2 atcldint 
rtg.uirement> outlined In NRC B00507 Itri u/exceptlan of Item 
I A 1 3, "Shift Manning " Util tabulation of retirements t 
Interpret it Ion of imp Lementa tian schedule encl 
HOFFMAN. D P Consumers Pauier Co 80/06/12 tpp 



Foruards info re boiling of spent fuel pool & effect on 
mtorage facility Licensee analysis submitted on BO0201 
concludai that under worst cond 1 tionsi * tren is uithin 
design Hroiti Changes to Response 4 incl 
HOFFMAN, D P Consumer* Power Co QO/Oi/20 lOpp 

Q Inipection reports, IE Dulletlni ti correipandence 

BDD6200106 Faruards IE Circular BO-OB. "BWR Tech Spic Inconsistency 
Reactar Protection Sgi Response Time " No uritten response 
requ ired 

KEPPLER.J G Kay i an 3, Chicago, Office of the Director BO/O4/1B 
lp 

8006120309 Forward* response to violations noted in IE Imp Rept 
SQ-15S/BO-Q5 Detailt ulthtield (10CFR2 7?O> 
HOFFMAN, D P Coniumirs Pooler CD BO/06/09 lp 

GOO t 20 03 S 6 Reipands to IE Bulletin SO-O9. "Hgdranotor Actuator 
Deficiencies " Reviey demonttrated th*t neither Model AH-90 
nor NH-90 1 installed In iji-f ety-relted sijl 
HDFFMftN, & P Consumer* Pouer Co QD/06/17 lp 



6506270101 Re up and* to BO04.S9 rquet far Info re H LtHiere inquiry 
about amount of nuclear watte disposed In State of MI Spent 
fuel from four operating MI reactors stored onslte NfiC 
waluatrd itatui of uiaite mgt In \177 M/rilabed FR eicrrpts 
OIRCKSi W J Office at tlie Eiecutlv Director for Operation! 
00/06/09 IQpii 



H Periodic operating re-ports & related correspondence 

aOD6110069 Foruardi annual operating rept detailing Facility change**, 
teitt 1< experiments performed in 1979 
HOFFMAN' D P Coniumer* Power Co 80/0&/06 lp 



f Operating license ttage documents & correspondence 

800609OIAS Forunvd addl TMI-2 related ro,uirementi to aperating 
reactors Licinsees requii-emants for TMI Action Plan Include 
shift manning, lieetiiing viams t. llc*nf d i semination 
off operating eiperlvncei Response requested within 30 tfagi 
EI8EKHUT,T) O Division of Licensing BO/03/07 IBOpp 

B00609O151 Bentas util 7910H 1 ? request for i unp 1 1 on from Pee 
requirement's Fee* totlettod to aiturr that nuclear plants 
constructed (j operated u/r Dasonab le aiturance that public 
haalth d >cftg will not be endangered 
MILLER, W Q Llcenta Fee Mangement Branch BO/05/19 lp 

aOQi2301<H Forwards MUREO-OSiSa, VoU 1 t. II i. HURE<3-06Ei U/o incl 
CnUTCHFIELD, Dperatlng Reactor* Uranch 5 flO/OS/lA 2pp 

8006130133 Flenuist* comments on MUREO-OS77J "Pot*ntlal for Lou Fracture 
Toughness & Lamellar Tearing on PWR Steam Oenerator & 
Rgactor Co-olflnt Pump Support* " Proposed revliu procedurt l< 
imp 1 *mntat 1 on nchedul *ncl 
EJEEHHUT,D.<1 Division of Licencing BO/OS/lfl, 7Spj 

3006230399 Advises that llcsnilng activities uill be coordinated bu 
PauEton.due to reorgandflt ion of Dfc of Nuclear Reactor 
Regulationi effective B0042S Reorganl tatlon chart encl 
rmirrupic-i [), D M operating Reactors Branch , 60/06/02, Bpp 

organiiatiisn chart for Ofc of Nuclear Reactor Rgulatlon. 
004E& Distribution of function* encl 
of Nuclear Reactor Regulation- Director. 0/06/02. 



800il 10D72 Annual operating rept detailing facility changes, te* t* t 
rpnriinent'S performed in 1979 
Consum*T Pouier Co BO/06/06 19pp 

5 Reportable occurrences, LERt E. related correiaondence 

8006040300 Forwards LER 00-OH/03L-0 

HOFFMAM, P Consumers Poujer Co BO/OS/30 lp 

--aooiOloaOG LER ao-01!/03U-0 on SOOSOl. during monthly oravitu. choeki, 
cell 2 of batteru, for channel A of reactor depreisur 1 1 ing 
iu,s read heloiu Tech Specs Cell did not respond adequatBlv 
to aquallilng chargfr Cause of failure unknaun Cell replaced 
Consumers Pouer Co SO/05/30 lp 

800617051S Forwards LERs GO-O11/03L-0, aO-01S/03L-0 fc BO-016/03L-Q. 
HUSTOM, R U Consumers Pouer Co 80/0&/11 lp 

8006170527 LER SO-014/03L-Q on B00512i sensor channel D of reactor 
denrtnuriilng sgt uai removed from svc to correct problem 
following Intermittent automatic test circuit alarms Caused 
bu tttpoint drift Unit readjuittd 

* Coniumtrs Pouier Co BO/06/11 lp 

B006170529 LER BO-015/03L-0 on B0051B, sensor channel D of reactor 
depi-essuriiing sgs uai removed from svc to correct problem 
following intermittent automatic test circuit alarms Caused 
by setpoint drift Unit readjusted 

* Consumers Pourr CD SO/06/11 lp 

9006170534 LER BO-016/Q3L-0 on 800527. tensor channel D of reactor 
depressurUing sijs uiai removed from svc to correct problem 
following Intermittent automatic telt circuit alarms Caused 
by setpoint drflt Unit readju*ted 

* Consumers Pouitr Co 80/0&/11, lp 



DOCKETED ITEMS 
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S006170706 Inform? NRC of current; plans re design deficiency concerning 
partial closure of ventilation isolation valves Plans 
differ from those submitted at LEfi 79-3B & BO-13 on 791326 
It 800533, respect ivoly 
HOFFMAN. D P Consumers Power Co SO/06/13 2pp 

BOO62703Q7 Informs NRC of mod to swing check valve operators to assure 
operaoility Precautions ti procedures will be imp lamented to 
reduce possibility of vacuum within containment Public 
health ! safety will not be jeopardiied 
HOFFMAN, Q P Consumers Power Co BO/06/13 2pp 



8006110207 Chapter 7 of HD Univ Training Reactor FBAP.. "Instrumentation 
!< Control " 
* Maryland, Univ of SO/06/11 31pp 

BOO6110212 Chapter 3 of HD Univ Training Reactor FBrtR. "Aujlliary 
Equipment " 
Haryland, Univ of BO/06/11 llpp 

0006110313 Chapter 9 of HD Univ Training Raactor FSAR. "Radwaste Mgt " 
Maryland. Univ, of BO/06/11 4pp 



DOCKET 90-187 CORNELL UUW RESEARCH REACTQH 

P Operating license it age documents I/ correspondence 

B006040I67 Application to renew License H-BO for 20 yrs Currant license 
eipires BQQ639 Licensee will forward complete application 
demonstrating that tac i 1 i ty, components & sys can be safely 
operated over renewal period 
CODK,U D Cornell Univ 00/03/27 lp 



9006110216 Chapter 10 of HD Univ Training Reactor F9AR, "Conduct of 
Operation " 

* Haryland, Univ of BO/06/11 19pp 

B006110218 Chapter 11 of HD Univ Training Reactor FBAR. "Safety 
Analysis " 

* Haryland, Univ of BO/06/U Upp 



P Operating license stage documents tt correspondence 



DOCKET 30-160 GEORGIA 1NST OF TECH RESEARCH REACTOR 
F Security, medical, emergency it fire protection plans 

3006020421 Requests intension until B00625 to complete neceisary 
changes for submittal of amended security plan 
Implementation of plan would be accomplished within 30 days 
following NRC approval 
RUSSCLL, J L Oeorgia Institute of Technology BO/03/27 lp 

SOO625024B Foi wards proposed physical security plan 
Plan withheld (ref 1OCFR2 790) 
KIRKLAND.lt S Georgia Institute of Technology BO/06/23 lp 

5 Reportablo occurrence*, LERs */ related correspotidenc* 

SO0611011Q Ro on B00410. heavy-water temp recorder TRA-D1 was not 
recalibr after replacement of morn slidina cantacts on 
scanner select switch Cause not stated Importance of 
recalibr efflphasiied to personnel 
KIRKLAND.n S Georgia Institute of Technology BO/05/33 2pp 



80061 101 59 Tech Sped for facility 

* Haryland. Univ of BO/06/30 S4op 



Optra tor Eliminations 



SOO611019S "MD Univ Training Reactor Requal if i cation Program " 
* Haryland, Univ of 80/06/30 13pp 



DOCKET 90-170 NATIONAL NAVAL MEDICAL CENTER 

P Operating license stage documents b corrup andcnca 



8006020038 Foruiards comment a t, suggested change! to Tech Specs 

MILLER, J R Standardiiation &. Special Projects Branch SO/OS/I 2 
26pp 



DOCKET 50-171 PEACH DOTTOH ATOHIC POWER STATION, UNIT 1 
H General correspondence 



DOCKET 90-166 UNIV OF MARYLAND RESEARCH REACTOR 

C Utility Environmental Report (ER), amends Si correspondence 



8006110339 EIA supporting renewal of OL 
* Haryland, Univ of 80/06/30 1-lpp 



F Security, medical, emergency & fire protection plant 



8006110232 Emergency plan 

* Haryland, Univ of BO/06/30 60pp 



K Utility Final Safety Analysis Report (FBAR) t amends 



8006H0169 FBAR for HD Univ Training Reactor 
* Haryland, Univ of BO/06/11 EOOpp 



B00611017<) Chapter 1 of MD Univ Training Reactor FBAR, " Introduction b 
General Description of Facility " 

Maryland, Univ of BO/06/11 12pp 

Q006I10180 Chapter 2 of MD Univ Training Reactor FBAR, ait 
Characteristics " 

Maryland, Univ, of BO/06/11 llpp 

BO061101B6 Chapter 3 of HD Univ Training Reactor FSAR, "Reactor 
Facility " 

* Maryland, Univ of BO/06/tl 13pp 

B006110190 Chapter 4 of HD Univ Training Reactor FSAR, "Reactor " 

Maryland, Univ of, BO/06/11 40pp. 

SO06H0197 Chapter 5 of MD Univ Training Reactor FSAR, "Rtaetor Coolant 

V Purification Su,s " 

Maryland, Univ of BO/Oi/11 10pp. 



B006170BD3 Discusses BOO 430 Itr to NRC expressing concern re 
arrangements for recent meeting at plant Heatings betueon 
NRC & licensees are open to public in most cases Public 
announoment was issued an 300331, wall before meeting data 
DENTON.H R Office of Nuclear Reactor Regulation, Dlrectc-i- 
BO/OS/30 [6pp 

B006170SOB Provides statement for use of NRC review ttimi during public 
meetings while, making site visits to alien emergtncy 
preparedness measures On 791307, Pres ident- directvd FEMA to 
take lead in offsite emergency planning d plan aiseisment 
CAKH.F A Federal Emergency Management Agency BO/OS/O7 lp 

B006270134 Responds to 800301 t OB Itrt re R Schlelf ti H Uakt*ri 
concerns about arrangements made for recent meeting at 
facility Public announcement uas issued uell in advance of 
meeting U/publlc announcement tt mailing list. 
DIHCKBiH J Office of the Executive Director for Operations 
BO/06/02 19pp 

8006270192 Responds to 800506 Itr re arrangement* made for recent 
meeting at facility public announcement uai Issued uell in 
advance of meeting Public announcement & mailing list end 
DIRCKSiU J Office, of the Executive Director For Operation* 
BO/06/03 16pp 

8006270155 Request* info re constituent inquiry about NfiC -notification 
of B00424 public (netting 
MATHIAS, C H Benati QO/05/09, lp 



I Financial Information 



B005190S21 Forwards util "1?7? Annual Financial Kept" t< I960 internal 

cash floui stattmants. as evidence of guarantee of payment of 
deferred premiums 

BRADLEY, EJ Philadelphia Electric Co. BO/Q5/1S 7pp 



9006110201 Chapter 6 of MD Univ Training Rmctor FSAR, "E>perlffl*ntal 
Facilities " 
* Haryland. Univ, of SO/06/11 13pp 
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Responds to BQ0424 Itr Tt arrangements made for recent 
mte-tino, at facility public announcement for malting was 
lui) 600331 Public announcement & malting list far muting 
end 

DIRCKS.W J Office of the Executive Director -far Operation! 
BO/O6/Q2 l&pp 

aoO&H7Ot4fi Eipresses concern re arrange*"*"** for 9-00424 meeting. 
facility Adequate notice of meeting was not provided, 
3ftHBAllE9,P , Sena to BO/04/24- Ip 

6006270147 Responds to BOQSOfr Itr re arrangements mad* far recent 
fnaotino, at facility Public announcement luai issued well in 
Advance of meeting Rubin announcenent t mailing list encl 
QSRCKS.W J Off nee Of the Eiecuttve Director tor Operation* 
I7pp 



900i2701SO Comrmhts an arrangements mads For- recent nteting at 
facility NRC should schedule, another meeting to obtain 
further public conrrents *t 4nlu,(i on emergency response 
plan 
LDhQ.-C B House of Rep * Appropriation! 90/05/06 3pp 



90Oi020379 Forwards "Bee omn sioned Annual Reptp I 1 ?? 
ALDEN.U 11 Philadelphia Electric Co 80/05/23 



3006300269 Ack receipt of 800329 Itr Informing KRC of iteps taken to 
address concerns identified In NRC BOOSOi Itr Reiponitt is 
satisfactory Refresher training projram mi 11 be eiamined in 
ilepth during future imp .,..,,. 

KEPPLER.J O Region 3, Chicago, Office of the Director BQ/O6/1& 

IP 

B006300B75 Retpond* so NRC BOQ306 Itr re Imp on 80032i t -B7 Reg Ouide 
2 6 h* been reviewed tt emergency plan mill be written 
Facility emergency procedures hav been 1 Slued u/197 1 ? 
revisions included 
BRU3GER.R M Missouri, Univ of, Columbia QO/09/29 app 

S Rportable occurrences. LEfis it related correspond""" 



RQ on 800507, emergency generator failed to start when 
starting sequence mas Initiated bi) automatic ueekly 
titrctser Caused by tripped starter motor Generator 
inspected ( rctested u/ncu starter motor 
KCKIBBEN.J C i BRUGCER.R H Mlssourli Univ of, Colombia BO/Oi/OS 



BOOtI100i4 RO on BOOSli, u/reac tor operating at full pouier in automatic 
model automat ic. regulating blade drive mechanism mat 
discovered producing grinding noise Caused by morn spot on 
drive gear Regulating blade gear drive uifls replaced 
MCKIBBEH. J C , BRUOGER. R M Missouri. Unlv nf, Rollo BO/Od/OI 



Ip 



"Oecofflmnsioned Annual Rept, 1979 " 
g5_LflICH,W T Philadelphia Electric Co BO/O5/H3 



DOCKET 50-104 HATlOIJftL BUREAU OF STANOAROS REACTOR 
Q Inspection reports, IE Bulletins t> correspond etice 



Forward* IE Insp Rept SO-ie^/fiO-OS on B0032&-BS 'No 
noncorip 1 lance noteQ Cover sheet only end Rept withheld 
(i-* 1C-CFRH 7<JO) 

HART1W, IJ Region 1, Ph 1 1 aflelph i . Safeguards Branch BO/04/S4 
2pp 

B006190075 IE Inap RPt 50-IB4/BO-02 on B003a&-2S Ho noneomp liance 
tic-ted Major atria i inspected security plan, protection of 
SHM & j-Bcurity organiiatioh Cavor iheet only Rtpt withheld 
Iftst 10CFH2 7901 

DEULIN.J Region 1, PhiUdfciphu. Safeguard) Branch LADUN. R H 
Region 1. Philadelphia. Office of the Director GO/04/14 Ip 



50-183 PLUM BROQ* REACTOR - HQCK-UP 



BOO&2S0353 Notification of 8OOil7 meeting w/NASA Hulls Rearch Ctr 
in Bth>sda.hS to diicus* NASA application for author 1 lation 
to dlinantli Pluti Brook: teit reactor i mockup reactor 
ERICKSOW, P B Operating Reactors arafith 4 BO/06/12 Hpp 



DOCKET 50-192 UM1V, OF TEXAS RESEARCH REACTOR 

Q Inspection reports, IE Bulletin* S- carrospondence 

BOOiOiOIlB Forwards IE Imp Rept 50-193/00-01 on 900416-10 No 
noncomp 1 lance noted 

MftDSEN.G L Region 4, Dallas, Reactor Operations Nuclear Support 
Branch 60/04/35 2p P 

--BOOtOiOiai 1C Insp Rept 90-19S/BO-01 on 6O0416-1B No noncomp 1 ionc e 
noted Major areas inspected plant status, fac i 1 1 ty 
organiiatlon. survetllance testing, envii-on protection, 
emergency control i radiation control 

MAD9EN.O L Region 4, Dallas. Reactor Operation* Nuclear Support 
Branch SMITH.R Region 2- Atlanta, Office of ths Director 
60/04/83 SpP 



DOCKET 50-aOl UEBT VALl EV REPROCEBSItJO PLANT 

F Security, medical, emersency & fire protection plans 

0006230297 Forwards site security plan for loui enriched matl No fees 
applicable Plan withheld (raf 1OCFR2 7901 

MICHEL, C J Nuclear Fuel Services, Inc (subs of Betty Oil Co ) 
BO/O3/18 Ip 

H General correspondence 



DOCKET SQ-1B6 UHIV OF MISSOURI RESEARCH REACTOR 

F Sfcurityi n.idical, ameraancij & fire protect inn plans 

S006300Z6B Ack receipt of 60052 1 ! Itr informlnj NRC of step* taken to 
add Tut concerns identified in NHC BO 05 06 Itr Response li 
laf 1 sfactorij Refrtihtr training prngram mill bi nanlnvd in 
dflpth during future iii-p 

Reglnn 3. ChUago. Office of the Dirictor 60/06/16 



60062-00560 Forwards D Davis B00420 postcard oipresslng concern rr state 
of repair of facility Requests NRC response DDi: 900139 Itr 
to D Davis encl 
TURI.JA Energij.Dept of BO/04/3B 4pp 

8006240094 Responds to 300251 Itr to President Carter Dnclslva action 
needs to tie tafcen to effectively use nuclear payer to help 
give US added pleasure of tmergy independence & improve 
domestic economic iltuatlon 
HAHLQUiaT, E J Energij.Dept of 30/05/07 4pp 



B00&30O275 Reapondl to NRC SOOSOt Itr re inso on 000326-27, fleg Ouide 
2 4 hai beeri n-viauJtd & emergency plan will be written 
F'aclllty emergency praeedures have been ittuid u/1979 
rtvi i loni Inc luded 

h Missouri, Vniv of, Columbia GO/05/ 2*? 2pp 



B006260073 Responds to 600221 Itr to President Cartar opposing facility 
i nuclear power in general Opposition is not consistent 
u/adminlitration policy President Carter reaffirmed 
commitment to nuclear pouer after Kamanij Rapt 
UAHLOUIST, E J Energy, Dept of BO/05/07 4pp 



Inspectton ripartsi IE Bulletins k correipondence 



P Operating license stage documents b correspondence 



3006160210 Forwards IE Tntp Rept 50-186/60-02 on 800326-27 tc 04S1 
Ha ncncampJianc* notri 

KEPPLER.J Region 3. CTiicagoi QFftc* of the Director 80/05/06, 
Sfp 

8C-0-&1&0215 IE Inty Hept 5Q-lSft/e-0~Q2 on 300324-27 t 0431 No 

nonconpliance tiottd Hajor aridi inspected enefgencu planning 
dicu*lon & ian of drills conduetttl 1979-80 

OBEER.R J . ESSIO.T H Region 3r Chicago, Office of tht Director 
80/04/26 7pp, 



9006500579 Responds to NRC 791210 raqueit by providlnfl confirmation 
that manipulator sleeve part* t other similar opininai uvre 
sealed an B00103 Action provides addl protection glnst 
potential tornados, 

CLARKrJ.R Nuclear Fuel Services, Inc dubi of Qtty Dll Co } 
80/03/14 4pp 



DOCKETED ITEMS 
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SQD612Q257 Submits comments to aid tn evaluation of environ Impact of 
immobili ilng high lovel wastes at facility Selection of 
final waste form prior to selection of repository ilte may 
not he consistent w/"syH approach" noted in 1(10 rapt 

MALARO, J C High Level Waste Licensing Management Branch GO/04/39 
2pp 

0006200059 Ack roceipt of Mar 1980 rept re imp ,fc evaluation of NFS 
high level waste storage sys Expresses concern re manpower 
availability for milestone! re completion of in-tanl & 
annular (pace photographic insps 
HQUGHNV,C J Advanced Fuel t Spent Fuel Licensing Branch 00/05/13 



0006230144 Corrected Table S-6, "Deer Sample Data," to Environ Rept 37 

* Nuclear Fuel Service). Inc dubs of Oetty Oil Co ) SO/04/21 
IP 

9006230244 Forwards quarterly <"P* *OT Jan-liar 19BO 

DUCKWORTH, J P Nuclear Fuel Services, Inc , Ueit valley Reprocessing 
Plant BO/O4/2B Ip 

BQQ6230247 Quarterly rept for Jan-Mar 19SO i 

* Nuclear Fuel Services' Inc , Nest Valley Reprocessing Plant 
00/04/38 I2pp 



BO0613Q110 Summary of BQ04I6 meeting u/vendor in Silver Spring.MD re 
results of NRC analyses of effect of tornado generated 
missiles at West Valley site 

HAUQHNEY.C J Advanced Fuel 1 Spent Fuel Licensing Branch 
BO/09/13 4pp 

BDQ6130164 Summary of 800416 meeting w/NFS ! NY State Energy RtD 
Authority in Silver Spring, MD re results of NRC analyse! of 
affect of missiles at West Valley site 

HAUOHNEV, C J Advanced Fuel t Spent Fuel Licensing Uranch 
80/05/26 6pp 

BQQ6240S97 Confirms 800606 tclcon ra BAR for proposal) mod to plant BAR 
being foriuardod under separate cover Requests return upon 
completion of research project 

HAUGHMEY.C J Advanced Fuel 'A Spent Fuel Licensing Branch 
80/06/06 Ip 



Inspection reports, IE Bulletin* (s correspondence 



BOO6Q90078 Ac k receipt of BOO41O Ui- informing NRC of steps talen to 
correct violation noted in IE Insp Rept SO-H01/80-02 
HAFITIN.ll J Region 1. Philadelphia. Safeguards Branch 00/03/01 
IP 

8006090001 Forwards IE Insp Rept 3Q-301/BO-02 on 900139-31 S, notice of 

violation Notice of violation withheld (ref 10CFRS 790) 

MARTIN, W Region 1,. Ph i lade Iph la. Safeguards Branch 80/03/19 

2pp 

3006090036 IE Insp Kept 50-301/80-02 on 800138-31 Noncomp 1 iance- noted 

failure to maintain physical barrier to vital area In 
effective condition Details withheld (ref 1QCFR2 790) 
DEVLIN, J 14 Region 1, Philadelphia, Safeguards Branch LAD-UN, R H 
Region 1. Philadelphia, Office of tha Director 30/03/12 Ip 

B006190192 Ack recoipt of GOOS1S Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept SO-S01/80-Q3 
SMITH, H Region 1, Philadelphia. Fuel Facility & Materials Safety 
Branch 80/09/21 Ip 

H006190I97 Responds to NRC ODD 423 Itr re violation noted In IE Insp 
Rept 50-201/BO-03 Corrective actions employees cited have 
been scheduled for whole body counting 

DUCKWORTH, J P Nuclear Fuel Services, Inc (subs of Oetty Oil 
Co ) BO/05/15 2pp 

8006190201 Forward. IE Insp Rept 30-201/00-03 on 000326-28 t notice 
of violation 

BMITH.O H Region 1. Philadelphia. Fuel Facility & Materials 
Safety Branch BO/04/23 2pp 

9006190205 Notice of violation from insp on B00326-2B 

* Raglan li Philadelphia, Fuel Facility & Materials Safety Dr*nch 
80/04/18 Ip 

9006190209 IE Insp Rept 50-201/80-03 on 000326-20 Noncomp 1 lance noted, 
failure to perform who la body count for all radiation 
workers on annual basis 

CLSKQMS.P Region 1, Philadelphia, Office of the Director 
KNAPP.P Region 1. Philadelphia, Fuel Facility b Materials 9fty 
Branch. BO/O4/IB 7pp 

R Periodic operating reports i. related correspondence 

BOO6200573 Forwards results t flow measurement* for Mar 1980 In 
accordance w/provtsions of NPDE8 Permit NYQ0004973, 

DUCKWORTH, J P Mucliar Fuel Strvices, Inc (tubs of Oetty Oil Co ) 
80/04/03 6pp 



DOCKET 50-206 SAN DMOFRE NUCLEAR STATION. UNIT 1 

F Security, medical, emergency & fire protection plans 

B0060904B7 Forwards proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds new Section 50 4B & App R to 10CFR5O b Is eipected 
to bo published in FR by, end of Ma^ 
EISENHUT, D Division of Licensing 80/03/19 46pp 

B006130063 For yards revised Pages 1-14 & neu Page 14a for proposed 
rule 10CFR50 "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101," transmitted by NRC BOOS 19 
Itr Pag* Ha not enc 1 
EISENHUI, D Division of Licensing 00/03/32 73pp 

BO Qi 0203 40 Advises that addl 90 days is required to respond to comments 
In NRC 800423 Itr re util 790933 guard training fc 
qualification plan Addl time required to establish physical 
eiercise program Response mill be submitted by 600901 
BASKIN.K P Southern California Edison Co 80/05/23 Ip 

B006160213 Act receipt of 791212 change in tecuritu plan Change does 
not decrease plan effectiveness 
CRUTCHFIELD, D M Operating Reactors Branch 3 BO/Oi/02 2pp 



Ad jud icatory correspondence 



B006030461 Forwards mod of 800404 confirmatory order granting 800319 
request for eitenslon ta complete i-enuirementi of order 
9TELLO, V Office of Inspection fr Enforcement. Office of the 
Director BO/03/33 Hpp 

B00603O464 Mod of H00404 confirmatory order granting aitenslon until 
one mi prior to return to svc for completion of itemi re IE 
Bulletin 79-27 In B004O4 order 

6TEILQ. V Dffi c of Inspection & Enforcement. Office nf the 
Director BO/05/23 2pp 

B006090462 Responds to 0005 1 s ? request for eitension of deadline date 
for completion of items in B00404 order Mod to order 
granting request end 

STELLO, V Office of Inspection b Enforcement. Of fit a of the 
Director 00/03/33 3pp 

0006090466 Order extending shutdown to 00052B to permit insp of 
outstandinfl emergency procedure items prior to return to 

SVC 

STELLO.v Office of Inspection d Enforcement, dfflco of th 
Director ao/o3/S3 2pp 



H Oeneral correspond*ncB 



8006170137 Commtnti on decreased income from investment in util due to 
NRC attention to protesters rather than facts No lives have 
been lost resulting from nuclear power plant failures 
ELLICTT.C p Affiliation Unknown BO/05/27 Ip 

P Operating license stage documents & correspondence 

B006110009 For ward I "Rttpansea to NRC Requirements Established to Date 
Following TMI Accident," in response to NRC 790913 request 
Includes commitments to actions set forth In NUREO-0379 
DRAKE, J H Southern California Edlion Co. 79/10/17 3pp 

0006110013 "Responses to NRC Requirements Established to Date 
Following TMI Accident " 
* Southern California Edtson Co 79/10/31 66pp 



B006330141 Forward* corrected Table 5-6, "Dter Sample Data," of Environ 
Rapt 27 Contains results of reanalysli of dair harvested 
Nov 1979 ( analytical results of second der harvastad 
Dec 1979 

DUCKWORTH, J P Nuclear Fuel Services, Inc (tubi, of Oitty Gil Co.J 
BO/04/21 Ip. 



8006090169 Forwards addl TMI -2 related requirements to operating 
reactors, License** requirements for TMI Action Plan Include 
shift manning, licensing exans it licensee disf emlnatlon 
of oparatlna experiences Rgsponst requested within 30 days 
E18ENHUT, D Division of Licensing 80/03/07 IBOpp 



:o 



DOCKETED ITEMS 



1QO&060567 Forwards Amend 18 to License TJPR-13 S. notice of isiuanc* t 
availability 
CRUTCHFIELD, D M Oparatlng Reactor-s Branch 3 BO/03/14, 3pp 

8006060373 ftnenil fla to License DPR-13, reduc ing data retrieval rate for 
temp recording su. ti eiempting continuous tamp recording 
requirement & requiring SO'/ data retrieval rate tor- failure 
rep ti 
CRUTCHFIKLD, D M Operating Reactors Branch 3 EO/O5/16 4pp 

~aQ0606057& Notice O f usance t availability of Amend A3 to License 
DPR-13 
CRUTCHFIELD, D Mi Operating Reactors Branch 3 90/03/16 2pp 



Foruiardi NUREG-QA34, Vo 1 I J, 1 1 E. NUREG-Ob.ll W/o nc 1 
CRUrCHFIELD, D Operating Reactors Branch 5- BO/05/li 2pp 



Roque-its comments on KUREQ-&577. "Potential for Lou Fracture 
Toughr.*** & Lamellar Tearing DTI PUR Steam Generator t 
Reactor Coolant Pump Supports " Proposed review procedure !. 
i cnji 1 erne ntat Ion schedule encl 
EISENHtfT.D Division of Licensing BO/Q5/19 73pp 



Q Inspection reports IE Bulletins & correspondence 

8006200056 Forwards IE Circular 80-13. "Grid Strap Damage in 
Westinghousa Fuel Assemblies " No written response required 
ENQEI-KEN.R H Region 5, San Francisco, Office of the Director 
BO/O5/2B Ip 

8.006iaOE95 Act receipt of 800313 Hr informing NRC of steps taVen to 
correct violations noted in IE Insp Rept 5Q-206/BO-09 
CREWB.J L Region 5, Ban Francisco, Reactor Operation* Nuclear 
Support Branch 80/06/02 Ip 

8006180301 Responds to me 800421 Itr re violations noted in IE Insp 
Rest SO- 20 6 /SO- 09 Corrective actions emerjency operating 
Instruction 6-3-S 34 revised I; training for operators 
conducted 
PAPAY.L T Southern California Edison Co BO/03/13 Sop 

BOOilBoaOS Forwards IE Insp Rept 90-206/60-09 on 600301-0404 ti notici 
of violation 

CREWS, J L Region 5, San Francisco. Reactor Operations Nuclear 

Support Branch 50/04/21 2pp 



600603-D295 Dlicussei apin I terns re implementation o-f Cateoorg A Lesions 
Learned Tin k Force requirements per hJFtC 900503 reqursl; Open 
items involve instrumentation far inadequate core tooling, 
post-accidnnt sampling ', reactor cooling sy veniing 

P Southern California Edison Co HO/05/E2 4pp 



BQ04O30947 RuponiiS to 600110 1 ti s re environ radiological lamp ling 
program being conducted at facilities Disagrtis u/Harine 
Review Committee allegation! that program n inadequate 
Forwards detailed retpanses to Marine Revli>i Canmittti rept 
CEMTOH.H R Office of Nuclear Reactor Rogulation, Director 
80/03/23 2pp 

H0060305S4 "Detailed Flesponses to Marine Reviou Committee Rept " 
* Radlalogi tal Aii*ttm*nt Branch BO/03723 13pp 



80060B05&9 "Had io loo i ca 1 Effluint Tech Specs for PWR 
Commission NUREG-0473 80/02/01 90pp 



B0060205&6 Informi KHC that CA Coastal Commission found program for 
monitoring Tid i o 1 ojical discharges Prom facilities to be 
igroiilu/ inadequate Requests that NRC uorlr ui/Southern CA 
Edison to correct deficiencies in monitoi-lng proai'an 
FISCHER, M L California-, State of BO/01/ 1O Ip 

B 00603 0373 Forwards result -s of i n^esti jit! on of anchor*}* of lafety- 
rclatcd Olactrltal equipment 
BfiSKIN.K P Southern California Edison Cn e/05/23 fipp 



--60061S0310 Notice of violation from insp on B00301-0404 

Beglon 5, Ban Francisco. Office of the Director BO/04/16 



--BOQ61B0314 IE Insp ftept 30-20i/BO-09 on B00301-O404 Noncomp 1 iance 
noted failure to follow emergency procedure ti operation 
outside limiting condition for operation 

FAULKENQERRY, Q Region S, San Francisco, Reactor Operations 
F'uclear Support Branch MILLER, L Region 5, Ban Francisco, Offici 
of the Director BO/O4/16 12pp 

B0061''0497 Submi ts results of Ueitinghouse ultraionic insp of low 
pressure turbine discs during Spring 19SO refueling outage 
Disc 5 displayed tangential aim indication in bore area at 
balance hole 13 Turbines to be returned to normal operation 
HflSKIN.K P Southevn California Edisnn Co BO/06/OS Ip 

aOOd'270194 Forwards results of steam generator Insps 

BASKIN, K P Southern California Edison Co 80/06/24 4pp 



H Periodic operating reports L related correspondent 



8006160011 Forwards monthly operating ropfc for Hay I960 

CUflRAN, J M Southern California Edison Co BO/06/09 Ip 



BO06.16O013 Monthly operating rept for May 19BO 

JQV.J II Southern California Edison Co BO/06/09 



Spp 



8006030439 Responds to NRC 600417 Itr requesting addl info re SEP Topic 
Vl-4 Containment Isolation sijs ii being urodlfltd during 
current refuelina outage Enfo uill be provided b^ BOOi09 
DAEKIN, H P Bout burn C-aUfoi-nla Edison Co 90/05/23 Ip 

9006110,431 Forwards requests for addl info for ravieu of FSAR Approval 
of CENPC--17S re methods for determining ful assembly loadi 
has been tuspandad pending receipt of addl info from C-E 
BCHHENCER.A Licnntlng Branch 3 BO/05/33 IHpp 

SOOi 170221 Notifies that Project Manager T Wambach ii coordinating 
licensing ac tivl t las* a> res-ulb of reorgani nfc in within 
Dfc of Nuclear Reactor Regulation Description at neu 
o-pgantiat ion enc 1 
CPUTCHFIELD. D Operating Reactors Branch 5 BO/04/02 32np 



S Reportable occurrences, LERs I. related correspondence 



Foruards request for addl info re SEP Topic VI*4, cDntainmvht 
purge & venting Response requested within 30 days 
CRUTCHFlELDi D Operating Reactor! Branch 5 80/D6-/1S 4pp 

aOO&1903a4 Divcussas completed revlvu of HHC 800507 Itr forward Ing 
five addl Items resulting from pc-st-THI reviu Forwards 
commitments to meat implementat io^n rei(u<ireni>rtts for Items 
1-8 
BABrUN,K P Souttisrn California Edison. Co BO/04/13 7pp 

BO06200464 Faruarda Info r environ qualification of saf ety-r*l attif 
electrical "quipment per HRC B00306 Si 23 requests Info 
Identified not available fc-r inclusion in luamlttal uiill ba 
provided in appropriate, revision! 
BABKIN, K P Southern California Ed i ion Co. 80/06/19 94pp 



B0060i0297 Forwards LER SO-019/01T-0 

QTTQSOM.H L Southern California Edison Co 



BO/05/22 2pp 



--B00606O307 LER BO-019/01T-O on B00510, during infip re IE Bulletin 79-14, 
U-bolt support missing on RHR cooling uiater return line 
Subsequent analysis s homed seismic stresses excessive u/o 
iijppnrt Neu support Installed 90O310 
CURRAN.J H Southern California Edison Co BO/OS/22 Ip 



B006030430 Forwards LER &0-OaO/01T-0 

DTTOSDNiH L Southern California Edison Co 



BO/OS/2B Spp 



B00603Q439 LER BO-020/O1T-O on B00313, two failed hydraulic shock !, tuai 
uppressofB found during function*! testing performance 
Cauied by operator error b eieessive hydraulic fluid 
leakage, leading to abnormal uear 
CURRAN.J M Southern California Edison Co 80/03/83 Ip 



B006030420 Foruiards LER BQ-024/01T-0 

aTTOSONiH L Southern California Edison Co 



00/05/29 Bpp 



BQ06030434 LER BO-024/O1T-0 on B0051i, uih 1 le performing r*diogvaphle 
etams of selected main steam lints insidn containment, four 
u*lds uerv found u/indications consisting of slao 
inclusions, poros ity &/or lacV of penetration 
CURRANrJ M Southern California Edison Co 80/OS/S9 Ip 



B006030313 Forward* UER SO-021/01T-0 

OTTOSDNiH L Southern California Edison Co 



BO/OS/29 2pp 



21 



--000603G917 LER BQ-021/01T-Q on B00515. wh i la conducting visual 
eliminations of feeduator sya per IE Bulletin 79-13, three 
deficient supports were identified Caused by broken rod 
hanger clamp & deformed guide Supports will be repaired 
CURRAN. J n Southern California Ctfison Co 00/09/29 tp 



80060904B6 Advises that 600421 reijuest for change in spent fuel route 
hns been rovieiijod tj approved Pages describing detour route 
for "Spent Fuel Route Survey" insertion withheld 
(raf 10CFR2 790) 
MCCORKLE.Q H Physical Security Licensing Branch 90/04/23 Ip 



0006180099 Comments an AO rept to Congress for ftrst quarter CVQO 
Suggests change of wording re saltwater cooling sys pumps 
MICHELSDN.C Director's Office 00/06/04 Ip 



BOQ61202B6 Forwards LER 8O-Q29/99X-0 

OTTOSDN.H L Southern California Edn 



Co 00/06/06 2pp 



S006120290 LER BQ-OaS/WX-O on BOO505, during dye penetrant insp of 
reactor coolant pump flywheel bores in refueling outage, 
linear Indications found in wolds Cause unstated llelds in 
Bore of flywheels installed to prevent relative motion 
CURRAN. J M Southern California Edison Co BO/06/06 Ip 

B006BOO024 Final Part 21 rcpfc re mined heat of steel supplied by US 
Steel from which '1-inch etbous t, 2-inch tee* uiare mfg to 
A334UPB requirement Investigations conducted t< closed at 
46 listed facilities 
SEAY.J L Chemtron Corp , Tube Turns Oiv SO/06/06 3pp 

BOO6130210 Forwards LER BO-026/01T-0 (, rept re automatic initiation of 
auilliary foedwater sys.per 800513 moating ui/NRC 
DASKIN.K P Southern California Edison Co 80/06/10 3pp 

O006130P1B LER BO-026/01T-0 on 00060?, prel imlnary results of main 
team line break accident scenarios to determine containment 
response required corrective actions to reduce calculated 
peak containment pressures Rept re 000313 meeting end 
CURRAN, J M Southern California Edison Co 00/06/09 40pp 

80Q6S30313 Forwards LER BO-023/03L-0 

OTT090N.H L Southern California Edison Co 00/06/10 app 

8006230323 LEU 80-023/03L-0 on 000953, dur ing refueling outage, flaw 
detected attending below mln uall thickness In heat 
eichangor E-SOB Caused by impropor clearance of previously 
repaired flaw Flaw repaired 
CURRAN, J M Southern California Edison Co 8O/O6/10 Ip 



B00609O165 Forwards addl TMI-2 related requirements to operating 
reactors Licensee* requirements for TMI Action Plan include 
shift manning, licensing eiams * licensee dissemination 
of operating eiperiences Response requested uiithin 30 days 
EISENHUTiD Division of Licensing 0Q/O9/O7 ISOpp 

S0062501BO Forwards NUREQ-0654, Vol I & 1 1 k NUREO-0611 U/o encl 
CRUTCHFIELD, D Operating Reactors Branch 5 80/05/16 2pp 

8006130122 Requests comments on NUHEG-0577, "Potential for Lou Fracture 
Toughness S. Lamellar Tearing on PHR Bteam Oenerator b 
Reactor Coolant Pump Supports " Proposed rtvieu procedure 1< 
implementation schedule encl 
EISENHUT. D G Division of Licensing BO/05/19 72pp 

8006020203 Application to amend License DPR-65 b<] incorporating 
revisions to Tech Specs for Millstone S in response to NRC 
800410 request Proposed changes are necessary for tats 
operation of facility Millstone 2 is only unit u/Tech Specs 
CQUNSIL.U Connecticut Yankee Atomic Power Co COUNSIL.U 
Northeast Nuclear Energy Co Isubs of Northeast Utilities) 
BO/05/21 3pp 

8006020211 Proposed revisions to Tech Specs for Millstone 2, 
incorporating requirements of NflC 00041O Itr to all power 
reactor licensees 

* Northeast Nuclear Energy Co (subs of Northeast Utilities) 
BO/05/31 7pp 

B006110237 Forwards "Environ O.ua 1 1 fl cation of Electrical Equipment" 
in response to NRC requests Responds to five items 
identified in NRC B00306 1 tr containing environ 
qualification program schedule Component uortsheets incl 
CQUNSIL.U 5 Connecticut Vaniee Atomic Pouer Co flO/06/02 204pp 

8006170402 Notifies that licensing activities are being coordinated by 
R Caruso, due to reorganiiatlon of Bfc of Nuclear Reactor 
Regulation Forwards description of reorgani lation 
CRUTCHFIELD, D Operating Reactors Branch 3 BO/06/OZ 35pp 



DOCKET 30-209 COLUMBIA UNW RESEARCH REACTOR 

F Security, medical, emergency !< fire protection plans 

OOO6090392 Notifies -that univ lacks security plans bringing phyiical 
protection to level consistent u/currant rules it 
regulations Since no BNM or SSNM is associated in/license, 
measures for pfujslcal protection were not Initiated 
LORIO.P M Columbia Univ 00/03/30 Ip 



8006130339 Reconfirms that all possible boron dilution paths ev*lutd 
in response to NRC 800433 Itr Worst case allouis 31 9 minutes 
to rocogniie & terminate dilution flow 
COUNSIL, U Connecticut VanVee Atomic Pouitr Co 00/06/04 3pp 

B006130316 Notifies that info re transient & accident analysis is 
provided by UCAP-9691, in response to NRC 791030 Hr NRC 
8O0317 requests conflict w/verbal agreement re scope of 
NUREQ-OS7B Requirement 2 1 9<c) No further action planned 
CQUNSIL, U Connecticut Yankee Atomic Power Co BO/06/06 2pp 



DOCKET 50-213 HADDAM NCCK PLANT 

F Becurltur medical, emergency & fire protection plans 

80O6060426 Forwards request for addl Info ro facilities' emergency 
plani Plans should be evaluated against NURCO-0694 t> encl 
comment! by B00630 
CRUTCHFILCD, D M Dpsrating Reactors Branch S 00/03/12 36pp 

B0060904B7 forwards proposed rule entitled. "Fire Protaellon Program 
For Nuclear Power Plants Operating Prior to 790101 " Rule 
adds new Section SO, 40 k App R to 10CFRSO & is expected 
to be published In FR by end of May, 
EIBENHUT.D Division of Licensing 80/03/19 46pp 

G 006 130063 Forwards revised Pages 1-14 S- n*w Page 14a for proposed 
rule 1QCFR90 "Fire Protection Program for Nuclear Power 
Plant* Operating Prior lo 7901O1, " transmitted by NRC 000919 
Itr Pago 14a not end 
EISEMHOT, D Q Division of Licensing SO/05/22 73pp 

eaO6060367 Submit* info to reaffirm adequacy of current fire protection 
plant to fulfill SER commitments. One oversize drawing encl 
COUNSIL. M. Northoaft Nuclear Energy Co <subs of Northeast 
Utilities) CDUNSIL, W,Q Connecticut Yankee Atomic Punier Co 
30/05/29 0pp 



00061904S7 Forujards info re five addl TMI-S related requirements 
applying to operating reactors per 000907 request Integrated 
assessment of collective impact of all requirement* should 
be conducted 

COUN8IL,W Northeast Nuclear Energy Co (subs of Northeast 
Utilities) CPUN9IL, W Connecticut Yankee Atomic Pouier Co 
80/06/10 30pp 

B006200456 Responds to open items noted in NRC 300117 Itr re 
requirements for auiiliary feeduater sys Each feeduater 
train mill have tuio operators verifying proper valve 
alignment New level Instrumentation ays initalltd by S10101 
COUNSIL, W Connecticut Yankee Atomic Pour Co BO/06/10 3pp 

BQ06270198 Responds to 800410 questions re SEP Topic XV-16i rad tological 
consequences of small lines carrying primary coolant outside 
containment No completely sealed areas eilst where break 
might occur 
CQUNBILiU Connecticut Yankee Atomic Poiuer Co BO/ 06/20 4pp 

0006300383 Responds to NRC 800314 Itr ra request for SEP referinc** to 
docketed Info Addrnse* topic number. title & lilting of 
references identified to date List does not reflect 
exhaustive review at docketed correspondence 

COUNSIL, W Connecticut Yankee Atomic Pouer Co COUNSIL.U.G 
Northe*t Nuclear Energy Co tsubs of Northeast Utilities) 
BO/06/23 14pp 



P Operating license ttage documents If correspondence 



B006S00371 Requests end emergency change to rout*, approved by NRC 
B00331 Itr Chang* net>*ary due to portion of raute being 
closed far malnt.Encl withheld (rat IOCFR2 790). 
COUNSIL. W Connecticut Vanloe Atomic Pouier Co 80/04/21. Ip. 
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DOCKETED ITEMS 



Inspection reportsi IE Bui IB tine k correspondence 

8006070191 Forward i IE Investigation Rapt SD-S93/BO-t2 on BQ0305-07 tt 
19-2Qf in response to alleg-at I un-s re illegal shipments of 
spent fuel 
HART IN, W Raglan 1, Philadelphia, Safeguards Branch 1O/04/1S 



-~Q0060?Ok96 IE Invei tlga t i on Rept 80-293/60-12 on 800305-07 t. 19-20 Nn 
noiKompl lance noted Major areas Inspected nomination of 
pertinent documents fc racor-ds & physic*! inventory of all 
fuel assemblies. 

KEHQE. D. , ROBERTS, K Hagiqn 1. Phi Iddelph ia, Office o-f the 
Director JOYNER, J H Region 1, Philadelphia. Safeguards Branch 
00/04/16- 12pp 



BOQ4300420 fid BO-1Q/1P on B00621, u>h i le performing rsvisws of Category 
I' five IB limit type supports found milling from two separata 
high pressure safety injection tines Three atldl supports 
found jeopardiiing siji operabllitu, Support! to be replaced 
GRAVES, R H Connecticut Yankee Atomic Power Co 90/06/23 Ip 



DOCKET 90-219 OY8TCR CREEK NUCLEAR PQUER PLANT 



BOQ6300441 Forwards Endorsements 84 (. S3 to MAELU Policy MF-44 

GEflETV.H F Genaral Public Utilities - GPU Service Corp BO/06/23 
3pp 

F Security medical, emergency & fire protection plan* 



G00i2400t7 Responds to IE Bulletin OO-05 re vacuum condition resulting 
in damage to chemlial vol contrnl ays holdup tanVs Revleu 
determined adequate vacuum protection eiisti on thos* sys 
far uhich tank damage could ntcur 
COUKBIL.U Conne ( t i c u t YanVen Atonic Pouei- Co BO/O5/21 Ipp 



B0060401B3 Forwards comments m S00817 submittal of guard training 
qual i f itatlon plan Response requested uithin 30 ilaiji 
ComraBnta uithheld (rf 10CFH3 79O) 
CRUTCHF1EUD, Operating Reactor* Branch 5 BO/03/07 2pp 



SOQ&240&11 Ack rncuipt of BOOSOB Itr informing NRC of IncoTrect 
itatgnsnti made in IE lutp Rept 30-273/80-12 Corncctad pages 
encl M/o tnc 1 

MftRTIH. W Rvglon 1. Philadelphia, Saf aguari] c Branch BO/05/22 
IP 

80062^0617 RsipQndn to NFtC GQ0410 Itr Marthcast Nuclear Energy Co 
incorrectly identified at utl\ ticenied to operate Hid dam 
Hack Plant 

COUHBIL. H i BWlTZEFl r <3 Norfcheat Nuclear Eoerflij Co. (utii of 
NorthiAtt tltllitloi) BO/-05/OB 2pp 

GOOfcO f 'u4Q'5 Fcruard* IE Ctrtular HO-13. "Qrid Strap Damage In 
Uittlnghduse Fuol AiiBmbliB. " Nn written ralponse rt nut red 
OBieR,0 H RaoiD" ! Philadelphia. Office of tha DirctoT 

ao/os/aa i p 



8006190073 Rosponds to BOOSii telcon r NHC concsroi for imergBncy 
raadinen at facility Liits action to ba undirtakan b 
completed b<l end of current outage 

CRIER. B H Region l. Philadelphia. Office of the Director 
BO/05/16 2pp 

3006090467 Foruardi proposed rule ontitled. "Fire Protection Proflram 
for Nuclear Pouier Plants Operating Prior to 7901O1 " Rule 
addi new Section 90 48 &. App K to 10CFR5O d is upected 
to bo publilhid in FFI by end of Mag 
EISEMHOTi D Divuion of Licensing BO/05/ If 4&pp 

GOO 41 300 i3 Forward 5 revised Pages 1-1-4 ti neu Page 14a for propasad 
rule 1OCFH50 "Fire Protection Projra:m for Nuclear Pouor 
Plant* Operating Prior to 79D101," transmitted bu NRC 800519 
Itr Pane 14a not ent 1 
E18ENHUT. D O Division of Licensing 80/05/22 73pp 



It PeTioiilc operating reports t rolatad ccrreepondane-e 



0006170334 forwards monthly operating rept for Kay ISflO 

OHrtVEB.R H Connrctlcut Yaniee Atomic Power Co HQ/Ofi/lS 



BOO&17OD2Q Month 1 1| operatlns pept for Hay 1^80 

* Conntctieot Vank* Atomic Pouer Co GO/Oi/Oi 



BO 0409024 9 Forwardu Revision 1 to laftpuard* contingency plan Plan 
withheld <ref 10CFR2 790) 
FIHFHOCK, I R Jersey Central Power V Light Co 80/06/03 Ip 



Q0630O33& Notifies that revised security officer training S. 
qualification plan uill be submitted oy B00630 in response 
to NFfC request received o n BOOS 19 
F1NFHOCK. I R Jersey Central Power i, Light Co BO/Oi/23 Ip 



B Reportatle oteurrences. tEfls t> rekatet) correspondence 



H Oeneral correspondence 



0006120270 RO uMle pflrforminj leak rate testinir&La aeceptanc* 
criteria aiceedad Cause not stated Follouup rept uill be 
provided ulthln 14 daijs 
OFIAVES.Fl H Connecticut Vantee Atomic Pouier Co BO/05/17 ID 



80062-10277 Forward* ETS/NR/3O-213/BO-04 

ORAVEa.ti H Connecttcot Yankee Atomic Pvue-r Co. 



HO/05/2B Ip 



8006340301 ETB/NR/50-B13/SO-04 duriTio fir*t nuarfcor l^SOr tritium 
activity lvvl in mater exceeded ETB limit Caused by high 
Ttlaas* of radioactive liquid dUcharge prior to refuslinn 
ihutdouin RBpnrttno req.ulrernent reviaeil 
* Connecticut Yankee Atomic Pouier Co BO/OS/29 app. 



H006030S1O Foriaardt LER 90-OQ9/OIT-0 

.H ConnBcliicut Vanles Atomic Pouir Co 



BO/OS/30, Ip 



0006030513 LEft SO-OOV/01T-0 on QOOSlfii wh i 1" performinn local Uak rato 
tasting, leakage ratt eiceetfcd Tech Spec limits Caused by 
failure of component coolina uiatar chscfc valve due to uarp*d 



leating surface Surface* reuorke-d 

THOMA3,R H Conntctlcut Yankee Atonic Pou*r Co 



BO/OS/30. Ip 



B006130270 RD rfwrlng edag current testing of Steam a*nrators 1 & 8< 
tyo tubes in steam generator 3 iceed*d plugging Unit Of 
SOX wH dejr^ilatiort Mil (nsp pel-formed & no furtJi&r 
defects discovered _,,,.. 

ORAVS,R.H Connet tlcut Yank'* Atomic Power Co 80/O6/03 tp 

9006120373 RO 50-213/30-03 tin HOO&aB. uli i I e ventins vul control tank to 
waste gat sut. unBlartmi) release of Xe-133 occurred C*uid b 
lnadio.ute capacity in uaufca oat tank to handle vol control 
tan! vent Stiffly of vol control vent design initiated 
OUAVES.R.H Connecticut Vank" Atomic Poainr Co 80/06/06 2oa 



800612O50B Forwards Pecan County. NJ Freeholder. RA Oasser. 800SOB 
ma ilfl ram eipresslng concerns re adea.uacy of repairs being 
made at facility NRC ihould directly contact county 
official* ui/response 
HUQHEB.M, J House of Rap 80/05/14 Spp 



Responds to B0030B rnailgram to Congressman Hughe* re 
adequacy of tpray sparger repairs Repairs evaluated in encl 
safety evaluation to Amend 47 to License DPR-16 U/o encl 
DEHTON.H R Office of Nuclear Resctsr Regulation, Director 
QO/0&/33 4pp 

900fi300693 Forwards RA Gassar Q0090S fnailgiam re adequacy of sprag 
sparger repalrsi for response 
Hl/OHES.W J Hnuxe of Rep BO/05/14 3pp 



J Insurance d indemnity information 



8006340190 Forwards Endorsements 6S. 69 t. 70 to NELIA policy NF-1A4 
QBRETV. H F Oonerl Public Utilities - QPU Service Corp BO/Oi/19 
4pp 

P Operating license stage documents & correspondence 

BOO&0305B6 Advises that 791004 proposal for apent reactor full shipment 
route meets require/merits of 10CFR73 37 uj/BiLieption of areas 
covered by enclosed replacements Encls withheld 
(r*F 10CFfl2 790J 
MCCQRKIE.OW Physical Security Licensing Dranch SO/O-J/U Spp 

B00609O169 Foruard* addl TMI-S related requirements to operating 
reactors Licensees requirement* for TMI Action Plan include 
shift manninflr licensing iams i licensee dissemination 
of operating etpertences Response requested uilthln 30 days 
EIBENHUTi D e. Division of Licensing. BO/05/07 ISOpp 



DOCKETED ITEMS 



23 



B006030514 Summary of BO(M22-a3 meeting w/Mark I owners group in San 
JoseiCA re confirmatory analysis *. testing program! 
concerning Mark I containment long-term program 
GRIMES, C I Assistant Director for Plant Systems SO/05/09 8pp 

8006230037 Forwards NUREQ~Oi34. Vo 1 I ti II & NUREG-0626 for info 
U/t> incl 
CflUTCHFIELD, D Operating Reactors Branch 5 BO/05/16 2pp 

B006130132 Requests comments on NUREO-0577! "Potential for Lou Fracture 
Toughness it Lamellar Tearing on PWR Steam Generator tt 
Reactor Coolant Pump Supports " Proposed review procedure li 
implementation schedule end 
EISENHUT. D Division of Licensing BO/03/19 72pp 

B006030Q09 Forwards Tech Spec Change Request B6 for License DPR-16 
Class II fta end 
FINFROCK, I R Jersey Central Power (. Light Co BO/09/32 Ip 

0006030012 Application for Tech Spec Change Request B6 for License 
DPR-16 Certificate of Bvc i util 800S2H Hr to Lacey 
Townsh Ip enc 1 

, I Ft Jersey Central Power ti Light CD BO/05/33 3pp 



8006030014 Tech Spec Change Request B6 revising Section 1 1 definition 
of "operable" ti adding Section 3 re general limiting 
conditions for operation 
Jersey Central Power d Light Co BO/05/33 6pp 

B006090335 Fo f>onds to NRC B00214 Ifcr requesting docketed Info re 
certain BEP topics 
NASAL, Y Jersey Central Power fc Light Co BO/06/02 2pp 

S006230263 notifies that facility licensing activities are being 
coordinated by W Paulson, due to reorganl lat Ion of Ofc of 
Nuclear Reactor Regulation Forwards: description of 
reorganiit Ion 
CRUTCHF1ELD,D Operating Reactors Branch 5 BO/O6/02 35pp 



B006020467 Responds to IE Bulletin 30-09, "Hytframotor Actuator 
Deficiencies " Review of valvo list indicates that no AH-90 
or NH-90 series hydramotor valve actuators are used In any 
safety /nonsaf etij-related sys at facility 
ROSS, D A Jersey Central Pauier 1 Light Co BO/OS/09 Ip 

B006270403 Forwards IE Imp Rept 50-219/80-14 on 800419 Ho 
noncomp 1 iance noted 

SMITH.Q H Region 1, Ph i ladelphia. Fuel Fac 1 1 1 tu fc Materials Safety 
Branch BO/OS/12 2pp 

S006270406 IE Insp flept 50-319/00-14 on 800419 No noncompl iance noted 
Major areas inspected status of radiation protection 
commi tmenti 

KNAPP.P J , NIMITZ.R L Region 1. Philadelphia, Office of the 
Director BO/OS/09 36pp 

8Q0619Q14B Forwards IE Mgt Meeting Rept 50-219/80-18 on 800429 
GRIER, B H Region 1, Philadelphia, Bfflce of the Director 
00/05/33 Epp 

8006190153 IE Mgt Meeting Rept 50-219/60-19 Areas discussed licensee 
corrective actions arislno from insp find Ings. radiation 
protection concerns resulting from recent Insp it actions to 
Improve overall mgt controls 

BRIGOB.L E , KNAPP.P J Region 1, Philadelphia, Office of the 
Director KEIMIQ.R R Region 1. Philadelphia. Reactor Operations 
Nuclear Support Branch BO/OS/20 Bpp 

9006250007 Ac k receipt of B0050S 1 tr informing NSC of steps taken to 
correct violations noted in IE Insp Rept 50-319/90-12 Ltr 
withheld (ref 10CFR2 790) 

MARTIN, WO Region 1, Philadelphia, Safeguards Branch BO/05/37 
IP 

8006230013 Forwards IE Imp flept 50-219/80-12 on BQQ335-29 & notice 
of violation Notice of violation withheld (ref 1QCFR2 790) 
MARTIN H Region 1, Philadelphia, Safeguards Branch BO/04/16 
3pp 



8006190604 Forwards addl info re SEP Topic 111-6, "Seismic Design 
Consideration," in response to NRC request JA Blums & 
Associates. "Seismic Reanalysls of Buried Emergency Bvc 
Water Lin**. " enc 1 
NAQAIiY Jersey Central Power & Light Co SO/06/03 7pp 



8006250017 IE Insp Rept 50-219/90-12 on 800335-29 Noncomp 1 lance noted' 
failure to follow Procedure 1002 3, SUM Inventory Details 
withheld (ref 10CFR2 790) 

JOVNER.J H , SUMMERS, R Region 1. Ph 1 ladelphiai Safeguards Branch 
80/04/14 Ip 



8006190613 "Seismic Fleanalusls of Buried Emergency Bvc Water Lines 
* John A Glume I. Associates. Engineers (subs UR8 Corp ) 
79/12/19 16pp 



B00627QOB4 Forwards IE Insp Rept 50-219/79-25 

SHIER, D H Region 1. Philadelphia. Office of the Director 
80/06/03 Ip 



0006300604 Ltr to all BUR llcenieet forwarding "For Comment" edition 
of NUREQ-0619, "WR Fatduiater Nonle & Control Rod Drive 
Return Line Noiili Cracking " Comments will bo evaluated by 
NRC pt-ior to final Implementation M/o end 
EIBENHUT, D G Division of Licensing BO/06/05 23pp 

B006170496 Submits Further Info re implementation of NUREO-0578 
Dascrlptlon of upgrade of containment vent b nitrogen purge 
sys, resultc of releaie pathways design review b info re 
plant shielding review end 
FINFRQCK, I R Jersey Central Power (, Light Co BO/06/10 13pp 

B006180423 Requests permission to complete mods during 19B1 fall outage 
beginning no later than 811130 End list of mods completed 
Plant<-uniq.ue test on safety relief valve discharge device tt 
vacuum breaker* performed Four-month extension justified. 
FINFROCK, I. R Jersey Central Power h Light Co 80/06/11 2pp 

Q Intptct ion reports, IE Bulletins & correspondence 

8006020176 Forwards IE Insp Rept 30-219/80-09 on B003U-U No 
noneompl iance noted 

BRUNNER.E J Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch BO/04/09 2pp 

fi006020IHO IE Inp Rept BQ-319/8Q-Q9 on B00311-14,No noncumpl lance 
noted Major areas inspected inservfce Intp data review 
meet ingr p lant tour & followup on regional request. 
KEIHIQ, R R Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch, BRIQOS.L . WALTON. Region 1, Philadelphia, 
Office of the Director BO/04/04 &pp 

B006300Q90 Forwards IE Circular 80-08, "OUR Teeh Spec inconsistency - 
Reactor Protection But Re*pone Time." No written response 
required 

ORIER.B.H, Region 1, Philadelphia, Office of tht Director 
80/04/18 Ip 



9006S70090 IE Imp Rept 50-319/79-23 re B00605 mgt meeting to 
discuss NRC concerns resulting from Radiation Protection 
Insp 90-219/79-07 Discussed licensee immediate corrective 
actions tt long-term plans 

NIMITZ.R L Region 1, Philadelphia. Office of the Director 
SMITH, II Region 1, Philadelphia, Fuel Facility h Materials 
Safety Branch 90/05/27 23pp 



H Periodic operating reports & related correspondence 



S00620045S Forwards monthly operating rept for Kay 19SO 
RQSS.D A Jersey Central Power t Light Co BO/06/13 



8006200453 Monthly operating rept for May I960 
MCCLAIN, C M Jersey Central Power fc Light Co 



S Reportable occurrences. LERs d related correspondence 



lOpp 



8006060196 Forwards RO 00-17-IP re possibility of removal of more than 
one control rod w/iurrounding fuel 
CARROLL. J T Jersey Central Power I/ Light Co BO/05/16 Ip 

B006060163 RO BO-17-1P on B00516, during refueling shutdown, control rod 
Interference checks revealed that rod blocfc bypass jumpers 
were not removed during control blade rep lacement. resulting 
In possible removal of control rods w/surrounding Fuel 
PICKEISSEN.K , MQLNAK.J Jersey Central Pouer b Light Co 
80/05/16 Epp 

8006040337 PNO-I-BQ-QB2, on BOOS21, one worker received 2-inch 
contaminated cut measured at 80 counts per minute Worker 
treated medically State of KJ notified No press releases 
planned 

NIMITZ.R,. KNAPP,P , CAPHTON. D Region 1. Philadelphia. Office of 
the Director 80/05/33 Ip. 



9006030444 Forwards LER BO-016/OIT-0 

RuSS,D A Jersey Central Power & Light Co 



80/05/23 Ip 
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DOCKETED ITEMS 



3004030450 LER BO-01V01Y-0 on B00512.uti> recoor.Ud that 800420 
dl*cov*rii of defective pressure suited, PSL Di constituted 
immediate rept Caused bu_ cocked teflon aituator Switch 
remov-cd & will be replaced 
ROSS. D A Jersey Central Power >, Light Co BO/O5/S3 3pp 



B006270303 Revised LER 79-02A/03L-1 on 790B07, while excavating to raak 
rpairs on equipment drain tank line, leak discovered in 
laundry tank discharge pipe Apparently caused bij component 
failure Line repaired 
RQBB, D ft Jersey Central Pooler (. Light Cn SO/06/2O 3pp 



BOOWJ60419 Foruards. LER SO-017/01T-0 

RQSS.D A Jen BIJ Central Poiuer & Light Co 



B0063Q0474 Forwards LER 80-O1O/03L-1 

ROBS, D A Jersey Central Power b Light Co 



--8006060-134 LER 80-017/01T-Q on B0051 fc. uhi 1 e performing control rod 
intffrf er-ance chec ts. groen-gr een rat position indication 
rsmained illuminated while ui tfidrauing rod 10-33 Cauied bij 
operator t> procedure in bypass t component failure 
ROSS, D A Jerti-u. Central Pouer t Light Co 90/05/30 3pp 



BOO&300477 LER BQ-010/03L-1 On 790417, eicavation uai started to repair 
leak near inside penetration within pipe tunnel Activity was 
detected In soil near DEDT line DEDT line rerouted on 
800316 Line tui 1 1 fae repaired 
ROSS,D A Jarseij Central Pouier t Light Co 80/06/20 3pp 



300614,0018 Forwards LEfi 00-OI6/03L-0 

F1KFROCK, 1 (I Jersey CentT-a I Power & Light Co 



BQ0630Q47S Forwards LER 8G-023/03L-0 

F1NFROCK. I R Jersey Central Pauer I Light Co 



-~e0061fi002l LER BO-01B/O3L-0 on 8005O7. ilur in} monthly surveillance 
testing, of reactor high pressure scram sensors, RE03D 
found to be less conservative than specified Caused by 
sensor repeatabi 1 Ity Sensor reset 
RO3S, D A Jersey Central Power 4 Light Co 80/06/05 3pp 



800-6300483 CER BO-033/03L-0 on 000523, prior tp inservice insp reactor 
vene 1 hydro, test ing revealed that electromatic relief valve 
hijh pressure sensor 1A83D eiceeded Tech Spec setpoint 
Qn B00531, senior IAS3F found to eiceed letpolnt 
ROSS, D A Jersey Central Pouier i. Light Co BO/06/33 3pp 



BoOtliOOSO Forwards ravlsed LER 60-001 /01T- 1 

FINFfiOCH.T R Jersey Central Power ! Light Co 



BO/06/OS Ip 



"-BQ06160055 Reviled LEf) E50-OO1 /OIT- 1 on 800105. uhi le performing 
electraraatic relief, valve operablllty test. valve failed to 
open Caused fay improper staking of grub screu during 
assembly Retainer ring replaced 
ROSS, D A Jersey Central Pouor fc Light Co 80 /Oh /OS 4pp 

8006160090 Forwards revised LER BO-OO2/03L-I 

FIUFnOCK* 1 ft Jersey Central Pouer 1 Ligiht Co BO/06/05 Ip 

-0006160036 Revised LER 80-O02/O3L-1 on 8001 16, our ino fuel bundle clip 
Insp prior to fuel "Sipping.' fuel bundle UD3-OS3 uas 
Disoriented t not properly seated in core cell Caused by 

ROSS.B A Jersey Central Poucr t Light Co BO/06/05 4pp 



QQ06I202 [ ?4 Forwards RO 

CAFtROLt.J T J&rsey Central Power t, Light Co 80/06/06 Ip 

BOO&120297 fiO 50-219/30-20-1P on BOO605, fol 1 owing insp of fire barrier, 
taveTal penetration* fautid in degraded condition Caused by 
delay in performing Further tire uatchai attributed to 
personnel error Fire watch being conducted 
QUIrlTEMZ.T E Jersey Central Power & Light Co 80/06/D6 Sff 



RO on BOOS02. during routine surveillance testing of 
isolation condenser initiation pressure sui tches. false high 
pres-sut-e signal caused reactor scram Caused by opening of 
gauge valve Mod perforned on instrument lino 
FENFROCK, 1 R Jersey Central Power tc Light Co 80/06/14 Spp 

8006E40477 Foruards updated LER SO-013/O1T-1 

RDSS.D' fl Cirolina Power S> Light Co 80/06/16 Ip 

Q0062405Q2 Updated LER 60-013/01T-1 on 900309. flr-e suppression uater 
sijs removBrf from *vc to replace dlesel pump 1-1 discharge 
valve V-9-4. due to cracl in valve body Caused by BicSsive 
stress betueen flange t. valve due to increased vifiration 
RDSS, D A Carolina Pauer t Light Co BO/06/16 2pp 



9006260185 Forwards LER BO-OE9/03L-0 

ROSS.D A Jertey Cantral Pamir (, Light Co 



BO/06/17 ip 



DDCKET 50-220 NINE HRE POINT NUCLEAR STATION, UNIT I 
F Becurltg. medical, emergency >, fire protection plans 

8006070497 Forwards proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
addi neu Section SO 4B * App R to 10CFR50 & n eipectad 
to be published in FR by en-d or May 
E1SENHUT.DG Division of Licensing 00/05/19 46po 

B006130063 Forujarris revised Pages 1-14 >, neuj Page 14a for proposed 
rula 10CFR5O "Fire Protection Program for Nuclear Pouer 
Plants Operfltltig Prior to 790101, " transmitted oy NRC 000519 
Itr Page Ha not encl 
E1BENHUT.D fl Division of Licensing BO/05/33 73pp 

B006190039 Requests participation in NRC study of people-related 
problems in nuclear safeguards Involves collection of data 
on licenses security forces t, prac t ices, me lud ing visit to 
facility to interview security mjt personnel 
IPPDL1TO.T A Operating Reactors Branch 3 BO/06/03 2pp 

BOOfiV90475 Forwards sys description *. droujings for proposed tprinkler 
protection of cable trays, in response to WRC 790786 Itr 
Concurrence reo.uestod by B00715 Drawings available in 
Central Files only 
DISE.D P Niagara Mo h auk Pouer Corp SO/06/10 Ip 



J Insurance t indemnity information 



B006UQ341 Forwards Endorsement 70 to NELIA Policy NF-l&I 
RU3HHORE, J W Niagara Mohawk Power Corp 00/06/04 2pp 

B006I102&3 Foruiaris Endorsement 59 to MAELU Policy MF-16 
RUSHHDRE, J W Niagara Mohauik Power Corp BO/06/04 3pp 

P Operatlns license stage documents & correspondence 

6006Q3057O Responds to NRC request for info ro plans to shut down 
margin testing fc eiamlnations of highly eiposed control 
tladei Shutdown test performed in Spring 1979 Biniliar test 
to be performed during failure cycles 
LEMPOES, T E Niagara Mohauifc Pouer Corp 30/05/02 Spp 



8004260107 LER SO-Oi9/t3L-0 on B00517, dor ing lealc rate reduction 
pr agrami ifc cressurei for tuo COTE ipray sys relief valves 
uere fountf to be incorrect Caused by component failure 
Ssfcpolnts for reliaf /alves reset 
ROES.D A Jersey Central Pouer fc Light Co 80/06/17 3pp 



8006090165 Forwards addl THI-S related requirements to operating 
reactors Licensees retirements for TMI Action Plan include 
ihlft manning, licensing eians 4. licensee dissemination 
of operating eipononces Response requeHted within 30 days 
EISENHUT.D e Division of Licensing 00/05/07 ISQpp 



B006S60171 Forward i LER 80-020/OiI-O 

RDH3, D A Jersey Central Power J, Llafit Co BO/06/1B Ip 

0006260173 LER 60-020/OlT-O on BOOA05. fo llouing Insp of fire bari-iert 
protecting laf ety~r< lated areai, several penetrations found 
in dearaded condition Caused ay 4tf iclencies in installation 
specs & perscnne-l error re delay in establishing uatches 
ROSS.D A Jersey Central Pouar fe Light Co SO/06/1B 3pa 

800637029-? Forwards reviled LEB 79-Q26/03L-1 

BflSS. D A Jersey Central Pouor fr Lifht Co 80/06/30 Ip 



3006030514 Summary of 000429-23 meeting m/Mark 1 nmners group in San 
JosiiCA re confirmatory analysis t testing programs 
concerning Hard 1 containment long-term program 
GRIMES, C I Assistant Director for Plant Systems BO/09/09 8pp 

8006130132 Requests tomments on NUJ1EO-Q577, "Potential for Lou Fracture 
Toughnisi i Lamellar Tearing on PUR Steam Generator tt 
Reactor Coolant Pump Supports " Proposed review procedure b 
implementation schedule encl, 
EI9ENHUT,D Division of Licensing tlO/03/19 73pp 



DOCKETED ITEMS 



8006030471 Forwards containment vent & purge syi info d draining*, in 
rsponse to NRC 80042B 1 tr Drawings available In Central 
Files only 
RHODE. & K Niagara Mohawk Power Carp 80/05/39 2pp 

8006060384 Responds to B00219 t 0509 requests for review of plant 
gotechnical investigations Util should evaluate safety 
Implications of crack In reactor bldg north wall 
UILKIW80N, T A Army.Dept of, Corps of Engineers BO/05/30 2pp 

BO063Q0604 Ltr to all UWR licensees forwarding "For Comment" edition 
of NUREO-0619, "8Wfl Feedwater Nciile i< Control Rod Drlva 
Return Lino Nojile Cracking " Comments will be evaluated by 
HRC prior to final Implementation W/o one 1 
EISENHUT.D Division of Licensing BO/O6/05 22pp 

3006300305 Forwards response to NRC 900516 request for info re turbine 
discs Info demonstrates that continued operation does not 
present undue safety haiard to public 
DISE,D P Niagara Mohawk Power Corp GO/06/ if 7pp 

9006370289 Forwards final results of plant shielding design review 
required by NUREO-OS70. Recommends t ion 2 1 6 b Includes plant 
radiation lone maps, components/sys subj to eicesslve 
radiation damage from T!D sources h description of mods 
DIBErD P Niagara Mohawk Power Corp 80/06/20 13pp 

SQOA300376 Forwards table outlining position re commitment to 
requirements d schedules of five addl TMI-related items, in 
r*spone to NRC BO0507 request Revests NRC acceptance 
criteria for response. to ensure timely implementation 
D16E, P Niagara Mohawk Power Corp SO/06/20 12pp 

Q Inspection reports. IE Bulletins & correspondence 



80Q61S0358 Informs of improvement in schedule of work being performed 
by OE re remaining requests contained in IE Bulletin 79-016 
Plans to provide aforementioned response by B01231 Instead 
at 810331 
LEMPOES. T E Niagara Mohauik Poujflr Corp 80/OS/13 Ip 

80O620O377 Discusses results of recent ultrasonic insps of QE loui 
pressure turbines Some indications of cracks In keyuiay have 
been discovered at three plants Requests info re turbine 
discs to determine underlying reasons for cracking 
IPPDLITO.T A Operating Reactors Branch 3 60/05/16 3pp 

6006020046 Forwards "evaluation of Licensee's Responses to IE Bulletin 
79-08, Niagara Mohawk Pouer Corp, Nine Mile Point Nuclear 
Station, Unit 1 " Utll has met requirements of bulletin 
IPPQLITO, T A Operating Reactors Branch 2 60/05/21 33pp 

BQ06300271 Supplements 800130 response to IE Bulletin 79-14. "Seismic 
Analysis for As-Built Saf oty-Rs lated Piping Si|s " Two 
restraints in containment spray raw water sys were modified 
to he consistent Hi/original design 
LEMPOES, T E Niagara Mohawk Power Corp 80/06/02 Ip 

B006300265 Respond] to items of noncomp 1 lance noted in IE In&p Rent 
3O-22O/BO-QA Corrective actions Instruction Procedure OS-18 
has been written APN-2 mill bo revised to describe current 
maint organization 
LEMPQES, T E Niagara Mohawk Power Corp 00/06/33 Ip 



H Periodic operating teport-s I related correspondence 



8006110171 Forwards monthly operating rept For Mai; I960 
LCHPCES. T C Niagara MohaiuV Power Corp 80/06/06 Ip 



S005230330 Forwards wast 
No noncomp 1 lance noted 
3TDKR.J P Region 3. Atlant 
Branch 80/04/07 2pp 



packaging Insp rept on 800313-14 

Fuel Facility Si Materials Bafety 



B006110176 Monthly operating lept for Haij 1960 
* Niagara Nohauj'< Power Corp 60/06/03 4pp 



9 Repoi table occurrences, LERs t related correspondence 



8003230341 Waste packaging insp rept on 800313-14 No noncomp 1 lanep 
noted Major areas inspected licensee-shipper vehicles 
Inspected for compliance w/DCIT !, IJRC regulations Including 
shipping paper & DOT placarding requirement 

POTTER. J P , URDHN.n A Region 2, Atlanta, Fuel Facility !< 
Materials Safety Branch SO/03/2B 'Ipp 

8006020264 Forwards 1C Insp Rept 50-220/60-OP on 600303-07 No 
noncomp 1 lance noted 

BRUNNER.F J Region 1, Philadelphia. Reactor Operations Nuclear 
Support Dranch 80/04/11 2pp 

9006020266 IE Insp flept 50-220/EJO-O? on G00303-07 No noncomp 1 lance 
noted Majoi aracs Inspected small tireati LOCrt procedures & 
training, verification of as-built p I p i no sys tt Isolation 
condsnser piping supports 

KISTER.H D Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch UAUNACK, W , JOHNSON, J Region li Philadelphia, 
Office of tho DirectDT 80/0-1/10 9pp 



3006090360 Forwards LFR SO-010/03L-0 

LEMPOES, T E Niagara Mohawk Power Corp 60/06/03 Ip 

--B006O90362 Ltfi 80-OIO/O3L-0 on 80032B, wh 1 1 e performing valve chucks, 

limits Caused by delivery of too lou tamp carbon dioxide bg 

supplier Low piesiure alarm connected 

FALISE- M J Niagara MohauV Power Corp 90/06/03 Ip 



P006090370 Foiwards LFR eO-OO?/03L~0 

LEMPOES, T E Niagara llohatuk Pouir Corp 80/06/03 



B0060W376 LER BO-Q09/O3L-0 on 600S21 , (fur ing steady state operation, 
attempts to ttioiie 122 containment spray Isolation valve 
failed Caused by isolation valve solenoids being tffrty 
Revising procedures to require periodic malnt for valve 
FALISE.M J Niagara MohauV Poiuer Corp BO/06/03 Ip 



6O062000B9 Forwards IE. Circular ao-OH- "HUR Tech Spec Inconsistency - 
Roactor Protection Sys Response Tine " No written response 
required 

DRIER, H H Region 1, Philadelphia, Office of the Oirectoi 
60/04/16 Ip 

6006190222 Forwards Waste Packaging Insp Hept 60-03 on 800313-14 
No noncomp 1 lanes noted 

SHITH.O H Region 1, Philadelphia. Fuel Facility t Materials Safety 
Branch 80/04/24 Spp 



DOCKET 30-323 Ufllv DF LOWELL RESEARCH REACTOR 

P Operating license sla$e documents t. correspondence 



BOQ&200607 Requests addl Info to support license amend request re 
increase in pouer level Requires resubmlttal of SAR. 
submlttal of revised Tech Specs t revised physical security 
plan 

MILLER. J R Standard! iat ion & Special Projects Branch QO/OS/30 
3pp 



6006I90S30 Waste Pacfraglng Insp Rept 80-03 on 800313-14 
No noncompliance noted Major areas Inspected compliance 
cu/NRC & DOT regulations, Includ ing shipping poper.placarding 
It radlatlan levels 

POTTER, J P . DRONN.R A Region 2. Atlanta, Fuel Facility t> 
Materials Safety Dranch BO/O3/EB 6pp 



Responds to IF Bulletin 79-14 rn seismic analysis fov 
safety-related piping [nsp of all areas, including inside 
drijuell completed Evaluation t review resulted in 14O 
rt*tralnt mods 
LEMPGES, T E Niagara Mohfluik Pniuer Corp BO/Ofl/30 3pp 



DOCHET 50-224 UNIv OF CALIFORNIA RESEARCH REACTOR 
Adjudicatovy corretpOTidenco 



6006B40614 Discusses B004 1 '1 decision to deny friends of ttie Earth 
771211 petition re facility Decision will constitute final 
action unless Commission institutes review within SO datjs 
Forwards decisiomFR notice >, related safety evaluation 
DENTON.H R Office of Nuciaar Reactor Regulation, Director 
80/05/09 Ip 



B006020462 Forwards response to IE Bulletin 00-06, "Engineered Safety 
Ftaturo (ESF) Reset Contiols " All safety-related aqulpnicnt 
remain* in emergency mode upon reset of engineered safety 
feature actuation signal 
LEMPOES, T E Niagara Mohaiul Power Corp BO/05/1H 3pp 



B00602O301 Order granting intension until S00602 for Commission to 
elect whether to review Director's decision, RD-80-1B, 
taken under 10CFR2 206 
CHILK, 8 J Office of the Secretary of Ue Commission BO/OS/E3 
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DOCKETED ITEMS 



8006120314 Advises that decision of Qtc c-f Nut I tar Reactor Regulation 
director ta request to suspend ac t ivi tiei. revoke DL. remove 
radioactive mail* li held public hearings is final NRC 
ac t ion 

CHILK.5 J Office or the Secretary of the Commit tier, BO/06/10 
IP 



BQ06160331 Draft emergency plan annei 
Commonwealth Edit on Co 80/07/31 



9Spp 



BOQ61B0347 Revision 1 to draft emergency plan 
Commonwealth Edison Co BO/07/31 139pp 



B Raportable occurrences, LERs i related ccrre spandsnce 

5006030464 FHQ-V-8Q-O35 licensee irradiated u sample in reactor ai part 
of clan eipertment Sample uas returned via pneumatic 
i ample trnsfer s-yi to receiving itaticn uiihin ventilation 
hood Samp IB holder had cracked No eipoiures involved. 
YUHAS.G P Region 5. San Francisco. Office of the Director 
80/05/16 2pp 



DOCKET 30-325 RP1 CRITICAL EXPERIMENT 

Q Inspection reports. IE Bulletins (, correspondence 

0006300406 Forward* IE Imp Rept 50-325/80-03 on 600429-0501 No 
no-ncomp 1 lance noted 

MARTIN, M Region 1, Philadelphia, Safeguards Branch 80/05/tfc 
2pp 

90063 OUt 10 1 Imp Rept 50-235/80-03, on 600429*0501 Ho noncompl lance 
noted Hajor area* inspected security f \ an, protecti on of 6HH. 
lecurlty orjani I atlon. accss i eontrolr alarm SYS. leys, locti I 
hardware Detail) withhold (Pef 10CFR2 7901 
CEVLIN.J W Raglan I. Philadelphia. Safeguards Branch 
HAWKINS. U C , LADUN.R H Region 1, Philadelphia. Office of the 
Director 80/03/13 if 



DOCKET SO-22Q ftEROTEST fifiEHOCfiflPHV & RESEARCH REACTOR 
F Security, medical* emergency tc fire protection plans 

B00619029B Forward 1 description of improvement i in facility security 
r safeguards alarm s<js Change) withheld Irf IOCFR2 7*70) 
NEWACHECK.R L Aerotest Operations GO/06/13 lp 

DOCKET 50-237 DRESDEN NUCLEAR PDUER STATION, UNIT 2 

F Security, medical, emergency fc fire protection plant 

0004020240 Notifies that neu telephone sys called Health Physici 
Network IHPN) has bien installed ab lite Sijs intended for 
uit dufingi eragrgenclei to link all pouer plants b MRC 
E-nvrgencg Notification Sy-i hotline ul 1 1 alia be used 
KEPPLEfi-J G Region 3. Chicago, Office of the Director 50/04/18 



QOQ6040131 Faruardi commenti re 79 OB IB lubmittal of training t 
qualification plan Response requested ultnln 30 dags 
Cnmmentt withheld irtt 1OCFR3 7^0) 
CRUTCHFIELD.D Operating Reactor* Branch S SO/OS/0? 2pp 

BOObl2O9S8 Requobs tht FEMA rev i in of state b local emergency plan 
bt provided cons, is tent u/uncl schedule to avoid potential 
deliiji in licencing dtciilons 
AHEflRNE.J F Cnmmiiilon SO/05/13 2pp 

B0060904H7 Foruardc proposed rule e-ntitld, "Firt Protection Program 
far Nuclear Power Plants Cptrating Prior to 790101 " Rule 
iddi tieu Section 50 4S &. App R to 10CFR50 t. is eipecttd 
to b published in FR by end of Kay 
EISEHHUT, D C Division of Licencing BO/05/19 4ipp 

B006130063 Forwards rivlaed Page* 1-14 It neu Page 1 4a for proposed 
rule 10CFRSO "Fire Protection Program tar MucJear Pouir 
Plants Operating Prior to 79010-1 1 " transmit ted bij MRC 800519 
Itr Page 14a not enc 1 
EI8ENHUT, Division of Licensing 80/03/22 73pp 

3004200-627 R*m"Rsts revisioni of 900324 safeguards contingency, plan in 
accordance u/commn.ti described in end to Itr Response 
rtqueitid uitnln 3O ini* End withheld (rf 10CFR2 790) 
CRUTCHFIELD, D H Operating Reactor. Branch S 80/03/37 Spp 

3004050276 Informs that licensee submitted ddl info on 8O040B re 
fir* protectiora rcvieu Evaluation end re Item 3 i S.uater 
lUpprvttfo-n 
HALLrR E Brooihasren National Laboratoru. BO/06/02 Sff 

8006180293 Foru*rd* Revision^ 1 to draft emergencv plan Emergenni plan 
station annexes alia encl 
PEOPLES, D L Cammonueal th Ediion Co SO/Oi/04 2pp 



B0061B0031 Provides info re access of NRC fc NRC contractor pertonnrl 
to facilities to conduct appraisal of health physics 
program Onsite phase Is ccheduled for appro) 2 ukt 
beginning BOO 6 If List of authoriied KRC personnel end 
KEPPLER.J Reoion 3, Chicago. Office of the Dli-ector 80/06/03 
4pp 

BDOi24O316 Foruiardt, "Dresden Nuclear Power Station B00619 Emergemcg 
Response PUn Exercise." to verify Cnmm Ed emergencij plan 
PEOPLES. L Commonwealth Edison Co SQ/Oi/19 2pp 

B0062fl031B "Dresden Nuclear Power Station 900619 Emergency Respons 
Plan Eierclso " 
* Commonuieatth Edison Co SO/06/19 &3pp 

8006240490 Respond! to NRC 800423,30.0501.09 b SO Itrs requesting '6 
info re guard training & qualification plans Requests that 
response submittal date be eitended to BOOB04 
PEQPLE3,D L Commonuta 1 th Edison Co BO/04/18 lp 

P Operating license stage documents & correspondence 

77031AO172 Forwards OE ropt NEDE-2389B-P, "Analytical Model for 
Computing Mater Rise In Safety Relief Valve Discharge Line 
Following Valve Closure " Ropt provided ai Tash 71 2 2 of 
Marl I program Rept withheld (ref 1OCFR2 7?0) 

F Cammonueal th Edison Co 79/03/12 lp 



G0060?Ol6S Forwards addl TMI-2 related requirements to operating 
reaitort Licensees requirements for TK! Action Plan Include 
shift canning, 1 icensing exam* t> licensee dissemination 
of operating experiences Response requested uithin 30 days 
EIEENKUT.D 9 Division of Licensing BO/05/07 ISOpp 

900603-OSN Summary of 600422-33 meeting w/Mark I owners group In Ban 
Joie.CA re confirmatory analysis & testing programs 
concerning Mark I containment long-term program 
GfllMEB.C I Assistant Director for Plant Systems 80/03/09 Bpp 

800&290177 Pariuardi NUflEO-0694, Vol I d 1 1 tt NUREO-062i W/o encl 
CRUTCHFIELD. D Operating Reactors Branch 3 80/03/16 2pp 

8006130123 Requests comments on NUREO-0577. "Potential for Low Fracture 
Toughness d Lamellar Tearing on PUR Steam Generator & 
Reactor Coolant Pump Supports " Proposed revleiu procedure tt 
implementation schedule encl 
EISENHUT.D Division of Licenilng 80/05/19 72pp 

800603047G Notifies of delay in evaluation of reactor-turbine bldg 
design parameters. due to difficulties in obtaining info on 
installed equipment ueights & reviewing final ai-built 
draining* Info mill be forwarded b<j 6G0713 
JANECEK.R F Commonwealth Edison Co 80/05/21 lp 

Q006030062 Application to amend Licenses DPR-2, DPR-19, DPR-3S. DPR-39 S. 
DPR-30. clarify Inj term "operaole. " submitted as Tech Spec 
change request, In response ta NRC B0041Q Itr 
NAUGHTON.U F Commonwealth Edison Co 80/09/30 Spp 

0006030078 Tech Spec change request fop Tech Specs Sections 1 O-I 2. 2, 
fc 2 2,3 0. S O & 6 0-6 6 re definitions, administrative 
controls, safety 1 Iraits, 1 imiting safety sys setting & 
limiting conditions for operation 
* Commonwealth Edison Co 80/03/30 43pp 



Respond! to M Fletcher questions re SEP Topic IX-l,*pent 
fuel storage Spent fuel storage pool designed to withstand 
anticipated earthquake loadings as Class 1 structure 
F Commonwealth Ediion Co GO/06/02 3pp 



B0062O0551 Advise* that reorgani lation of Qfc of Nuclear Reactor 
Reoulation becaime effective on D00428 Project Manager 
P O'Connor will coordinate licensing activities far 
facility R*org*ni ration described in end 
CRUTCHFIELD, D Operating Reactors Branch 5 80/06/02 35pp, 

BOO6300604 Ltr to all BHR licensees foruisrdine "For Comment" edition 
of NUREO-0619, "BUR Feedwater Nonle t< Control Rod Drive 
Return Line Noiile Cracking " Comments will be evaluated by 
NRC prior to final Implementation H/o encl 

Division of Licensing BO/06/03 ZZpp, 



DOCKETED ITEMS 
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0006130260 Forwards "Environ Qualification of Electrical Equipment, 
Dresden Nuclear Power Station, Unit 2," Vola 1-3 
PEOPLES, D L Commonwealth Edison Co 00/0i/10 2pp 



800il3Q261 "Environ Gualificati 
Nuclear Power Station, Unit 2, 
Bechtel Pouier Corp (cubs 



in of Electrical Equi pment, Dresden 
' Vol 1 of 3 
of Bechtol Corp ) 00/06/02 64PP 



BOOt 130263 "Envnon Qualification of Electrical Equipment, Dresden 
Nut I ear Pouier Station, Unit 3." Vol 2 of 3 
* Becfitel Pouier Corp (subs of Bechtel Corp ) GO/06/02 170pp 



B00il70448 Forward! month lij operating repts for May 19BO 
STEPKENBDN.B B Commonwealth Edison Co HO/06/09 Ip 



--S0061704S7 Monthly operating rept for Mag 1980 

Cie8ZKIEWlCZ,B Commonwealth Edlion Co 00/06/02 ipp 



S Reportable occurrences. LERs t related correspondence 



BOQ603O394 Forwards UER 00-016/01T-0 
STEPKENSQN, B D Commonwealth Edison CD 



6006130263 "Environ Qualification of Electrical Equipment. Dresden 
Nuclear Power Station, Un I t 2-" Vol 3 of 3 
Bechtol Power Corp (subi of Bechtel Corp ) 00/O6/O2 200pp 

9OO6190456 Forwards verification of analysis program used for 
determining voltages for facility electric distribution sys 
per 790909 request 
JANECEK,R F Comironwea 1 th Fdiion Co 80/06/11 3pp 

9006190307 Forwards commitments to comply w/requi remcnti b schedules In 
NRC B00507 1 tr re addl THI-3 related requirement* Dresden 
Unit I is currently undergoing eiteniivc mod d 
d econtaminal i on. therefore no response 19 provided 
PEQPLE8.D L Commonwealth Edison Co BO/06/12 lOpp 

8506.190419 Confirms availability of ECCB equipment following dc power 
supply failure. per 900425 request Mods to ensure 
availability of KPCI following dc pouier failure completed 
at Dresden i in progress at Quad Cities 

F Commonwealth Edison Co 00/06/13 2pp 



0006230277 Forwards response to NRC SQ0916 Itr requesting info re 
turbine disc cracking Stress corrosion cracki not observed 
to date 
JANECEK.R f Commonwealth Edison Co 80/06/P3 16pp 

0O06270306 Forwards revised Revisions 11 & 12 consisting of Page 1-7 of 
CE-l-A. "Comm Ed QA Program for Nuclear Generating 
Station* " Revised Revision 11 includes oasis on uihich 
equivalent education requirements will be established 
PEOPLES, D L Commonwealth Edison Co 00/O6/23 Ip 

Inspection reports, IF Bulletins & correspondence 

9006200110 Forwards IE Cucular 00-00, "BUR Tech Spec Inconsistency - 
Reactor Protection Sys Response Time " No written response 
required 

KEPPLER.J Region 3, Chicago, Office of the Director 80/04/10 
IP 

8006170309 Forwards IE Insp Repls 50-010/80-07,30-237/90-07 i. 
50-249/00-10 on 800303-01104 i notice of violation 

HEIBHMAN.R F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 80/04/24 2pp 

BQOc.170312 Notice of violation from insp on 900303-0404 

* Region 3, Chicago, Office of the Director 80/04/22 Ip 

-B006170320 Ifc Insp Ropts 50-010/80-07,50-237/80-07 t 30-249/SO-10 on 

000303-0404 Noricompl iance noted Failure ID follow radiation 
protect I on procedures 

BARKER, J L , TONGUF, T M , GPESSARD, R L Region 3. Chicago, Office 
of the Director BO/04/33 5pp 



8006030400 t-ER BO-Q16/Q1T-0 on 900515,uhilB ifiut doun t, conductino 
30O psi primary syt hydrostatic leak ins<i,ua(:er discovered 
dripping from LPC 1 ihecl valve Caused unknown 

Commonwealth Edison Co BO/05/21 2pp 



8006030340 Forwards t-ER 80-015/03L-0 

STEPHENBON.E B Commonwealth Edison Co 



--8Q06030349 LER BO-019/03L-O on 800502, rfur ing routine operalinity 
survet 1 lance, torus to dryuell vacuum breaker uas found 
Inoperable Caused by swelling of teflon shaft bushings 
Bushings were machined to achieve required clearance 
DUNBARpJ Commonwealth Edison Co 90/03/28 Ip 



8006030364 Forwards LER BO-OI4/03L-0 
5TEPHEN50N, B D Commonwealth Edison Co 



8006030379 LER BO-OI4/03L-0 on 000429, dur ing normal oparation , ma 
steam line rad monitor 2C caused reactor protection sys 
channel A half-scram Caused by bad relay Defective component 
rep licad 
HADRAN,0 Commonwealth Edison Co 80/05/27 Ip 



9006160097 Forwards LER 80-019/03L-Q 

STEPHENSQN.g B Commonwealth Edison Co 



00/06/03 Ip 



8006160102 LER BO-01B/03L-0 on 000312, dur ing reactor startup. HPCI 
inboard steam Isolation valve failed to close Caused by 
reactor heat up Steam caused valve packing to swell Packing 
adjusted & valve cycled satisfactorily 
Z1RHAB.H R Commonwealth Edison Co 90/06/03 Ip 



B006170310 Forwards LGR 90-OI7/03L-0 
STEPHENBOM'B B Commonwsa ltd Edison Co 



B006-170519 LER 80-017/03L-0 en 800512, fol lowing unit scram. doubJi 
indication observed on HPCI inboard isolation valve due to 
failed valve Caused by packing leak which allowed water to 
enter motor operator Motor dried out t valve repacked 
ZIRWAS.K Commonwealth Edison Co SO/06/05 Ip 



DOCKET SO-243 QREODIJ S1ATE UNW RESEARCH REACTOR 

F Security, medical, emergency & fire protection plans 

800 630 O2 B 6 Forwards 791010 Tech Spec amend request, proposed changes 
to Toch Specs, justification for change* t/ 791102 Itr re 
disclosure Hat) withheld (ret 10CFR2 790) 
RIN9LE.J C Oregon State Unlv 80/06/10 Ip > 

P Operating licence stage document: ! correspondence 



9006020008 Responds to IE Bulletin 79-26 Dresden Unit 2 Is only 
facilitt) requiring shutdown margin penalty for postulated 
B4C leaching Control blade eiposures will be monitored 
tfuring cycles to verify projected end-of-cyele oposure 
PEOPUES,D L Commonwealth Edison Co SO/05/19 2pp 



000624O3S9 Responds to 000613 telion re Incident that happened 
facility on 800520 Incident investigated t- reactor operation 
proc Bdures, QSTROP 4. will be amended Amend calls for 
susp<enilon of test reactor operation 
WANO, C H Oregon State Univ 90/06/10 3pp 



BO06300358 Forwards response to IE Bulletin 80-06, "Engineered Safety 
Feature (E9F) Reset Control! " Proposed mods identified only 
if present sys design may compromise protective action of 
equipment 
PEOPLESiD L Commonwealth EdUon Co 80/06/10 9pp 

R Periodic operating reports t related correspondence 



B Reportaiile occurrences. LERs t related correspondence 

B006110I93 RO on 800520, whl la performing routine pulses, one of five 
pulses produced peak power & measured fuel temp beyond 
expectation for 2 55 dollar reactivity Insertion 
Apparently caused by 2 7S dollar reactivity Insertation 
RINOLE, J, C Oregon State Univ 00/06/03 4pp 



0006110100 Forwards monthly operating repts for Apr 1980 
8TEPHENSON,B B Commonwealth Ediicm Co 80/05/13 Ip 



H006I10102 Monthly operating repts for Apr 1900 

C1E8ZKIEH1CZ. B Commonwealth Edison Co 00/03/05 



EBpp 
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DOCKETED ITEMS 



DOCKET 50-244 ROBERT EMMET QINNA NUCLEAR PLANT, UNIT 1 
F Security medical, emergancy t *ire protection plane 

8006090487 Forwards proposed rule entitled, "Fire Protection Program 
tar Nuclear Power Plants Operating Prior t o 790101 " Rule 
adds neim Section SO 43 V App R to 10CFR50 t, it expected 
bo he published tn FR by en<J o-f Kay 
EISENHUT.D Division of Licensing 80/05/19" 4i(ip 

8006130063 Forwards revised Pagei 1-14 I* HEU Paso 1 Aa fur proposed 
rule IOCFR50 "Firs Protection Program for Nuclear Power 
Plants Operating Prior to 790101," transml tted by NRC 000519 
Itr. Page 14-a not enc 1 
E1SENHUT, D O Division of Licensing BO/05/S2 73pp 

9006020394 Submits response to item 3 1 B, 3 1 11,3 1 21,3 1 IB & 
3 1 49 of mods to fire protection plan requested OHJ NRC 
790214 safety evaluation Completion schedule of mads ulll 
lie delated beyond June 1980 due to coropleilty of designs 
WHITE,!- D Rochester Gas '< Electric Corp a 0/05/22 2pp 

S00403033B Submits response to NRC 7?0214 fire protection safety 
(valuation re status of Items 3 1 34 Ipreflre strategies), 
3 1 5 (fire doorili 3 1 24 (piping & duct p enetrat i on* 1 !< 
320 Utpoieil structural steel) 
WHITE. L D Rochester Gas '. Electric Corp 30/05/39 2pp 



8006130123 Requests comments on NURGG-OS77, "Potential for Lou Fracture 
Toughness 4, Lamellar Tearing on PUR Steam Benerator & 
Reactor Coolant Pump Supports " Proposed revlaiu procedure fr 
Implementation schedule encl 
EISENHUTiD Division of Licensing 90/03/19 72pp 

3006250134 Forwards NUflEG-0654, Vol I t. 1 1 fc NUREO-0611 W/o encl 
CRUTCHFIELB, D Operating Reactors Branch 5 BO/05/21 2pp 

8006030318 Forwards data * results of 4B-h Standby Auiiliarg Feeduater 
Pumps C & D endurance test 
WHITE, L D Rochester Gas t. Electric Corp SO/05/2B 3?PP 

3006030324 Forwards Procedure H-l 1 3D, Revision 9. "Major Mechanical 
Insp of Auiiliarij Feed Pumpi, " t Procedure PT-libi Revis ion 
33. "ftuil lar i) FEedwater Sys, " in response to NRC 8Q041B 
request 
WHITE, L D Rochester Gas t, Electric Corp BO/05/aB lp 

8004030329 Procedure rl-11 50, Revision 9, "Major Mechanical Ihsp of 
Auiiliarij Feed Pumps " 
SCHULER, T R Rochester Gas i Electric Corp SO/01/2B 3bp 

8006030347 Procedure PT-tfc, Revis ion 23, "ftuiiliary Feediuater BIJB " 
SCHUUER, T R i MDON, J Rochester Oas If Electric Corp BO/03/31 



80QolIQ35S Responds to NRC 600423 Itr transmi ttimg fire protection 
safety evaluation suppl Info r* design' clar i f mat i on of 
previous submlttals & verification of completed design enc 1 
Rpts I drauiiiss available In Central Files 
UH1TE<L D Rochester Gas >- Electric Corp BO/Oo/04 27p p 

&QO6240542 Advises that NRC reviu of 80O32B saf eguarfls contingency 
plan revision is ongoing Requeiti response within 30 days to 
comment! contained in enc 1 Enc 1 withheld (ref 10CFR2 790) 
CHUTCHFIELO.D Operating Reactors Branch 5 BG/06/O6 Spp 



Adjudicator^ correspond en to 



8006030394 Respund* to NF)C 791023 request Fo 
commitments re containment purging 
HH1TE.L D Rochester Gas It Electric Corp 



wards revised util 791214 



B006O30176 Response to ASLB 800429 order requesting status repts 
Recommends deferral at ad judit atorij pfQCeedingt ' schdule 
consideration until S9ai.6o prepiare For hearing after 
issuance of 5ER Supporting documentation and 
KETCJlENiE G Hearing Branch 4 BO/04/29 2ipp 

9006110225 Status rept bu Hf State Energy Dfc in repohse to ASLH B00427 
order Recommends that. parties be permitted to identify addl 
contentions b that prehearing conference be held to ducuss 
issues U/notice of appearance i Certificate of Svc Bticl 
KUIWBERC.E B Neu YorV, Stats of BO/05/30 4[.(i 



Etatus rpt in response to ASL3 300429 order Recommends 
schedule -far f Ind I nos. af etij evaluation suppl, d i scovtrg ti 
furttier praKearing conferences Recommends ie t*rninat i on of 
5EP progrcii in one yr 

VOIOT.H H Hocheitr Ga* k Electric Corp UOICT, H H LeQoeuf, 
Lamb. Leilu r, MacRae 80/06/02 Bpa 

B0061B001O Order denying applicant notion to dismiss HH Blade 
Interve-ntlon Admits Hfl Sldde contentions eicept C, C & H 
Certificate of Svc end 
LUTQN.E fltomic Safstu and Licensing Board Panal 77/03/25 7pp 

B006160104 Order rfismissing intervenor Rochester -Camituttee for 
Scirntific Info per 74O313 h 79121O itipul atioaii torminating 
procBEdinj after applicant compliance u/r* nuireraent? 
R<0.jests for reconsj deration may lie Piled ulthin E4 days 
CRO3BMAN.H Atomic Safety and Licensing Board Panel aO/Qi/12 



E006040237 Aet- receipt of B00429 Itr re piping seismic analysis Design 
criteria u 1 1 1 be submitted by SOO715 ', stres: analysis repts 
for A-HHH *. B main steam lines inside containment ui 1 1 be 
submitted by BOD915 Mod schedule mill be based on analyses 
WHITE,L D Rochester ffas * Electric Corp BO/05/30 lp 

8006040339 Forward a nonpropn etary version of RELAP4-EM b loud own input 
for facility Proprietary info not enclosed reflects ENC 
proprietary analytical models i techniques or EMC fuel data 
Hloudoun sys nodal i tati on is in XN-NF-77-58 
UHITE.L Rochester ftaa b Electric Corp BO/05/30 23pp 

8 0060*70326 Submits verification of compliance ill/short-term Lessons 
Learned Task Force requirements re RGB venting Provisions 
made for venting reactor vessel head % pressumer & for 
sweeping noncondeni tble gases from steam generatot U tubes 
HHITE.L D Rochester ftas E. Electric Corp BO/Oi/02 4pp 

BOO&190-1O4 Notifies that licensing activities for plant are being 
coordinated btj S Nnuicki.due to reorganl lation of Ofc of 
Nuclear Reactor Re0ulation Poruards description of 
reorganl la tion 
CHUTCHF1ELD.D Operating Rsactors Branch 5 BO/Oi/02 35pp 

SOOt.090331 Foruarils response to NRC 800236 Itr requesting adrfl info re 
SEP design basis events Topics cover steady state S. 
instrument er rors. sing 1 e failure analysis. steam line break 
analyses & primary pump rotor seizure 
WHITE, L D Rochester Gas If Electric Corp 80/06/03 lOpp 



Forward* response to NRC 800306 request for info re "SEP 
Qualification Program Submittal Content " 
RUDMAN, R J Rochester Gas t, Electric Corp SO/06/10 lp 

S0061BOS37 Comments on B00506 presentation to NRC Commiss ionars re 
status of SEP & description of difficulty as lack of 
aggression by licensees KRC has not provided guidelines 
Issues iii/hiyher priorities have arisen 
WHITE, L D Rochester Gas b Electric Corp 00/06/12 3pp 



P Operating license slag? documents & corre ipondince 

BOOA0703A5 Forwards audl TMI-2 related renuirements to operating 
reactors Licensees 1-ec.uirement i for TMI Action Plan i-nclude 
ihift manning. 1 Icensing eiacni s. licensee d isseuiinatjon 
of operating eiperiences Response requested within 30 days 
EISENHUT.D S Division of Licensing BO/05/07 (SOpp 

6006030094 Confirms 800515 mgt meeting in Ontario, HY arranged per 
600429 telcon Agenda encl 

ORrER.E H Region 1, Philadelphia, Office oP the Director 
60/05/09 pp 



Forwards util response to B00507 Itr containing action items 
resulting from TMI Action Plan. including feedback procedures 
of operating experience to plant staff i worker radiation 
protect ion improvements 
WHITE. L D Rochester Gas ft Electric Corp SO/06/13 3|pp 

BOOd2SOS62 Forwards addl info rre SEP Topic XV-16. "Radiological 
Coniequences of Small Lines Carrying Primary Coolina Outside 
Containment," per NRC SO0311 request Drauiings referenced in 
Table i submitted! u/760912 Itr One overslie drauiino encl 
WHITE, L D Rochester Cai d Electric Corp BO/06/1B 7pp 

8006250263 "Piping Flow Diagram Heating, Ventl lating & Air 
Conditioning " 
* Rochester Gas < Electric Coro 7S/07/30 ID 



DOCKETED ITEMS 



BOC-6300433 Responds to 000125 Itr requesting leview assessment t, addl 
info on SEP Topic 111-13 Util unable to respond uithin time 
frame requested Response eipectod 9QOB01 
WHITE L D Rochester Gas ', Electric Corp 80/06/24 Ip 

Inspection reports. IE Bulletins J correspondence 

B006O50426 Ark receipt of B0050I Itr informing NRC of steps taken to 
correct deviation noted In IE Inap Rept 50-244/HO-04 
HRUNNEH.E J Region 1, Philadelphia, Reactor Operations Nutlear 
Support Branch GO/05/14 Ip 

S006050429 Responds to NRG B00411 1 lr re deviation noted in IE Insp 
Rept 50-244/80-04 Corrective actions new training effort 
to cover emergency plocedure was undertaken 
WHITE. U D Rochester Gas ? Electric Corp BO/05/01 2pp 

8006050432 Forwards IE Insp Rept 50-2'Ifl/HO-O'l on B00303-07 S. notice of 
deviation 

HRUNNER.E J Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch GO/04/11 2pp 

6006050436 Notice of deviation from insp on B00303-07 

it Region li Philadelphia, Reactor Operations Nuclear Support 
Branch 80/04/1O IP 

6006050-140 IE Insp Rept 50-244/80-04 on 8003O3-O7 Noncnmp 1 lance noted 
failure to meet commitment re training of personnel on neui 
procedure 

KISTER.H , JOHNSON, D F , RAYMOND. W J Region 1, Philadelphia, 
Reactor Operations Nuclear Support Branch GO/O4/10 9pp 

8006190103 Forwards evaluation of utll responses to IE Bulletins 79-06A 
t, 79-06A, Revi s Ion 1 Appropriate actions taken to meet 
bulletin requirements 
CRUTCHF1ELD, Operating Reactors Branch 5 ao/Q5/3B 20pp 

8006200039 Forwards IE Circular 90-13, "Grid Strap Damage in 
Westinghouse Fuel Assemblies " No written response required 
CRIER. B H Region 1, Philadelphia, Office of the Director 
80/OS/2G Ip 

9006310605 Responds to 1C Bulletin 90-03, "Eiam of Containment Liner 
Penetration Welds " Containment penetrations described in 
bulletin da not resemble design employed at facility 
UNITE, L D Rochester Gas t, Electric Corp GO/05/29 Ip 

8006300346 Responds to IE Bulletin 90-05 re vacuum condition resulting 
in damage to chemical vol holdup tanks Licensee is 
evaluating addition of vacuum protection for holdup tanks 
which would satisfy criteria discussed in bulletin 
WHITE, L D Rochester Gas t, Electric Corp GO/06/03 2pp 

8006300494 Responds to IE Bulletin BO- 12, "Decay Heat Removal Sijs 
CJperabllity " Circumstances i sequence at events of Davis- 
Desse 800419 event mere reviewed Review included assignment 
to Qperational assessment group for oil-shift discussions 
WHITE, L D Rochester Gas & Flectric Carp BO/06/03 3pp 



9006090317 RO 80-05 on B00603, dur ing performance of procedure S-30 1, 
breaVcr for A-loop accumlator discharge va Ive. MDV-965, 
discovered in closed position Cause not stated Breaker 
immediately placed In proper position 
SNQU.H A Rochester Qaa ', Electric Corp 90/O6/03 Ip 

800623O6OI RO 90-05 on BG0603, during performance of safety injection 
valve position verification procedure. d iscovered breaker 
for A-loop accumulator discharge valve MOv-965 was in closed 
position Breaker placed in proper position, 
SNOH.B A Rochester Gas >> Electric Corp 9Q/06/O3 Ip 



9006190473 Foi yards LEO GO-005/01T-Q 

WHITE, L D Rochester Gas !. Electric Corp 



B006190478 LER BO-005/01T-0 on 600603. during performance of monthly 
verification procedure, loop A accumulator Injection circuit 
breaker found in on position Cause not stated Greater 
returned to off position 
PECH.C H Rochester Gas S- Electric Corp 90/06/16 2PP 



v Operator Examinations 



S006110238 Forwards info re specific training of shift technical 
advisors !> licenced operators, In response to NRC 900508 
request Resumes of licensed operators enrolled in training 
end 
WHITE. L D Rochester Qas >, Electric Corp HO/05/12 19pp 



DOCKET 50-24S MILLSTONE NUCLEAR PDUER STATION. UNIT 1 
F Security medical, emergency d fire protection plans 

8006060426 Forwards request foi addl info re facilities' emergency 
plans Plans should be evaluated against NUREG-0654 t end 
comments by 800630 
CRUTCHF1LED, D M Operating Reactors Branch 5 80/05/13 36pp 

B006090A97 Forwards proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds now Section 50 48 t- App R bo 1OCFRSO & is eipected 
to be published in FR by onri of May 
E1SENHUT, D Division of Licensing BO/03/17 46pp 

9006130063 Forwards revised Pages 1-14 1 new Pago 14a for proposed 
rule 10CFH30 "Flro Protection Program for Nuclear Power 
Plants Operating Prior to 77O101, " transmitted by NRC 800519 
Itr Page Ha not cncl 
EISENHUTiD O Division Of Licensing 80/05/82 73pp 

8006060367 Submits Info to reaffirm adequacy of current fire protection 
plans to fulfill BER commitments One ovcrslie drawing encl 
COUNSIL.W G Northeast Nuclear Energy Co {subs of Northeast 
Utilities) COUNB1L.H Connecticut Yankee Atomic Poiuer Co 
BO/05/27 9pp 



H General correspondence 



R Fariodie operating reports tt related correspondence 

8006160037 Forwards monthly operating rept for May 17BO 
SNOW, Q A Rochester Gas *> Electric Corp 80/06/09 Ip 

BO06160039 Monthly operating rept for May 19BO 

MCNAMARA.A E Rochester Gas t Electric Corp 80/06/09 5pp 

S Reportable occun ences, LERs I i elated correspondence 

BOO-6O30587 RO 80-04 during performance of post-mod installation testing 
both power operated relief valves determined inoperable b 
RCB vent established Caused by two switches which supply dc 
power in off position 
SNOW, 3 A Rochester Gas & Electric Corp 9O/OQ/07 Ip 



8006170464 Advises of personnel change EJ MrocikJ relieved JF Opeka as 
station superintendent on 900601 
MROCZKA.E J Northeast Utilities BO/06/Oa Ip 



P Operating license stage documents & correspondence 



B006070165 Forwards addl TMI-3 related requirements to operating 
reactors Licensee! requirements for TKI Action Plan include 
shift manning, I icens ing exams S licensee dissemination 
of operating experiences Response requested within 3O days 
EISENHUT.D.O Division D f Licensing 80/09/07 laOpp 

800&030S14 Summary of B00422-23 meeting ui/Mark I owners group In San 
Jose>CA re confirmatory analysis i testing programs 
concerning Hark I containment long-term program 
GRIMES, C I, Assistant Director for Plant Systems BO/05/09 8pp 



B006O50030 Forwards WCAP-9663, "Metallurgical Investigation of Cracks 
In Pressurlier Noi i le-to-Safe-End Weld of Robert Emmett 
Dinna Nuclear Power Generating Station " Rept is followup to 
LER 77-023 
WHITE, L [) Rochester Gas % Electric Corp GO/05/2G Ip 



8006130010 Discusses review of util BOO 124 submittal advising that 
blast tuall between boiler room >t dlesel generator room, 
as required by Amend S3 to License DPR-21. Is unnecessary 
Installation of blast wall still required 
CRUrCHFIELD, D Operating Reactors Branch 5 80/05/09 3pp 



"Metallurgical Investioatlon of Cracks in Prassuriier 
Monle-to-Safe-End Meld of Robert Emmett Glnna Nuclear Pouter 
generating Station " 

RAO,0 v j CAPLAN, J S Uestinghouse Electric Corp , Nuclear Energy 
System! WCAP-9663 90/02/29 29pp 



BQ0613Q132 Requests comments on NUREG-0377, "Potential for Lou Fracture 
Toughness & Lamellar Tearing en PHH Steam Generator tt 
Reactor Coolant Pump Supports " Proposed review procedure & 
implementation schedule end 
EISENHUT, D Division of Licensing 90/QS/l 1 ? 73p p 
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DOCKETED ITEMS 



B00taso03<3 Forward* NUREG-0&54, Vol I i 1 1 k NUREG-062& foe info 
H/o end 
CRUTCHFIELD, D Operating Reactors Branch 5 BO/OS/J9 2pp 



8Q04Q2Q2Q3 Application to amend License DPR-65 by incorporating 
revisions to Tech Specs for Hillstone 2 in response to NflC 
request Proposed changes art neces^ry for safe 



800410 



ouutiu request croposeo changes are necestaru for safe 
operation of facility Millstone 2 is otilrj unit u/Tech Specs 
CQUMSJI..W G Connecticut Yankee Atomic Power Co COUNSIL, W 
Northeast Nutltar Energy Co isubs of Northeast Utilities) 

Etn/nS/IM Tnn 



flQ<J6230C05 Requests participation oF util in interim reliability 
evaluation prajram Studies help identify accident sequences 
ti vti Inirab i 1 i te* in procedures L basic design Util should 
appoint: engineer to participate in initial B006Q* muting 
EISENHUT, E> <3 Division of Licensing BQ/O5/23 5pp 

9Q06050369 Advises that dc pouier supply sys has been revieued to verify 
tt\at impact of failure on ECCS performance Is no more 
limiting thin previously analyied active failures 
CQUNS1L.H Northaast Nuclear Energy Co (subs of Northeast 
Utilities) BO/05/27 3pp 

BQ060-9D2S6 Responds to KRC BOO 5 07 request For info re undervol tage 
protection First Level 2 undervoltage scheme electrically 
connected to 3451V ude of preferred offsite supply Relays 
physically located in control room 

CCUMSIL.W Northeast Nuclear Energy Co (tub; of Northeast 
Utilities) BO/05/30 2pp 

BQ06U0163 Forwards add! info on EEP Topic 1 1 1-6, "Seismic Review." 
consisting of engineering data or drawings of feediualer 
line InsiJe containment, diesel oil t, air 1 i nesr i solati an 
condenser condensate line t, shutdown cooling lint 
COUNSIL.U Northeast Nuclear Energy Co dubs df Northeast 
Utilities) 80/03/30 llpp 

S0041100B1 FaruaTdi aperture cards of piping >, instrumentation 
diagram for cltan-up t- sampling syi W/o eticl 

CDUNSIL, W . FEE. W F Northeast Nuclear Energy Co dubs of 
Northeast Utilities) BO/OS/OE Ip 

8006110226 Forward* add! info re environ n.ua 1 if Icat ion at electrical 
equipment Info does not fully respond to NRC request 
Analytical efforts are in j>ragrss at OE to substantiate 
adequacy of FEAR sve condition profiles in dryuell 
CQUNSIL.IJ Q Northeast Utilities eO/Oi/02 300f>a 

8COM6QQ45 Provides descriptive info & design assessment of proposed 
loui level raduaste storage facility onsite No NHC review 
required Facility uill be operation*! late 1980 
CDXINSIL.W G? Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 80/06/02 If p 



9006300379 Discusses effect of dc power supply failure on ECCS 
performance Recent info indicates unique transfer switch 
controlling pouer supply to isolation condenser valve IC-3 
Mods to transfor switch scheduled for Sept 1980 outage 
COUNSILilJ O Northeast Nuclear Energy Co (subs of Northeast 
Util ities) BO/06/19 2pp 

BOOt 3702 93 Submits responses to NRC questions re containment 
atmospheric control sijs purge valves Sufficient engineering 
evaluations enat to jus-tify continued purge i inerting 
operations as needed 

COUNSIL.H C Northeast Nuclear Energy Co (subs of Northeast 
Utilities) BO/06/20 3pp 

BOQ6300.160 Updates schedul e, previ ously submitted 790518, for 
implementing Mart I containment long-term program mods 
COUNSIL.H Northeast Hue 1 ear Energy Co (subs of Northeast 
Utilities) BO/06/20 3pp 



OOi.'BQoaaa Responds to NRC B00214 Itr re request for SEP references to 
tJocteted info Addresses topic number, title i listing of 
references identified to date List does not reflect 
eihaustive review of docketed correspondence 

CtjyuatL.N G Connecticut Yankee Atomic Pouer Co COUNSIL. W C 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 
BO/O6/23 14pp 



Q Inspection 



IE Bulletins >. ci 



ipondence 



8006030519 Forwards IE Insp Rapts 50-245/77-31 t, 50-336/79-22 on 
790B04-0901 No noncomp 1 lane o noted 

BRUMNER'E J Region I. Ph i lade Iph idi Reactoi Operations Nuclear 
Support Branch 79/11/01 2pp 

B006050524 IE Insp flepts SO-245/79-21 fj 50-336/79-93 on 7909O4-09O1 No 
noncompliance noted Hajor areas inspected plant toi/rs. 
physical secur 1 tij> e<am of feBduiater piping per IE Bulletin 
79-13. fire protection k survsillance testing 

HCCABE, E C Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch SHEDLOSKY, J T Region 1, Ph i ladel pd la, Office of 
the Director 77/10/30 Bpp 

80060400S5 Forwards IE Insp Repts 90-245/80-03 t, 50-336/BO-02 on 
800201-29 No noncomp I ianc e noted 

BRUNNER.E J Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch BO/04/ I B Spp 

8006040039 IE Insp Repts 9O-245/BQ-03 fr 90-336/00-03 on BOOaoi-27 Wo 
noncompl lance noted Major areas inspected control rooms t 
accessible portions of Unit ] reac tor. turbine, radiuaatai gflB 
turbine generator b intake bldgs 

SHEDLOBKY.J T , Z1MI1ERHAN.R P Region I, Philadelphia, Office of 
the Director KEIM1Q, R R Region 1. Philadelphia. Reactor 
Operations Nuclear Support Branch SO/04/16 lOpp 



BQOilBQ.557 Advises that reor gannation of Qf e of Nuclear Reactor 
Regulation oicane effective on 600453 Project manager J Shea 
will coordinate licensing activities far facility 
fir organ! lation described In enc 1 
CRUTCHFIELO. D Dperatmo Reactors Branch 5 BO/06/02 3Spp 



B006090191 Forwards IE Invest i gat ion Rept 50-293/SO-12 on B00305-07 
19-HO. in response to allegations re illegal shipments of 
spent fuel 
MARTIN, W Region I, Philadelphia, Safeguards Branch 10/04/IB 



EQQi2405"73 Foruirdt AnendB 66 t, 59 to Licenses DPR-2I & DPR-&5, 
reipe tiveltj J: notice of Issuance & availability 
CLARK.R A Operating Reactors Branch 3 80/06/03 4j)p 

B0063-1O6O4 Anendt 48 t 5 1 ? to Licenses DPR-21 !i DFfl-65, respectively, 

deleting Sections 4 1 S. 1 2 from ETS 

CLARK, R A Operating Reactors Branch 3 CRUtCHFIELD, D C 

Operating Riactors Branch 5 BO/06/03 7pp 

80O62406O7 Notice of issuance 1 availab-ility of Amends g ft 59 to 

Licenses DPR-21 (, DPR-65, respectively 

CLARK, R A Operating Reactors Branch 3 90/06/03 2pp 

B-0-963006-04 Ltr to all BUR licensees forwarding "For Comment" edition 
of NUHEG-0617, "BHR FeeduatEr Nonle t Control Rod Drive 
Return Line Haute Cracking " Comment; uill te evaluated by 
HflC prior to final Imp lemantati-on ll/o e-titl 
EIBEHHUT.D G Division of Licensing 80/06/05 23pp 

B006240169 Notification of BOO612 meeting u/uti Is in Bethesda.MD to 
dtscult Interim reliability evaluation program 
OLSHAN-L N Operating Reactors Branch 1 BO/06/0? Bpp 

B00i>l l 70457 Forwards info r five addl TMI-2 related requirement* 
applying to operating reactors per B00507 request Integrated 
asse *lie tit of collective Impact of all renuirements should 
be conducted 

CDUNSIL.IJ O. Northeast Nuclear Energy Co (subs of Northeast 
Utilities! COUNSIL, WG Connecticut Yankee Atomic Power Co 
BO/06/1O 30pp 



B006200085 Forwards IE Circular BO-oa, "BUfl Tech Spec Inconsistency - 
Reactor Protaction Sys Response Time " No written response 
required 

ORIER.B H Region 1, Philadelphia, Office of the Director 
BO/04/ 1 8 Ip 

8006030064 Responds to IE Bulletin 80-07 concerning BWR jet pump 
assemblies Visual insp of all jet pumps performed Si no 
deficiencies or til screpa-nc les discovered Individual jot 
pump differential pressure readings reviewed 

COUNS1L, U Northeast Nuclear Energy Co (subs of Northeast 
Utilities) BO/O'1/29 3pp 

B006250153 Forwards IE Insp Repts 50-215/00-04 fr 50-336/90-03 on 
800301-29 No noncompliancB noted 

DRUNNEHiE J Rejlon I, Philadelphia, Reactor Operations Nuclear 
Support Branch BO/09/O2 2pp 

-- BOOfi2SOt57 IE Insp flepts 50-245/80-04 l> 50-336/80-03 on fl00301-H9 No 
noncompliance noted Major areat inspected plant operations, 
logs Ei records, previous tnsp findings, rad ioat tive matl 
s-h ipmentsi maint t IE bulletins i circulars 

KEIKIO.R R Region 1, Philadelphia- Reactor Operations Nuclear 
Support Branch BHEDLOSKV. J T , ZIMMERMAN, R p Region 1, 
Philadelphia, Office of the Director BO/O9/01 13pp 

B006090011 Ack .eceipt of B00501 Ur informing NRC of status of 
feeJuater sparger supplied to Millstone 1 S noted in Qrt 
Program Insp Rept 997004O3/7V-03 
SEVFRIT.K V Region 4, Hallas, Office of the Director 80/05/13 



DOCKETED ITEMS 
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BOOc.090016 Follows up B0013B Itr, advising that util ouiners have 
requested vendor to upgrade feeduatov sparger fabricated by 
Marvin Engineering foi Millstone Hem sparger cannot be 
fabricated in limited time before Fall 19BO commitment 
BARNARD. J General Electric Co BO/05/01 2p P 

8GD624Q61I Ack receipt of 800503 Itr informing NRC of incorrect 
statements made in IE Insp Rept 90-293/80-12 Corrected pages 
enc 1 U/o enc I 

MARTIN.'JO Region I, Philadelphia, Safeguards Ilranch BO/05/22 
IP 

SOO6240617 Responds to NHC BG041B Itr Northeast Nuclear Energy Co 
incorrectly identified as util licensed to operate Haddam 
Meek Plant 

CQUNSIL.W G , SHITZER.D C Northeast Nuclear Energy Co (subs of 
Northeast Utilities) BO/05/OB 2 PP 

BO0630O326 Forwards Mgt Meeting Rept 50-245/80-05 on B003I3 
CARLSON, R T Region 1. Philadelphia, Reactor Construction t 
Engineering Support Branch BO/05/23 lp 

9006300336 Mg fc Meeting Hept SO-245/80-05 on 800313 Major areas 
discussed findings of investigation of allegations re 
791219 uaterhammer event i licensee acttvites in sys mods fr 
repair 

CARLSON, R T , TRIPP.L E Region 1, Philadelphia. Reactor 
Construction b Engineering Support Branch CHAUDHARY, S K Region 
1, Philadelphia, Office of the Director 80/05/22 3pp 



8006100926 Forwards design details for oil collection sy to tit 
Installed on reactor coolant pumps, per fire protection 
safety evaluation requirements 
CAHILL.U J Consolidated Edison Co of New York SO/06/06 ipp 



O Adjudlcatory correspondence 



8006060523 Order stating f our-prorigod approach to resolve UCS petition 
far Unit 1 decommissioning it Units 2-3 shutdown adjudication 
before ASLB. Informal proceeding to determine Issues, generic 
conn deration & establishment of intra-agency talk force 
CHILK.S J Office of the Secretary of the Commission BO/OS/30 
Sop 

5006170310 Responds to 800505 objection to scheduling meetings outsidi 
Washing ton, DC area Meetings are occasionally held outside 
of Hash ington. DC vicinity to allou persons living near 
plants opportunity to attend 
EtBENHUT.D Diviiton of Licensing BO/06/02 Bpp 

SQQ6Q90237 Notice of withdrawal from proceed ing, of fective B 00602 
Certificate of Svc encl 
LEU13, 3 H Hearing Blanch 2 BO/06/06 4pp 

8OQ6190547 Order granting extension until BO 0707 for Commission to 
elect whether to review ALAB-436 !, portions of ALAB-561 
CHICK, 5 J Office of the Secretary of the Commission 80/06/16 



3OO&SOO491 Updated rept re rec ircula t i on pump inservice insp Requests 
postponement of requirements of Table IUD-2500 because of 
time required for obtaining parts, tools & planning for 
refueling outage 
CDUM5IL-W , COUNBIL.W Northeast Utilities 00/06/10 3pp 

R Periodic operating reports & related correspondence 

8006170433 Forwards monthly operating rept for May 1<7BO 
MRdCZKA.E J Northeast Utilities BO/0&/09 lp 

aOOfc!704'10 Monthly operating rept for Mag 1980 

HARRAN, Northeast Utilities 80/06/05 6pp 

B Reportablo occurrences, LERs ii related correspondence 



8O06240483 Comments i>n Commission Q00530 order re safe operation tt 
criteria of operation CP t> DL established criteria should 
apply 1 burden of proof must remain on licensee Epeciflc 
design changes must bo Feasible 

WEISS, E fi , JORDAN.W S Union of Concerned Scientists WEI S3, E R 
Sheldon, Harmon 'f Ueiis 00/06/20 9pp 

B006260213 Memorandum in response tn Commission 800530 order initiating 
informal proceeding Urges development of industry-uiidi 
pal Icy, guidance It sbds prior La consideration of units 
separately in ad jutf icatory hearings 

ORANDGNBURO, n Consolidated Edison Co of New York PRATT, C H 
Pouier Authority of ths State of Neu York BO/06/20 23pp 

8006260186 Forwards UCS 8OO&23 motion to disqualify Commllttloner 
Handrie 
HEIB8. E R , JORDAN, W 8 Sheldon, Harmon * Weiss BO/O6/33 lp 



aOO61BO609 PND-I-SO-OB7 on SOOSCJO, two failed fletible couplings on 
turbine drain extraction steam line caused unscheduled 
extended outage Debris from bellouis damaged at least three 
other lines & some Internal baffles In candensor 
KEL.MfO,R . BRUNNER.E J Region 1, Philadelphia, Office of the 
Director BO/Oi/02 lp 



-B00626O1SB Motion to disqualify Commissioner Hendrie from further 
participation In NRC deliberations re UCS petition for 
suspension of operations Request Is bated on Hendrie 
Involvement ui/facllity as member of ACF1S 

HE IBS, E R , JORDAN, H S Union of Concerned Scientist* WEISS, E R 
Sheldon. Harmon t. Weiss BO/06/23 lOpp 



BO0624O3B7 Forwards LFR 80-007/03L-0 

t1ROCZKA,E J Northeast Nuclear Energy Co 
Uti lities) QO/06/13 lp 



(subs of Northeast 



--800fr2'lQ3 [ ?3 LEfi BO-007/03L-0 on 8005U, d iscovered that semiannual 
functional test of cable vault smoke detection sya had been 
overlooked Caused by test not being listed on unit 
surveillance schedule Verification of schedules performed 
* Northeast Nuclear Fnergy Co (subs of Northeast Utilities) 
00/06/13 3pp, 



DOCKET 50-247 INDIAN POINT STATION, UNIT 2 

F Sscuiity, medical, emergency & fire protection plans 

BOOfeO704B7 Forwards proposed rule entitled, "Fire Protection Progrm 
For Nuclear Pniuar Plant! Operating Prior to 790101 " Rule 
adds itw Section 50 48 & App R to lOCFFtSO i. it expected 
to be publishad in FF1 by end of May 
EISENHUT.D Division of Licensing BO/05/1"? llbpp 

BOO&130063 Forwards revised Pages 1-14 * new Page 14a for propotad 
rul 10CFR90 "Fire Protection Program for Nuclear Pouier 
Plants Operating Prior to 790101." transmitted by NRC 800919 
Itr.Paga I4a not encl 
EISENHUT.D Division of Licensing BO/05/22 73pp 

BOO&06O2BO Advises NRC at recent developments re emergency preparedness 
at facilities Utils are revising emergency plans In 
accordance u/NUREO-0634, retaining EDS Nuclear, Inc to assist 
State of NY & Uestchester County in revising plans 

CAHILL.W J Consolidated Edison Co of Neu York EARLY.P J. Power 
Authority of th State of Neu York 80/06/03 SPP 



-B00626OI70 Notifies that during ACR5 125th meeting on 700917-19, nviau 
of util OL application was completed Upon satisfactpry 
completion of const, facil iti; can operate ui/a undue risk to 
public JK Hendrie prof qualifications encl 

HENDRIE, J H ACRS - Advisory Committee on Reactor Safeguards 
70/0?/23 lOpp 

-3006260192 Responds to 730717 Itr re util siting criteria Indian Paint 
sites meet NIC regulations & criteria Considerable energy 
has b*en expended to assure public health t. safety 
HENDRIEiJ f> Atomic Energy Commission, Directorate of Licensing 
73/09/10 3pp 



H Oeneral correspondence 



BOO&020014 Requests public debate re evacuating large population! near 
pouter plants Oppose* plants located in densely populated 
areas 
HAMH, K Affiliation Unknown BO/03/19 lp 

BDO&020027 Responds bo 800319 Itr re location of nuclear power plants 
in area* of high population density Every effort Is being 
made to protect public health & safety at all nuclear pouflr 
plants 

DENTON, H R Office of Nuclear Reactor Regulation. Director 
BO/04/21 2pp 

8006190436 Comments on S00530 order re thucdbuin of plants pending 
adequate emergency plans No plant can operate unless 
acceptable emerflency plans eiist Energy fc economic factors 
should h,ave minimal influence on decision to shut doun. 
WOLF. B Affiliation Unknown BO/06/11 3pp 
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DOCKETED ITEMS 



P Operating license itage document! & c orreso undent e 

B006.09O165 Forwards addl TMI-3 related requirements to operating 
riaetori Licensees requirements far Trtl 'Action Plan include 
1(1 (ft manning, licensing eiami b 1 iCBniee d insemination 
of op*rtins experiences Response requested within 30 daqs 
EISENHUT.DG Division of Licensing 80/05/07 ISOpp 

8006040002 Not if icat ion of 900520 meeting u/uti 1 s. contractors It 
consultants In Bathasdai KB to exchange technology re 
accldtnt sequence tt related phenomena per A Sc h uenc e r 
BOQ410 Itr to L Peoples 
LQNO.J K Reactor Systems Branch BO/05/ IS 2pf 

9004130123 Requests comment a on NUREO-O577. "Potential for Lou Fracture 
Toughness tt Lamellar Tearing on PUR Steam Generator tt 
Reactor Coolant Pump Support! " Proposed revieiu procedure Si 
Implementation schedule encl 
EISEHHUT.D Division of Licensing 30/05/19 72pp. 

QQOil7QB36 Forwards request for addl info required to complete review 
oif nan-Class 1 seismic equipment resulting in flooding of 
af ttij-relatsd equipment Requests response within 45 days 
VAB8A, S A Operating Reactors Branch 1 60/O5/20 8pp 

B006D20172 Notification of 800530 meeting u/utils in GethiisdaiMD re 
s*r>rt accident mitlo-ation Features for facilities 
EH.&HAN.L . HEEVES.E Operating Reactors Branch 1 BO/05/23 ip 

8004130208 Foruardl Amend 61 to License DFR-26, saf > ty evaluation ti 
notice of issuance & availability 
VAROA, S A Op. rating Reactors Branch 1 80/05/33 2pp 

8-006130214 Ara-tnd 61 to License BPR-26. increas Ing staffing of station 
nuclear safety committee tt Incorporating STB provisions 
allow in} crew composition below mm requirement! for 2-h 
period 
VAROA. S A Operating Rejcfcors Branch I BO/OB/23 tpp 

H0061302aO Safety evaluation supporting Amend 41 to License DPR-36 
* Office of Nuclear Reactor Regulation. Director 30/05/33 2pp 

fl 00tl30223 Notice of issuance 1 availability of Amend 1 to License 
OPR-26 
VAROA, S A Operating Reactors Branch 1 60/09/33 2pp 

8006.200174 Forward i request for addl info concerning QA program which 
implements 800408 Itr Response should as provided uiithin 
30 days of Itr 
VAUOA.S A Operating Reactors Branch 1 BO /O 5/23 5pp 

B00623002*? Requesti SO 0604 meeting u/util perionntl to discuss Interim 

Reliability Evaluation Program (IREP) & potential impact on 
facility 

EISENHUTi Division of Licensing BO/05/23 Spp 

BOOi.090493 Notification of BOOf.03 meeting ui/util in Brthesda, MD to 

discuss filtered vented containment SEJS te core retention 
dtvloi 

MEYER. J F Reactor Sgstam Branch BO/O5/H7 3pp 

BOOillOOSl Foruards drawings tt addl info re electrical ovcrr ide/bypass 
atpeti of containment purge sys, in raspo-nse to NRC B00423 
Itr Remainder of response will be provided tij 900715 
Drawings available in Central Filet only 
CAHILL.U J Contotldated EdUon Co at New Yort BO/O5/23 llpp 

HOOi-120404 Forwards slides eissd by utils during 800&03 meeting r 
technology eichange in area of mitigation feature for 
sever* accident! at Facilities 
CDE9ER.D Uei t ingjhouse Electric Co-rp 80/OA/05 Ip 

S00il70451 Faryards "Mitigation of Severe Accident Study Rept " Re-pt 
includes presentations maoe to h'RC fr ACRS on 800220 tc 0303, 
ro ective Ig tt -consists of state-of-the-art analyse* 
conducted uithiri 6O-iidij period 

CAHILL.H J Consallifated Edison Co of Ww Yorfc EARLV, P J Pouer 
Authoritv of th State of Neu York BO/0-6/O5 Bpp 

800ol70454 Informs that Suction 6 of rept submitted on 800605 uas 
inadvertantlij stamped proprietary Class 2 Rpt is 
nonpropr letarif, 

CAHILL.M J Consolidated Edison Co of Netu York EARLY. P J 
fouer Authority of the State of Ueu Vorl aO/06/Oi Ip 

8000170459 Responds to 800528 Itr transmitting rept cover ins uorfc 
ftrtormtd bg various consultants Entire West inghouie rept 
nonpropr tetari), 
PEOPLES, D L Caninonuealth Edison Co 8O/04/0? 3pp 



--3006170466 "Mitigation of Severe Accident Study Rept," consisting of 
repts re evaluation of residual risk. steam eiplosionsi 
containment response for Class 9 accidents tt poat-acc ident 
containment vent sys conceptual designs 
WeltinghouEB Electric Corp 80/03/31 40Dpp 

BOOfi24O163 Notification of 800612 meeting ui/utils in Dethesda.MD to 
dlscusi Interim reliability evaluation program 
DLEHftN, L N Operating Reactors Branch 1 SO/06/0? Spp 

900f.l30a94 Forwards summary of actions taken to comply u/NRC Q00211 
Cpnf irmatorij Order re verification of sump rec irculat ion ! 
review of adnunstrative chack i verification procedures for 
single failure point valves 
O'TQOLE.J D Consolidated Edison Co of Neu York BO/Ob/10 Bpp 

800616010B Forwards Con Ed 80O505 Ij Power Authority of State of NY 
BOOSO7 Itrs to DOE re economic effects of eitonded shutdown 
for consideration by NRC tacV farce 

CAHILL,W J Consolidated Edison Co of Nsui York EARLY, J Poujor 
Authority of the State of Meui York 80/06/10 15pp 

BO061BOJ34 Forwards response to five add] TMI-2-re lated requirements 
per 8005D7 request Response re Implementation of Item li 
ihift manningiuill fie gpnt as eiperii toua lij as possible after 
receipt of NRC guidance 
CAHJLL.M J Consolidated Edison Co of New York 0O/Oi/I2 Bpp 

Q00637O047 Summary of 600520 Technology Eichange Meeting 3 Wutils in 
Detheida.HD re accident mitigation features for facilities 
LDKOjJK Reactor Systems Branch SO/06/12 27pp 

B006aBO2BO Notification of SOD61B meeting u/ut i 1 s. contrac tors t- 
consvltanta in Hethsida, MD for presentation in area of 
core-melt accident sequences for facilities Agenda encl 
HEYEH.J F Reactor Systems Branch BO/O6/16 2pp 

8006200553 Notification of S00617 meeting u/utila t consultants in 
Hethesda,MD to discuss technology eichange re containment 
structural resp onse. fa i lure pressures *< failure modes 
MEYER, J F Reactor Systems Branch 80/06/17 2pp 



B00624tl3fl9 Forwards request fo 
No addl Fee required 
CAHltL.W J Consolidated Edison Co 



nd 2 to application for amend to QL 
of Neu York BO/06/23 3pp 



B 00624 03 50 Request for Amcntf 3 to application for amend to QLi modi f i/lnj 

previous applications to reflect addl support sijs redosign 
CAHILL.H J Consolidated Edison Co of Meu York 80/06/19 Spp 

5006240392 Proposed revised Tech Spec paoes for Table 3 12-1 re safety- 

related shock suppressors 

* Consolidated Edison Co of Neui York 80/06/23 4pp 

BOOAS'10354 Safety evaluation, supporting Amend 3 to application for 

amend to QL 

Consolidated Edison Co or NBU York BO/06/30 3pp 

B006S4O361 Forwards application for amend to License DPR-26, delet ing 
certain Fire protection safety evaluation requirements 
t modifying Tech Specs re limiting conditions for operation 
& survel 1 lance 
CAHILL.W J Consolidated Edison Co of New York 60/06/23 Spp 

8006240364 Application to amend License DPR-26. deleting certain fir< 
protection safety evaluation requirement* t, modifying Tech 
Specs to incorporate limiting conditions for operation & 
surveillance requirements for addl fire detectors 
CAHILL.U J Consolidated Edison Co of Neu York BO/06/19 fipp 

B0062403&7 Revised Tech Specs i ncporporating limiting conditions for 

op Brat Ion & surveillance requirements for addl fire 

de tectoTSr hose stations it mater supply capability Safety 

evaluation encl 

* Consolidated Edison Co of New York 80/06/30 IBpp 

BOD6290359 Affidavit certifying avc of application for amend of OL & 
Amend 2 to application for amend to Ol_, on 800619 
LEBERATDRt.L F Consolidated Edison Co of Neu York BO/06/23 Ip 

Q Inspection reports- IE Bulletins tt correspondence 

8006170790 Forwards Haste Packaging Insp Rept BO-03 on B00227-29 No 
noncompliancQ noted 

SMITH, Q H Region I, Philadelphia. Fuel Facility & Materials Safety 
Branch 60/04/24 2pp 



fr 
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8006170796 Waste Packaging Insp Rept BO-03 on 800227-29 No 
noncomp 1 lanco noted Majoi areas Inspected shipping paper 
requirement!- DDT placarding requ irements, radiation levels, 
removable contamination & prohibited articles or contents 
PEERV.W U , POTTEH,J P Region S, Atlanta, Fuel Facility 
Materials Safety Qranch 90/03/17 7pp 



9006160063 LER 80-004/03L-G on 80O912, dur ing normal operation, leal 
discovered at socket uield connection on seal Injection 
header, Line -102, downstream of filters Caused by lea* In 
socket weld assoclatsd w/2-inch,90 degree elbow 

MAKEPEACE, J II Consolidated Edison Co of Nu York SO/06/ 1 1 
IP 



9006I703B7 Forwards IE Insp Rept 5O-247/79-25 on 791209-900202 
Mo noncomp 1 lance rioted 

BRUNNER.E J Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch BO/0-1/20 2pp 

8006170391 IE Insp Flept 50-347/79-25 on 791309-800305 Noncompl lance 
UJ/DDT regulations noted defective shipping container gasket 
resulted in leakage * contamination of eiterior of shipping 
calk 

BAUNftCK, W , SEHABIAN.J Region 1, Philadelphia, Office of the 
Director KI3TEH,H Region I. Philadelphia, Reactor Opera t ions 
Nuclear Support Branch SO/04/24 lOpp 

8O06O60521 Forwards response to IE Bulletin BO-04 Steamline break case 
id/Failure of auxiliary fcedwater runout protection ays mould 
not result in containment overpressuri tatlon 
CAHIULiW J Consolidated Edison Co of New Vor k SO/05/OQ 7p p 

BOO 62 000 4 '( Forwards 1C Circular 80-13. "Grid Strap Damage In 
Heat inghouse Fuel Assemblies " No written response required 
QRIER, B H Region I. Philadelphia, Office of the Director 
30/03/28 Ip 

R Periodic operating reports & related correspondence 

9006170-131 Forward 6 data spoclfied in Beet ion 401 Certification for 
Mag 19BO to NY State Dopt of Environ Conservation 
MONTI, H A Consolidated Edison Co of Neiu York BO/06/10 ip 

80O6170434 Circulating water tempi gross electrical output ti river water 
discharge info for May 19BO 
Consolidated Edison Co of New York BO/O6/10 16pp 



800619O533 Forwards LCR BO-006/99T-0 
CAHILL.U J Consolidated Edison Co 



of New York BO/06/17 Ip 



B006190S41 LER BO-006/99T-0 on B00603, during normal plant operation, 
all offsite electrical pouer was lost Caused by lightning 
strike Feeders cleared of faulted condition 
MAKEPEACE, J M Consolidated Edison Co of Nflu York BO/06/17 



T Hearing transcripts on non-antitrust matters 



80061B0125 Transcript of 000930 Affirmation Session SO-OA In 
Washington, DC Pp 1-2 
* Commission BO/05/30 3pp 

90061B0132 Recommends approval of em 1 revised draft order End PA 
Bradford separate statement to be appended to order 
BICKWIT.L Office of the General Counsel 8ECY-8Q-1B2E 
00/05/29 9pp 

BO061B013B Responds to 800324 Itr Co J Ahearne re problem* of 
evacuating large populations in short period of time Program 
of upgrading emergency planning Is being carried out bg NRG 
teams who visit each site of operating nuclear plant 
DENTGN.H R Office of Nuclear Reactor Regulation, Director 
BO/04/29 2pp 

80061B0149 Elaborates on concerns epressed in 900102 Itr re nid for 
practical evacuation plans around nuclear power sites 
Problems of evacuating large populations in short time have 
been underestimated Requests open hearings on issues 
WDLF. B Affiliation Unknown BO/03/24 2pp 



BOQ61B0529 Forwards "Quarterly Rept on Seismic Monitoring Network 
in Vicinity of Indian Point, NY Consolidated Edison Project' 
Dec 1979-feb 19BO " 
CAHILL, H J Consolidated Edison Co of Neui York SO/06/13 Ip 



DOCKET 50-249 DRESDEN NUCLEAR POWER STATION, UNIT 3 

F Security, medical, emergency b (ire protection plans 



3006180336 " Quart or Ig Rept on Seismic Monitoring Network in Vicinity 
of Indian Point, NY Consolidated Edison Project, Doc 1977-Feb 
19BO " 
> Woodward -Clyde Consultants. Inc 80/05/12 46pp 

SO 06 la 0436 Forwards daily fish counts from Intake screen* for Hay 1980 
CAHILL.W J Consolidated Edison Co of New York 80/06/15 Ip 

B0061B0427 Dally fish counts from intake screens for May 19BO 
* Consolidated Edison Co of New York 80/O6/13 4pp 



B00602Q240 Notifies that new telephone sys called Health Phytlcl 
Network <HPN> has been Installed at site Sys Intended for 
use during emergencies to 1 inV all power plants t> NRC 
Emergency Notification Sys hotline will also be used 
MEPPLER-J Region 3, Chicago, Office of the Director BO/01/ IB 
2pp 

8006040131 Forwards comments re 790B1S submlttal of training It 
qualification plan Response requested within 30 day< 
Comments withheld (ref 1OCFR2 790) 
CRUTCHFIELO.D Operating Reactors Branch 5 BO/03/0 1 ?, 2pp 



9006190626 Forwards monthly operating ropt for Hay 1980 

CAHILL. W J Consolidated Edison Co of Now York SO/06/15 



8006190630 Monthly operating rept for May 1980 
EICH.E Consolidated Edison Co of New York 



BO/06/06 2pp 



B Rep or table occurrences. LERs & related correspondent* 

eoofaO3Q474 PNS-I-BO-OU on B00919. four separate telcon bomb threats 
uiere received Two calls received by Peeksfclll Evening Btar 
h two by Supervisor's OfciTouin of PeekskilliNY Bomb search 
procedures initiated at bobh plants 

DEVLINiJ , MARTIN. U Region 1, Philadelphia. Office of the Director 
BO/05/20 Ip 

8006340217 PN3-I-SO-014 on 000603, Even ing Star of n ucn noni NY received 
phone call from unidentified male, a tat Ing that Statue of 
Liberty bombed & facility (uould be next Search of facilities 
reported no evidence of bomb 

JONE8.E M , MARTIN.W Region 1. Philadelphia, Office of the 
Director 80/06/O4 Ip 

8OO624O2F2 PNB-I-BO-01S on B00604. Daily News. NY City neurtpaper. rc eived 
phone call From unidentified male admitting membership in 
FALN who said facility would be bombed neit Bomb searches 
Initiated w/negative results 

JONES, E U , MARTIN, W Region 1, Philadelphia. Office of the 
Director 80/06/04 Ip 



8O06160063 Forwards LFR 80-OO.I/03L-0 

ZARAKAB.P Consolidated Fdison Co of New York 



8006 120 52 Q Requests that FEMA review of state & local Emergency plan 
be provided consistent w/encl schedule to avoid potential 
delays In licensing decisions 
AHEARNE.J F Commission BO/O3/13 2pp 

B006090487 Forwards proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds new Section 30 48 > App R to 10CFR90 fr Is expected 
to be published in TR by end of May 
E18ENHUT.D Division of Licensing BO/09/19 46pp. 

8006130063 Forwards revised Pages 1-H & neiu Page 14a for proposed 
rule IQCFRSO "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101." transmitted by NRC 800519 
Itr Page I4a not end 
EISENHUT.D Division of Licensing BO/05/2S 73pp 

B0062006S7 Requests revision of B00324 safeguards contingency plan in 
accordance w/comments described in end to Itr Response 
requested within 30 days End withheld (ref 10CFR2.790) 
CRUTCHP1ELD, D M Operating Reactors Branch 5, 80/09/27 2pp 

B006050276 Informs chat licensee submitted addl info on B0040B ro 
fire protection review Evaluation encl re Item 3 1 9, water 
suppression, 
HALi-rR E Drookhaven National Laboratory 80/06/02 2pp, 

B0061B0793 Forward* Revision 1 to draft emergency plan Emergency plan 
station anneies also encl 
PEOPLES, D L Commonwealth Edison Co BO/06/04 2pp 



80/06/11, Ip 
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BQ061BQ331 Draft emBrgentu plan armei 
Comma n ME a 1th Edison Co BQ/O7/31 



BQ061B03-17 Revision 1 to draft emergency plan 
* Commonwealth Edison Co HO/07/31 



B006270306 Forwards revised Revisions 1 i !. 12 consisting of Page 1-7 of 
CE-l-A. "Con Ed QA Program for Nuclear Generating 
Stations " Revised Revision 11 includes bans on uhich 
equivalent education requirements mill be established 
PEOPLES, D L Commonwealth Edison Co BO/Oi/23 lp 



Provides in-fo re access of MRC t NRG contractor personnel 
to Facilities to conduct appraisal of health ptujtici 
program Gnsite phase it scheduled for appro* 2 uki 
bejinning 800619 List of authorised URC personnel end 
KEPPLER.JQ Region 3. Chicago. Office of the Diraltoi- 00/06/05 
4pp 



Q Inspection report*. IE Bulletins & correspondence 

8006200110 Forwards IE Circular 8O-OQ, "BUR Tech Spoc Inconsistency - 
Reactor Protection Syi Response Time " No yritten response 
requ ired 
KEPPLER.J Region 3. Chicago, Office of the Director BO/04/18 



BQQ6240316 Forwards, "Dresden Nuclear Power Station BQQ619 Emergency 
Reiponse Plan Eer<;ise," to verify Comro Ed emergency plan 
PEOPLES. D L, Commonufcaltf] Edison Co BO/Q6/ifl 2pp 

--6006240318 "Dresden Nuclear Power Btatioii 800619 Emergency Response 
Plan Eircle " 

* Commonwealth Edison Co 00/06/19 6.3pp 

9004240490 Responds to NRC 900435,30,0501,09 & 20 Itrs requesting addl 
info re guard training fe qual i f icat ion plans Requests that 
response submittal date be eitsnded to BQOB04 
PEOPLES, D t Com".nnuefll th Edison Co 00/06/18 IB 

P Operating license stage' document) h eorresp ondenc e 

0006090165 Forwards addl TMI-2 related requirements to Operatlnj 
reactors Licensees requirements for TMI Action PUn Include 
shift mann inoi 1 i censing eiami i. licensee, dissemination 
of operating eipertences Response requested within 30 days 
EISENHUT.D G Division of Licensing BO/OS/07 ISOpp 

8006030514 Summary of 800422-23 meeting u/Mark I oumirs group in San 
Jose.CA re conf irmatorij analysis t testing orograms 
ConcBrninj Mar* 1 Containment lonj-terra program 
GRIMES.C [ Militant Director for Plant System! BO/O5/0* Gpp 

900^130123 Raqueils comments on NUREG-0577, "Potential for Low Fracture 
Toughness t Lamellar Taarins on PUR Steam Oenerator & 
Reactor Coolant Pump Support* " Proposed review procedure t 
implementation tehedule enc 1 
EISENHUT. D Division of Licensing 90/05/19 72pp 

8006030Oi2 ftppljcation to amend Licenies DPR-2. DPR-19. DPR-2S, DPH-29 !, 
PPR-30, elarlf-jino terra "operable," lubmttted a* Tech Spec 
change request, in raiponse to NRC B0041O Itr 
NAUOHTOW, W T Commonwealth Edlian Co BO/05/30 Spp 

8006030-072 Tech Spet change request for Tech Bpsei Sections I 0-1 2,3 1 
& S 3,3 0.3 k e, 0-s 6 re def inl tins, addninls tratlve 
controls, safetg 1 imits. liml ting safety sgs ittlng ! 
limiting conditfons For operation 

C-onnonueil th Edlion Co BO/03/30 12pp 

B006300604 Llr to all BUS licsmees forwarding "For Comment" edition 
of NUREQ-Oftl 1 ?, "BWR Feedsuater Hanle t Control Rod Drive 
Return Line Nonle Craciing ' Carmen ts will bo evaluated by 
NRC prior to final imp lamentation H/o encl 
EIBENHUT, D DivJtion of Licensing BO/OA/05 22pp 

800tI9045i Forwards verification of analyiis jrograra used for 
determining voltages for facility electric distribution syt 
per 790aOa requvit 
JAhlECEH.H F dunmonuealtJi Edison Co 80/Oi/li 3p p 

9006190307 Forwards commitments to comply u/nqufrt menti & ichedulis in 
NRC B00507 Itr rt addl TMI-2 related requlr.ments Dresdun 
Unit 1 is current lij undergoing >tnilv> mod !< 
decontamination, therefore no reiponie is provided 
PEOPLES, DL Camnonuealth Edison Co BO/06/12 lOop 



Confirms ava i lab 1 1 itu of ECCS equipment following lit power 
luppl-y failureipcr 300*23 request Modi to ensure 
aval labilltij at HPC I following tic. poutr Failure completed 
at Dresden & in progress at Quad Cities 
JANECEK.H F Commonwealth Edison Co 30/06/12 2pp 

B00b230196 Forwards draft NEDC-24a56i "Evaluation of Jet Pump Hold-Down 
B-aam Fiitur* at Dr*tden Unit 3 " fiapt withheld 
lrf 10CFR2 790) 
JAHECEHiR F Commoniuealth Efison Co SO/Ofi/l"? lp 

B00fa230277 Forwardi ripon*e to NRC 800316 Itp requesting Info re 
turbine disc cracking Stress corrosion cr*cls not oblervBif 
to date. 
JANECEK.H F Commonwealth EdUon Co 30/06^23 16pp 



800al7O30Q Forwards IE Insp Repta 50-010/00-07.50-237/80-07 Si 
50-249/80-10 on 800303-0404 t, notice of violation 

HEISHI1AN, H F Region 3, Chicago. Reactor Operations Nuclear Support 
Branch BO/O4/24 2pp 

8006170312 Notice of violation from tnsp On BQ0303-04Q4 

" Region 3, Chicago. Office of the Director 80/04/22 lp 

-- 3006170330 IE Insp Repts 50-010/80-07,50-337/80-07 Ei 50-24'7/SO~IO on 
600303-0104 NoncompliancB noted failure to follou radiation 
protection procedures 

BARKER. J L . TONGUE. T M , SPESSURD, R L Region 3, Chicago, Office 
of the Director BO/04/22 5pp 

B00602O070 Forwards IE Insp Rept 50-349/80-09 on 80O410-11 No 
none ompl lance noted 

FIORELLI.G Region 3, Chicago, Reactor Construction ti Engineering, 
Support Branch 80/04/26 2pp 

8004.020077 IE Insp Rept 50-249/80-09 on 000410-11 No nnncomp 1 iance 
noted Major areas Inspected reactor water cleanup aya,pipo 
damage from water hammer b control rod drive sys seismic 
restraints 

DAMIGLSON. D H Region 3, Chicago, Reactor Construction fc 
Engineering Support Branch VIM, 1 T Region 3. Chicago, Office of 
the Director 80/04/33 4pD 

0006030009 Responds to IE Bulletin 79-26 Dresden Unit 5 is only 
facility requiring shutdown margin penalty for postulated 
B4C leaching Control blade exposures mill be monitored 
during cycles to verify projected and-of-iycle exposure 
PEOPLE3,D L Commonwealth Edison Co 00/05/19 2pp 

B006G0055Q Forwards response to IE Bulletin BO-06. "Engineered Safety 
Feature (EBF) Reset Controls '' Proposed mods Identified only 
if present sys design may compromise protective action of 
equipment 
PEOPLES,!) L Commonwealth Editon Co 00/06/10 9pp 

R Periodic operating reports % related correapondnnc a 

0006110100 Forwards monthly operating ropt5 for Apr 1930 
STEPHENSON, B B Commonwo-al th Edison Co 00/09/12 lp 

-- B006110102 Monthly Operating repti for Apr 19BO 

CIESIKIEWICZ, S Commonuealth Edison Co 00/05/03 2Qpp 

BOO6170'H8 Foruiards monthly operating repts for May 1980 
STEPHENSQN.B B Commonyealth EdUon Co 00/06/09 lp 

8006170461 Monthly operating rept for May I960 

CIESZKIEWICZ, S Cotimonuealth Edison Co BO/O6/03 Bpp 

8 Reportable occurrences, LEfis & related correspondence 



8006040203 Forwards LER SO-022/03L-0 

BTEPHEN8QN,D B Commonwealth Edison Co 



-- e0060'J0208 LER BO-032/03L-0 on 000429, during normal shutdown 
conditions, intermediate range monitor 12 dounscale rod block 
uas found to trip belou Tech Specs Caused by electronic 
drift Trip point Immediately readjusted 
HOLLAND, P Commonwealth Edison Co 80/05/23 lp 

8006160121 Foruiarda updated LER BO-002/03X-1 

STEPKENSON.B B Commonwealth Edison Co, 00/06/03 lp 

B0061601SS Updated LEU BO-OQ2/03X-t on SOQIS3, dur ing normal operation, 
while performing LPCI monthly surveillance, MO-3-1301-1 IB 
valve would not close Caused by stripped tcreui on one of 
main line terminals Scr-gw replaced tt breaker overhauled 
R Commonwealth Edison Co 80/06/03 lp 



DOCKETED ITEMS 



80062,30391 Forwards LER aO-O25/O3L-0 

STEP-HENSOtl, Q Commonwealth Cdison Co 80/06/10 Ip 

9O0623Q3B7 LER SO-025/O3L-O on 000521 , dur ing main steam lino high 
isolation survei 1 lance, flow switch DP1S 3-26 1-2A uas out of 
Tech Spec limits Ho apparent cause Switch successfully 
retested To its mill continue on monthly basis 
SPEROFF.R Commonwealth Edison Co SO/06/11 Ip 



6006230559 Foruards LER BO-024/Q3L-0 

STEPHENSON, Q Q Commonmeal th Edison Co 



900A23056S LEH BO-O24/03L-0 on 000519. donng normal operation w/maetor 
1-evel instrument lurveillance in progress, love 1 switch 

LIB 3-263-9BB tripped beloui Tech Spec limit Cause unknown 
Instrument invned iate ly retested ui/satiafactorij remits 

HOLLAND, P Commonwealth Edison Co 00/O6/16 Ip 



Q00i230570 Forward* LER 80-023/OaL-O 

STEPHENSQN.B B Commonwealth Edison Co 



aQOA230S77 LER HO-023/03L-0 nn BOO5I9, dur ing normal operation ui/reactor 
level instrument surveillance in progress, level switch 
LIS 3-263-58A tripped below Tech Spot limit Caused by 
misaligned Yaruay switch assemb lij. Model 4418C, Series 44100 
HOLLAND, P Commonuealth Edison Co 00/06/12 Ip 



8 004 09006 B Ack receipt of SOO402 ( 092? Itrt Discusses tritei-ia used 
in granting or denying intend requests NUREQ-0651. 
"Evaluation of Bteam Generator Tuba Rupture Evtnts. " <encl 
IJ/o encl 
VAROA. S A Operating Reactors Branch 1 80/09/20 Zpp 



tl Antitruit correspondi 



BO06240I37 Notice by Orlando Ut i 1 s Commission to withdraw Intervention 
fr request to Institute proceeding re Commission 7B0727 
order City of Orlando, pet It loner !< util 800606 settlement 
resolved issues U/af f idav 1 1 t Certificate of Qvc 
WISE.U C QrUndo.FL W1SE,W C Une, W C 00/06/20 Apt 

P Operating license stage documents 4 correspondence 

S00609O163 Forwards add I TMI-2 related requirement! to operating 
reactors Licensees requ i reroents for TMI Action Plan include 
shift manning, 1 icensl ng eiams 1 licensee dissemination 
of operating eipevience* Response requested within 30 days 
EISENHJT,D G Division of Licenfing BO/03/07 ISQpp 

0006130122 Requests comments on NUREQ-QS77, "Potential far Low Fracture 
Toughness t Lamellar Tearing on PUR steam Generator t 
Reactor Coolant Pump Suppoits " Proposed review procodur* tt 
implementation schedule encl 
EISENHUT, DO Dlviiion of Licensing 00/03/19 72pp 



DOCKET 50-230 TURKEY POINT PLANT, UNIT 3 

F Sacurltu, medical, emergency (, fire protection plans 

5OO&0704B7 Forwards proposed rule entitled, "Fir* Protection Projram 
For Nuclear Power Plants Operating Prior to 790101 " Rule 
adds new Section 50 48 & App R to 1OCFR3O ti if eipBcbad 
to be published in FR by end of May 
EISENHUT, [) G Division of Licencing 80/05/19 46pp 

BO0613OO63 Formards revised Pages 1-14 & new Page 14a for proposed 
rulif 10CFR50 "Fire Protection Program for Nuclear power 
Plants Operating Prior to 790101," transmitted bu NRC 000317 
Itr Page 14a not encl 
EIBENHUT, n Division of Licensing BQ/OS/22 73pp 

BDO6110217 NotiFlot that levisod emergencg plan will be submitted by 
800615. In response to NRC 900413 Itr 
UHtUO.R E Florida Power 5- Light Co 00/06/Oi Ip 

QO061302S4 Forwards safe shutdown evaluations for auiiliary bldg 
hallway t cable spreading room in reponse to NRC 791029 
request for fire protection Info Reactivity control sgs 
assures safe subcrlfclc-al core conditions after roactor trip 
UHRIO, R E Florida POUIBT . Light Co BO/06/09 21pp 

8004360056 Notification of 800619 meeting u/utll In QethesdaiHD to 
discuss fire protection program t Implementation of App R 
GFlOTENHUISrM Operating Reactor* Branch 1 BO/06/0 1 ? 2pp 

B006340192 Forwards proposed revision to emergency plan Appi to be 
ubmltted under leparake cover Implementation to begin by 
B1O101, depending on resource availability tt final resolution 
of open issues Plan withheld (ref Privacy Act) 
UHIOiR E Florida Powr 5 Light Co 0O/O6/19 Ip 

QDO&240196 Advises that util hag re-evaluated Section 3 1 12 of NRC 
79O321 fife protection SER, Sprinkler head* on outilde umll 
of if i es*l generator bldg offer better means to reduce 
potential dietel generator sys damage 
UHRIO. R E Florida Power & Light Co BO/06/20 Ip 



C Ad jud it a tori) correspondence 



BDOt 260202 Requests that NRC adviie Board members of projected dates 
tof Issuance of draft t final E[8, to onable parties to 
discuss scheduling of proceedings re issuance of Ot am*ndi 
Certificate of Bvc end 
REI3, HF Louienstein, Newman. Reii, Anelrad k Toll 80/06/S3 4pp 



H Qemeral correapondence 



80Oi300i96 fiotpondi to 800410 Itr re facility CIS EIS prepared for all 
CP l< OL. application! EIS preparation process diicuned 
OOLDBERO, B C Hearing Branch S QO/05/03 Sff 



BOO&0300S3 Corrects & supplements 000318 Itr r> steam gen*r*tor repair 
Monitoring rupts uill be submitted annual li; by S00331 
Improvements designed to enhance secondary water chemistry 
control being implemented 
UHR1G.H E Florida Powur Light Co BO/03/S7 2pp 

6006260076 Forwards evaluation of 7912SO responiB to NHC 791016 
requirements for auiiliary feediuater sys Requests response 
to comments on GS-4 tt GL-3 A confirmation of conformant laJ 
revision to Recommendation 2 within 43 days 
VAROA.SA Operating Reactors Dranch 1 BO/03/30 9pp 

8006200047 "Proposed Amend to Facility OLs DPR -31 !> OPR-41, Delta T 
v> Reactor Power Shift Cheeli Turkey Point Units 3 i- 4, " 
Informal rept 
UDV,rt C ECS-0, Inc FIN A-6236 B0063O0017 QO/03/31 7pp 

B006060341 Forwards info supplementing response to NUC 71QBZB Itr re 
containment purge valves Provision) are adequate to preclude 
failure of valves to clom due to entrained debris In fluid 
stream 
UHRIQ. R E Florida Pniuar * Light to 90/06/03 ipp 

QOQ60&0343 Adviiei of Intention tq b*gin repair of Unit 4 *teim 
generators In Qct 19B1 & Unit 3 In Oct 19Q2 Requests that 
NRC begin preparation ttf EIS so thiit ASLB proceedings rs 
amend to OL can be completed 
UHRIO. R E Florida Pouiar (. Light Co 00/06/03 Ip 

6006090390 Application to amend App ft of Licenses DPR-31 5, DPR-41, 
changinj Tech 3pecs.Pag.es 3 2-2 S. 3 2-4. to reflect results 
of revised ECCB analyiii of power distribution limits for 
23X steam generator tube plugging Revised Tech Specs rncl, 
UHRIS.R E Florida Power Ir Light Co BO/06/03 2pp 

BOO 090393 Reviied Tech Specs. Pages 3 2-3 d 3 2-4 for amend to App A of 
Licenses DPR-31 d DPR-41 Reflects results of revised ECCB 
analysis on pouier distribution limits for 29X steam 
generator tube plugging 
* Florida Power !< Light Co 80/06/05 3pp 

8006090397 "ECCB Ana I yilai 39X Steam Oenerator Tuba Plugging " 
3CHMIDT.A D Florida Power 1 Light Co BO/06/03, 31pp 

0006110093 Forwards util BOO 52 7 Itr to NRC re proposed mndi to OL 
permitting steam generator repairs, Correc ts t< supplements 
B0031Q Itr to NRC 
COLL.N A Steel, Hector & Davis 80/06/09 4pp 

S00all0099 Corrects & supplements 000310 Itr to NRC r proposed amtnds 
to QL permitting it earn venerator repairs Util has approved 
various plant Improvements. including installation of 
cnndensate polishing demlnrra! tiers 
UHRIO. R E Florida Powor (< Light Co 80/03/27 2pp 

B006200479 Forwards info re addl TMI-related requirements per 
800307 Itr, Includes shift manning, revi sing scope i criteria 
of licenilng exams, procedures for feedback of operating 
experience to plant staff t- PUR vendor rept 
UMRIO.R.E Florida Pouier S Light Co BO/06/13 3pp 



DOCKETED ITEMS 



QOO-&24Q2-61 Requests eitension until BQOB01 to incorporate; NRC proposed 
change) into Tech Specs an discussed in L-9Q-157 Itr Effect 
tjf shared tijs will need to be i nvesti gated (a specs uiill nerd 
to be i-evieuBd to determine app 1 icabl lily of STS 3 3 & 5 
UHR10.R E Florida Pouer t Light CD ao/Qfc/16 ID 



BOOMB0017 Ack receipt of BOO5Q7 Itr informing HRC at stops tak&n to 
correct violations noted in IE Insp Rents SO-250/BO-10 K. 
5O-251/BO-1Q 

LEUIS.-R C Region 2- Atlanta. Reactor Construction & Engineering 
Support Branch 80/05/30 Ip 



B 00 630 02 29 Requests that any Info re plants or animals in site 
v it i nitiji 11 sted or proposed to be lilted as endangered 
fpeciea.be provided for preparation of IB per amend revieiu 
VARQA.S A Operating Reactors Drench 1 SO/O6/19 2pp 

O Inspection reports- IE Seilletinj i lorresp-ondetice 

B006090170 forward* IE Imp Repts S-0-35Q/BO-14 fc 5O-231/8Q-12 on 
BQ0410 k 11 llo nontomp liance noted 

KURPHYiC E Reg-Ion 3. Atlanta. Reactor Construction 1 Engineering 
Support Branch 80/O5/OJ 2pp 

8006090473 IE Insp Rents 5O-250/BO-14 & SO-251/80-12 on S0041O i. 11 No 
noncomp llanc e noterf Major areas inspacted const status d 
action on previous injp findinjs 

RAUSCH, J H Region 2, Atlanta Reactor Construction & Engineering 
Support Branch WILCDX, J D , HCFARLAND. C R Region 3. Atlanta, 
0**ice o* thu Director BO/04/30 3pp 



8006180021 Responds to NRC BOQ414 Itr re violations noted in IE Insp 
Repts 9Q-25O/80- 10 f 50-291/80-10 Corrective act'ons 
preventative maint to bo performed on critical portions of 
plant communications sys 
UHRIO.R E Florida Pouer i Light Co 80/O5/09 4pp 

B0061BQ024 Confirms, pev conversation ui/R Vogt-Loiuel 1 , that response to 
IE Insp Repts 50-230/80-10 ', 50-251/80-10 uiill be submitted 
by BQ0509 
UHRIO.R C Florida Power *. Light Co 80/05/07 Ip 

--SOQ618002B Forwards IE Insp Repts 50-250/80-10 If 50-351/80-10 on 
800201-27 tf notices of violation t deviation 

LEW IS. R C Region 2, Atlanta, Reactor Construction & Engineering 
Support Branch BO/04/14 Ip 

8006180032 Notice of violation from insp on B002O1-29 

* Region 2, Atlanta. Office of the Director BO/04/02 Ip 



60060ii05ii9 Forwards IE GulUtin 60-11, "Masonry Mall De-si 91 " Requires 
action & written response IE Info Notice 79-28, 
"Overloading of Structural Element! Due to Pipe Support 
Loads" encl 

'RE ILLY, J P Region 2, Atlanta, Office of the Director SO/OS/OB 
2pp 

8006090365 Forward! IE Bulletin 30-12. "Ditau Heat Removal Sys 
QptTabiHtij " Requires action I- response uithln 30 days 
IE Info Notice SO-20. 'Lass cl> DBCJU Heat Removal Capability 
at Davis-Bcise Unit l While in Refueling Mode" enel 

D'fiEILLY.J P ficglnn 2, Atlanta. Office of the Director 80/05/09 
2pp 

BOOA30(H07 Foriuards IE CircoldT BO-tl. "Emergoncy Diesel Generator Lube 
Oil Cooler Failure* " No written response required 

O'REILLV.J P Region 2, AtUnta. Office of the Director 80/05/13 
2pp 

90060*0013 Act receipt of 900113,0321 t< 0501 Itr* informing NRC of 
stp* taViti to correct violation* noted in IE Imp Repts 
SO-250/7^-35. 50-331/71-35. 50-335/79-33 & 30-309/79-23 
MURPMY.C E Region B. Atlanta, Reactor Construction * Engineering 
Support Branch BO/D5/19 Ip 

BOO&Q40D21 Reipondi to NRC 791319 Itr Fe violations noted in IE Imp 
flepts SO-2SO/77-3S, 50-351/79-35, 50-33S/79--33 5. 50-3B9/7 -2a 
Corrective actions OA procedures ulll be rtviitd u/full 
compliance achieved bij 900-731 
UHRIO.R E Florida Pouer t. Light Co SQ/-05/O1 Ip 

6006010025 Responds to NRC 771219 fc 800320 ltr r vEolatlons noted in 
IE Imp Repti SO-S30'/7'J-35, SO-251/79-35. 50-333/7^-33 
It 30-397/79-82 Comitlve ^eti-ons QA proodurss: ulll be 
rviJ(l I-B implementation of 10CFR31 
UHRIO.R E Florida Power S. Light Co SO/O3/21 3pp 

600il70165 Act receipt of 800519 Itr informing NRC of stepe talen to 
corre/et violations noted in IE Insp Repts 50-350/80-OS 1 



STOHR.J P Elegion 2, Atlanta, Fuel Farliitu, & Materials Safety 
Branch. BQ/05/29 Ip 

-8006170171 R B , ponds ic- NRC 800424 Itr re violations noted in IE Insp 
Repts SD-250/80-QB !t 50-291/80-08 Corrective actions 
personnel counseled in correct procedural compliance 
Notation mad* an calibr tickler card 
(JHRIO.R E Florida Power i Light Co SO/09/19 2pp 

-B'00617'0176 Forwards IE Insp ftepts 90-230/80-03 fc 50-251/80-08 on 
B003a9~as 4. notice of violation 

STQHR.d P Raglan 2. Atlanta, Fuel Facility d Materials Safety 
Branch SO/ 04/24 3pp 



B0061B0033 Notice of deviation From map on B00201-29 

Region 2, Atlanta. Office of 'he Director BO/04/02 Ip 

B0061Q0036 IE Insp Repts 50-250/80-10 t. 30-251/80-10 on 800201-29 
HoncompI lance noted failure to generate final approved maint 
procedures for auiiliary feedwater 

VOQT-LOWELL, R Region 3, Atlanta, Office of the Director 
MARTIN, R D Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 80/04/02 6pp 

8006360129 Submits supplemental response to IE Bulletin 79-29, 
"Failures of Mestinghouse BFD Relays in Safety-Related 8gs " 
Relays are tested monthly bij licensed operations personnel 
Relay fai lures, maint I testing arc documented 
UHRIO.R E Florida Pouier *. Light Co BO/05/30 Ip 

B006190i46 Forwards response to IE Bulletin 79-O1D. "Environ 
Qualification of Class IE Equipment " W/o encl 
UHRIO.R E Florida Power d Light Co BO/06/02 Ip 

6004200212 Aek receipt of 800521 Itr informing NRC of steps taken to 
correct deviation noted in IE Insp Repts 30-25O/BO-15 & 
50-351/80-13 

LEWIS. R C Region E, Atlanta. Reactor Operations Nuclear Support 
Drancfi BO/O6/O4 Ip 

8006200216 Responds to NRC 800425 Itr re deviation noted in IE Insp 
Repts 90-250/HO-15 r, 50-351/80-13 Corrective actions mod 
Initiated bo Install audible & visual alarm for lass of 
voltage to fire pump 
UHftlQ.R E Florida Power i Light Co 80/05/21 2pp 

B006200219 Forwards IE Insp Repts 50-250/BO-15 !. 50-251/80-13 on 
800301-31 if notice of deviation 

LEWIS. R C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch BO/04/25 2pp 

8006200222 Notice of deviation from Inap on 800301-31 

* Region 2. Atlanta, Office of the Director BO/04/23 Ip 

5006200327 IE Insp Hepts SO-250/SO-15 t- 30-2S1/80-13 on 000301-31 
Noncompllance noted fire pumps inoperable for 17 days due 
to breaker left open followinj maint 

MARTIN, ft D Region 1, Philadelphia. Reactor Operations Nuclear 
Support Branch VOOT-LQWELL, R J Region 2, Atlanta, Office of the 
Director BO/04/23 4pp 

6006300021 Forwards response to IE Bulletin 79-27, "Loos of Non-Clat 
IE Instrumentation t Control Pouier Sys Bus During 
Operation " Pouer restoration to vital ac or dc busea is 
accomplished per established plant operating procedures 
UHHIO.f? E Florida Power 5 Light Co 60/06/05 2pp 



-3004170180 Notice of violation from insp on 000335-33 

* Raglon 2, Atlanta. Office of the Director 30/04/23 



-3006170185 IE Insp Rept* SO-350/BO-OB . 50-251/SO-OB on 600325-BB 
Nonconpl i*nc e noted failure to have % follow yritton 
proceJuro* for i-adic-ehemis try counting enulpment 
MOMTOOMERVjD rt Region 2, fttUntai Office of the Director 
TROUPiG fleglon 3, Atlanta. Fuel Facility t Material! Safety 
Sranch BO/94/93 9pp 



0006230164 Foriuardfi supplemental response ta IE Bulletin 7?-27, 
of Non-Class IE Instrumentation & Control Pouer Bys BUH 
During Operation " Each alarm associated u/loss of poiuer to 
buses It addressed in appropriate annunciator list 
UHFMG.R E Florida Power t, Ltghb Co BO/06/06 2pp 

8006350304 Responds to IE Bulletin 80-12 Sufficient harduiarei 
redundancy, iHversity, reliabil i ty tt control siist to Dandle 
loss of detay heat removal occurrence 
UHRIQ.R E Florida Power * Light Co 80/06/11 2pp 



"Loss 



DOCKETED ITEMS 
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SO 06300579 Responds to IE Bulletin GO-OS Adequate measures to protect 
refueling ma be! storage tank against vacuum conditions have 
been taken No mods required 
UHRIQ, R E Florida Pouier 1, Light Co 00/06/12 3pp 

R Periodic operating reports >j related correspondence 

8006170467 Forwards monthly operating repts For May 1BQ 
SCHHIDT.A D Florida Power 4 Light Co BO/06/07 Ip 

9006170471 Monthly operating rept for May 1990 

CHILSQN.V T Florida Power * Light Co BO/06/07 Spp 



8006110217 Notifies that revised emergency plan will be iiibmitfced by 
BOO613, in response to NFiC 900.118 1 tr 
UHRIO, R E Florida Pouer S- Light Co BO/06/06 Ip 

BQ06130254 Forwards safe shutdown evaluations for auiiliaru, bids 
hallway 6 cable spreading room in response to NRC 791029 
request for fire protection Info Reactivity control ayi 
assures safe subcritical core conditions after reactor trip 
UHRIO, R E Florida Power r. Light Co BO/06/09 21pp 

9006260056 Notification of 300619 meeting ui/util in Betbesda.MD to 
discuss fire protection program fe implementation of App H 
QROTENHUIS.M Operating Reactors Dranth 1 aO/06/Qv 2pp 



--9006170471 Monthly operating I opt for May 1980 

CHILSDN.V T Florida Power I> Light Co 80/06/07 4pp 

B006170479 Monthly opeiating rept for May 1930 

CHILSdN. V T Florida Power * Light Co BO/06/07 6pp 

B Rcportable occurrences, LERs i related correspondence 

B0060S0479 PNS-1 1-60-013 on SOO51B, bomb threat uas received by Central 
Di spatthi Metropol itan bade County Public Safety Dept 
Licensee conducted searthi no bomb was found 

HQUELL, J C , GILLESPIE,F Region S, Atlanta, Office of the Dinctor 
NRC 00/05/19 Ip 



8006110035 Forwards LER SO-OO7/03L-0 

aCHMIDT.A Florida Power S Light Co 



B006110033 LEJ1 BO-007/03L-0 on 0004P4. during planning & imp lamentation 
of surveillance per Tech Spec 1 IS 4 a l,si> electrical 
penetration fire bairlera found nonfunctional Caused by 
incomplete installation Barriers repaired 
SCHQPPMAN.M ft Florida Power !< Light Co 80/03/26 Spp 

8006350028 PNO-I I-BO-096 on 800527, 1 i c ensee was informed by 
Westinghouse that nonconscrvntl ve error was found in 
computer inputs used Feb 1979 to calculate heat flu* hot 
channel factor for fuel assemblies 
ELRDD, S , QUICK, D Region S. Atlanta, Office of the Director 

eo/os/aa ip 



8006230^55 Forwards LEU 00-01 1/OIT-O 

SCHMlQTrA D Florida Cower '. Light Co 



9006230564 LER QO-011/OIT-O on B00527,util uias notified by NBBS vendor 
that nonconserval i ve ei rar had been discovered in computer 
inputs used in Teb 1979 10CFR50 '16 App K LOG A analysis 
Caused by personnel error 
SCHQPPMAN, M A Florida Power . Light Co BO/06/10 Spp 



S006230SB1 Forwards LER BO-009/03L-0 
SCHMlDTiA D Florida Pouier i Light Co 



900624O192 Foruiards proposed revision to emergency plan Apps to be 
submitted under separate cover implementation to begin a V 
B10101, depending on resource availability & final resolution 
of open issues Plan uithhsld (ref Privacy Act) 
UHRIC.R E Florida Pouicr t, Light Co 80/06/19 ip 

B006240196 Adviens that util has re-evaluated Section 31 IS of NRC 
790321 fire protection SER Sprinkler heads on outs i da wall 
at diesel generator bldg offer better meant to reduce 
potential dieial generator sys damage 
UHRIO. R E Florida Pouier ft Light Co 90/06/30 Ip, 



Ad jud icotory correspondence 



BOO&26Q2O2 Requests that NRC advise Board members of projected data* 
for issuance of draft i final ElSi to enable partial to 
discuss scheduling of proceedings re issuance of DL amends 
Certificate of Svt end 
REIS,H F Louienstein,Nemnian,Reis, Axelrad & Toll 80/06/23 4pp 



H General c orraapondence 



B 0063 00 696 Responds to SOQ41Q 1 tr re facility E1S E1B prtparod for all 
CP '/ DL applications EIS preparation process dlscuisad 
OOLDBERQ. B C Hearing Branch 2 90/05/03 Spp 

S006090069 Ac k receipt of BO0402 b OS29 ltr Dllcussei criteria used 
in granting or denying amend requests NUREQ-QdSli 
"Evaluation of Steam Qflnerator Tube Rupture EventSi " ncl 
U/o end 
VAROA.S A Operating Reactors Branch 1 BO/05/30 Hpp 



(1 Antitrust correspondence 



BOO6Z40I37 Notice by Orlando UtIU Comnission to ylthdrau Intirvintlon 
b request to institute proceeding re Commission 7B07S7 
order Clta of Or landoi p a ti tioner k util BOQ606 *ftttl*ment 
reiolveif issues W/affidovit & Certificate of Svc 
WIBE.H C Orlando, FL UISE.U C Uise, U C BO/06/20 4pp 



P Operating license stage documents i correspondence 



BQ0623058S LER 80-009/03L-O on 80031 1, wh i le performing QP 14004 1, ttcm 
generator protection channels periodic teit, trip satpolnbs 
of bistable BS-3-475 t 4B5A found nonconservatl ve Caused by 
instrument drift Bistables reset 
6CHOPPMAN, M A Florida Paiuer & Light Co SO/06/ 10 ip 



B006090I6S Forwards addl TMI-3 related requirements to operating 
mactors Ltcsnseet requirements for TMI Action Plan include 
shift manning, licensing eiams & licensee dissemination 
of operating etperlences Response requested uithin 30 daijs 
EIBENHUTiDO Division of Licensing 8O/05/07 ISOpp 



8006230579 Foruiards LCR 30-010/03L-0 

BCHHIDT.A D Florida Power fc Light Co 



8006330586 LER BO-010/03L-0 on 800514, during normal operation! process 
radiation monitors R-ll '/ R-12 were out of svc for appro* 
16-h Caused by falluie of air sampling blower due to normal 
uiear D lower replaced r, monitor returned to svc 
8CHO.PPMAN,M A Florida Poiuor * Light Co, BO/06/13 Ip, 



DOCKET SO-251 TURKEY POINT PLANT, UMIT 4 

F Security, medical, emergency & fire protection plans 

SOQ6090437 Forward* proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
add! tieur Section SO 4S t- App R to 10CFRSO ti is Expected 
to be published in FR by end of May 
EISENHUTrD Division of Licensing 80/05/19, 46pp 

BO 06 130063 Foruiards revised Pages 1-14 t new Page 14* for proposed 
rule 10CFR50 "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101- " transmitted by NRC S00919 
Itr Page 14a not encl 
EI8ENHUT, D Division oF Licensing 90/05/22 73pp 



80O6130122 Request! comments on HUfJEG-0577, "Potential for Loul Fracture 
Toughness i Lamellar Tearing on PUR Steam Generator fc 
Reactor Coolant Pump Supports " Proposed revleu procedure k 
implementation schedule encl 
EISENHUT, D Division of Licensing 90/09/19 72pp 

9006030053 Corrects & supplements 8003 IS 1 tr re steam generator repair 
Monitoring repts uiill be submitted annually bi; BQ0331 
Improvements designed to enhance secondary water chemistry 
control being implemented 
UHRIO. R E Florida Power ! Light Co BO/05/S7, 2pp 

9006260076 Foruiards evaluation of 791220 response to NRC 791016 
requirements for auiillari? Feeduatar sys Requests response 
to comments on 08-4 t OL-3 Si confirmation of conformance ui/ 
revision to Rscommendation 2 within 45 days 
VAROA,B,A Operating Reactors Branch 1 BO/09/30 9pp 

B006200047 "Proposed Amend to Facility OLs IIPR-31 d DPR-4 1. Del U T 
vs Reactor Pouer Shift Check. Turkey Point Units 3 it 4r " 
Informal rept 
UDY. A C GGK), inc F1M A-6S36 8006300047 80/05/31 7pp 
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5006040341 Forward* info supplementing response to (4RC 790B2B Itr re 
containment purge valves Provisions are adequate to preclude 
failure of vilves to close due to antrained debris In flul-d 
stream 
UHHIO.R E Florida Pauiir ! Light CD B0/0df03 4p p 



8006010013 At* receipt of SOOUB, 0321 fc OS01 Hrs informing NRC of 
itepi taken to correct violation! noted in IE Imp fiepts 
SQ-ZSO/71-33, 3O-231/79-35, 30-33S/79-33 t SO- 389/7 9- 32 
MURPHY. C E Region 2, Atlanta, Raactor Construction t Engineering 
Support Branch BO/05/ 19 Ip 



B006Q&0342 Advices of intention to begin impair of Unit 4 stam 
gentra-tars in Oct 1931 i, Unit 3 in Oct 1983 Rq.usti that 
NRC begin preparation of EIS IB that ASLQ proceedings re 
amend to DL can be completed 
UHRIO.R E Florida Power & Light Co BO/06/03 If 



-BQ06040021 Responds to NRC 791219 Itr re violations noted in IE Inap 
Repts 30-250/79-33, 50-251 /7"?-33, 30-335/79-33 >t 50-339/79-32 
Corrective actions OA procedure! uill be revised w/full 
compliance achieved t)y 000731 
UHRIG.R E Florida Pouier t Light Co BO/05/O1 tp 



B006C-9Q3'?0 AppllcaUon to amen* App A of Licenses DPfl-31 S. DPR-41. 

changing Tech Specs, Pajes 3 2-2 i 3 2-4, to reflect results 

of reviled! ECCS analysis of pour Distribution llraltt for 

2JX steam generator tube plugging Revised Tech Spec* encl 

UHBIQ.R E Florida Pniuer d Light Co BO/-06/Q3 Spp 



-B0060-10025 Responds to NRC 791319 t BQ022O Itrs re violations noted in 
IE tnip Repts 50-230/79-35.90-251/79-35,50-335/79-33 
t, 50-3B9/79-23 Corrective actions Oft procedures uilll be 
reviied re implementation Of IOCFR31 
UHRIG.R E Florida Power >, Light Co SO/03/21 3pp 



--9004090393 Revised Tech Speea. Pages 3 2-3 fc 3 2-4 for amend to App A af 
Licensee DPR-31 fc QPR-41 Reflects result* of revlsid ECC3 
analysis on pouer flistr tbut ion limits for SS'A staan 
generator tube pluggiog 
* Florida Power It Light Co BO/06/05 3pp 



BOOil7O16S Ack receipt of 000519 Itr informing NRC of steps taken to 
correct violation* noted in IE I ntp Repts 50-350/00-08 d 
50-251 /BO-OB 

STDHR, J P Region 2, Atlanta, Fual Facility S Materials 9aftu 
Branch 90/O5/29 Ip 



8004090397 "ECCB Analiji Is, 3SH St*am GBfierafcor Tube Plunging " 
SCHMIDT, A D Florida Pouer t, Light Co 60/04705 31pp 

800AH0043 Faruardt util BOO 5 27 Itr to NRC re prapaiid amcndi to OL 
permit-ting steam generator repair! Correct! b supplements 
B0031B Itr to NRC 
COLL, N A Stiel, Hfctar & Davli BO/O6/05 4pp 

SOO&It0099 Correct* t. tupp 1 sment* B00318 Itr to NRC rr- proposed am 
to DL permitting iteam generator repairi Util hai approved 
varloui plant improvements* inc tijdl tig installation of 
condiniate palKhing dmlnra 1 i I r 
UHRie, R E Florida Ponjer & l-ight Co 30/05/37 2pp 



--8006170171 Responds to NRG BOO-124 Itr re violations noted in IE Inap 
Repts 50-250/BG-Qa t SO-2S1/BO-OB Corrective actions 
personnel counseled in correct procedural compliance 
Notation made on calibr tickler card 
UHHIO.R E Florida Power /, Light Co 60/05/19 2pp 

~ B00617017i, Forwards IE Imp Repts 5Q-2SO/BO-OB E, 50-251/30-03 on 
B0032S-?a !< notice of violation 

STQHR.J P Region Z. Atlanta, Fuel Facility t. Materials Safety 
Branch BO/04/21 3op 

~ B0061701BO Notice of violation from insp on B00325-2S 

* Region 3. Atlanta, Office of the Director BO/O4/23 Ip 



3006200479 Forwards info re addl TMl-related rrqulrementi per 
000307 Itr Include* ihiFt mann 1 ng. Twis Ing scope b criteria 
of llcenilng aiams. pracedurel for Ftedback o-f operating 
Kperienci to plant staff t PUR vendor rpt 
UHRIO, R E Florida Pouier & Light Co 60/06/13 3pp 

BQOi240261 Riquesti anttntion Until B00601 to incorporate NRC proposed 
ehanfft* Into Tech Specs at dlsculied t-n L-BO-1S7 Itr Effect 
of iharad sijs will need to be investigated ft IRICI uill need 
to he reviewed to determine app 1 1 cab H i ty of STB 3 3 lc 5 
UHfllO,R E Florida Pouer i Light Co BO/Ot/19 Ip 

B0063OO229 Requiti that ani; info re plants or aniitvali in lit* 
vie tnttu, 1 iitsi! ar proposed to b Hstrd as endangerBd 
species, be provided Far preparation of E15 per amend rtvieiu 
VAROA.S A Ops-rat in j Rs*ctori Branch I BO/06/17 2pf> 

D Inspection reports, IE Bulletin* t, corresponileTic 

flOOfc09047O FoTiWdB IE Imp Repti 50-2SO/80-14 !. 30-251/80-12 on 
B00410 In It Ho noncomp 1 iance noted 

MURPH/, C E Region S, Atlanta, Reactor Conitruc tion t. Engineering 
Support Branch BO/05/O1 2pp 

Q006O70473 IE Insp Reptt SO-2&0/3O-14 lc 50-2S1 /BO-1S on 800410 It 11 No 
noneompl iancv noted Major areas inspectfrd^const itatut ti 
action -an previous in if. findings 

RAUBCH. d K Region 2. Atlanta, Reactor Construction t Engineering 
Support Branch WILCQX,J E> , MCFARLAND, C R Region 3, Atlanta, 
Office of the Dlr-ector 60/04/30 3pp 

3004040349 Parwards IE Bulletin 60-11, "Haionrij Uall Design " Renulres 
action ti urltten ruijonm IE In*o Motlce 71~S3, 
"Ovtrloail Ing of BtMictural Elements Due to Pipe Support 
Loadi" encl 
O'REILLY, J P Region 2. Atlanta, Office of the Director 60/03/08 



BO 060 5028 6 Foruards IE BuUetln 30- IE. "Decay Heat Removal Sui 
Opirabi llty " Requires action It response within 3D daijl 
IE Info Notice BO-BO, "Loss of Decay Heat R*movl Capatllity 
at Davii-BesEe Unit I MhlU En Refueling Mode" end 
O'REILLY. JP Regions. Atlanta, Office of tha Director 90/OS/09 
2pp. 

B 006300 107 ForuArds IE Circular 00-11, "Emergency Dlisel Generator Lub 
Oil fJo-oler Fkilures " Ho written raijons* r*nulrd 
O'REILLVr J P Region S. Atlanta, Office of the Director 90/05/13 



--6006170185 IE Insp Repts 50-250/BO-OB I 50-2S1/60-OB on 900323-28 
Noncompl lance noted fallura to have ! Follow written 
procedures for radiochemts try counting gi^ulpfnent 
MONTGOMERY, B M Region 2, Atlanta, Office of the Director 
TROUP.O Rejlon 2, Atlanta, Fuel Facility i Materials Safety 
Branch BO/O4/33 Ipp 

B0061S0017 Ack receipt of BOOSO7 Itr informing NRC oP steps taken to 
correct violations noted in IE Insp Repts SO-250/BO-10 h 
&0-251/BO-10 

LEWIS, R C Region 3. Atlanta. Reactor Construction t< Engineering 
Support Branch 90/05/3O Ip 

B0061B0021 Responds to NRC 8O0414 Itr re violation* notad in IE Insp 

Rents 50-250/BO-10 & 30-231/80-10 Corrective actions 
prevent at Ive nnalnt to be performed on critical portions of 
plant communications sy-a 
UHRIO.R E Florida Pouier 3, Lioht Co BO/05/09 4pp 

000tlQ0024 Confirms, per converation u/R Vogt-Louel 1 , that response to 

IE Imp Repts 50-250/BO-10 & 50-251/80-10 will be submitted 

b(j SOOS09 

UHfllO, R E Florida Power K Light Co 50/05/O7 Ip 

BOOdlBOOaa Forwards IE Insp Repts 50-330/00-10 fc 30-251/BO-10 on 

ao0201-9 J( notices nf violation d deviation 

LEWIS, ft C Region 2, Atlanta. Reactor Construction k Engineering 

Support Branch BO/04/14 Ip 

9006180033 Notice of violation from Insp on BQ020I-29 

* Region 3, Atlanta, Office of the Director SO/04/02 Ip 

aOOi!B0033 Notice of deviation from Insp on B00301-29 

* Region 2, Atlanta, Office af the Director BO/04/02 Ip 

-SOO&1B0036 IE Insp flepts 50-350/80-10 < 50-251/80-10 on 800201-29 

Noncompl lance noted failure to jenerate final approved maint 

procedures for auiiliary feedwater 

VQGT-LQUELL.R Region 2, Atlanta, Office of the Director 

MARTIN, R D Heglon a, Atlanta, Reactor Operations Nuclear Support 

Branch BO/04/D2 6pp 

3006260129 Submits supplemental response to IE Bulletin 79-23, 
"Failure! of Uestinghouse BFD Relays in Baf etij-Related Sv " 
Relays ate tested monthly by licensed operations personnel 
Relay fal lur es, maint 5- (eating .are documentld 
UHHIO.R E Florida Power b Light Co BO/OS/30 Ip 



B00f>1906il6 Foriuards response to It Bulletin 79-01B, "E 
Qualification of Clasi IE Equipment " W/a encl 
UHR1O.R E Florida Power !> Light Co 80/06/02 Ip 
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Mpt ot BQ052I Itr informing NRC of steps taken to 
i noted in IF Insp Repts 50-290/80-15 S. 



9006200212 Ack 

50-231/SO-13 

LEU15.R C Region 2, Atlanta Roactot Operations Nuclear Support 

Branch GO/04,/0-1 Ip 

BQQ620021& Responds tc IIHC 8QO425 Itr re deviation noted in IE Insp 
Hepts 90-P50/SO-1S t, 50-25I/BO-13 Corrective actions mod 
initiated to install audible If visual alarm fnr loss of 
voltage to fire pump 
UHRIG.fi C Florida Pouet t Light Co 80/09/21 Spp 

BOQ6200219 Forwards IE Insp Repts 50-290/BO-l S & 50-291/BO-I3 on 
0Q03O1-31 I finticf 01 deviation 

LEWIS. R C Region 3, Atlanta. Reactor Operations Nuclear Support 
Branch BO/04/25 2pp 



8006130376 PND-1 I-BO-094 licensee identified 5-tncli trail in 4C steam 
gonerator feeduiater noi 1 1 e-to-p i pe reducer Licensee 
evaluating corrective action Unit shut douin (or turbine 
rotor replacement ( steam generator insp 

ELROD, S , QUICK. D Region 3, Atlanta. Office nf the Director 
BQ/OS/23 Ip 

G0062SOO3B PNO-I l-SO-096 on BOO527, I ic ensea was informed bg 
HestinghouBe that nonconservative error was Found in 
computer Input) used Feb 1979 to calculate heat flui hot 
channel factor for fuel assemblies 

tLROD.S , QUICK. D Region 3. Atlanta. Office of the Director 
00/05/39 Ip 



BOQ61902SB Forwards updated LER BO-OO3/03L-0 

SCHMIDT, A D Florida Poiusr t, Light Co 80/09/30 Ip 



B006200222 Notice of deviation from insp on B00301-31 

Region 2, Atlanta. Office of the Director BO/04/33 Ip 

G0062D0237 IE Insp Repts 5O-ISO/BO-15 '/ 50-251/90-13 on 000301-31 
Noncomp 1 lane e noted Fire pumps inoperable for 17 days due 
to breaVer left open Following maint 

MARTIN. R I) Region 1, Philadelphia, Reactor Operations Nuclear 
Support Uranch VC1GT-LUUELL. R J Region 3. Atlanta, Office of the 
Director BO/O4/23 1pp 

B006Q90340 Format ds results of steam gonerator insps showing appro* 
32 VI. lube plugging Requests permission to resume operation 
on 800612 
UHR10.R E Florida Power '. Light Co 6O/06/Q5 Spp 



--8006190285 Updated LER 80-O03/03L-0 on S002l5,while testing 4C steam 
generator Feedwater control valve. change in (team generator 
level lifted 1 ou setpoint valve Valve did not fully reseat 
Caused by binding between lifting gear & release nut 
SCHOPPMANiM A Florida Power t Light Co 80/OS/30 Ip 

9006230567 Forwards LCR 80-008/01T-0 

SCHMIDT.A D Florida Power fc Light Cg BO/06/09 Ip 

B006230571 LEFt BO-OOB/01T-0 on B00523, review of radiograph! per IE 
Bulletin 79-13 revealed indications of cracking in fviduater 
nonle to pipe meld on steam generator 4 C reducers Cause 
not stated Fittings containing defects are being replaced 
BCHOPPMAN.M A Florida Power ! Light Co BO/06/O9 Spp 



B00609O3rt2 Steam generator insp program conducted In Hay 1900 
Summaiiies i nsps, resu 1 1 s of maps t- preventl\e plugging 
programs accomplished during current outage 
4 Florida Power fc Light Co 80/06/O3 32pp 



DOCKET 50-254 OUAD-C1T1ES STATION, UNIT 1 

F Security* medical, emergency ( fire protection plani 



BQ06300021 Forwards response to 1C Bulletin 79-27, "Loss of Non-Class 
IE Instrumentation t Control Pouier Sys Bus During 
Operation " Power restoration to vital at or dc buses Is 
accomplished pel established pi ant operating procedures 
UHRIG.R E f~ lor I da poiuei & Light Co SO/Ofc/03 2pp 

0006230104 Fovuards supplemental response to IE Bulletin 79-27, "Loss 
o* Non-Class IE Instrumentation J. Control Pnuier Bus Bus 
During Operation " Each alarm associated w/loas of power to 
busos is addroEsed ill appropriate annunciator list 
UHRIQ, R E Tloiida Pouier t, Light Co FJO/06/06 2pp 

0006250304 Responds to IF Bulletin BO-1? 3ufPicient harduiara, 
rsdundancij. d I vers I ti), i el lab i 1 1 ty i control e>lst to handle 
loss of decay heat removal occurrence 
UhftlG.R E Florida Pouicr f, Light Co GO/06/11 2pp 

9006300579 Responds to IF Bulletin BO-Q5 Adequate mnasures to protect 
refueling watci storage tank against vacuum conditions have 
been taken No mods required 
UhCHlQ-R E Florida Power t, Light Co BQ/06/13 3pp 

R Periodic opeiatlng reports L related correspondence 



B006020240 Notifies that new telephone sut called Health Phgsitt 
Network (HPN) has been installed at site Sijs intended for 
use during emergencies to link all poiucr plant: I> NRC 
Emergency Notification Si|S hotline will alio be used 
KEPPLER.J Region 3, Chicago, Office of the Director BO/04/10 
2PP 

B006O'?04a7 Forwards proposed rule entitled. "Fire Protection Program 
for Nuclear Pouier Plants Operating Prior tg 790101 " Hula 
add* neu Section SO 4B & App R to 10CFRSO S. is eipacted 
to b published In FR by end of Kau 
EISENHUT.D C Division of Licensing 80/05/19 4fipp 

SO06 130063 Foruardi revised Pages 1-14 t> neui Page 14a For proposed 
rule 10CFR50 "Fire Prntection Program for Nuclear Pouer 
Plants Operating Prior to 790101," transmitted bu NRC 800919 
Itr Page 14a not encl 
EISENHUT.D Q Division of Licensing 80/05/32 73pp 

8006090010 Forwards request for addl info heeded for review of 
safeguards contingency plan Requests addl info be submitted 
within 30 days of receipt af Itr Encl withheld (ref 
10CFR2 790) 
1PPOLITD, T A Operating liaactors Branch 3 80/09/27 Spp 



BOOiil70467 Forwards monthly operating ropts for May 1?80 
SCHMIDT, A D Florida Power ', Light Co BO/06/07 Ip 

8006170471 Monthly opeiating rept for May 1980 

CHILBON, V T Florida Power i Light Co 80/06/07 4pp 

S Roportable occurrences, LCRB h. related correspondence 

8006050-177 PUS- 1 1-80-013 on 8005!fl,bomb threat was received by Central 
Dbspatch, Hetropol I tan Uajo County Public Safety Dept 
Licensee conducted searchino bomb uas found 

HDWEU_,J C . G1LLEBPIE.F Region 3. Atlanta. Qtlitfi of the Director 
Mf)C 00/0&/19 Ip 



BOQ6030'154 Forwards LFR BO-OO7/OI T~Q 
SCHMIDT. A D Florida Poyer I Light Co 



9OO6030'I56 LC|t 00-007/O1T-0 an B00507, while performing planned tnaint 
as result of problem on Unit 3 (LER 350-79-31). diie stud nut 
was discoveied missing from 4A main steam check valve Caused 
by failure of associated locking device 
BCHOPPMAN, M A Florida Power t Light Co GO/05/21 Sff 



0006180293 Forwards Revision I to draft emergency plan Emergency plan 
station anneies alia encl 
PEOPLES.D I. Commonwealth Edison Co 80/06/04 2pp 

8006100319 Draft emergency plan annex 

x Commonweal th Edison Co BO/07/31 4Bpp 



BOQ61B0347 Revision 1 to draft emergency plan 
H Commonwealth Edison Co BO/O7/31 I39pp 



8006170559 Foruardi drawings ft responses to questions r fire 
protection safe shutdown analysis, requested in NRC 791022 
Itr 
JANECEH.n F Commonwealth Edison Co BO/06/06 Spp 



-8006170564 "Single Line Diagram Emergency Pouer Bug " 
Sargent & Lundy, Inc 76/06/30 Ip 



-BOO6170536 "Schematic Diagram Engine Control 
Standby Diesel Generator 1 " 
* Sargent t, Lundyi Inc 76/06/30 Ip 



GeneVator Excitation, 



-8006170591 "Schematic Contiol Diagram Engine Control d Generator 
Eic i tation, Standby Diesel Generator i I< 2 " 
Bargent ft Lundyj Inc 79/10/01 Ip 
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8QQM70597 "Schematic Control Diagram Engine Control & Generator 
Eicita t laniStandhu. Diesel Generator 2 " 
Sarjenfc I* Lundu, [nc 76/Q7/O7 Ip 



BOQ609CQ56 Forwards proposed amend to DL to eitend end-of-cyc le 
coastdoun operation Class III fee encl 
JANECEK.R F Commoniueal th Edison Co BO/O6/O6 4pp 



B0061706Q2 ''ScKernat ic Diagram Reactor Cora Isolation Coo 1 ing. Part 4 " 
tt Sargent If Lundy, Inc 80/O2/27 Ip 

0006170607 "Relaying t. Metering Diagram Residual Auiiliary Transformer 
12 >f 4160 Volt Sultchgears 13 !, 14 " 

* Saroont ( l.undy. Inc 76/06/30. Ip 

9006170613 "Relaying & Metering Diagram 4160 Volt Sui tch gear i Buses 
13-1 I 14-1 ' 

* Sargent ti Lundy. Inc 76/06/30 Ip 

~eO0617O616 "Schematic Control Dujram 41iO Volt Buses 13-1 5- 14-1 Main 
Feed Breakers " 
Sargent ^ Lundiji Inc 76/06/30 Sp 

3006170622 "Be hematic Control Diagram 4160 Volt Bui 13-1 Standby Diesel 
1/2 Feed Breaker! " 
Sargent fc. Lundy, Inc 79/10/01 Ip 

BQ0617Q62B "Schenatic Control Diagran 416O Volt Bui 14-1 Standby DlBEel 
1 Fiat t- E4-1 Tie Brealtor " 
Sargent d Lundy. Snt 79/10/01 Ip 

S006170632 "Schematic Control Diagram 4BO Volt Transformer IB t, 19 li 
Buses IB t 19 Main Breakers " 

* Sargent t Lundyr Int 7A/O6/30 Ip 

9006240490 Responds to NRC 300425,30,0501.09 & 20 Itrt requesting addl 
info re guard training t, qualification plans Request* that 
response submittal dat bg eitended to 6OOB04 
PEOPLES,!) L CommonwEjltfi Edison Co GO/0&/1B Ip 



H Oinral c orrHspondenc e 



B00612QOB2 Respond) to BOQ4IS Itr requesting response bo J Smith 
concerns re raduaite dumping at facility Raduasle produced 
ai result at plant operation shipped offfite for burial at 
licensed burial site 

DIRCKS.W J Office of the Eiecutive Director For DQeratinnt 
BO/05/26 Ip 



9006120096 Heq.ueiti reiponte 
facilltg 
HAILSBfiCK, T House of Rep 



to encl ) Smith Itr re raduaste dumping at 
80/04/15 2pp 



P Operating licanie stage documents S. c orrespc-ndence 



Forwards ad a I TMI-3 rcljted requiramenti to operating 
Tfactort Licensees req.uiram.entB far TMI Action Plan Include 
shift minningj 1 1 cans ing eiams t, licentee d i i semination 
of operating eiperiences Response requested within 30 dags 
EISENHUT, D Dl/islon of Licensing BO/05/07 ISOpp 

SOOi030S14 Suminari/ of S00422-23 meeting u/Mark I ouineri ^roup In San 
JoseiCA re conf 1 rma toru analuaj-s t f t si ting programs 
concerning Mark 1 coivtainment long-term program 
GRIMES. C I Assistant Director for Plant Systems BO/05/O9 Spp 

BD04130iaa Requests commants on WUREO-0577, "Potential for Lou Fracture 
Toughness 6 Lamellar Tearing on PHR Steam Generator i. 
Reactor Coolant Pump Supports " Proposed review procedure Si 
implementation schedule encl 
EISENHUT, D G Dlviiion of Licensing BO/05/19 7apo 

6006030062 Application to am en 3 Licenses DPR-2, DPR-1?. DPR-25. DPH-29 & 
8PR-3O. clarif ijing term "operablei" submitted as Itch Spec 
change request, in response to MSC BOOillO Itr 
IJAUOHTOW, U F CommonuJBaUh Edison Co 00/O5/30 3pp 

8006030079 Tech Spec change request for Tecft Spac* Sections I 0-1 2,2 I 
& 2 3,3 o, & - i Q-6 6 re def initions, admini atratlva 
-ontrolE, laf ety 1 imt ts- 1 imit ing safetij stj s setting. & 
limiting conditions for operation 
Cammoniueil th Edison fa 80/05/3O 4Spp 

SO04300604 Ltr to all BUR licenseea forwarding "For Comment" edition 
of MJHEQ-Qc.19, "awn Foeduater Woiite * Control Rod Drive 
Return. Line Norile Crack i n? " Comments utll b evaluated bij 
NRC prior to final implementation M/o encl 
EISEMHUT.D Division oF LiKBnaing 90/04/05 23pp 



Proposed amend to GL.eitendlng licensed coaatdoun limit from 
70V to 40/. re-aitor pouer Foruards supporting documentation 
* Commonwealth Ed 1 3 an Co SO/O6/0> IBpp 

B0061 I ?0456 Foruarili verification of analysis program used for 

determining voltages For facility electric distribution sys 
per 790908 request 

JAIJECEK, R F Commonwealth Edison Co SO/06/11 3pp 

B006190307 Forwards tommitraents to comply u/requirements fr schedules in 
NRC S00907 Itr re addl TKI-2 related requirements Dresden 
Unit 1 is currently undergoing eitensive mod d 
decantaminat ion. therefore no response is provided 
PEOPLES. D L Commonwealth Edison Co BO/O&/12 lOpp 

8006190419 Confirms availability of ECCS equipment following dc power 
lupply failurerper 80042S request Mads to ensure 
availability oF HPCI following dc pouer failure completed 
at Dresden (/ in progress at Ouad Cities 
JAMECEK, R F f ommonueal tn Edison Co BO/06/13 2pp 



8004250277 Forward 
turb me disc c i g 
to date 
JANECEKxH F Conirroiiiueal th Edison Co 



esponse to NflC 800516 Itr requesting inft 
ng Stress coiroaion cracks not observed 



SO/06/23 lapp 



aO0427030i. ForiuflTds revised Reviaiona II i 12 consisting of Paoe 1-7 of 
CE-l-ft. "Comm Ed QA Program for Nuclear Generating 
Stations " Revised Revision 11 includes basis on which 
equivalent education requ i rcments mill be established 
PEOPLES. D L Commonweal th Edison Co SO/Oe/23 Ip 



Inspection reports, IE Bullet) 



ipondenci 



6005230330 Forwards uiaate packaging imp rept on 000313-14 
No ncncompl lance noted 

STOHR.J P Rejion 2, Atlanta, Fuel Facility t Materials Safety 
Branch 80/04/07 2pp 

BOOS23Q341 Waste packaging Imp rept on B00313-14 No noncomp 1 iant e 
noted Major areas inspected licensee-shipper vehicles 
inspected for compliance U/DDT & NRC regulations including 
shipping paper & DDT placarding requirement 

POTTER. J P Region 2, Atlanta, Fuel Facility & Materials Gafety 
Branch BO/03/2Q 4pp 

BOO&20011Q Forwards IF Circular SO-OB, "BUR Tech Spec IncotiB i stency - 
Reactor Protection Sys Response Time " No uintten response 
requ ired 

HEPPLER, J G Region 3, Chicago, Office of the Director BO/04/1B 
IP 

8006030195 Forwards IE Insp Hepts 90-25-1/00-07 50-26S/BO-10 on 
BOO325~27 No noncomp 1 iatice noted 

DAVJS.A D Reoion 3. Chicago, Fuel Facility d Materials Safety 
Branch BO/04/23 2pp 

BuOc.O201'?a IE Inp Repti 50-254/80-07 K 50-365/80-10 on B00323-27 No 
none ompl lance noted Major areas Inspected environ protection 
program, envl i on monitoring program i confirmatory 
measurements of radiological effluents 

ESSfO, T H . GRANT, W B , LOVENDALE, P C Region 3, Chicago. Office 
of the Director BO/O4/17 6pp 

a00617026B Forwardi IE Insp Repts 50-254/SO-09 i 50-265/00-12 on 
BOO401-O2 No noncompl lance noted 

HEESHKAN, R F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch B&/05/01 2pp 

--8006170276 IE Intp Repts 50-254/80-07 4 SO-3i5/BO-12 on 000401-02 No 
noncomp 1 i ance noted Major areas inspected Initial training t 
retraining of licensed V nonl icenscd personnel & licensed 
operator i equal i ficat i on training 

SWANSDN,E R Region 3. Chicago, Office of the Director 
JACKIH. 1 N Ragian 3, Chicago, Reactor Operations Nuclear Support 
Branch 80/04/29 Jp p 

8006230075 Forwards IE In*p Repts SO-254/BO-10 J SO-263/80-13 on 
800327-0307 No noncomp 1 i atice noted 

KEiaHHAM.R F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 80/05/16 2pp 
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6006230078 IE Insp Repts 50-254/BO-1O !< 50-24.5/80-13 on 800337-0507 NQ 
noncomp 1 lance noted Major ai eas inspected operational 
safe ty, 1 Dug-term shutdown, ma int h surveillance 

BPS,ftHD,R L , CHRISSOTiMQS.N Region 3, Chicago, Office of the 
Director BO/05/15 Bpp 



6006090-187 Forwards proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Pnnr to 7901QI " Rule 
adds new Section 50 46 & App R to 10CFRSO It is etpectad 
to be published in FR by end or May 
EISENHUT,DG Division of Licensing BO/05/19 46pp 



BO0602QOOB Responds to IE Bulletin 79-26 Dresden Unit 2 is only 
facility requiring shutdown margin penalty for postulated 
D4C leaching Control blade eiposures uill he monitored 
during cycles to verify projected end-of-cyc 1 e eiposuro 
PEOPLES, [> L Commoniueal th Cdlson Co BO/05/19 2pp 



SQO6030580 Notifies that review of safeguards contingency plan 
Revision 1 dated 79060 [ 'y B002I9, respoc tl velyi coma lete 
Requests revised plan pages uithin 30 days u/appropT late 
revision number <, date Encl withheld (ref 10CFR2 790) 
CRUTCHFIELD, D II Operating Reactors Branch 5 HQ/O5/2O 2pp 



800630055B Forwards response to IE Bulletin B0-O6i "Engineered Safety 
Feature (ESP) Reset Controls " Proposed mods identified only 
if present sys design may campi oral so protective action of 
equ L pmeht 
PEOPLES. D I- Commonwealth E<lison Ca 8Q/0&/IO 9pp 



8006130063 Forwards revised Pages 1-14 i new Page 1 4a for proposed 
rule 10CFR50 "Fire Protection Program for Nuclear Poluer 
Plants Operating Prior to 790101." transmitted by NRC B00519 
Itr Page 14s not encl 
EISENHUT.D G Division of Licensing BQ/OS/22 73pp 



R Periodic operating reports '. related tnrrespondenc e 



9Q0611007B Forwards monthly operating repts for May 19BO 
KALIVIANAK1S. H Commonwealth Edison Co BO/05/30 Ip 



800624057B Requests response to end comments for NRC review of 7 D OB23 
guard training qualification plan Encl uithheld (ref 
1QCFR2 7901 
CRUTCHFIELD, Operating Reactors Bra.icli 3 BO/06/06 2pp 



8QQ611QOB4 Monthly operating repts for Hay 19BO 
* Commonwealth Edison Co 80/O5/30 25pp 

900611003'! forwards list of mads, tests d experiments completed during 
May 19BO t summaiy of safetij evaluations 
KALWIANAKI5. N Commonwealth Edison Co 00/06/02 2j>p 



S Reportable occurrences, LERs 1 related correspondence 



BQO&060192 PNO-III-BO-07B nn SOO519, approi 13 Ci noble gases Liei B 
released from offgas charcoal adsorber sys directly to 
main chimney when operator accidentally opened bypass valve 
Matter being followed by resident inspector 

HUETCR.L J , FISHER, U T , DAVIS, A It Region 3, Chicago, Office of 
the Director SO/09/20 Ip 



BQ06110H1 Forwards LER 30-Q12/03L-0 

KA(-WIAN<WIS,N Commonwealth Edioon Cc 



BO/05/23 Ip 



--B006I10151 1ER 80-012/03L-0 on 800429, reac tor rec irculation motor 
generator set 1A tripped due to loui oil presurc from lube 
oil pump 1A1 trip Possibly caused by contractor personnel 
dropping ma t 1 on generator set control cabinet 
EWALEE.J Commonweal th Edison Co 80/05/23 2pp 



G006110304 ForiuardE LER 80-011/03L-0 

KALIVIANrtKIS, N Commonwealth Edison Co 



900AH0312 LER GO-011/03L-O on 800429, main feed brealor to MCC 19-1 
tripped Caused by eicessive current trip time uifilch allaiued 
phase-ta-phnse short internal to bo carried back to KCC 
19-1 Motor S- circuit breaker replaced 
HOELLEHiJ Commonweal Ih Edison Co 00/03/27 3pp 



8006330391 Forwards L[TR QO-015/03L-0 

KALWIANAKI9,N Commoniuealth Edison Co 



--BOO6230392 LER 00-01 5/03L-O on B0031 1 , during manual operation of relief 
valves, valve 1--P03-3B failed to open HPC I i other valves 
operable Cause* by dirty contact on valve operator hold-in 
coil switch Bbjitch replaced t valve returned to svc B00913 
CAGLG.J Commonwealth Edison Co QO/06/09 2pp 

6006300330 EN-BO-PB notice of violation t notice of proposed imposition 
of civil penalty uilll be. issued on or about B006EO Action 
based on noncorap 1 iance re eiternal radiation levels on 
vehicle etceeditig limits Hill issue press release 
BROCKET!, T W . THOHPaQN. I) Office of Inspection * enforcement, 
Office of the Director BO/O6/1B Ip 



DOCKET 50-255 PALISADE.S NUCLEAR PLAMT 

F Security, medical, emergency & fire protection plans 

800602O534 Notifies that neui telephone sys called Health Physics 
Network (KPN) has been installed at site Sijs intended far 
use during emergencies to lint all power plants (t NRC 
Emergency Notification Sijs hotline will also be used 
KEPPLER.J Region 3, Chicago, Office of the Director BO/04/lfl 
2pp 



Adjudicatoiy correipondence 



BOO6060465 Discovery rept per ASLB B00229 order Served interrogator!** 
t- request to produce documents an NRC InltUtud BQD31? FOtA 
request IJi 1 1 file motion to compel NRC responsei to certain 
interrogatoi ies & documents Related correspondence 
MURPHV.P M Consumers Power Co MURPHY, P M Ijham. Lincoln t. 
Beale 80/0<]/25 3pp 

S006130263 Motion to compel NRC to produce documents requested: In utll 
Interrogatories 2, 3, 4, 5. 12, 13, 14, 15 & 17 Utll uill review 
NRC objections re other matls Certificate of Svc encl 
Related correspondence 

MILLER, M 1 , MUDPHV, p f, , BIELAUSKI.A P Consumers Pouer Co 
BO/05/l-l 21pp 

8006060579 Memorandum & order granting attention until B00613 for 
parties to file joint or individual statements TB agriiment 
& rulings areas Status rept due 800601 not required 
Certificate of Svc encl 
SMITH, I U Atomic Safety and Licensing Board Panel 80/06/03 2pp 

9006170232 Memorandum t order granting CPC !< NHC SQ0530 telcon requeit 
to suspend discovery pending possible settlement or 
limitation of Issues Parties must file joint statement re 
araas of agreement ti areas needing rulings, by HQQ613 
SMITH. I U Atomic Safety and Licensing Board Panel BO/06/03 Ip 

6006160123 Forwards draft agreed order on discovery re licensee 
physical tests Requests that ASLQ enter order approving 
schedule Related correspondence 
MURPHY, P M Isham, Lincoln i Beale BO/06/05 4pp 

BO DM 203 4 6 Order amending discovery schedule Licensee granted until 
B006I3 to File suppl to BOO&14 motion to compel Licensee 
shall respond to discovery initiated by NRC on SO 062 3 
SMITH, I \S Atomic Safety and Licensing Board Panel BO/06/09 2pp 

3006170324 Supplemental motion ta compel NRC reiponsa to 800225 
Interrogatories S through 5,13 through IS tc 17 Matl not 
privileged, relevant or necessary to decision Certificate of 
Svc enc 1 

MILLER. M I , MURPHY, P II , BIELAWSKI, A P Consumer* Power Co 
BO/06/13 lOpp 

B006300513 Response to NRC B0041B interrogatories re civil penalty 
proceeding Includes Info re 5ept 1979 discover)) of tiiio 
locked-open manual containment isolation valvas & associated 
radiation releases Certificate of Svc t, documnnfcs end 
MURPHY, P 11 , MILLER, M I Consumers Power Co MURPHY, P H Iiham, 
Lincoln & Beale 80/06/23 3ipp 

8006300517 "Inplace Hepa >, Charcoal Filter Testing-," health physic* 
procedure 

SHOCKLEY,V E Carolina Power J. Light Co LEWIS, J Coniumen 
Power Co 76/12/29 3pp 



B 00630 0530 "In Place Testing of Hepa Filters 
effective 7E0321 
* Consumers Power Co 75/03/11 12pp 



Iodine Adsorbers, 
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H General correspondence 



BOO&2701B1 Respond! to 900-127 request for info r H LeMinre inquiry 
about amount of nuclear uate disposed In State of HI Spent 
fuel From four operating Ml reactors stored onsite NRC 
evaluated status of waste mgt in 1977 W/related FR cerpts 
J Offict of ttia Eiecutive Dirctur for Operation* 



P Operating license stage documents If correspondence 

B006130016 Forwards cm-recieii Pages 3-25a (* 4-31 to Tech Spec* Issued 
w/Araend 9-1 to DPn-20 Spec 4 1 1 a I on Page 4-1 should not 
te misinterpreted tn prohibit performance of channel 
function*! tests which Include valve operation 
CRUTCHFIELD. D "pirating Reactors Branch 5 BQ/O5/0& 2pp 

9006130019 Corrected Pages 3-35a (c 4-39 to Tech Specs issued id/Amend 

31 to DPR-2O 

* Qperattr.9 Reactors Branch 5 TffQtflO 2pp 

90060901 (>5 Forward* add! TMI-2 related requirements to operating: 
reattors Licensees requirements for TMI Action Plan include 
shift mam ino.. 1 ic ensing eiams >, licensee disi irnlnat i on 
at op-orat 1 nj eipenence Response requested ufithin 3D dags 
EISEMHUT.D S Division of Licencing SO/05/07 ISOpp 

BOO A 23 00 03 Requests Info re environ qua 1 i ftca ti on of electrical 
equipment Respante *o fire categories of SEP qual if nation 
should be submitted uithin 60 days Guidance reflecting 
review* performed at lite encl 
CHUTCHFIELD, D Operating Reactors Branch 5 BO/OS/t* IGjip 

BOQ62S0141 Forwards NUREQ-OAS4, Vo 1 s 1 A 1 1 t NUREO-06S6 W/o end 
CRUTCHFIELD. D Operating Reactors Branch 5 80/09/li 2p.p 

BQOil30122 Request! comments on NUREQ-O577, "Potential for Lay Fracture 
Toughnets t> Lamellar Tearing on FUR Steam Cenerator It 
Riactor Coolant Pump Supports " Proposed review procedure d 
Imp 1 (montatl on schedule end 
EI8EHKUT. D G Division of Licensing SO/05/ 1? 72pp 

S0060903B3 Confirm t tele on betueen utll & R Bkellan concerning fl 
Thorn** 800937-30 visit to facility HfJC ptrionnpl uill 
require atftti to plant info d vital arac 
CRUTCHFIELu.D H Operating Reactor* Dranth 5 30/05/21 3pp 

Q006020272 Atfvuai chat mads ulli be made to leparateli] annunciated 
control suited not in automatic. overspeed. overcrank k loll 
of St. con^ol Annunciator uindoui ligm will clearly state 
that emergency dleiel generator automatic (tart is blacked 
HDFFMAfJ.D P Consuraeri Pousr Co SO/O5/2B 2pp 

8006040311 FdrudTdi emergency implementation procedures EIB-3, ET8-4, 
Eia~S.ElB-6, Elfl-7.ElB-a & SIB- 1 ? (. Card B for plant health 
pnyileist 
HOFFHAN.D P Consumers Pouier Co BO/OS/a9 Ip 

B00o040313 Emarjency procedure.Ca.rd B. f or plant health physicist 

* Consumers Pouer Co 90/OS/I4 3pp 



a006O403t5 "Of term int inn of Eitt-nt of Core Damage " 
* Consumer* Pouer Co 80/04/39 8pp 



aOOt0403li "Emergency High Range Effluent* Monitor " 

* Consumers Pouer Co BO/04/26 7[>p 

Q0060403ia "In-pUnt Airborne Iodine Munitortng t Thyroid Blocking 
Aggnt Adminl ttra t ion Undat Accident Condition* " 

* Consigners Pouer CD SO/04/29 9pp 

B0060i)0320 "Sampling 4 Analysis of High Activity Reactor Coolant " 
* Conmmers Pouer Co 80/04/34 3pp 

3004040323 "Sampling 6 Analysis of High Activity Containment 
AtmQipherB " 

* Consumers P-ouer Co BO/O4/30 7pp 



aOOi0403aS "Dfflte Accidant TUD Procedure 
* Consuineri Power Co BO/04/21 5pp 



aOOe!70049 Notifies that Project Manager T Uambach la coordinating 
licensing at t ivl ti es. as result of reorgani lation uithin 
Dfc of Nuclear Reactor Regulation Description of naui 
organ! tation enc 1 
CRUrCHFlELD. D M Operating Reactors Branch 3 BO/06/02 32pp 

B006090300 Responds to NRC 8O041O request that term "operable" be 
appropriate 1 ij applied to facility Plant revieui committee 
has approved Tech Spec changei to fulfill NRC request 
HOFFMAN, D P Consumers Power Co SO/06/04 Ip 

8006110153 Foriuards reactor internals noise monitoring test results 
Reactor core barrel tightly clamped ui/no other anomalous 
vibrations during testing 
HOFFMAN. R P Consumers Pouer Co 80/O6/04 Ip 



9006110157 
1979 ' 
* Consumers Pouer Co 



ctor Internals Noise Monitoring Tests Nov 197B-MOV 
79/1 1/30 34pp 



0006090291 Justifies use of Monte Carlo calculation (XriC) "* 
calCulational method XHC applicable to facility XMC local 
pouer distribution calculation due to similarity between 
util lattice !> HIJR assemblies measured 
HOrFMAM.D P Coniuiners Pouier Co BO/Oii/Ofi 2pp 



8004110165 Forusrds summary of Cycle 4 DNS an 
u/H Balukjian ', L Philips 
HOFFKAM.D P Consumers Paiuer Co 80/06/06 



lysi 



B006120384 Requests approval of mm frequency response of d-c to 10O 
herti plus or minus 5'/. for eildy current test equipment 
HUSTON. R W Consumers Pouier- Co SO/06/09 Ip 

9006190783 Out 1 ines Core Performance Branch responsibilities re util 
800S14 request for changes in nuclear peaking factor for 
Cycle 4 Branch should review radial v! anal peaking factor 
trade-off i Type H fuel parameters t rupture model 
BPE1S, T P Reactor Systems Branch BO/06/09 2pp 

0006160051 Notifies that util will rooet requirements fc schedules 
specified in NRC S005Q7 1 tr w/five eiceptions Item re shift 
manning t overtime procedures involves union !. licensed 
personnel proD lems 
HUSTONi R H Consumers Pocucr Co BO/06/11 2pp 

B0062402S3 Provides response to Wooduard-C lijde Consultant questions re 
seismic adequacy of facility Diesel generator day tank 
drawing uill be forthcoming Enc 1 engineering specs, data & 
manual available in Central Files only 
MAFtU31CH, R H Consumers Pomer Co 80/06/30 2pp 

8001)300377 Foruiards info supplementing previous responses to NUREQ-057B 
re sys integrity review Info summarlies sys testsr in i tial 
test rcsul ts. si gni f i cant repairs made '> post-repair test 
r&sul ta 
HOFFMAM.D P Consumers Pouier Co BO/04/35 2pp 

Q Inspection teportsi IE Bulletins ! correspondence 

8006,040153 Refers lo 3004 1O 1U to Region 3 describing actions taken In 
response to 79110'! order modifying License DPR-20 Insp 
confirms accomp 1 1 sliment s Restart is no longer dalaycd by 
order 

STELLO. V Offite of Inspection I Enforcement, Office of the 
Director SO/04/2S Ip 

8004,160041 Forwards IE Insp Repl 50-255/80-05 on B00303-07, 10, 12-14. 
17-31 & 24-28 No noncomp I iance noted 

HEIBHMftN, ft F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 90/04/23 2pp 

B006180046 IE Insp ftept 50-255/00-05 on 600303-07,10,12-14,17-21 & 
24-23 No noncompliance noted M.ijoi areas intpectei) resident 
insp prog rani activities, including ope ration a, rep 01- table 
eventsrtE bulletins >. KUREO-0378 requirements 

BAMEft.K R . JDRGENSEH,!} L , BDVD, D C Region 3, Chicago, Office of 
the Bimctor 80/04/21 17pp 

B00tl90673 rornrdvds IE Insp Ropl 50-E55/BO-07 on 8004H3 No 
noncomp 1 lance noted 

FIDRELLliO Region 3. Chicago, Reactor Construction & Engineering 
Support Branch BO/OS/09 2pp 



Bfl06Q40330 "Qfftite Alrt-arne Iodine Monitoring Under Accident 
Conditions " 
a Cotiiumer* Power Co 80/04/30 5pp 



3006190679 IE Insp Rept 30-P55/RO-07 on S00423 No noncompl lance notld 
Major ai-eas Inspected allegation re poor wold quality af rod 
hangers on containment splay ring 

DANietSQN, D H , WftRD. K f> Region 3. Chicago, Office of the 
Director BO/05/08 3p p 
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SO&ij050530 Ack receipt of 8O0508 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Kept 5Q-255/79-2O 

HEISHMAIJ.R F Region ~J, Chicago, Reactor Operations Nuclear Support 
Branch GO/05/ M Ip 

BOQ6O50533 Responds to NRC B00320 Itr re violations noted in IE Insp 
Rept 50-255/79-2O Corrective actions personnel mill be 
instructed on recently developed admi nis trative controls 
re Tech Specs surveillance test program 
HOFFMAN, D P Consumers Power Co BO/05/OB 2pp 

BOOil300V6 Addl response to FO1A request For tit categories of 
documents re CPC Forwards documents listed In app 
FELTdN. J M Division of Rules and Records SO/O5/23 3pp 

3OO6130080 Discusses review ct licensee 7911S9 response to IE 791109 
notice of violation & notice oF proposed imposition of civil 
penalties Forwards draft response & order supporting 
position taken in notice proposing civil penalty 

KFPPLER-J G Region 3, Chicago. Office of tho Director 79/13/07 
6pp 



B00620049 1 ? Responds to IF Bulletin BO-09, "Hydromotor Actuator 
Deficiencies ' No subj actuators installed 
HOFFMAN, D P Consumers Power Co 80/06/17 lp 

B00627O209 Responds to LE Bulletin 80-06, "Engineered Safety Feature 
Reset Controls " U/list of sarety-re lated equipment not 
regaining In emergency mode upon engineered safety feature 
signals t, list of equipment that returns to normal 
HDFFMflN, u P Consumers Power Co BO/06/33 SOpp 



R Periodic operating repoi Is b related correspondence 



6006110133 Forwards monthly operating rept for May 19BO 
ADAMS- W E Carolina Power . Light Co SO/06/03 Ip 



3006110136 Monthly operating rept for Kay 1980 

BODTKE.P J Carolina Pouer * Light Co 80/06/03 4pp 



S Reportable occurrences, LERs >/ related correspondence 



-B0061300B2 Responds to N Mosoley memo received 800313 Lists 
noncomp I lances which appear to meel criteria identified in 
util Interrogatories IS, 13 >> 14 

ENGELKEN.R H Region 3, San Fiancisca, Office of the Dlrectoi 
30/03/19 ?pp 

-HO061300B6 Responds to request for assistance in answering util 
interrogator i OE Forward* eiamples of previous noncomp 1 lancea 
involving Item 12 in memo No eiamples re Items 13 i. 11 mere 
found 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
00/03/19 3pp 



9006110130 Forwards LER BO-013/Q1T-0 

HOFFMAN, D P Consumers Power Co 00/06/O4 Ip 



0004110133 LEU BO-OI3/01T-0 on B00521.HP81 flou Indication fop loop 2A 
was inoperable Caused by ruptured bellow* Transmitter was 
replaced to restore operabillti; 
t Consumers Power Co 60/06/04 Ip 

B006190414 Forwards LERs BO-014/03L-O, 90-01 5/03L-0, SO-016/03L-0 & 
BO-O17/03L-O 
HOFFMrtN, D P Consumers Power Co BO/06/13 Ip 



-BQ06I300SB Forwards LERs in response to util Interrogatory 12 re 
violations of containment integrity 8 civil penalty Mo items 
of none nmp 1 1 ance found re util Interrogatories 13 or 14 
WESTERMAN, T F (legion 4, Dallas, Office of the Director 
SO/03/19 Ip 



-BOOil'90422 LER BO-OI1/03U-0 on B00512, during routine tutting of 
hydraulic snubbers , ol 1 level in snubber 3 found to be leas 
than iero Caused by rust combined w/vibratori accelerating 
seal failure Rust found inside aicumalator 
i Consumers Pouier Co 80/06/13 Ip 



-8006130099 Forwards response to updated memo received on B00313 re Util 
interrogatoi I es re proposed imposition of civil penalty 
Cover sheet o" 1C insp ropt enc 1 

KEPPUCR, J <3 Region "J, Chicago, Office of the Director BO/O3/2 1 
2pp 



-0006190426 LER 00-01 9/03L-0 on 300S1S. dur ing routine testing of 
hydraulic snubber. oil level in snubber 9 found to be lest 
than iero Cauac of seal damage unknown) normal uear 
suspected Accumulator plunger seal found to be damagd 
Consumers Power Co SO/O6/13 lp 



B006130124 Confirms 790?l"l verbal rept of RO re violation of 
containment integrity Tech Specs Requiioments had not been 
met during Cycle 3 i 

DEWITT.F* I! Consumers Power Co 79/07/14 lp 

B006130136 Draft proposed AQ on 790914, util reported that containment 
integrity had been breached for Indeterminate amount of 
time Caused by inadequate procedures Procedures have been 
updated 
Consumers Power Co 79/09/14 Bpp 

6006100161 Ack receipt of 800316 Itr Informing NRC of steps taken to 
correct violation noted in 1C Insp Rept 50-235/80-04 
HIND.J A Region 3, Chicago. Safeguards Branch BO/06/04 Ip 



--fl006! t ?043B LER BO-016/03L-0 on BOOS1 S, dur ing testing Df hydraulic 
unubbenoil level in snubber 7 found to be less tham lero 
Caused by seal degradation SnuSior will be disassembled to 
confirm cause 

* Consumers Power Co 80/06/13 lp 

-0006190431 LCR BO-017/OJI-0 on BOOStO, review of PS testing procedure* 
revealed setpoint PB-1.B01 through 1,804 to be lower than 
permitted Caused 6 y procedure author not recognl I in|J 
different setpoint requirements of Tech Spec* 3 3 1 3 16 

* Consumers Power Co 80/06/13 lp 



B006200445 Forwards NPDES noncomp I lanco notification 
HOFFMAN, D P Consumers Power Co BO/06/16 lp 



--BOO61BO166 Responds to NRC S0042B Itr re violations noted in IE Insp 
Repl 50-2:)5/IO-04 Corrective actions withheld (raf 
10CFR2 790> 
HOFFMAN. P Consumers Power Co QO/Q5/16 lp 

B00613O2B5 Notifies that schedule for instruction of tasting personnel 
>y lupervisois in revised Tech Specs surveillance program 
identified in 1C Bulletin 79-20 no longer applicable duo to 
delays In plant startup Revised completion dates 80&13 t 30 
HUSTON, R U Consumers Power Co 00/0<b/09 lp , 

800&130249 Forwards inseivice Insp program update following revieui in 
accordance w/coilo roqun emeiits i Tech Specs Applicable code 
has been changed to A6ME lioiler d Pressure Code. Section XI 
1977 edition w/addenda through Bummer 1970 
HUSTON, R U Consumers Power Co 83/06/10 Bpp 

8004170593 Informs NRC that util response to IE Bulletin 50-12, "Decay 
Heat Removal Sy$ Operabi 1 1 tij. " mill be provided by 800630 
du-e to extensive natui e of bulletin requests & late receipt 
of consultant rept 
HUSTON, R W Consumers Power Co BO/06/11 lp 

aOOi200352 Responds to IE Bulletin 79-18 requiring survey to delernUna 
whether current alarms sys/evacuatl on announcement lys 
clearly audible throughout plant Project will be completed 
& results submitted to NC by 000731 
HOfFMAN, D P Consumers Power Co 80/06/17 lp 



--BQO6S00440 HPDE3 noncomp 1 lance notification on 000327. tune Hu. grab 
sample for oil t. gi ease measured 04 O rag/1 Caused by excoss 
oil entering turbine sump t possible plugging of filter In 
oil separator unit Filter t tus will bo inspected 
FORSE9,R I Consumers Power Co 90/06/06 3pp 



0006240503 Forwards LEU (10-01B/03L-0 

HUSTON, R U Consumers Power Co 80/06/19 lp 



B006340513 LER 80-010/03L-0 on 600523, during routine testing of 
hydraulic snubbers,oll level in snubber 2 was found to be 
less than iero t uas declared inoperable Apparently caused 
by seal degradation 
Consumers Power Co 00/06/19 lp 



DOCKET 50 359 DHCIWNS FCRJ1Y NUCLEAR POWER STATION, UNIT 1 
F Security, medical, enmi gency d fire protection plans 

8006040147 Requests B 00320-21 meeting to visit technical support ctr, 
operational support <:tr ( emergency operations farllitu re 
compliance u/NUREO-0654 Public comments uiill be received at 
S0032t evening meeting Meeting notice tr agenda encl 
tPPOLITCLT A Operating Reactors Drench 2 BO/O5/11 Hpp 
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8006CI'304B7 Forwards proposed rule entitled. "Fire Protection Progran 
far Nuclear Fouer Plants Opeiatinj Prior to- 7101Q1 " Rule 
add* inj Section SO 43 f, .App R to 10CFH50 t- is eipscted 
to b( published in FR 04 end or Kau. 
EISENHUT.D G Division of Licensing 60/05/19 46pp 

aOO&330063 Forwards revised Pages 1-14 1 new Page 14a for proposed 
rule lOCFRSO Fire Protection Program for Nuclear Pouer 
PJanti Operating Prior to 790101," transmitted by NRC BOQ51 1 ? 
Itr Paja Ma not encl 
EJ5ENHUT. S Division of Licensing: BO/O5/22 73pp 

BQQ6Qa&323 Submits apposition <-o MIC clarification of emergency 
planning r equirenents Locating energencij operations facility 
with in emergency planning looe adds to number of people to 



GODWIN. A V Alabama. State of 



2pp 



800i23052C Proposed Tech ^pec re 
just if icat ions eric 1 
* Tennessee Valley Authority 



isions for safety-related sys Change 
80/06/13 22pp 



S00623043B Forwards info Concerning turbine discs pel BOO516 reaueil 
Continued operation of i-atili'ij is justified t, QLs should 
not tie mad i F led, suspended or revaVeci, bose<t on responses 
DURALL.J R Tennessee Valley Authority BO/06/19 lOpp 



3006270269 Foruaids response to HRC SO05O7 It 

five addl TMl-2 Lessons Learned requ 11 ements concerning 
shirt ma nil ing. lice ns ing eiams. licensee dissemination & 
small break LOCA general revieij matters 
MILLS, L M Tennessee Valley Auttionty QO/O6/23 9pp 



implementation of 



Q Inspection imports, If Bulletins \ 



sspondenc e 



BQG4.0o0235 Foruardi BC0531 revisions to training i, qualification plan t> 
responses to IJRC BOO43O tonments En els withheld 
lrf 10CFH2 7^OI 
KILLS, L H Tennessee Valley Authority GO/06/O2 Ip 

9QQiQiQ313 Forwards revisions *o safeguards contingency plan Plan 
withheld Cref 1QCFR2 7^0) 
HILLS. L M Tennessee Valley Authority BO/O6/02 Ip 

BO0617O803 Req.uEBts participation in nUC study of people-related 
p rub leas, in nuclear safeguards Involves, collection of data 
an licensee security Forces ', prac * ices, me lud ing vis.it to 
facility to ineervieu security mgt personnel 
IPPOLITO. T ft Operating Reactors Branch 2 8O/OA/&3 2pp 



Gprtlng licpns 



documents ( correspondence 



80060=70165 Forward a addl TKI-2 related ren,u i rerasr ts to operating 
reactors Licensees requirement! far TNI Action Plan include 
shift nannl ng , 1 ic ensing eiams ', licensee dissemination 
of operating etpeTiences Response requested ui'hin 30 days 
EISENHJT, D B Division of Licensing SO/OS/OT ISOpp 



S006200O9B Fornraids IE Circular 80-08, 'BUR Tecti Spec Intons istene V - 
Reactor Protection Gys Response Tine " Ho written response 



O'REILLY, J P Region 
2pp 



S0060?OOSB Foriuard 



Atlanta, Orfice of the Director 



IF Bulletin BO- 13, 



B006010?67 Foriu 

tJperab i! l^y ' No untten respo 
gO-20. "Losa Df Decay Heat f*"m 
Unit 1 While In Refueling llode" 
O'REILLY, J P Region 2. Atlanta. Off 
3pp 



ay Heat Removal Sy 
inquired IE Info notice 
l Capability at Davis-Des3e 

t the Director 8 



GOQ6Q3C514 Summary of 800433-23 meeting uVMarl I OL 
Jon, Cft re con* IrmotOry analysis t- testing progra 
conierning Mark [ containment long-tern program 
QRIttES.C I Assistant Director for Plant Systems 



ers group in San 



80/05/O9 Bpp 



B006130122 Requests conmsnts on NURE&-0577. "Potential for Lou Fracti 
Toughness I Lamellar Tearing on PhR Stu^m Generator ft 
Rrictor Coolant Punp Supports " Proposed review procedure !, 
Imc I amenta 1 1 on schedule encl 
EISENUUT.D G Division of Licensing BO/05/19 72pp 

Q0060 1 )O372 Foriuard* request for addl info re neit rounil of study for 
Interim Reliability Evaluation Program Reo.ue'sts G00t04 
ruB-ltlng u/util in Oethetda.MD to ^iscu-55 program & 
pottntial impact an fanlity 
EJS^HHUT.D G DIVISIDTI of Licensing GO/05/23 5p p 



2004240160 Act leceipt of BOOS20 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp flepts 30-257/8O-19. 
SO-260/BO-11 i 50-296/BO-I3 

LEWIS, R C Region 2, Atlanta Reactor Operations Nuclear Suppoi t 
Branch 80/06/02 Ip 

--B0063'10164 Responds to fJRC BOO'124 Itr re violations noted in IE Insp 
Repts 50-259/80-19, 50-360/00-14 50-296/8O-15 Corrective 
actions personnel reminded thai- procedures must be followed 
ujhen uorking on any critical piping sys 01 equipment 
HI1LS.L M Tennessee Valley mithonlij BO/OS/20 3pp 

B006240167 Forwards IE Insp Flepts ZQ-Sbl/BG-ll. 50-260/90-14 *, 
50-290/BO-15 on B0030'' O104 ' notice of violation 

LEWIS. R C Region 2, AHantd, Reactor Operations Nuclear Support 
Branch EO/04/24 2pc 



8006O3O177 Notification of BOOS25 meeting u./util in Bethesda.MD for 
uti) preffntatlor. of propased schedule for irnp I amenta tlon 
of Wdjor mods required tij HRC 
CLARK.. R J Operating reactors Branch S SO/O5/27 Ip 



a0063'lD169 tiotice of violat-ion f T om insp on S00307-0401 

* Region 2, Atlanta Reactor Operations Nuclear Support 111 anch 
BO/04/24 Ip 



BO 060 5039 4 Notification of BOD5?9 m-ee-ting u,/util in Dethesdai MD to 

discuss util pr-opossd design or poi t-ac c i dent sampling 
fdcilitici 

, R J Operating Reactors Branch 2 60/03/27 Ip 



BOOA1IO3B6 flcrk receipt of BOQ425 Itr to HO Parru re effect of dc poiuer 
supply failure on ECCS perforiranea Response uii 1 1 be provided 
bafure 8OO7H5 as giver, /erbally to RJ Clai-t on 300930 
MILLS.L H Tennessee (,'allei/ Authority BO/06/03 Ip 

3004300604 LEr to all BWR licensees formaming "For Commant" edition 
of HUREiJ-[>(>19. "BWR Feeduater Noule i Control Rod Drive 
Return Line NniiLe Clacking " Comree-nta mil) be evaluated by 
WilC prior to final implementation Il/o t-nt ! 
EISENHUT.D G &!vi5ion of Licensing B0/0t/0 33pp 



BDOA240>65 Koti# ication c.f B00612 meeting u/utlls in Bethesda, MD to 
JiiCun? interim reliability evaluation program 
OLShTfifi.L M Operating Reactors Branch 1 SO/06/09 2pp 

B 00623 OS 14 Fc-riuards proposed changes to facility Tech 8.pecs fer 
DO Euunhut 80041O Itr t 10CFR50 5? provisions. 
MILLS.L M Tennessee- Valley Authority flO/06/13 2pp 



8006240174 IE Insp Hepts 50-J5V/80-19, SO-34O/BO-1.; V r ]0-27i/aO-l 5 on 
B00307-0404 Noncomp 1 lance noted tailuie to follouj procedures 
in heat- treatment of Unit ! HPCI ^team piping 

DANCE, H C Region 2, Atlanta, Reactor Operation-! Nuclear Support 
Branch SU.LIWJ, ft r , CHASE, j U Hegion 2, Atlanta, Office of 
he Director 00/04/34 5pp 

8006240251 Ach receipt of 800530 Itr informing NRC af steps taken to 
correct violations rioted In IE Insji Hepts 50-259/SO-13. 
50-260/90-11 J, 50-3^6/80-12 

LEWIS, li C Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch BO/06/03 Ip 

B00624035B Responds to HRC Q00423 Itr re violations nobed in IE ITISD 
Rapts 50-257/00-13,50-360/00-1! >, 50-296/90-12 Corrective 
actions personnel Instructed to keep shift engineer infoimed 
of urork status ! sijs status procedure revised 
MILL5.L f. Tennessee Valley Authority QO/05/20 3pp 

B006240264 Forwards (E Inao Rapls E0-25v/00-13. SO-260/BO-1 1 V 
30-296/BO-12 on B00204-03O7 ' notice of violation 

LEWIS. R C Region 2, Atlanta. Renctni Operations Nuclear Support 
Branch SO/O4/33 2pp 

8006240967 Notice of jiolstion from insp on EJ00201-O307 

LEIJIB.R C Region 2, Atlanta, ftcactor Operations Nuclear Suppott 
Brancfi SULLIVAN, J Region 3, Atlanta, Offitc of She Director. 
00/04/33 Ip 



DOCKETED ITEMS 



45 



SOO6240273 IE Insp F!ept& 50-259/80-13.50-260/80-11 '. 50-276/60-12 on 
aOQ204-0^07 Noncompl nn^e noted Failure to demonstrate UPC I 
operable when RCIi. ma, inoperable t-or maint 

[>AK'Ct,H C Region ?, Atlanta, Reactor Operations Nuclear Support 
Oranch SULLIVAN, R r , CHASE, J LJ Region a, Atlanta, Office of 
ths Diroctoi 80'04V3 6pp 



--B006170575 fjuopl to L ER Bu-OI 1 /Ol T-2 on 800201 , ana ly s is of containment 
purge i vent sys indicated potential loss of secondary 
containment Caused by failure ot initial plant design to 
consider LCCA dui ing primary containment purse 
* Tennessee Valley Authority 90/06/O9 2pp 



S0062S013S Acfc receipt of 6005*11 Itr informing NflC of steps taken to 
correct violations nct*d in IE Insp Repts SO-25<?/80- 16, 
5Q-26O/BO-13 ' 5O-296/GO-1 4 

STOHF), J P Region 2, Atlanta. Fuel Facility '. Mateiials Safety 
grdnch 80/06/03 Ip 

--80065501'M Responds to t-PC 8QQ42D Iti re violations noted in IE Insp 
Refits 20-259/00-16, SO SnCittO-lS '- 30-296/80-14 
Corrective actions pcisunnel tiained on 800416 for emergency 
direc*or duties '* training records corrected 
MILLS, L M Tennessee Valley Authority BO/05/21 5pp 



0006170635 Forwards LEU dO-Oi 5/OI T -I , supp 1 ement ing 600319 Itr 
CAIHQUII, J R Tennessee Valley Authority 80/06/09 Ip 



- 6Q06l70fij9 LER BO 015/OIT-l on B00206, dur ing refuel ing. found two 
unwe Ided 1 -inch lines on penetration X--17 w/on ly one manual 
isolation valve pei line erternal to containment Caused by 
installation eri cr X-19 line capped If similar lines uelded 
* Tennessee Villeij Authority flO/Od/09 2pp 



8006170197 Forwaids LEft 80-042/031 -Q 

CALHOUN, J R Tennessee Valley Authority 30/06/10 Ip 



--3006350150 Forwards IE Insp Pepts 50-.>S9/aO-16, SO-260/BQ-13 S> 
SO-296/SG-14 on 0G03?'l-2B >. 0031 O404 t. notice of 
violation 

BTC1HR,J P Region ?, Atlanta, fuel Facility J, Materials Safety 
Branch BO/O't/25 2pp 



--BOOM70502 LER BG-C-t2/<13L -0 on BQ05I2, w/uni t at 96,; power, core spray 
ays 1 room cooler failed Caused by apparent malfunction of 
check \alves in header Chock /al^ea removedi inspec tod t, 



reinstal I erf 

* Tennessee Valley Authority 



BO/O6/10 3pp 



-80062S0155 Uotice of violifion irom insp on B0032'1-2B 'j 03a^-040fl 
a Ftegion J, Atlanta, iHMce of the Lirectoi- SO/04/24 Ip 



Q00619046B Foriuards LER QO-Olfl/OlT-O 

CALHDUK.J R Tennessee Vallei, Authority 



BO/06/13 



-S00625016-J It Insp Ropt; 50- ?39/BO-16- 50-i.'60/aO-13 It 50-296/00-11 on 
BOO32.I-28 '- 0329-0-IO-! Uonc om|i 1 1 anc H noted failure to traiii 
designated sucrpssaia to emurgpncy director t to keep 
training lecords in order ' prepare tiaining procedures 
JSNKIIJS.G B Region 2, Atlanta, Fuel Facility ', Materials Safety 
Branch AMDRFW5, D L , PEHROTTI, D J Region ?, Atlanta, Office of 
the Director BO '04 V-l I3pp 

8OO630O32S Furiuaids investigation results in response to 1C Dulletin 
BO-O6 Sys mods. design changos *> other possible actions mill 
b e pro/lriefl in monthly progress reptE beginning S00710 
Review iiiill be completed tiij B01101 
CROSS, J L Tennessee Viilley Authority 80/O6/12 3pp 



B00611'047O LER SO-Q44/01T-Q on 80060?, uih i le revieiulna instrument buses 
per IE Bulletin 7 r i>-2/, f ai lure of 250 volt dc battBi-y board 
determined to cause feedn'ater tlou to increase to Pull floui 
>- disable feed pump li ips Caused by power nonsoparation 
* Tennessee Valley Authority 80/06/13 HPP 

3006100658 EN-BO-0^ on 01 about 80061B, not ice of violation t notice of 
proposed imposition of civil penalties to be Issued to 
util Action based on alleged item of noncomp 1 lance re 
radiation in excess of limit on transport vehicle 
UROCKETT, T W , THOMPSON, I) Office of Inspection t> Enforcement, 
Office of the Director 80/06/16 Ip 



itirig repoit-5 f, IP] cited coi respondent 



BOO617O501 Forwards monthly opeialing rnpts for May 1980 

ADERCRDMBIE.H Tennesieo Valley Authority SO/06/10 Ip 



B006170507 Monthly operjtmg repts for May I960 

* Tennessee Vallei, Aulhoiiry 80/06/01 32pp 



3 Reportablc occun oiices , it'Fis ' related con ospolldenco 



B0040304-12 Formal d* Lfell BO 0.1Q/03L-0 

CALHOUN.J fl Tennessee Valley Authority 



0006030-152 LEF! 80-03B/OJ1. -0 on 800130, dur ing normal operat ioni p en fur 
halogen channel on RR-9Q-250 Foutitf doiunseale Caused by 
flioi-stuie collectod in hcilogen detector Moisture drained 
Detector dried out No iscurrente control planned 
* Tennessee Valley Authority HO/O3/P9 2pp 



80061103B/ Foi- 
CALHOUN. J R 



ros I ER SO-010/03L-0 
Tennessee Valley Authority 



--800611029? IC.R 80 040/G'SL-O on (500506. during routine startup-, va Ivc 
1-FCV-90-257-A would not fully open after closing Causod by 
short cucull due to failure of micro iontcheo in valve 
actuatoi Switches failed due t-o condeniat ion in actuator 
Tennessee Valley Authority 80/06/01 Spp 



QQ0611Oa&9 Forwards I FR BQ-O11/03I-0 

CALHOUN.J (i Tennessee Villey Authority 



30/06/05 Ip 



0006110280 1 Efl 80-011/031-0 on 800500, durino norW'll operatl on, smoke 
detsrtor in reactor hldg alarmed > would not clear Caused 
by increased detector sensitivity Detector replaced b Fire 
watch os tab 1 1 ahed until repairs nade 
J Tennessee Valley Authority 80/06/09 2pp 

0004200034 Final Part 21 rept re mi ted beat of steel supplied by US 
Steel from which 'i-inch elbouis >j 2-inch tees uiero mfg to 
AS34NPD requirement Investigations conducted !/ closed at 
46 1 19 ted fac i U lies 
SEAV.J U Chemtron Coi |> , Tube Turns Div 50/06/06 3pp 



D8CKGT 50-^60 DRDUNS FERRY NUCLEAR POWER STATION, UNIT S 
F Security, medical, emeigoncy b fire protection plans 

8006040117 Requests SOO320-2I moeting to visit technical support ctr, 
operational suppoi t tti ' emergency operations facility re 
compliance w/NUrtCQ-0631 Public comments mill be received at 
BQ0921 evening me&ting fieettiijg notice ( agenda one! 
IPPOLITQ, TA Operating Reactors Branch S BO/OS/14 2pp 

B006090>JB7 FoiwariJs proposed vule entitled, "Fire Protection Program 
for Wuclear Power Plants Qpeialing Prior to 790101 " Ru) 
adds neu Section 50 40 >, App R to 1QCFR30 f, is eipected 
to be published In fR by end of May 
EISENHUT.D G Division of Licensing 80/05/19 46pp 

9006130063 Forwards revised Pages 1-14 1, new Page 14a for proposed 
rule 10CFR50 "fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101," transmitted by WRC BOOS19 
Itr Page lla not end 
EIEENHUT.DG Division of Licensing 00/05/23 73pp 

BOD6Q60322 Submits opposition to NP.C clarification of emergency 
planning requii ements locating emergency operations facility 
within emergency planning tone adds to number of people to 
be evacuateti t ci eate* mealiness inside lone 
GODWIN, A V Alabama. State of BO/05/29 Hpp 

8006060335 Forwards H005?l revisions to training It qualification plan 
i esponses to fJRC &D0130 comments Cncls withhold 
(raf IOCFR3 790) 
MILLS, L 11 Tennessee Valley Authority BO/06/02 Ip 

B006Q60313 Foruard) revisions to safeguards contingency plan Plan 
withheld (ref lOCFflH 7901 
HILLS, L H Tennessee Valley Authority SO/06/02 Ip 

8006170803 Requests participation In MIC study of people-related 
problems in nuclear safeguards Involves collection of data 
on licensee security forces 4 practices, Including visit to 
faciliti) to Intel view security mgt personnel 
IPPQLITO.T A Operating Reactors Branch 2 SO/06/03 2op 



8006170566 Forwards supp 1 to LFR BO-01 1 /01T-2 

CALMQUN.J R Tennessee valley Authority 80/06/09 
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P Operating license itag* documents i. corre-spandance 

BQ06Q*?(H&S Foruards a.ddl TMI-2 related requirements to operating 
rctor Llcoimos rEnmrEmanti for TMI Action Plan include 
ihift manning. 1 i cens ing eiams 1. licensee d 1 1 semination 
of operating eiporiences Response requested within 3D day* 
EISENHUT.D Division of Licencing SO/05/O7 ISOpp 

6006O3-05H SufliTiarg of 900422-53 meeting ui/l-larV 1 ouneri group in Ban 
Jose.CA re confirmatory anal<jsi b testing programs 
cone e-rnlng Hark I containment kong-term program 
OfilHEBiC I Assistant Director for Plant Systems 60/05/0? app 

BOOiil30I22 Raqueits touments on WUREQ-0577, "Potential for Low Fratturt 
Tnughnfsi li Lamellar Tearing on PUR Steam Generator t, 
Reactor Coolant Pump Supports " Proposed review procedure l> 
implemtntation icbedule and 
EIBEWHUT, D O Division of Licensing 00/05/19 72p.p 

9006050177 Not! flc.it ton of 000529 m>ettnij w/util in Butheida.hD for 
utll presentation of proposed schedule For implementation 
of major no-it required bij NRC 
CLAftK.R Operating Reactors Branch 2 BO/05/27 IP 

BOOi>OS0394 Notification of 600529 meeting u/util in Bethesda.MI) to 
dticuii utll proposed design of post-ace i dent sampling 
facilUlBt 
CLARK. R J Operating Reactors Branch 3 60/03/37 lp 

9006110206 Atk reeeiat of 800425 Hr to HQ Parrls re affect of dc power 
iwpply failure on ECCE performance Response will be provided 
befor* 600735 as given verbally to RJ Clark on BQ053Q 
MIU,S,L h Temieiee Valley Authority SO/06/03 lp 

8006300604 Ltr to all EMU licensees forwarding "For Comment" edition 
of HUHEG-0619, " BWR FesSuiater Noiile '/ Control Rod. Drive 
Return Ulna Moitle Cracking ' Comments mill be evaluated by 
NRC prior to final implemsntat ion U/o ent 1 
EISeHUT,D Division of Licensing 90/06/013 22pp 

3006330311 Forwards proposed changes to facility Tech Specs per 
DO Etenhut SOOfllO llr I 1QCFR30 5? provisions 
MILLS.L M Tannes-iee Valley Authurlfcu. 80/06/13 2pp 



9006240160 ftc k receipt or SOO52CJ Hr informing NRC of stapa taken to 
correct violations noted in IE Insp Rept& 50-359/90-19. 
50-360/BO-l'l 'j 50-29fa/BO-15 

LEWIS, R C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch BO/Ob/02 lp 

-G00624O164 Respond? to HRC BOOflPA Itr r? violations noted in IE Ingp 

Repts 30-259/90-19.50-260/00-14 ', 30-^96/90-15 Corrective 
actions personnel reminded tTiat ptQceduies must be followed 
Uhen working on anij ti itical piping 5\js or equipment 
HIUUS. L M Tennessee yailey Authority 60/O5/20 3pp 

--80062W167 Forwaids IE Inap Repts 50-259/SO-19. 50-260/BO-l A ^ 
3O-296/BO-1S on 800307-0104 ' notice of violation 

LEWIS, R C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch 80/04/3'! 2pp 

8006240169 Notice of violation fron insp on B00307-0404 

Rpginn 2, Atlanta, Heflcior Operations Nuclear Support Branch 
BQ/O-J/24 lp 

80O62-10174 IE Insp Rept5 50-259/80-19, 5O-260/BO-1 4 . 50-396/80-15 on 
SQ0307-O-1O4 Honcompl lance noted reilure to follow procedures 
in heat-tr eatmerit of Unit I HPCI steam piping 

DANCE. H C n egiDh 2, Atlanta, Reactor Operations Nuclear Support 
Branch SUU.1VAN.R F . CHASE: J I, 1 Region 2. Atlanta. Office of 
the Director 80/04 '2<1 ^pp 

90062*0251 Ack receipt at BOP520 Mr inPdrming NRC of steps taken to 
correct violations noted in IE Insp Repts 5O-P59/BO-13, 
50-360/BO-ll '/ 5Q-296/BO-1Z 

LEWIS R C Heglon ?, Atlantii. F!e=iCfoi Operations Nuclear Support 
Branch BO/06/O9 lp 

8006240259 Responds to IJRC BOC423 1 tr re violations noted in IE Inp 

Repts SO-29WBO-13, 50-afcO/QCi-l I (. 50-296/BO-12 Corrsctive 
actions personnel msttucted to keep shift engineer informed 
nf iijorV status !. sys status procedure revised 
MILLS. L M Tennessee Vallei Authority BO/05/20 3pp 



Forwards IE Insp Hepts bO-259/80-13, 30-260/30-1 1 J. 
SO-296/BO-13 on 800504-O307 '. notiCE of violation 

LEWIS. R t Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch BO/04/23 2pp 



Proposed Tech Spec revitions for safety-related sys Change 
juitiflEations enc I 
Tannftsaee Vallvy Authorjtij BO/06/13 22pp 

800623043B Foruiar-ds info concerning turbine discs per B00516 request 
Continued operation of facility is ju-st if t M & OLs should 
not bD mod 1 f ie4f 4usp ended or TB .olied . based on responses 
DURflLL.J R TenneslBE Valley Authority BO/O6/ 1 9 lOpp 

000627 O2 69 Foruards lemponse to NRC 800507 Itr re implementation of 
*iv flddl TM1-E Lessons Learned requirements concerning 
shift manning.- 1 1 censing eiams. 1 ic ensee dissemination ! 
m*ll break LQCA general review matters 
MILLS.L M Tennessee Valley Authority SO/O&/23 9pp 



Inipectian report*, IE Bulletins t, t m rosponitence 



8006240567 Notice of violation from insp on 800301-0307 

LEWIS. R C Region 2, Atlanta. Reactor Qpeiations Nuclear Support 
Branch SULL1VAU, J Region ?- Atlanta. Office of the Dtroctor 
BO/04/23 lp 

8006310273 IE Insp Repts SO-S^/BO-IO, 50-260/QO-l 1 & 50-296/BO-12 on 
600E04-03O7 Noncomp I lance noted failure to demonstrate HPCI 
operable uhen RCIC uas inoperable for rnaint 

DANCE. H C Region ?, Atlanta, HeatLor Operations Unclear Support 
Branch SULLIVAN. R F , CHASE, J w Region 2. Atlanta. Offno of 
the Director BO/O4/23 6pp 

80O63S0135 Acfc receipt of BOOM I Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/BO-16, 
SO-260/BO-13 i. 50-296/90-14 

STOHR.J P Region 2. Atlanta, TUB! t-acility t, Materials Safety 
Branch 8O/06/OT lp 



flO062000'!B Forwards IE Circular 80-08, "OWR Tech Spec Inconsistency - 
Rsactor Protection Bys Response Tine " No written response 
F o_u 1 r e d 
O'REILLY, JP Region 2. Atlanta, Office of the Director BO/04/1B 



--BOO&250144 Rosponfls to NRC SOO'125 Itr re violations noted in IE. Imp 
Repts SO-P59/BO-16. 90-260/80-13 It 5Q"296/BO-1 4 
Corrective actions peisonnel trained on 800416 for emergency 
direclor duties '/ training rocoids corrected 
MILLS. L f, Tennessee Vslley /mthority 60/05/31 Spp 



300fcO?0058 Foruards IE Bulletin SO- 1 1 . ' Hasonry Kail Design " Requires 
action t uritten response IE Info Notice 79-3Q. "Overloading 
of Stfuctural Elements Due to Pipe Support" enc 1 

O'REILLY, J P Region 2, Atlanta, Office of the Director 60/03/09 
Epp 



--B006250150 Forwards IE Insp NeHs 50-^59/610-16.50-260/80-13 t, 
50-296/BO-14 on G003P4-2E) ', 0311-040-1 t. notice of 
violation 

ST01IR. J P Region 2, Atlanta, Fuel fat 1 1 1 ty ', Materials Safety 
Branch 00/04/P5 Spp 



8006040267 Forwards IE Bulletin BO-12, Dgcng Heat Removal BIJS 
Qpvrabl 11 ty " No written reiponSB required IF Info Notice 
SO-2O, "LOBS of Decay Heat REnoval Capability at Davis-Cesse 
Unit 1 Hhfla in Refueling Mode" encl 

D'HEILLY, J P Region 2. Atlanta, Office of *he Director 80/09/09 
Spp 

000612003'} Forwards IE Circulai 8O-I1, "Emergency Diesel Oenerntor Lube 
Oil Coaler Failures " Mo written response re^uire-J 

O'REILLV.J P Region ?, AGlSTita, Office of the Director BO/03/13 
3pp 



0006250155 Notice of violation from map on B0032fl-aS (. 0329-0404 
Region 2, Atlanto. Office of tlm Dippctor 80/0-1/24 lp 

8006ES0165 IE Insp Hepts SO-Sb'J/HO-^, 50-360/00-13 b 30-396/00-14 oi\ 
BQ0334-2B t 0329-040-1 Noncomp 1 lane e noted failure to train 
designated successors to emergency divcctar & to keep 
t^ainin9 records in otder ', piepatt training procedursB 
JENKINS, O R fUoion ; p , Atlantfl, Fuol Futility & t-lateriall Safitu 
Branch ANCREW3. L , PERf'Uni.D J Region 2. Atliinta, Office of 
the Director BO/Q4/J>4 !3Rp 



8006300330 Foicuards inues t iga^ i on (osultj in i>eponc to IE Bulletin 
BO-OJj Sift modi, design c hang OK ' other possible actions ulll 
ha provided In monthly progresj rcp>,s beginning BOOT 10 
Rnvleiu mill be completed by (301101 
CRQSB.JL Tennesseo VnlUi, Au'horily 00/06/13 3pp 



DOCKETED ITEMS 



47 



eOOiil7050i forwards monthly operating i ep Is For May 1?BO 

ABERCROMBIE, H Tennessee Valley Authority BO/06/10 Ip 



S00619G136 Responds to 6003 IB 1 tr re NRC position on util approach of 
applying A1F position papar for procurement of off-the-shelf 
items NRC does not concul m/util approach Procurement of 
spare or rep lacemont parts sub j *o GA controls 
HAASS. VI P Quality Assurance Branch 60/05/23 2pp 



BOO6170507 Monthly operating icpts tor llaij 1980 

Tennessee Val ley Author t t-y 83/O6/01 32pp 



S Rap or tab IE occurrences, LESs ' relat.-<l cor.espondenci 



80062600BO Recommends that util establish common baseline for future 
surveillance tests Util 77090? lr ' 790814 suppl providing 
test results showed lack of continuity among individual 
tests Past concerns re structural integrity satisfied 
VARQA.SA Operating Reactors Branch 1 90/05/30 2pp 



80061101-13 For 
CALHOUN.J R 



uards LtR SO-G21'03L-0 

Tennessee Villey Authority 



8O06110156 LEU 00-O21/OJL-0 on M00506. dur i ng routine shutdown, 
particulate channel 2-RR-90-249 was erratic f j declared 
inoperable Caused by failuir of ipcorOer amplifier Amplifier 
replaced Failure attributed >-o nornal aging 
* Tennessee Val ley Au< hori ILJ 8O/Qi,/Oi| Spp 

3006200024 Final Part 21 rept le mined lieat of steel supplied by US 
Steel from uihich -l-iuch elbows f. 2-inch tees uiere mfg to 
A234UPB requirement [rwi st i gati ons conducted ti closed at 
46 listed fac littles 
SEAYiJ L Cherotron Corp . Tube Turns [)iv BO/06/06 3pp 



9006090310 Forwards util responses to NRC BOO 307 questions 
shutdown sy5 Graphs '/ fire protection drauiings enc 1 
UTLEV.E E Carolina Power '. Light Co 00/06/02 34pp 



re dedicated 



6006500533 Forwards comments re proposed amend to Tech Specs re 
radiological effluent * environ monitoring sys Changes are 
to be incorporated into proposed Tech Specs Requests process 
control program far solidification of radioactive wastes 
VARQA.S A Operating Reactors Branch 1 BO/06/02 86pp 

B00623000B Discusses NSC generic review of secondary sys fluid flow 
instabilities at nuclear plants t associated util 750723. 
780109 V 790919 Itrs Forwards safety evaluation re steam 
generator water hammer 
VARQA, 8 A Operating Reactors Branch I BO/06/02 2pp 



DOCKET 50-261 H H HDBIN&ON PLANT, U-JIT 3 

P Securltyi medical, emergency i fire protection plans 

SQ06.O90'1B7 Forwards pioposed rule entitled. "Fire Protection Program 
for Nuclear Pouer Plan's Operating Prior t*i 790101 " Role 
adds neu Section HO 48 ' App H to lOCrflSO r, is eipected 
to be published in FR by end of May 
EI5EMHUT, D C Division of Licensing SO/0"i/19 46pp 

QOD&130063 Forwards revised Pagei 1-1.1 h neu Page lAa for proposed 
rule 10CFRSO "Fire Prtitectlon Pi ogram for Nuclear Foyer 
Plants Operating Prior to 79O101." Iransml tied by NRC 600519 
Itr Page lHa not enc I 
E18ENHUTiD G Division of Licensing 90/O5/22 73pp 

8006200507 Forwards request for addl info re fire protection program 
Licensee has yet to meet all adrai n i strati ve control 
requirements outlined In NRC 800321 Iti Fire Brigade drills 
must be performed In plant to promote teamwork 
VAHOA. S A Operating Reactors Blanch 1 eO/06/04 Spp 

BOQM8Q193 Foruraids aa<ll info to util BOO31S Itr re facility fire 
protection Addl Info includes Insulation of pipes* 
containment general areai reactor coolant pump bay area, 
electrical cable peiietrat t ons ', fire mate? pipe rupture 
UTl-EV.E E Carolina Power ! light Co BO/06/12 37pp 



8006230012 Safety evaluation re steam generator water hammer Potential 
for steam generator water hammer is sufficiently lou to 
permit; continued operation Auxiliary faettuater flow should 
be limited to 400 gpm 
* Office of Nuclear Reactor Regulation, Director BO/03/31 4p p 

BOO6230017 Forwards request fop addl info re adequacy of station 
electric distribution sye vo [ tagcsi based on NRC review of 
util 791003 tr 05 Itrs flequests response within 45 days 
VAROA, 6 A Operating Reactors Branch 1 BO/06/02 5pp 

Q006t&005B Responds to NRC BOOE06 Itr re loss of nffsite power survey 
Siity-day eitenslon Tequested to review historic files 
associated u/transiriss I on sys Total response to survey 
should be completed by 9 000 OB 
UTLEY. E E Carolina Power & Light Co BO/06/0? Spp 

BOD61B0491 Responds to NRC H00507 generic Itr re second let of TMI- 
related requirements (or operating reactors Licensee can 
meet all requirements eicopt Item 1 A 1 3, shift manning, for 
which 30-day eitenslon Is requested 
UTLEV.E E Carolina Pouer (- Lioht Co 90/06/11 3pp, , 

B0061B0361 Forwards evaluation of postulated tornado plus single 
active failure to capacity of auiiliary feeduater sys 
Qverslie drawing available in Central Files only 
UTLEY.E E Carolina Power i Light Co BO/06/12 6pp 



8006240312 Foiiuards descri pi-ions of plant emeigency ctra to meet end- 
of-<|r requirements '* commitment* Util not planning to 
construct new facilltlles Ensting structures ul 1 1 serve 
functions 

UTLEY.E F Carolina Power t, Light Co BO/06/18 7pp 



Adjudicator'^ corretpondonce 



9006230396 Application for amend to License DPR-23i revising containment 
purge !< vent valve closing time Class III fee enc 1 
UTLEV, E E Carolina Power & Light Co 80/06/30 Spp 

800623039B Revised Tech Specs re containment purge t> vent valve 
isolation time 
* Carolina Power * Light Co GO/06/20 9pp 



S00611O209 Notice of luilhdrauial from proceeding effective S00602 
Certificate of Svc end 
LEUISiB H Hearing Branch 2 f)0/06/IO 2pp 



I Financial information 



B006120011 Responds to B00508 request for Comment on Util 8-7 
registration statement Revieui identified no Inaccurate 
statements re NRC regulatory requirements or financial info 
filed u/NRC 
C.HRISTEN3URY, E Hear ings Division BO/05/E9 IP 

P Operating license stage documents ti correspondence 

&OO4090163 Forwards odtil TMI-2 related I equireniEnti to operatino 
reactors Licensees requirements for TMI Action Plan include 
shift; manning. licensing eiams t licensee dissemination 
of operating experiences Response requested mi thin 30 days 
eiSENHUT.D Division of Licensing 80/05/07 ISOpp 



Inspection reports. IE Bulletins & correspondence 



B006O20Q02 Forwards licensee response to deviation noted in IE Insp 
Rept 50-261/79-29 Arrangement of control ^ sectional control 
valves doet not meet applicable sections of NEPA Stds ti 
Code 

MURPHY. C E Region 2. Atlanta, Reactor Construction t. Engineering 
Support Branch 90/03/11 Ip 

B0061303B? Forwards IE Insp Ropt 50-261/00-07 on 900331-0403 No 
noncomp 1 la nee noted 

LEUISiR C ttegitin 2. Atlanta. Reactor Operations Nuclear Support 
Branch. go/04/29 2pp 

0006130391 IE In*p Rept 50-361/QO-07 on 900331-0403 Ho none omp 1 ianc e 
noted Major areas inspected operations, LEHs L IE Bulletin 
79-01B 

KELLQOOrP J Region S. Atlanta. Reactor Operations Nuclear Support 
Branch SAUER.lt C Region S. Atlanta, Office of the Director 
SD/04/29 Spp 



BOO6130132 Requests Comments on NUREQ-O57/, "Potential for Low Fracture 
Toughness & Lamellar Tearing on PUR Steam Generator ( 
R**ctar Coolant Pump Supports " Proposed review procedure tt 
Implementation schedule end 
EI8ENHUT.D Division of Licensing 90/05/19 72pp 



DOCKETED ITEMS 



8006060593 Forwards IE Bulletin SQ-ll, 'Masonry Ua 1 1 Design " Requires, 
action 5. written reiponse IE Info Notice 77-33, 
"Overloading of Structural Elements Due to Pipe Support 
Loads" enc I 
D'REILLV.J P Region 2. Atlanta. Cirfice at tile Director BO/05/OB 



a004Q502B9 Foruards IE Bulletin SO- 1 3, "Decag Heat Removal Su s 
Operabl 1 1 tij " Requires action ft response ursthin 30 days 
IK Info Notice BQ-20., ' Los-s of Decay Heat Removal Capability 
at Davii-Besie Unit 1 While in Refueling Mode" end 

Q'[IEILLY,J P Reglo-n 2. Atlanta, Qftice of tfse Director 8D/O5/O9 
2pp 

8CQ63001SB Forwards IE Circular BO-ll. "Emergency Diesel Generator Lube 
Oil Cooler Failures " fj Britten response required 

a'REIULY 1 , J P Region 2. Atlanta, tj.flce of the Director BO/05/13 
3pp 

8Q06190672 Responds to- IE Bulletin SO-ia, "Decay Heat Removal Sus 
Qperdb 1 1 Sty " Dnerator training ui 1 1 include revieiu of loss 
of a eta if heat removal incident Hardware. admin i i trative 
control* * safeguards are adequate 
FURR^H J Carolina Power '. Light Co BO/O6/03 2pp 

8 006250 3O 1 Respond! to IE Bulletin GO -05 re vacuum condition resulting 
in damage to chemical vol control 51,5 holdup tanks Review t 
actions tale n satisfy concern: of bulletin 
FURR;B J Carolina Power & Light Co BO/06/ 1O 2pp 

e004240'l3a Notifies of new target dates for completion of Open Item 
71-W-Q? of IE Insp Rent SO- 261 /79-19 Revision to both 
calibr programs will be completed by 80O730 Revisions to 
implementing procedures will be completed by B01231 
9TARKEV. R B Carolina Power t. Light Co SQ/Q6/24 Ip 

R Periodic operating reports >J related correspondent e 

8006140025 Forwards monthly operating rep t for rlau I9BO 
STAKKEY,R B Carolina Power i- Light Co BO/06/1O Ip 



B006160026 Monthly Op 
Carolina 



5 Reportabla occui 



iting rep* fur May I9BO 

'omer t Light Co BQ/Q6/O3 4pp 



related correspondenc 



9006050374 RO on BCKJ517, uM le operating at 4O'/ reactor power level, 
power range high flui setpoint uias not properly, reset dui-ina 
quadrant power tilt greatct tt>an 27. Cause under 
invi i-tigat i on Set-point reset ',J unit returned to operation 
BTflJlKEV.R D Carolina Power t Light Co BO/09/19 Ip 



B0060S0329 Far 
8TARKEV.R B 



ards. LER QO-013/03L-O 
Cdrolina Pouer I Light Co BO/Q5/3O Ip 



6006050332 LER SO-013/O3L-0 on SOO517. uh I (e operating at 4OK reactor 

poidei^radial tilt gr&ater than Tech Spec limit ua s 
calculated u)/o resetting pauer range high flui set-point 
Ciused bu mi'SinterpT&tat ion of Te'th Specs Setpoints reiet 
STARKEY, R B Carolma Ponfffr fc Light Co SO/05/30 3pp 

a006O.0362 Faruiards replacement tn Attachment 3 to steam generator insp 
>j tafstij e/aluation rept submitted on B00429 Mil tube added 
to list * three errors corrected 
DTLEV.E E Carolina Pauer 1, Light Co SO/OA/oa 12pp 

3004110347 Forwards LGR 9O-012/03L-O 

STftRKEY.fi B Carolina Power V Light Co BO/06/05 Ip 

80Qc,UQ35B LER BO-012/03L-0 on BOOSOt.uihile operating at 93X jiouer, 

nuclear Instruments 1 1 on vunbacV occurred Control fuses filew 
an MIS !> oiuer range detector N-42 Caused bi| faulty MIS 
circuit from detector N-42 Failed det-ector replaced 
STftflKEYiR H Carolina Power Si Lioht Co 80/06/05 3pp 

8006230572 Forwardi updated LEU ao-013/01T-l 

BTftRKEY.B B Carolina Power '. Light; Co SO/06/1B Ip 



DOCKET 50-263 MONriCELLO NUCLEAR GENERM1NG PLANT 

F Security, medicali emeigonctj */ fire protection plans 

0006020331 WoUt'les that npui teleehone sl| s called Health Physics 
Network (HPN> ha* beer, installed at site Sy s intended for 
use during emergencies to linV all pouer plants fr NRC 
Emergency Notification &ys hotline uill also be used 

KEPPLER.J Regiofi 3: Chicago, Office of the Director BO/O4/10 
2pp 

aOOi090'137 Foriuavds proptised rule entitled, "Fire Protection Program 
for Nuclear Pnuer Plants Opeiating Prior to 790101 " Rule 
adds neui Section SO 4B ' App R to 10CFR50 & 15 expected 
to be -published in FR bg end of May 
EISENH'JT.D Division of Licensing 00/05/19 46pp 

800il300ii3 Forwards revissd Pages l-l'l fc neui Page 14a for proposed 
Pule 10CFR50 "Fire Protection Progiam for Nuclear Pouer 
Plants Operating Prior to 790101,' transmitted by URC 000519 
1 tr Page 1 4a not enc 1 
ElSEtJHUT, D G Di/lsion O f Licensing 50/05/33 73pp 

B00d030334 Requests addl iim? for c one let ion of fire protection mod 
CampletlDTi date of BOO 1 ? 50 has been fstacllshed for ftre 
Hetector-related installation ' testing 
MAVER L Northern Stif'S Pooler Co BO/05/23 Ip 



80061901 7i PTI 
facility foi 
lut encl 
KEPPLER.J G 



lOes info re access of f'RC i, MF1C 
appraisal of health physics progi 



Region 3, Chi 



800(,130433 Foriuartfs status summary of open issues f i Dm 790829 firt 
protection iatety evaluation Subject to imp lemetitflt i on 
of encl requirements, u 1 1 1 proposed resolutions are 
acceptable Suppl to safety evaluation hiill be issued 
IPPQL1TD.T A Operating Reactors Branch ? QO/05/3B 5pp 



BOQdl.9010B Forujards DNL evaluations ot 
aisociatod u/fire protection SER 
1PPOL1TO T A Operating Reactors Qr 



ittals re open issue: 



BO/O6/O4 



3pp 



800i2302Sl Foruards comH'?nts on safeguards contingency plan Indicating 
need for revisions >j addl info Response must be provided 
within 60 days Comments withheld <ref 10CFR2 790) 
1PPQL1TO.T A Operating Reactois Branch 2 SO/OA/O4 3pp 

B006330374 Foiujards ilraft input to facility fire protection safety 
evaluation IE Items 3 1 10A3i c onlrol of combust ib I E6 '* 
3 1 2 (3>. autoniat i c luater suppression 5gs Ffpcnmmenda 
accepting sys controls if control valves supeisised 
HALLiR E Brookhaven Untional Laboratory BO/O6/ 1 3 3pp 

B006330337 Discusses submittal of final upgraded etreigency plans 
E i tens ion may be necessai y, depend ing on content of pending 
NRC rules on emergency plans Schedule for emergency plan 
revisions targeted to meet 800801 submittal date 
MAYER. L Northern States Po^er Co 80/06/17 |p 

9006340266 Advises of intention to leave hosea connected to hydrants in 
hose houses effective BOOB01 Proposed change mill reduce 
time requned to set up station in pieoarfltion for fire 
f lohting 
HAVER, L Northern S^tes Pou.er Co BO/Ofa/lH Ip 



G Ad judlcatorij correspondent 



B00611Q023 Notice of uJithdrawal from proceeding effective B00602 
Certificate of Svc end 
LEWIS. SH Hearing Branch 2 BO/06/03 3pp 

P Operating license stage documents >, con espondence 

8006190101 Decommissioning study of Prairie Island Nuclear Generating 
Plant, Revision 1 
JAUORSKY.M J Nuclear Pnorgij Service, ] nc EUA0633 Rl 79/09/26 



Updated LER HO-013/01T- 1 on B005I7juhile operating at 
pouer. radiai tilt calculated greater than Tech Spec limit 
Caused bij personnel Incorrectly interpreting requirements 
Personnel will be made auare of correct interpretation 
STARKEY.H B Carolina Pocuar i Light Co 60/06/18 3pp 



SOQ6IB0103 Decomrnissionirig study of Monticcllo Nuclear Generating 
Plant, Revision 1 
Nuclear Fnergy Service, Inc B1A0693 Rl 79/09/2B OBpp 



DOCKETED ITEMS 
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3006090165 Fc 



;lated requirements to operating 



shift marning 
of operating 
EISEHHUT, B G 



ee d isseminati on 
ested ui thin 30 <ja<i'. 
BO/05/07 ISOpp 



BOQ6130I2? Requests comment.^ on NljREG-0577, "Potential tor Lou Fracture 
Toughness >j Lamellar Tearing on f-WR Slojim Generator fc 
Reactor Coolant Funp Supports " Proposed Tevieu procedure >i 
Imp 1 emnnlat i on schedule enc] 
EIEEHHUT t) G Division u I Licensing 8O/O5/19 72pp 

6006030161 Summary of 8004')0 meeting u/ulil,GE ' IJUTECH In Betl<esda,MD 
re replacement of feedu.itt-i roztle safe ends NRC concluded 
that proposed mod ui/othei measuios laVen bg licensee should 
prevent excessive ciacl initiation i/ growth 
KEVEPN. T A Operating f'eactors Branch 2 BO/05/20 14pp 

BOQ6O50247 Fotuards e/ali'ation of effects of dc pniaer supply failure 
on ECCS in response to K'(C 000425 lequest Evaluation 19 
being otpandeii to consider loss or equipment due to water 
spillage ECCti equipment list will' be submitted fig BQQ830 
MAYER, L Not them States Powct Co 80/05/30 2pp 

B0061901S6 Responds to B0031 r J Iti requesting info re facilitg to update 
MN Pollution Control Agency files Lists licensee amend 
requests >> disposition nf each 
IPPDLITO.T t< Operating fleactors Branch 2 BQ/06/O3 2pp 



--B00609046! IE Insp Rept 50-263/60-07 on B003I9-21 5 0407-11 No 
noncomp 1 iince noted Major areas inspected plant operations 
small break LDCA proc edui es, f i re protec t ion, IE Bulletins 
30-03,71-33, 7B-1O t IE Circular 79-17 

MARHICK,!! F , URCHIN, C , CHQULES.U Region 3; Chicago, Office 
the Director 8O/05/Q2 7pp 



8006160245 Forwards Wasto Pi 
of violation 

DAVIS, A [1 Region 3, Chit 
Branch 80/05/QB Epp 



:taging Insp Rept 60-OB on BQ0303 8- notice 
ago. Fuel Facility i Materials Safetg 



-80Q616024B Notice of vinlatlt 
* Hegion 3> Chicago, Qffii 



on 800303 

ot the Director 



BO/O5/08 Ip 



-8006160257 Was'e Packaging Insp Kept 80-09 on 800303 Noncomp 1 lante 
noted failure to mark task used to transport raduaste 
FISHER, U L Region 3, Chicago, Fuel Facility t Materials Safety 
Branch PECK, C C Region 3, Chicago, Office of tfie Director 
80/05/O3 2pp 



R Periodic operating reports ti related correspondence 



8006O60396 Forwards Revision 1 to monthly operating rept for Apr 1980 
HAVER, L Northern States Power Co SO/06/02 Ip 



8Q0606039B Monthly operating rept for Apr 1980, Revi 5 ion 1 
MYRASO.A L Northern States Power Co BO/03/27 Ip 



B006130265 Formal ds montMi) operating rept for Mag 1980 
MAVER.L Northern States Pouep Co BO/06/09 Ip 



6006090298 Foiuaiifs design info for high-range noble gas effluent & 
containment raUliitinn noil 1 tors, 1 n response to NHC 79103O Itr 
t, TMI Tasi Foi ce Shoi t-Term Recommendali on 2186 
MAYER, L Q Northern Bt.iles Power Co BO/O6/O5 7pp 

BOO6300604 Ltr to all BUfJ licensees forwarding "For Comment" edition 
of MURCG-0619, ' RIJR Feedutater Noitlc fr Control Rod Drive 
Return Lino Noiile Ciacttiny " Comments will be evaluated bg 
NRC prior to final implementation IJ/o end 
EISENHUT.D Division nf Licensing BO/06/03 22pp 

S006170-129 Formal ds response to four of five new TMI-2 re<tui r ements 
idsntiflEd In NRC BO0507 1 tr includes items re licensing 
e laiRS, operat ing oipericnto f eedbac 'i, Bui 1 etlns 'r Orders Task 
Force final \ ec ommerida I ions ' control loom habltabilltg 
MAYER, L NOT them States Power Co BO/06/11 12pp 

60Q6200373 Informs N(1C that ulil intends to use REDV, trans 1 en t 
licensing analgsis code, for Cijcle 9 analyses Requests tliat 
ulil he notified bg 801701 if course of action Is incorrect 
MAYER. P C NOT them Slates Power Co 80/06/16 Ip 

B006230437 Formal ds response to Nf!C 800516 Itr requesting info re 
turbine disc ciacVing Response includes site-specific 
technical data, insp info-uitei chemisti g results S< generic 
inf-o No stress corrosion cracking observed at site 
MAYER. L Northern States Pouier Co BO/06/10 6pp 

Q Inspection reports, IE Bulletins t, con espondence 

800620010B Formal ds JE Circular 80-OB, "BUR Tech Spec Incon* latency - 
Reactor Protection bgs Response Time " No written response 
required 

KEPPLFRiJ G Region 3, Chicago, Office of the Director BO/Ofl/lB 
IP 



8006130267 Monthly opeiating ropt foi Mag I960 

HYDABO.A L Northern States Power Co HO/06/03 4pp 



5 Reportable occurrences, LERs li related correspondence 



6006050375 Forwards updated LER 79-015/03L-1 

MAVER.L Northern States Pomer Co BO/06/02 Ip 



~a00605037B Updated 79-015/03L-1 on 790712, dur ing routino inp, steam 
leak From ISA Intermediate pressure feeduater heater uaa 
detected Insulation removal revealed thrnugh-iiia 1 1 flam In 
heater shell Caused bg eras ion-corrasian 
HAHHCn.B J Northern States Poujer Co BO/06/02 Ip 



8006200466 Forwards LER BO-O21/03L-0 
MAYER, L D Northern States Power Co 



-B00620Q472 LER 80-021 /03L-0 on EiOOSl 5, during normal startup, reac tor 
core isolation cooling control pouer fuse opened Caused bg 
shorted iclaij coil in circuit due to ac relag inadvertent ig 
installed bg ma(nt personnel Relag replaced 
QVERL1D.T U Northern States Power Co BO/06/12 Ip 



DOCKET 30-264 DGW CHEMICAL CO 

r Security, medical. emargeiKg t fire protection plans 



8006190582 Responds to NRC 800507 Itr re Dou Chemical Co TRIGA reactor 
facility nonpowcr reactor phgslcal protection requirement 
Response not received re Dou TRIOA 7B10O5 securitg plan 
Security plan meet* 790724 !. B00325 FR rules E< regulations 
LAUGNER.R R Dow Chemical Co , Dou Chemical USA Div BO/06/09 
IP 



H0061B0070 Formal ds IE Insp Rept 5O-263/00-04 on BOD221-22 & O327-2S No 
noneompliance noted 

DAVI5.A B Region 3, Chicago, Fuel Facilitg & Materials Ba-fetg 
Oron-h 80/04/29 2pp 

BOO&1B0075 IE Insp Rept 30-263/BO-04 on BOO221-22 t. 0327-28 No 
noncompllance noted ftajoi ore.is Inspected operational 
radiation protection program dui Ing refueling ti maint. 
including urganl lat ion >j staffing tt eiposure control 
HUETER.L J Region 3, Chtcaoo, Office of the Director 
FISHER, H U Region 3, Chicago, Fuel Facllitu t< Materials Safetg 
Branch BO/O4/22 Bpp 

B006O904S3 Forwards IE Insp Rept r,0-263/80-07 on 800319-21 fc O407-11 
Mo noncompllance noted 

HEIEiHtfAN, R F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch BO/05/05 3pp 



P Operating license s-tage documents ft correspondence 



B006200S39 Advises that DNB-RS3-001-P, "Topical Rept, Dou Bgi for 
Solidification of Lou Level Raduaste from Nuclear Poujer 
Plant HI " tr Amend 1 to repb have been determined 
proprietary & will be withheld from public disclosure 
MILLER, L R Standardisation k Special Projects Branch SO/O5/23 
2pp 



08CKET 50-265 QUAD-CITIES STATION, UIIIT 3 

F Security, modicali emergoncg ti fire protection plan* 



8006020240 Notifies that new telephone sgs called Health Physics 
Network (HPN) has been Installed at site Bys intended for 
use during emergencies to link all power plants & NRC 
Emergency Notification Sys hotline will also be used 
KEPPLEFI.J Region 3, Chicago, Office of the Director 80/04/1B 
2pp 



DOCKETED ITEMS 



Forwards proposed rule entitled, "Fire Protection Program 
for Nuclear PoLser Plants Operating Prior to 7 t O101 " Rule 
addi neu SEC t ion SO 48 '. App R to IOCFR5Q t, ii Pipetted 
to be published in FR bij end of Kay 
EISENHUT, D O Division of Licensing 8O/O5/1 1 ? 4App 



a(JO>03Q072 Teth Spec change request for Tech Specs Sections 1 0-t 2i2 I 
>, 2 2i3 O,9 *j 6 0-6 4, re def in 1 1 ions, admlm s trative 
control!, safety II mi ts. 1 imi ting safety sys setting << 
limiting conditions for operation 
Commonwealth Edison Co BO/03/30 42pp 



000613-0063 Forwards revised Pagss 1-14 i neuj Page 14a for proposed 
rtilt 10CFR5O "Fire Pi-obectto-n Proaram for Nutlear Power 
Plants Oparating Prior to 790101." transmit ted bg, NHC B00519 
Itr Page 14a not encl 
ElSENHUTjD Q Division, of Licensing 30/O3/B2 73pp 

8006090016 Forwards request for addl info needed for review of 
safeguards contingency plan Requests add) info be submitted 
within 3O daij-s of receipt of ItT Encl withhold {ref 
1QCFF12 790> 
IPPOLITO. T A Operating Reacors Branch 2 80/05/27 2-p p 

6006180293 Forwards Revision I to draft emergency pLan Emergency plan 
station anneies also encl 
PEOPLES, D L Commonwealth Edison Co SQ/O6/04 2pp 

fl0061B0319 Draft emergency plan annei 

* Carc'nontiJtaUh Edison Co 60/07/31 48pp 

S004I80347 Revision t to draft emergency p lati 

* Gaminanuieallli Edtion Co 90/07/31 I39pp 

B006170559 Forwards drauiings t- responses Co- questions re fire 
protection lafe shutdoun ana 1 ys-is. re-nue s ted In NRC 791032 
Itr 
JfiNECEK.R F Commonujeal th Edison Co SO/06/O6 5pp 

--B006170564 "Single Line Diagram Einerseficy Pousr Su,s " 

* Sargent t, Lundy, Inc 76/06/30 Ip 

0004170591 "Schematic Control Diagram Engine Control S< Generator 
Eic itation. Standby Diesel Generator 1 j< 2 " 

* Sargent t. Lundij, Inc 7^/10/<>l Ip 



8006200163 Forward* corrected Tech Spec pages Inadvertently omitted 
from substitute pages sent 
IPPOLITO. T A Operating Reactors Branch 2 BO/05/30 Ip 

8006200168 Tech Spec Pages 1 1/3 1-4,1 1/2 1-9.1 3/2 2-3 - 3 3/4 3-10 
re safety 1 mi t basis, scram Insertion Ic reactor lou mater 
level scram, Inadvertent ly omitted from Amend 51 
* Convnonuealth Edison Co 8Q/05/3O 4pp 

8004300604 Ltr to all SWR licensees forwarding "For Comment" edition 
of NUREQ-061 1 ?. "BUR Feeduater Noiile Control Rod Drive 
Return Line Noirle Cracking " Comments will be evaluated by 
NRC prior to final implementation U/o encl 
EISENKUT.DG Division of Licensing BO/06/05 22pp 



SOO < &1'70456 Foruiard* verification of 
determining voltages foi Facility 
per 790BOB request 

F Commonuieal tft Edison 



nalysis program used for 
electric distribution sqs 

o BO/O6/11 3pp 



6006190307 Forwards commitments to comply iu/requ i rements t, schedules in 
NRC B00507 Itr re add] TfU-2 related requirements Dresden 
Unit 1 is currently undergoing eitensive mod t/ 
decontamination, therefore no response is provided 
PEOPLES. D L Commonue^Uh Edison Co BO/06/12 lOpp 

B006170419 Confirms availability of ECCS equipment following dc poujer 
supply failure, per BOO-125 request Hods to ensure 
availability of HPC I following dc pouer failure completed 
at Dresden t in progress at Quad Cities 
JANECEK.R F Commoniueal th Edison Co BO/Ofi/12 2pp 

8006370273 Forwards "Cycle 5 Startup Test Result! " 
JAWECEK.R F Commonwealth Edison Co BO/06/ 19 Ip 



--S006170597 "Schematic Control Diagram Engine Control Si Oenerator 
Eic itation, Standby Diesel Generator 3 " 
* Sargent (, Londiji Inc 76/07/0^7 Ip 

S006240'I90 Respond! to NRC B00435, 30, 050J, 09 !. 20 Itrs requesting a 
Info re guard training I qualification plans Requests that 
reiponje tubnittal date be ei tended to 00030-1 
PEDPLeS, DL Commontuea] th Edison Co 80/06/18 Ip 



8006270277 "Cycle 5 Startup Test Results " 

Commonuieal th Edison Co BO/O6/1 1 ! lOpp 



8006250277 Foruiartfs respuncs to NRC 800516 Itr requesting info re 
turbine disc cracHng Stress corrosion cracks not observed 
to dat* 
JftWECE,R F Commonwealth Edison Co 30/06/23 I6pp 



H General correspondence 



30061SOOB2 Reipond-s to Q00415 Itr requesting reiponse to J SmltJi 
concern* r raduaste dumping t facility Raduaste produced 
a* remit of plant operation shipped affiife for burial at 
licenced burial site 

DIRCKS, W J Office of the Eiecutive Director fc-r Operations 
80/0 S/aa Ip 

800Aia0086 fleo.ueit* rBSponse to encl J Bmith Itr re raduiaste dumplno at 
facility 

House of Rep SO/0 4/1 5 3pp 



6006370306 Forwards revised Revisions 11 fc 13 consisting OP Paga 1-7 of 
CE-l-A' "Comn Elf OA Program for Nuclear Generating 
Stations " Revised flevision 11 Includes basis on which 
equivalent education requirement! will be established 
PEOPLES.D L Commonwealth Edison Co 80/06/23 Ip 



Inspection reports- IE Bulletins i correspondenc 



8006200110 Forwards IE Circular BO-OB, 'BUR Tech Spec Incons i atenc y - 
Reactor Protection Sys Response Tine " No uirittEd response 
req,uiri! 

KEPPLER. J C Region 3. Chicago, Office Of the Director BO/04/18 
If 



P Operating license stage documents J_ correspondence 

B006090165 Forwards addl TMI-S related requirements to operating 
rait tors Licensees requirements for TMI Action Plan include 
shift maun ing. 1 ic ensing eiams t licensee d isseminat i on 
of operating experiences Response requested within 30 days 
EISEtlHUT.D Division of Licensing 30 /OS/07 ISOpp 

3006030514 Suramarv of 800423-23 meeting ui^Mark 1 oiiinen group In San 
JoieiCA re confirmatory analysis & testing programs 
concerning Mart I containment long-term program 
GRIttES.C I Asiistant Director for Plant StjEtenv HO/03/O9 Bpa 

B006130122 Rsquestt comments on NUREO-QS77j "Potential for Lou Fracture 
Toughness l< Lamellar Tearing en PWR Steam Generator fc 
Reicbor Coolant Pump Supports " Proposed review procedure & 
imp 1 mientJti on iihedulv end 
EISEHHUT.B Division of Licensing BO/05/19 72pp 

8006030062 Application to amend Licen-ses DPB-a. DPR-19, EPR-25. DPR-29 fc 
DPR-30i elarlfuing terra "o-perable." submitted as Tech Bpec 
chinae request, in reiponsa to -NRC GOO410 Itr 

F Commonueal th Frfi.-" r o 80/05/30 2pp 



B0060201B5 Forwards IE Insp Repts SO-2S4/80-07 t, 90-263/80-10 on 
BOQ3a3-27 No nontomp 1 lance noted 

DAVIS, A B Region 3, Chicago, Fuel Facility (, Materials Safety 
Branch 80/O4/23 2pp 



IE Insp Repts 90-254/80-07 & SO-265/BO-10 on 80O323-27 No 
noncompl iance noted Major areas inspected environ protection 
program. environ monitoring program & conf IT matoi y 
measurements of radiological effluents 

ESStO, T H , ORANT.H B , LOVENDALE, P C Region 3, Chicago, ufflre- 
Of the Director BO/04/17 6pp 

B006020DB2 Forwards IE Insp Rept 50-265/SO-ll on 800312-13,26-20,0403- 
04 t,' II No nancompl iance noted 

FIDBELLI.e RBfllon 3. Chicago, fleactor Construction fc Engineering 
Support Branch 60/04/26 2pp 

-8006020067 IE Insp Rept 5O-265/BO-11 on B003 12-1 3, 26-2B, 0403-04 t 1! 
No noticonip 1 iance noted Major areas inspected core spray sys 
repair p loc edures, uel di ng I personnel A, matl certifications 
DANIFLSDN, D H Region 3, Chicago, Reactor Construction K- 
Engineering Support Branch KEY, U J Region 3, Chicago, Offlc* of 
the Director B0/0-J/23 6pp 
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B00617036B Forwards IE Insp Repts 50-29-I/BO-09 & 5O-265/QO-12 on 
9QO40I-02 No noncorapl lance noted 

HEISHHAN R F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 90/05/01 2pp 

B006I70276 IE Insp Repts 50-S54/80-09 & 50-265/80-12 on 000401-09 No 

n-oncompl lance noted Major areas inspected Initial training & 

retraining of licensed '/ nonlicensed personnel t licensed 

operator requa 1 1 f i cat ion training 

SWAHSON. F R Region 3, Chicago. Office of the Director 

JACKIW I N Region 3, Chicago Reactor Operations Nuclear Support 

Branch 10/04/2'? 3pp 

3006230075 Forwards IF Intp Repls 5O-254/BO-1O 1 5O-263/BO-13 on 
BOO327-0507 No nonconip 1 1 anca noted 

HEISHHAN. R F Region 3. Chicago. Reactor Operations Nuclear Support 
Branch BO/Q5/1& 3pp 

3006230076 IE Insp Repts 50-?5<1/80-10 i 50-263/90-13 on 000337-0907 No 

noncomp 1 lance noted Major areas inspected operational 

aaf etgi 1 ong-term shutdown, ma mt fc soi vei 1 lance 

SPE3SARD,R L . CHFUSSOTIMOS, N Region 3, Chicago, Office of the 

Director SO/05/15 Bpp 

8O06O20008 Responds to IF, Bulletin 79-26 Dresden Unit 2 is only 
Facility requiring shutdown margin penalty for postulated 
B4C leaching Contiol blade exposures will be monitored 
during cycles to verify projected end-of-cijcle enposure 
PEQPLES.D L Commonwealth Edison Co 6O/05/1V 2pp 

80O630Q55S Foruiards response to IE Bulletin BO-Ofc, "Engineered Safety 
Feature (EEF) Reset Controls " Proposed mods identified only 
If present sys design may compromise protecbive action of 
equ Ipment 
PEOPLES.D L Commonwealth Edison Co 8O/06/1O <?pp 

FI Periodic operating reports 1 related correspondence 

8006110078 Forwards monthly operating repts for May 19BO 
Commonwealth Ediaon Co BO/09/30 Ip 



BOO611QOB4 Monthly operating repti for May WSO 
Commonweal th Edison Co 60/05/30 25pp 



9Q06110O34 Foruiards llsl of mods, tests V experiments completed during 
May 1980 ( summary of safety evaluations 
KALIYIANAHIB. N Commonwealth Edison Co BO/Oi/02 2pp 



S Reportable occurrences! LEHs & related correspondenc e 



BOO-6U0320 Forwards UER 90-012/03L.-0 

KALIVIANAKIS.N Commonwealth Edison Co BO/05/27 Ipp 



aOO6110330 LER BO-012/03L-0 on 800428, reactor uater conductivity 
exceeded 10 umhos/cm Tech Spec limit Caused b(| depleted 
deminera 1 1 : ers Unit shutdown Initiated Deminera 1 i i en 
regenerated i> low conductivity coolant added to reactor 
WiHREMWALD, J Commonwealth Edison Co SO/03/27 2pp, 



9006110363 Forwards 1 ER 80-013/03L-0 

KAL1VIANAKJS, N Commonwoa I th Edison Co 



8006110369 IFR BO-013/03L-0 on 800428, uih i le pet-forming LPCI motor 
operated valve opevabllity test tt RHR lo suppression chamber 
test, coaling valve MCI 2-IOOI-36A failed to close Caused by 
binding of plunger arm on auxiliary Interlock contacts 
MURRAY.R Commonwealth Edison Co BO/O5/27 2pp 



B006B70266 Forwards LER BO-010/03L-0 

KALIVIANAKIS, M Commonwealth Edison Co 



B006270272 LER BO-010/031 -0 on )00517,uhile performing quartlerly M3IV 
closure timing surveillance procedure QOB 2SO-4. 11SIV AD 
2-203-IC closed In 2 5-s & HBIV AO S-203-aD closed in 9 1-s 
Cdused bv squipmont Failure Speed control valves adjusted 
STEFFES.C Commonwealth EdUon Co BQ/Oft/IO 2pp 



DOCKET 50-E66 POINT BEACH NUCLEAR PLANT, UNIT 1 

F Security, medical, emergency 4 firs protection plans 

B006O3O177 Notifies that neui telephone sys called Health Physics 
NetuiorV <HPN) has been Installed at site Sys intended for 
use during emergencies to link all power plants & NRC 
Emergency Notification Sijs hotline ui 1 1 alia be used 
HEPPLER.J G Region 3. Chicago. Office of the Director BO/04/1B 
2pp 

80060904B7 Forwards proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds new Section 50 4B t. App R to 10CFHSO & Is expected 
to be published in FR by end of Mat) 
EISNHUT,D G Division of Licensing SO/05/19 46pp 

9006130063 Forwards revised Pages 1-H & new Page 14a for proposed 
rule 10CFRSO "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101." transmitted bif NRC 800519 
1 tr Page 14a not end 
GISENHUT, D Division of Licensing 30/03/22 73pp 

80063D0452 Forwards addl info re design of filed water suppression sgs. 
fire hydrant insps t, control room light flitures for fire 
protection tafety evaluation Notification requested by 
B00719, If design mads are required 
FAV, C W Wisconsin Electric Power Co 80/06/23 IBpp 



Adjudicator!) correspondence 



G00603O2B9 Request for hearing on B00404 mod of 791130 order re 
resumption of operation despite continued existence of stoam 
generator corrosion processes Asserts American Physical 
Boclety position re serious safety problem 
FALK,K K Wisconsin's Fnvlronmental Decade BO/03/2? 2pp 



B006170399 Response In opposition to UI Environ Decade, Inc 
request for hearing re steam generator tube degradation 
Intervenur repeated claims before ASLB t failed bo establish 
interest re mod to confirmatory order W/Certif icate of Svc 
CHARNOFF.O , O'NEILL.J H Wisconsin Electric Power Co CHARNOFF. 
Shau. Pittman. Potts (- Trouibridge BO/06/12 7gp 



P Operating license stage documents & correspondence 



8006090169 Forwards addl TMI-2 related requipementi to operating 
reactors Licensees requirements for TMI Action Plan Include 
shift manning. 1 icensing exams I licensee d issaminat ion 
of operating experiences Responie requested within 30 days 
EIBENHUT,D Division of Licensing 80/03/07 ISOpp 

B006040060 Notifies that facility tuill use Chem Nuclear, Inc Model CNS 
6-00-2 radioactive shipping cask for delivery of matls to 
carr ier 
FAY, C U Wisconsin Electric Power Co 80/05/14 Ip 

8006130122 Requests comments on NUREO-0577. "Potential For Law Fracture 
Toughness t, Lamellar Tearing on PWR Bteam 0nrator & 
Reactor Coolant Pump Supports " Proposed review procedure t 
imp 1 emantation schedule end 
EISENHUT.D Division of Licensing BO/05/19 7Spp 

8006170S44 Forwards Amends 43 i. 30 to Ucensui DPR-24 It DPR-27, 
resp active 1 y, safety evaluation */ notice of issuance It 
aval lability 
CLARKiR A Operating Reactors Branch 3 SO/03/20 3pp 

B006170249 Amends 49 (. 50 to Licenses DPR-24 S. DPR-27. respectively, 
Incorporating Tach Spec* contained In Apps A t B In license 
Amends add limiting conditions for operation !< surveillance 
requirements for low temp mitigating sys 
CLARK.R A Operating Reactors Branch 3 60/05/20 36pp 

8006170253 Safety evaluation supporting Amend* 43 t> SO to Licenses 
DPR-24 1 DPR-27, respectively 

* Office of Nuclear Reactor Regulation, Director BO/05/20, 
12pp 



B006300330 EN-80-23 notice of violation fc notice of proposed imposition 
of civil penalty will be issued on or about BOO 6 20 Action 
based on none amp 1 lance re external radiation levels on 
vehicle eiceeding limits Hill tsiue press release 
BROCKETT,T W , THOMPSON,!) Office of Inspection (. Enforcement, 
Office of the Director 80/06/18 Ip 



8006170256 Notice of istuance t- availability of Amends 45 b 90 to 
Licenses DPfi-24 & DPR-27, respectively 
CLARK, R A Operating Reactors Branch 3 BO/09/20. 2pp, 

5006130037 Forwards safety evaluation supporting design aspect! of 
containment purge valve Isolation override I, other 
engineered safety feature actuation signals except radiation 
monitors which initiate containment purge isolation 
CLARK. R A Operating Reactors Branch 3 BO/05/38 2pp 
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B 006 13003? Safety evaluation supporting design aspects of containment 
purg-s value isolation override i other engineered safety 
feature actuation signals except radiation monitor? which 
initiate containment ourge isolation 
Operating Reactors Branch 3 BO/05/33 Ip 



8006300262 Responds to IE Bulletin 80-12, "Decay Heat Removal Sys 
Qperabilitij " Plant design does not provide for automatic 
actuation of ECC& rec ire ula t ion or automatic positioning ot 
containment re-c irculat ion sump valves 
FAV, C W Wisconsin Elect! 1C Pomer to BO/06/O9 2pp 



0006130010 "Technical Evaluation of Electrical Instrumental j on t, 
Control Design Aipects of Override Containment Purge Valve 
Isolation '- Other Engineered Safety Feature Signals for 
Point Bsach Nuclear -Po-uni Station, Oni ts 1 S- 2 " 

HACKETT, D B EOVCi Inc FINA-O2t31 EGOUB3-4139 79/O9/30 
lipp 

8QC4O3Q3*H Forwards description of proposed mode to instrument bus 
pauer supplle-s, in response to NflC 000421 iti- Mods mill be 
completed by EJ101O1 Diagram of proposed supply syi to white 
& ijeHou instrument busses enc 1 
FAY,C K Wisconsin Electric Foyer Co BO/OS/a? Ipo 

6006110279 At* receipt of BQ0516 I tr requesting that samples of steam 
generator tubes be provided to J Uaeks at BNL Directed 
principle consul tan t, lies t 1 nghouse. to provide samples & deal 
uj/J Weeks direct!!, 
FAY,C W Wisconsin Electric Power Co BO/OA/O3 Ip 

QQ0611O1S9 Advises that "til 15 forward ing , utid er separate cover, let 
of plalno (< instrumentation diagrams for plant Listing 
o-f diagrams also forwarded u/package 
FAY.C W Hisconsin Electric Power Co 00/06/04 Ip 

BQ06ia0307 Discusses NUHEG/CR-IEBO re power plant staffing Util has 
neither unlimited funding no-r url imjted supply of people to 
implement BIJS uhich Navy has d eve- loped Uists THI-related 
aipects uhich have been overlooked 
SUTTHEfl.TA Affiliation Unknown BO/Q&/03 6pp 

BOOfiI80535 Withdraws 600514 request tor NRC contractor to visit 
factlitv to perform interviews & other activities associated 
ui/NRC contract Uiil 300527 Itr requested postponement or 
cancellation of visit due to iugh level of plant activities 
HEISHMAN,R F Ranlon 3, Chicago. Reactor Operation! Nuclear Support 
Branch BO/fl./O5 If) 

a006ie055B Responds to 1300314 request that NRC contractor be allowed 
to visit facilitg to m&et a/training itaff lc test emeruencg 
procedures Requests p oitponernant or cancellation of visit 
due to high, level of activities at plant 
BURSTERS Wisconsin Electric Poucf Co BQVO.5/27 2pp 

9006200160 Forwards response to NHC 800507 Itr re five addl TH1-2 
related rmJirement ? for operating reactors Assumes that 
imp 1 metita tion at adol requirements uas not meant to impeac 
completion of previous commitments 
FAY, C W Wisconsin Electr-ic Power Co SO/06/11 Bpp 



Q006200541 Acta leceipt of 8005^ Itt informing NRC of steps taken to 
correct violations noted MI IE Insp Repta 50-266/BO-O6 ft 
50-301/80-05 
HltiD.J ft Region 3, Chicago: Safeguards Branch QO/0&/1O Ip 

30062005*7 Responds to riRC 800502 Itr >e violations noted in IE Insp 
Bepts 50-2if./BQ-Oo t, ^0-301/BO-OS Corrective actions 
withheld (igf lOIFFB 79Q ) 
QURSTCItJ.S Uisconsin Electric Power Co 00/05/39 Ip 

8006330039 Forwards IE Insp flepts 50- 2(.b/BO-OS tf 50-301/00-07 on 
B00519-23 No noncomplianc& noted 
HIUD.J A Region 3, Chicago- Safeguards Branch SO/06/10 2pp 

0006330043 IE Insp Hepts SO-26&/8Q-OS I 50-301/BO-07 on 800519-33 No 
noncomp 1 lance noted Major areas inspected matl control *t 
eccountabil itu, organ i lat i otii measurement t c on troli storage 
t, inventory Fiept details uithheld lief 10C-FH2 790> 
IH1MD, J A hlegion 3, Chicago. Safeguards Branch FINLEV. A G . 
PATTERSON, J P Region 3, Chicago Gffice of the Director 
BO/0&/10 Ip 



H Periodic operating reports ', related correspondence 



8006170473 Forwards monthly operating iepts For Mag 19BO 
FAY,C W Wisconsin Electric Power Co BO/06/IO Ip 



~ 80Q6170H77 Month lij op< 
FAV.C U Wisconsin 



sting rept? 



Mag 19BO 
D 80/06/O5 



S Reportabli 



:urretKes, UERSi 1 related 



Inspection repoi-tSi IE Bulletins t, correspondence 



orwards LEft BO-005/03L-0 
Wisconsin Electric Power Co 



8006110161 LEFI BQ-OOS/O3L-0 on 80041 7, dui- ing normal opernt i on, rovio 
security logi revealed that designated fife brigade uias 
belou mln supervision requirements on three occasions Caused 
bij oiierations personnel designation error 
FAY. C W Wisconsin Flectric Pnuer Co 60/06/02 2pp 



V Operator Eiaminations 



0006110271 Requests cqncuriencc that opeiating training progi 
equivalent to eitra man concept or background studies to 
justify arbitrary requirement Replij requested by 800701 
FAY.C W Wisconsin Electric POUIBI Co BO/O6/04 2pp 



GOOiiaOS74 Foruards IE Insp Repts 5O-266/8O-07 (. 50-301/80-06 on 
S0040S-10 No noncompl iance noted 

DAVIS.A B Rejion 3. Chicago. Fuel Facility S. Materials Safety 
Branch BO/OS/OS 2pp 



DOCKET 50-24,7 FORT ST VflMN H'JCLEAR GENEHATING STATION 

E NHC Safety Evaluation Report (8ERI, auppls tt correspondence 



B006ie058i IE Insp Hepts 50-366/30-07 ' 50-301/B{>-06 on 90O40B-10 No 
noncompl iance noted Major aroas inspected radiation 
protection program associated u/ref ueling outage, including 
radiation protection procedures i training exposure control 
MILLER, D E , LOVEMDALE, P C Region 3. Chicago, Office ot the 
Di roc tar FISHER- W U Region 3, Chtcago, Ful Fatilitu '> 
Mater-tali, Safety Branch BO/D4/2E3 7pp 

aOQi200372 Fnrmardi IE Irsp Repts SQ-36&/BO-09 t, 90-301/80-06 on 
900310-14 * 0408 No none ompl 1 anCH noted 

HEISHrtANpR F Region 3. Chicago, Reactor Operations Nuclear Support 
Branch BOVOS/1A 2p p 

B0062002BO IE Irsp Repts 5O-266/SO-09 B 50-301/BO-OB nn B00310-14 'j 
040B No uoncDinp 1 lance noted Major areas Inspected plant 
procedures (. operator training On 80040B meeting uas held 
tn revieu plant performance 

HARMICX.R F . SMITH. J D , REIMANN.F H Heg ion 3, Chicago, Office 
of the Uir-actor SO/05/16 5pp 

S0060S0034 Forwards proprietary response to IE Insp Rejits 50-266/90-06 
fc 90-30I/BO-OS Revision to modified amended security plan 
withheld <i-ef 1OCFR3 770) 
BURSTEIM.S Hisconsin Clettric Pouer Co QO/05/S9 Hpp 

BO&61906SO Respond! to !E Bulletin BO-09, "Hijdramotor Actuator 
BeficiBnciaa " Mo safety-related sys at tomponent us AH-fO 
or NH-^0' seriei hujdramotor actuator 
FAY. C U Wisconsin Electric p-guier Co 60/05/a 1 ) Ip 



S006200626 Foruartfs safety o/aluation of facility accident reanalytK 
in support of full pouier operation Reanahjscs results are 
acceptable to justify Pull poucr operation provided that 
noted conditions are nn't 

DENISE.R P Assistant Directoi for Cole !. Containment Systems 
BO/04/30 Ip 

B0063Q0629 Safety evaluation of facility accident reanalyses in 
support of full pouipi operdtian Reanalyses results arc 
acceptable to justify full poucr opevation provided that 
nuted conditions ai e met 

* Assistant Director for Core 4- Containment Systems BO/04/30 
19pp 

F Sec until i medical, enieigency * firo protection plans 

B004020S41 Prnvldes info re IIRC contractor personnel uho are HVely to 
visit facility w/NRC peiaonnel to appraise health physics 
program Onsite phase is scheduled for approi 2 uks 
beginning 900616 tist of contractor personnel enc 1 W/o end 
SEYFRIT.K V Region 4, Dallas. Gffice of the Director SO/05/17 
IB 

8DO4030435 Forwards security plan mods re tables of changes fc contents 
Plan withheld (ref 10CFRS 71O) 
WAREMBDURO.I) W Public Service Co of Colorado BO/09/19 3pp 
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BQ06l300t3 Forwards revised Pages 1-1-1 >- lieu Page 1 4a tar proposed 
rule 10CFR5O "File Protection Progiam for Nuclear Pouer 
Plant? Operating Piior to 790101,' transmitted by IJRC B00519 
Itr Page 1 'Is not end 
EISENHUTrD G Division nf Licensing 90/05/23 73pp 



E006040041 Responds to IF Bulletin 80-03, "Loss of Charcoal from Btd 
Typo I!r Tuo-Inch, Ti aij /idsorber Cells " Lists Filter cells 
used in reactor plant eihajst si/s Insps of inservlco >J 
stored cells found none of defects noted 
LEE. G R I'utllc Service Co or Colorado 60/03/92 lp 



P Dp erat ing 1 1 1 



9QQ6Q90165 rorujtii ds addl TKI-2 related i PO.U I remants to operating 
react ol 5 Licensees requirements for TM1 Action Plan Include 
stiift mann ing. I i cens i rig eiams > licensee dissemination 
of operating eiperiences Response requested mithin 30 days 
EISENHUT,n G Division of Licensing 00/05/07 190pp 

SOO6130122 Requests comments on NUHEG-O577, "Potential for Loui Fracture 
Toughness >i Lamellar Tearing on PUR Steam Generator f. 
Reactor Coolant Pump Suppoi ts " Proposed review procedure i 

' imp lemonta t i on schedule enc 1 

EJSEUHUT, 1) G Division of Licensing 80/05/19 72pp 

BQQ605O301 Discusses status of fluctuation testing For rise-to-pouer 
program Definite date for completion of tests below 70/ 
pouier cannot be established at present Region constraint 
devices do not represent adverse conditions up to 70'/. power 
1-lAREhBQURO, D W Public Service Co of Colorado SO/05/27 2pp 

9006060266 Foruai ds add! info requested by NRC supporting change to 
Tech Spec I)F 6 1 le fissile fuel thorium/U ratio 
Demons ti ales effects of kernel burnup on TRI5O dicarblde 
fue-1 performance under simulated core heatup conditions 
BUARTpF F Public Service Co of Colorado BO/O5/2B 5pp 

8006O602/3 Advises that licensee never received NRC SQ03Q7 Itr to all 
operating reactor licensees Licensee obtained copy from 
consultant but mill lake no inmediate action until Itr is 
formally transmitted from NRC 
SHrtRT.F E Public Service Ca of Colorado 90/05/30 lp 



B006040043 Responds to IE Bulletin BQ-Q>>, "Engineered Safety Feature 
(ESF) Reset Controls " Ut 1 1 Interprets bulletin as applying 
only to PUfls I BURs i not to HTGFJs Lti constitutes closing 
rof for 7Q-day reporting requ i i amen* 

Public Service Co or Colorado BO/03/27 lp 



B006040040 Submits supplemental reply to IE Bulletin 79-14. "Seismic 
Analysis for M-Huilt Safety-Related Piping Sys " To d'alei 
352 of 9B9 seismic Class 1 isometric packages have been 

SWARI.T E Public Ser.ice Co c-F Colorado 30/04/33 4p p 

B00624017B Forwards IF Tnsp Rept 50-267/60-0? on B0041S-1Q lie. 
noncomp 1 lance noted 

MADSEIJ, Q L Region 4, Dallas. Reactor Operations Nuclear Support 
Branch BO/01/30 2pp 

--B0062401B2 IE [fsp fiept 50-2&7/BQ-09 on B00415-18 No nmncompl iance 
noted Major areas Inspected prnc edureSi surve 1 1 lance oF pipe 
support '/ lestraint a^s.maint program i plant tour 
WESTERHAN, T F , DE/iN. S Region 4, Dallas, Reactoi Operdtions 
Nuclear Support Dranch aO/O-l/aO "Ipp 

B006240O50 Forwards IF Insp Rept 5O-2fi7/BO-Oa on S00401-30 fc notice 
of violation 

MAD3EN, G L Region 4. Dallas. Reactor Operations Nuclear Support 
Branch BO/09/06 2pp 

8006240053 Notice of violation from insp on 600401-30 

* Region 4: Dallas* Reactor Operations Nuclear Support Branch 
BO/OS/05 lp 



F-oiuards Star'up Ropt 15, "Initial Approach tn Power Testa 
>," for SQO223-0322 
, D Public Service Co of Colorado BO/06/05 lp 



aOt>iii0033 Startup Rept 19i "Initial Approacli to Power Tests 
IB-Series)," for 000223-0932 
Public Service Co nf Colorado GO/OS/2? 2pp 

B006170692 Requests relief f I om Tech Bpoc LCD 429 renuircmonta until 
mid 1 'Jill i due to excessive purified helium leakage in Loop 3 
s team gencratoi pene ti ati on i'js Leakage paths represent 
penetration closure leakage different from LCtl 429 

. I) U Public Service Co of Colorado BO/06/OD 9pp 



BOO1BG01<1 Discusses licensee T?OB?Z request for i oute approval to 
cover shipments of spent fuel from facllltij chemical 
processing plant Revlocu of routo approval request is aubj tn 
NRC fee schedule Requests paijmcnt of i evieu fee 
MILLER. U License Fee Management Branch 00/06/06 lp 



8006240055 1C Insp Rept 50-267/SO-OB on 500401-30 Noncomp 1 lanco noted 
failure to meet Tech Spec for diosel generator dag tan* 
leval s 

D1CKERSQN.M U , COLLINS,!) E Region !, Dallas, Office of the 
Director WCSTERMANr T F Region 4. Dallas, Reactor Operations 
Nuclear Support Hi ancli BO/OS^OS 6pp 

B006O409'?3 Forwards IE Bulletin BO- 11, "Masonry Uall Design " Requires 
action ', written response IE Info Notice 79-aB, 
"Overloading of Structural Elements Due to Pipe Support 
Loads" enc 1 

SErFRlT.K V Region 4p Dallas. Office of the Director HO/05/OB 
in 

B0060402BB Forwards IE Bullotin 00-12. "Decay Heat Removal Bga 
Dper ab i 1 i tij ' No written response required IE Info Notice 
BO-3Q, "Loss of Decai) Heat Removal Capability at Davl*-Beae 
Unit 1 Nhile in Refueling Mode" encl 
SEYFRIT, V Region 4, Dallas. Office of the Director 80/05/09 



006240593 Advises that Clfc of Controller has been notified to issue 
invoice re "/90Q22 request for route approval to cover 
shipments of spenl fuel from facility to ID Chemical 
Processing Plant in ArcoiID 
MILLER, U O License Fee Management Blanch EIO/06/06 lp 

SOO61S0419 Discusses previous commitment to conduct SR 5 3 7, secondary 
coolant actlvllyiat 7?-k Intervals Proposes beta/gamma scan 
at 72-h intervals & SFi 1 3 7 at 1 uk interva 1 B, due to 48-h 
duration of SR 5 3 7 

. D Public Service Co of Colorado SO/06/10 lp 



8006340400 Advises that licensee cannot respond to NRC 000507 Itr re 
addl TMI-2 icqutremont; w/o referenced NRC Hrs on shift 
manning & licensing einmlnetl ons Licensee will respond upon 
receipt of appropriate correspondence 
WAREMBOUHG, D U Public Service Co Of Colorado BO/06/ IB lp 

BOO6270199 Responds to question re effect of Fissile fuel Thonum/U 
ratio reduction Total core ratio remains unchanged 

t Public Service Co of Colorado BO/O6/2O lp 



Q Inspection reports. IF Bulletins .V correspondence 



BOOAQ30353 Comments on IF Info Notice BO-OA NRC should provide more 
guidance li specific examples ror Bubparagraph 6 Requests 
that NRC install speaker phones that ui 1 1 permit 
communication between site ! NRC operations etr 
WAREMBDURO, D U Public Service Co of Colorado 80/03/10 3pp 



B006060053 Ack icceipt of B00506 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-267/80-06 
MAD3EM.O L Region 4, Dallas. Ruactor Operations Nuclear Support 
Branch 80/05/3? lp 

8006060097 Responds to NRC 80C-IIO Itr re violations noted In IE lnp 
Rapt 30-267/00-06 directive actions calibr test of moisture 
sld mill be perfoimed t request for change In Tech Spec 
wording will be submitted 
LEE, R E Public Service Co of Colorado 80/03/06 2pp 

B006240005 Notifies that 1C In<u Rept 50-267/79-32. forward erf by 800319 
Itr, should be changed to 30-3.67/79-31 

DROWN. D Region 4. Dallas. Fuel Facility & Haterials Safety 
Branch HO/OS/23 lp 

-- -0006240007 forwards IE Insp flepfc 50-267/79-21 on 791306 No 
nancomp 1 lance noted 

DROMN.G D Region 4, Dallas, fuel Facility & Materials Safety 
Branch BO/O5/19 2pp 

8006240008 IE Insp Rept 50-2*7/79-21 on 791S06 No noncomp L lance nofcsd 
Major areas inspected i eo.u I rements of waste burial firmsr 
audit program, regulations, i na ti uctlons J- operating 
procedures 

BRQUN.G D Region 4, Dall-as. Fuel Facility - Material* Safety 
Branch HARRISON, H C Region 4, Dallas, Dffito oF the Director 
6O/05/15 3pp 



DOCKETED ITEMS 



R Periodic operating reports >. related correspondence 

HQ06090375 Forwards monthly operating rpt for Apr 17BO 

WAREhBQURQ.D Public Service Co of Colorado 80/O9/29 Ip 



Monthly operating rept (or ftpi- 19BQ 
Fu*l(c Service Co of Colorado 80/05/29 9p p 



9006060269 Foruardi applicant pi opened findings of fact 
of law In form of initial decision 
MCGAflRY. J M Debevoise '- Hberman QO/05/19 Ip 



conclusions 



"B006Q&02B1 Submlttal of pi oposed finding 

(n farn of initial decision 

I1COARRY, J M Duke poorer Co MCOARRV, J H 
BO/03/19 Ip 



t fact t- conclusions of 
bevoise & Liberraan 



0006140017 Foruard-i monthly Operating rept for May 19BO 

WAREMBQURG.D Public Service Co of Colorado 90/06/0*. Ip 

8006I6O036 Monthly operatinj rept for rlay 1980 

OAHM.J H Public Bsrvics Co of Colorado 6O/Ot/02 5pp 



--8006060286 Proposed initial decision containino findings of fact t< 
conclusions of laui. approving am end to authority storage of 
Oconee ipent fuel at McGuire Environ radiological monitoring 
program shall be maintained U/Certi f icate of Svc 

MCSABRY. J tl Duke Pouier Co P1CGARRY, J M Debevoise & Llberrtan 
BCV05.M9 BSof 



8 flaportftble nc eurr ences, LERs t related correspondence 

SOC&IouOaO Foruavds LER SO-Q24/03L-O 

WrtREKSOURO, D Public Service Co of CoJoraiJo 9O/06/O6 Spp 

3006160031 LER BO-024/03L-O on B00512, at fJ'l. thermal ppuier.lC 
circulator seal differential pressure dcreaa*d 
significantly due to unknoun causes Equalmng valve tidied 
ti 1C circulator buffer hallun pr*-ssure returned to noPmail 
* Public Servic* Co of Colorado BO /Ob/06 Ip 



Forwards LER 8Q-023/03L-0 
MAREKDQURO.& PubUc Service Co of Colorado BO/06/O6 



BQ0616QI18 LEfi BO-023 /O3L-0 from 8005O7-17. p lant uai operatd 
ui/roergncB feeduiatei- haader luoplg to hilium circulator 
utter turbine drives of one loop Isolated on four separate 
occailons Caused tg valva laa^age ft line leakage 
OftHM.J U Public -Sirvice Co of Colorado BO/06/Oi Ip 



S0061BOS17 Response in opposition to Carolina Environ Studg Group 
80052V proposed elements of fact 1. conclusions of lau toward 
initial decision ND good reason presented for not approving 
application re spent fuel shipment ll/Cartif icate of 9vc 
HCOAHRYrJ M Duke Pouier Co IICSARRV. J M DebevOiSB & Liberman 
80/06/13 atop 



B006190591 Formards ] 
Form of initial 6et 
authoriie Oconoe BJ 
Hcduire 
KErCHEN. E Mean 



opoied fmOinga of fact fc conclusions of lain tn 

tioih approving license amend to 

it fuel transportation Co & storage at 



9006190606 Proposed finding? 
initial decision appiovmg 
spent fuel transportation 
Proposed transcript COT rec 
KETCHEN.E O , HDEFLIMG. ft k 



H Oeneral correspondence 



t fact t, conclusions of law In form at 
icense amend to authnrtie Dconee 

'- atoiage at McOuire 
ona '> Certificate of Svc enc 1 

Hearing Branch 4 8O/Q6/17 ISSpp 



FtO on SO0501 t 0617. mi tiu* release* of rad ioaet i vi tg 
occurred in reactor bids Caused tij malfuiic tion in helium 
circulator -njs No radiation ua* raleaseil Into atmosphere 
Public t priann*l health ti lafetij uare not jcopardlicd 
OftBCHUES.J A Public Service Co of Colorado BO/Od/lB Ip 



B006270203 Foruiaids county board resolution requosting NF1C to 
using onsite storage of radioactive matls rather than 
shipping through county Also forwards board resolution 
requesting public Input ra DOT regulations 
MARSHALL-H R Mac k lenburg Countg.NC 80/06/23 3pp 



DOCKET 30-847 OCCNEE WUCLEAR STAT10II, UNIT 1 

P Sicitritiji midieaii efUBrgencij & fire protection plni 

S0060904B7 Fnruard* proposed rul antitled, "Fire Protaction Program 
fop Nuclrar Power Plants Operating Prior to 790101 " Rulo 
*ddi mu Section 50 4Q tt App R to 10CFR30 tc tl n petted 
to SB publishtd In FR Si) ffnd of Maij 

. D-0 Division of Litfrniing 90/03/19 46pp 



'900613Q063 Far-ward i rgvised Page* 1-14 I. neui Pagt 14 for proposed 
rule 1OCFRSQ "Fir ProtBKfelon Program for Nuclear Power 
Planti Operating Prior to 790101," transmitted bg NfiC 900519 
Itr Page 14-a not end 

Q Division of Licensing SOVO9/2S 73pp 



P Operatlnj license stage documents i correspondence 

GOO 6240237 Responds to technical assistance request for proposed Tch 
Spec changes for 3t,M opeiatinij plants Forwards requirements 
for addl Info 
ISRAEL, E L TI1t-a Bulletins '. Clrdors 79/00/29 13pp 

800605033 1 ? Fnruarda schedules for util responses lo NRC 7 C ?11S1 Itr r* 
C Michaalson concerns on small break LOCAs 

TM1-2 Bulletins * Orders 79/12/10* Ip 



80Q6O60aB3 Foruiartfs documents for Auiiliarg Sys Branch revlBW of 
auxiliary feeduiater rel i iibi 1 1 tij analysis for QtilJ operating 
p lants N/o enc 1 s 
CAPRft.R A Uight Water Heactor* Branch 3 80/01/17 3pp 



Fovuiards revision to safeguards contlngencg plan Plan 
withheld (rtf 1QCFR2 790) 

Duke Pouinr Co 00/03/30 Ip 



8006160074 Forwards rivision to nuclear securltg training !> 
qualification plan Plan withheld tref IOCFR2 79O) 
Q DuVe Pouef Co BO/O&/09 Ip 



B006300004 Forwards comments 6 requests for add! Info re guard training 
& qualification flan End withheld (rcf 10CFR2 790) 
REIB.R H OneraUns Reactors Branch 4 90/06/12 Zpp, 

80062*0209 Foruiard* covtr Itr to 800609 revision to nuclear uturitij 
training S. qualification plan.Ltr withheld (ref 10CFR2 790) 
PARKER. M O Duke Pouier Co GO/06/19 Ip 



9006200563 Forwards revision to 800317 route approval request for 

shipment of spent fuel. chang ing dates for shipment 

Revision withheld (ref 10CFR2 79O) 

PARKER, W DuVe Pauper Co 80X0-1/17 Ip 

6006090165 Forwards addl TM1-2 related reiiii iremanti lo opBi^tlnj 
reactors Licensees requirements for TMI Action Plan include 
shift manning- H c ens Ing eium-s ! licensee dissemination 
of operating eiperiences KijEponiie requested within 3D dous 
EISEtJHUT.D Division of Licensing BO/05/07 ISOpp 

B00613012S Requests camments on NUBEO-0377. "Potential for Lou Fre*uri 
Touohne'ss i Lamellar Tearihg on PUR Steam Generator ( 
Reactor Coolant Pump Supports ' Proposed review procedure & 
Impl omentatlon schedule one 1 

G Division of licensing BO/05/19 7Spp 



Adjudicator^ correspondenci 



S006240S9'! Forwards Lincoln County NC Boarif of County Commissioners 
791001 ; 800HOS resol utiona affirming position that npent 
nuclear fuel should be trarispor Ced tram tkonen to HcOulre 
on Interstate highways 
HOUSGR.F (1 North Carolina, Stats of 00/04/17 3pp 

6005230577 Advises that util is to submit proposed findings of fattr by 
Q005I9, non-NRC parties by 600339 ( URC by 800&09 
MCQARHV/J n Dffbevoite t Llbec-man SO/O-f/30 tf 



9006040S17 Foruiaids NFS-1001, 'Reload Design Ma thodolnoy, nviion I. 
replacing original entirely Incluiioi design of unroddtd fuel 
eycles, clarifltation of certain areas t. typooraphical error 
corrections Rept methods intended for use by Aug J98J 
PARKER, W Q Duke Pouisr Co 60/05/20 Ip 

-- [i006O1OE?l "Relond Design Ma thodology, " Revision 1 
1 Dule Pouef Co WS-lOOl 80/05/31 300pp 

9006130032 Requests submiltal of afficnri to license updating rqnlrrninii 
of Rag Outdo 1 lfc, Revl s ! on fl Dasponse required within 60 
days oP receipt Of Itr ] 

RCID.R W Operating Reactors Hronch -l 80/05/29 2pp 



DOCKETED ITEMS 



B0063D0574 "Electrical, Instrumental! on & Conti ol Asp Bits of Lou Temp 
Overp! essur e (litigating Sys. ' infoimal rept 
WEEJER.DA EGt'6, Inc riNA-6296 6006300574 00/05/31 12pp 



0C0630O406 Advises that startup testing summary for Cycle 6 will be 
completed fc transmitted by SO071 1 
PARKER. W Dulce Power Co 8O/06/24 Ip 



B006O6O364 Requests addl info to respond to NNC 800507 Itr re TMl-2 
Lessons Learned requirements Info needed includes areas re 
shift manning, safety ', relief valves t. outage of ECCS 
Response should be submitted by 800612 
PARKER. U DuVe Pou.er Co 80/06/02 2pp 

000&230I34 Advises that 100128 request foi Tech Spec change will be 
included In overall review of App 1 submlttals Mark-up of 
SOO323 ETS lepresents NRC review Radiological ETS should 
readmitted. based on mar^-up , uii tr i ri 90 days 
REID.R U Operating Reason Branch ! BO/06/Qa 2pp 

600611014-1 Forwards "Generic Startup Physics Teat Program, May I960," 
delineating tests to be included during startup following 
future refueling operations 
PARKER, W O Duke Power Cn 8O/O6/O1 Ip 

BQOAllOlSa "Generic Startup Physics Test Program, May 19QO " Modifies 
Unit 1 specific rep i, decreasing acceptance criteria for rod 
drop iiieasui ements substitution or RM3 criteria for location 
of highest peak requirement in pomer distribution testing 
Duke Power Co 8O/03/31 12pp 

SO06110351 Forwards summary of events involving partial or total loss 
of offsite power to facilities & responses to NRC questions, 
per NHC SOO503 1 ti 
PARKEft.W Du*e Poiuer Co BO/Q6/04 3pp 



8006130322 Forwards results of analysis required by Items 6 
79OBOB Itr on degraded grid voltage Undervoltage trip 
aefcpolnt will be changed for startup transformers fc 
administrative controls mill be established by BO0701 
PARKER. W Dulie Power Co BO/O6/Q4 17pp 



9 of NRC 



Inspection reports. 1C Bulletins * correspondence 



BO05230330 Forwards waste packaging insp rept on S00313-I4 
No noncomp 1 i ance noted 

8TQHR, J P Region Z, Atlanta. Fuel Facility ti Materials Bafaty 
Branch 80/04/07 2pp 

BOOS23Q331 Waste packaging insp repi on 800313-14 No tioncompl ianca 
noted Hajc-r areas Inspected 1 i censee-sh ipper vehicles 
inspected for compliance w/DOT 1 NRC regulations including 
shipping paper ' DDT placarding requirement 

PBTTER.J P Region 2, Atlanta- Fuel Facility fc Materials Safety 
Branch 90/03/2B App 

6006060146 Forwards IE Insp Repta SO-269/BO-I3, SO-270/BO-Oa ft 
50-287/60-03 on B00303-31 No noncompl tance noted 

LEWIS. R C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch 80/04/23 2pp 

8006060152 IE Insp Repts 30-269/80-13,50-270/80-00 fr 30-287/90-08 on 
800303-31 No noncomp 1 lance noted Major areas inspected plant 
oparations . outage act Ivitl es. f ol lowup on previous insp 
findings 4 review of LEfts 

MARTItliR D Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch ORDERS, W T , JAPE, F Region 3, Atlanta, Office of the 
Director BO/04/23 5pp 

8006060510 Forwards IE Bulletin BO-tli "Masonry Uall Design " Require* 
action & written response IE Info Notice 79-2B, 
"Overloading of Structural Elements Due to Pipe Support 
Loads" end 

O'REILLY. J P Region 2, Atlanta, Office of the Director BO/05/OB 
2pp 



6006340163 Responds to NRC 800602 Itr requesting guidance re TMI-2 

related requirements Automatic trip schedule of reactor 

coolant pumps during LQCA should bo revised 

HEID.R W Operating Reactors Branch 1 00/06/10 2pp 

800617033? Forwaids corroded /orsion of "Qconeo Nuclear Btation 
Oeneric Startup Physics Test Pi ogram " 
PAflKER.W D Duke Power Co 80/06/11 Ip 

0006170534 Corrected version of "Clconeo Nuclear Station Generic Startup 
Physics Test Program " 
* Duke Poiuer Co 80/06/11 1'lpp 

B00617045Q Advises that icsponses ore being pi epared re low pressure 
turbines per 600913 request llor k ujlll be completed by 
BOO626 
PARKER. W Duke Poiuer Co BO/06/11 Ip 

8006300351 Forwards draft Nf)C licensing position, "Safety 
Considerations for Temporary Onsite Storage, " used in 
evaluating low level waste storage criteria Requests reviews 
for onsite storage additions in monthly operating repta 
REIDrf) W Operating Reactois Branch 4 QO/06/13 lOpp 

3O0618047B Forwards response lo NRC BOO307 Itr re addl requirements 
Prom TMI Action Plan Response contains implementation 
schedule t summary stating util com-ni tments i~e 
r n u i r e m e n t 
PARKER, W DyVe Power Co BO/06/13 3pp 

BOQ6240465 Responds to NRC 900513 request for info concernino problem 
of lou) pressure turbine disc cracking Forwards detailed 
responses to site specific nuestions 
PARKER. W D Duke Power Co 50/06/16 Bpp 

3O06260233 Requests that NRC completa revieui (. approval of Category S 
Item* 2 1 33. 2 1 7A ^ 2 1 an Review needed to facilitate 
installation of Category It mods prior to B101O1 
PAHKER.W Duke Pouior Co BO/06/20 tp 



8Q060502f5 Foruiards IE Bulletin BO-I2, "Decay Heatr Removal Bys 
Operabi 1 i Cy " Requires action t response within 30 day* 
IE Info Notice 80-20. "Loss of Decay Heat Removal Capability 
at Davls-Besse Unit 1 Uhile in Refueling Mode" encl 
O'REILLV.J P Region 2. Atlanta, Office of the Director BO/03/07 
2np 

0006170065 Forward! IE Info Notice 79-37 w/errata sheet RiqUBitl iddl 
info re turbine discs Recommends that schedule be developed 
to perform full ultrasonic test of at least one low pressure 
turbine before neit majoi outage 
REID, It M Operating Reactors Branch 4 60/05/13 3pp 

8006300110 Forwards 1C Circular BO-11, "Emersncy Dieial Generator Lube 
Oil Cooler Failures " No turttton response reiuireif 

0'REILLY,J P Region 2. Atlanta, Office of the Director BO/05/13 
2pp 

B0061B0254 Ac k receipt of IE Itisp Repts 30-269/60-13, 30-870/80-08 fc 
90-2B7/00-03 No proprietary Info 
PARKER, U O Duke Power Co 80/05/20 Ip 

0006240109 Ack receipt of 8005O2 supplemental response, informing N(!C 
of re-evaluation of noncomp 1 lance J< deviation noted In IE 
Insp Repts 90-269/77-37-30-270/79-34 I* 30-267/77-37 BtatBd 
position stands due lo repetitive nature of Incident 
O'REILLV.J P Region 2, Atlanta, Office of the Director 90/05/30 
IP 

B006240117 Supplements response to NSC B00407 Itr re noncomp 1 iance d 
deviation noteil In IF Insp Repts SO -269/7 9 -37i 50-270/79-34 & 
SO-2B7/79-37 Disagrees w/violatlon because event uas not 
controllable bu normal operating procedures 
PARKER, U Duke Power Co 80/05/02 3pp 

0O06240248 Forwards response to IE Bulletin BO-12 re decau heat removal 
sys reliability Control room ha-s Indication of each pump 
discharge pressure t> each train Mow Annuniciator* are 
Initiated on low floui in either train or if pump Is on 
PARKER, (J D Dute Poiuer Co 8O/06/06 Bpp 



3006300362 Forwards proposed Tech Spec revision in response to NRC 
000410 Itr discussing term "operable" as applied to Tech 
Spec requirements No license fees provided since proposal 
submitted In response to NRC request 
PARKER, U Duke Power Co BO/O6/24 2pp 

E006300364 Proposed Tech Spec inteipreting term "operable" as applied 
to various Tech Spec i equl rements 
* Duke Power Co BO/06/24 Ip 



8006300190 Ack receipt of IF Insp Repts 50-269/00-16,50-270/60-11 t, 
50-BB7/BO-1O on 600422-25 No proprietary info 
PARKER, W Q Duke Power Co BO/06/12 tp 

--B006300199 Forwards IE Insp Rept* 50-26 1 ?/00-16, 50-370/90-1 1 & 30-207/ 
00-10 on 800122-25 No none omn I iance noted 

LEWISrR C Region 2. Atlanta, Reactor Operations Hue I ear Support 
Branch 80/05/19 3pp 



56 



DOCKETED ITEMS 



--300630020? IE Insp Repts SO-3&W90-1A. 50-270/SO- 1 1 !. 5O-2B7/80-1O on 
313Q3S2-25 No noneomp 1 ianc B noted Major areas Inspected 
containment integrates leakage rat* testing 
BROCME.F H Rogion 2, AHanta, Office of the Director 
UPRIGHT, C H Region 2. Atlanta. Reactor Operations Nuclear 'Support 
Branch SO/05/1A 4c,p 



Advises that response to IE Bulletin BO-Qt mill be provided 
tn 900714 tfue to need For detailed review oF engineered 
saftouardi component's 
PARKER. W BuVe Power Co BO/On/12 Ip 

5 fiep-ortable occurrences, LERa 1 related correspond enca 



800i050303 Foruards LER SO-Q1 0/03L-O 
PARKER, W Q Dute Pouer Co 00/O5/1! 



SQ0.405Q344 UER eO-010/C3L-0 on B004I6. during entry of reactor blrfg, 
personnel hatch inner door gasket: uas discovered lealing 
Caused tij Failure of gasket to seal properiu Shim gaskets 
installed t> Ijtching brackets a-djuated 
LEWIS.S R Dule Pcur Co SO/05/12 Ip 



BOO&04D29B Forward's LEfl 00-OI2./Q3L-0 

PARXER.W D Dule Power Co 60/05/3? Ip 



S006040302 LEFt BO-Q 13/QSL-O on 8005O1 , uih 1 1 e at 75H Full power 
lFDK-310 tnarfver tentlu c losed , isolating turbine driven EFW 
pump From one e-thraugfi steam generator IB Caused b ij not 
identifying unit number to 6e closed Personnel cautioned 
LEWIS. S R Duke Pcuer Co BG^05/39 3pp 



3pp 



Foru*r<f LEfl BO-Q13/O3L-0 
FAHKER.W Dufce Peusr Co 60/0&/O5 



EQ061I01C5 LER eO-013/O3L-O an B005Q9, d uring performance testing, 
turbino tfriven emErflB-ici) f&eduiatar pu-np declared inoperable 
Caused bij bailed intoard bearing resulting From uiater- 
c ontaraina tea all due bo shaft packing leakage 
PHILPOTTtF T Duke Power CQ BO/O6/O3 Ip 



9006130251 Foruardi LER BO-015/Oir-O 

D DuSe Pouer Co .BQ/O6/06 



LtR BO-OlS/Olt-O on BC0523.util discovered four assemblies 
ui/brolen holrfdoun aprin^s Probably caused by high cycl* 
fatigye D&U continuins efforts to resolve concern Adequate 
inon i to-ring of loose parts nooitorinj sys verified 
WlLEOfJ.K H Dule POUBT Co QOXOi/Ot. Ip 



8006170533 Forwards LER BO-Olfc/01 T-0 

PARKER. H Duke Po-uei- Co BO/Ofa/lE 3p p 



B006170530 LER 8Q-O16/OIT-O on BOOSa?^ ewa Jua ti on of steafn generator 
tube fallur-e in, FSrtR Fai Icif to consider release path for 
radioactive steam through matn steam relief valves dffsite 
thijroliJ dose calculations performed pep 1OCFH100 
LEHIS, R C Duke Power Co BO/06/12 Ip 



8006260174 Foruarda LEH 60'011/<>3L-0 

PARKER, WO Duko Pouer Co SO/O6/19 2p p 



B006160074 Foruaids revision to nuclear security training i 
qualification plan Plan withheld (ref lOCFFiS 7*?0 ) 
PARSER, U Q DuVe Pou,ei Cj SO/06/09 In 



8006300004 Fovu.artJs comment-, r i equesta for addl mFo re 
' o.ual] ncation plan Enc 1 withheld (;eF 10CFR2 79O) 
REIDiR W Operating Reactors Sranch 4 BO/Ofa/12 3pp 



guard training 



9 Foruiarda cover Itr to aOOfiO 1 ? revision to nut mar 
training 1 qualification plan Ltr withheld (reF 10CFH2 79O) 
PARKER, [J Duke Pguei Co SD'04/19 Ip 



Ad jud i catorij c orrespondenct 



lear security 



800624039.1 Forwards Lincoln County, NC Board of County Commissioners 
791001 t BO04C9 resolutions sfrirmng position <-hat spent 
nuclear fuel should be transported trom Oconee to MtOuire 
on interstate h i ghu/aus 
HQU5ER.F 11 North Carolina, S"- a ce or BO/04/17 3pp 

a00606026 c ? Forusids applicant proposed findings of fact t, conclusions 
or la,j in forn oF initial decision 

\'i Deoevoise '- LibBrman 30/05/19 Ip 



--S00606Q231 Submittal or proposed findings of fact ". conclusion- of law 

in forn of initial decision 

HCGARHi'ij M Puiie Pouien Co lifGfRRYiJ M DebevolS6 (. Liberman 
80/05 /1 9 Ip 

00060*0286 Proposed i n 1 1- 1 a 1 decision containing findings of fact !, 
conclusions of ]au* appro, ing imend to authorize storage of 
Ocotiee spent fuel at 1-lcGuire Cnviron radiological monitoring 
program shall be maintained IJ/Cert 1 1 1 cate of Svc 

HCGfiRRV, J H Dufca PQUJPT Co MCGAHRr 1 , J II Debovolse t- Llberman 
30/05/19 S9pp 



BOQ61B0517 Rosponae 111 opposit 
BOOSa-7 proposed elements of 

application is spent Fut?l sh 
MCOARRV, J M Du'ie Poiuer Co 
BO/Oo/13 2Jpp 



an to Carolina Environ Study Group 
act { conclusions of laui touiaid 
in presented For not approving 



MCGARRYi J M Debevoise (< Uiberman 



Forwards pi opoied findings of fact >j conclusions oF tauj in 
forn of initial decision approving license amend to 
au*horiie Oconee spent fuel transportation to ' storage at 
MtOiure 
K6TCHEN. E G Heirjng Branch 'I BO/06/17 Ip 

Q0061VOfiOi Proposed findings ot i^act ', conclusions of laui In form of 
initial decision appioving licence amend to authorne Oconpe 
spent rual transportation to ', storage at McGuirc 
Proposed transcript coTrectiona i Certificate of Svc enc 1 
KETCHEIJ.E G , HCEFUNG.R K Hearing Branch 4 BO/06/17 ISSpp 

H General tort espondence 

8006^70?03 Foriudrds county board resolution requesting NRC to consider 
using onsite s'orage of radioactive matls rather than 
shipping through county Also forwards board resolution 
requesting public input IB DOT regulations 
HHRSHA[_L,H R MetHenburs Countu.UC 00/06/23 3pp 



SO062A0175 LEH BO-O1 4/O31.-0 on 0OD5Sl,unlt star terf. but uou 1 d not load 
above approi 30 HWe Caused by loos* wire in partial shutdown 
circuit Wire secured '. jjtiit .eritied operable Monthlij maint 

PHILPOrr, F T Duke Pouer Co 80'O6/I9 Ip 



DOCKET 50-270 OCONEE NUCLEAR STATION, UNIT 2 

F Security, irtedical- emergent i) t fire protection plans 

BO06O9O4B7 Forward! proposed rule entitled. "Fire Protection Program 
*or Nuclear Power Plants Operating Prior to 790101 " .Rule 
add) n,eui Section 50 40 ' App R go 10CFRSO t, is expected 
to be publlsh-ad in Fft bt; end of Maq 
EISEWKUT.DC Division oF Licensing 80/05/19 4fipp 



P Operalingi license stage 



cuments *. correspondence 



8006210337 Responds to technical assistance i-aquest for proposed Tech 
Spec cNanges toi H'-W operating plants Foruards requiremenls 
For atlrfl info 
ISRAEL. S i. Tfir-2 Bulletins i Orders 7<J/Qa/S<! 13pp 

B00605053? Forwards schedules for util responses to NflC 791121 Itr re 
C Michaelson concerns on ima 1 1 break LOCAs 
CAPfifl,R TKI-3 Hulletms fc Orders 79/12/10 Ip 

SCO&060SB3 Forwai'ds documents fo-r Aunliarij Bus Branch review of 
auilliaru. Feeduater reliability analysis For D(.IJ operating 
plants (l/o encls 
CAPRA,R A Light Water Reactors Branch 3 80/01/1' 3pp 



d Pages 1-14 & neui Page 14 For proposod 

Ettion Projram for Nuclear Pomer 

. -""HOI," transmitted bg NRC S003i9 

enaino 80/OS/22 73pp 



B006200562 Forwards revision to 800317 route approval request for 
shipment of spent f uel , c hang Ing dates for shipment 
Revision withheld <ieF 1 OCFR2 V?QJ 
PARKER, W O Duke Power Co eO/0^/]7 Ip 



safeguards cantingencg plan Plan 
' ""-"> Ip 
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9006090165 Foriuarrfs adrfl UII-2 related requirements to operating 
roactoTs Licensees requ i i ements t-or TMI Action Plan include 
shift marin ing r 1 i c ens i ng exams ' licensee dissemination 
of operating experiences Nesponse requested uithin 30 dags 
EtBEIJHUT, I) G Division of Licensing 0Q/O5/07 ISQpp 



6006170450 Advise; that i expanses aro being prepared re lau pressure 
turbines per BC0513 request Work mill be completed bu 
800626 
PARSER, U Q Duke Power Co SO/06/11 IP 



8O06I3OI?.3 Requests comments on MUflEG-0577: "Potential for Loui Fracti. 
Tougtiness ', lamellar Tearing on PI-'R Steam Generator fc 
F)oac*or Coolant Pump Supports Proposed reviem procedure It 
iitp 1 ernentat i on schedule eric 1 
EISCIMIIUT D G Division of Licensing SO/OS/19 72op 



6006300351 Formal ds draft NRC licensing position. "Safety 
Considerations for Tempoi ar4 Qnslte Storage," used In 
evaluating lou level waste storage criteria Requests revinws 
For onsite storage additions in montMy operating repts 
REID.R W Operating Reactnrs Branch 4 BO/06/12 lOpp 



000604021' F-oTuiards NF> 1001, "Reload Design Metliodoloo. g, " Revision I. 
rep Uicing original entirely Includes design of unrorided fuel 
cycles clarification tit certiir> areas ' typographical Error 
cor ret t ir,ii5 Rent method* intended for use bg Aug 19B! 
PARKFH.U il [IU'-P POUPI Cn RO'05/20 lp 



H0061H047B Foi wards response to NRC 600507 Itr re addl requirements 
from TM1 Action Plan Response contains implementation 
schedule ? summari/ stating util commitments re 
requ i * emcnt G 
PARKER, U Cl Djie POOJBI Co 90/06/13 3pp 



-BOOOG'liVn "Reload Dos 



i Met linrfologu., " Revision 1 
1001 HO/O5/31 JOOpp 



UO06J3O023 Requests submit 111 ot imend to license updating requirements 
of Beg Guide 1 16. Revision 4 Rpsponse required uithin 60 
days uf rectipt at Itr 
KE1D. " II tlfi er.it ing Hear lor a Branch 4 80/05/39 2pp 

B0060A036-1 [fequests nddl info to respond to NRC B00507 Itr ve TMI-2 
Legions Learned requirements Into needed includes areas re 
shift manning, so teti; ^ relief valves > outage of ECC9 
Response should be *ubmH rod By BOO61? 
F'ARKCR.U G Duke F'ouier (o DO/O6/OP ?pp 



8006240465 Responds to NRC B00513 request tor info concerning problem 
of lou pressui e turbine disc cracking Foruiards detailed 

PARKER, W Gufce Pouer Co 90/06/16 Bpp 



Requests ttiat NRC complete rev leu & approval of Category Q 
Items 2 1 3D,? 1 "-A ' S 1 BD Rpvieu needed to facilitate 
(nstal lat loll of Category (! mods prior tn 810101 
PAflKERMJ O Duke Power Co 83/06/20 lp 

g006300'362 Foriuards proposed Tech Spec revision in response to NFtR 
300410 Itr ducusstng term "operable" as applied to Tech 
Spec requirement! No license fees provided since proposal 
submitted in response to NRC request 
PARK[7i,W Dufco Popper Co SO/06/24 2pp 

8006300364 Pi oposed Tech Spec interpreting term "opcr-able" an applied 
to various Tech Spec requirements 
Pufc- Power Co BO/06/2.1 lp 



BOO 62 JO 1 M Advises that 800320 request for Tech Spec change will be 
included in overall rovioiu of App I submittals Mark-up of 
BOOSSa tT& represents NRC ro/iew Had 10 log i ca 1 ETS should 
r esubmi i led , b^sed on mir fc-up i mi lh in 70 days 
REID, ft W Operating Rpjaclors Branch 'I HO/06/03 3pp 

eOOil!014'l Fomiaidi "Oenei ir Startup Phonics Test Program, Maij 19BO, 
d e lined 1 1 ng tests to bo included during still tup following 
future refualing operations 

Ruke Poujer Co BO/06/04 lp 



-8006110159 "Generic Startup Physics Test PT ograra, Maij I'JBO " Modifies 
Unit 1 specific i ep t. deM a is it'!] acceptance criteria for rod 
dlr op rr.easui ement s substitution of HI1S criteria fur location 
af highest peak r-equ 1 1 emont in pnuer distribution testing 
DuVe I'ouei Co CIO/OS/ j| i2pp 

B0061 10351 Forwards summit ij uf events involving partial or total loss 
or offsite power to facilities > responses to NRC questions. 
por NilC Q00505 Itr 
PrtnH.fcfliW Duke Pofior 1.0 E10/O6/O4 5pp 



Foiiuardip results of analvsls required by Hems 6 & 9 of NRC 
790BOD Itr on degrnded 91 id voltage Undervoltagc trip 
sstpotiit uill be changed for staitup transformers (- 
administrative conli'tila unll bo established by B00701 
PARKF:ri.l(0 Duke Puuei Co BO/06/04 17pp 



30QMfrOOja Taiurards ,iddl paooc 



proposed chonnOE to Toch 



Specs in support of Cycle 1 operation 
f'ARKLH.U U Duke Pouiof Co BO/Od/0 1 ? lp 



OOQ6!dQ03'i Addl pages for proposed Tech Specs re ScctionB 3526- 

3 S 2 R concerning reactor coolant sys pressure. coolant 
outlet temp ' reactor blilg pressure 
i Dule Power Co BO/Oii/Q't 7p p 

BO06240Sc)3 Hosponds to NRC H0060? 1 tr requesting guidance ro TH1-2 
ralatcil r equircaients rtutomatic trip schodulfl of reactor 
coolant pumps durmo LOCA should bo rovisod 
REID.f) U Derating Reactors Branch 4 30/06/10 2np 

S-OO&17022? Fortiiarda corrected ^eriiori of "Qconee Nuclear Station 
ftenerlc Startup Physics Test Program " 
PARKER, W D Duke Power Co 30/06/11 lp 

006170334 Corrected version of "Qconeu Nuclear Station Generic Startup 

Physics Teat Program " 

i Hale Power CD aO'06/11 Hpp 



3006300574 "Cl ec tncal , Ins trumentation t Control Aspect* of Lou Temp 
Overpressure Mitigating Sys. " informal rept 
WEBER, A EO'jG, ! nc KIN A-6356 0006300574 BO/05/31 12pp 



Q Inspection report^, lr Bulletins i correspondence 



00040601 '16 Forwards IE hisp Repts &0-269/BO- 13, 30-370/80-03 i 
50-287/00-08 on 000303-31 Ho rioncornp 1 Iflnce noted 

LCIJIS. R C Region 2, fttlanta. Reactm Operations Nuclear Support 
Branch 60/04/2:1 2pp 

8006060152 It Insp FJepts 50-26-5/00-13, SO-270/BO-08 (. SO-2Q7/00-OQ on 
BQ0203-31 No noncomp 1 lance noted Major areas inspected plant 
operations, outage ac li vtti os, f ol lotiiup on previous inap 
findings *< revieiu of LERs 

MAnTItJ.R D Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch OflDCRS, W T , JAPC, F Region 2, Atlanta, OPfico of th 
Director BO/04/23 Spp 

6006040SIO Foriuards IE Hulletin BO-11, "Masonry Wall Design " Requiros 
action 4 written response IE Info Notice 79-28, 
"Overloading of Structural Elements Due to Pipe Support 
Loads" enc I 

O'nEILLY.J P Region ?, Atlanta, Office of the Director 00/03/09 
2PP 

6006050.395 forwards 1C Bulletin BO-O. "Uocnu. Heat Remnval Sijs 
Operability " Requires action ' response luithin 30 daijs 
IE Info Notlcfl 80ao, "loss of Uecag lloat Reiroval CapdbilHg 
at Davis-Hesse Unit 1 U'lille in Refueling Mode" end 

O'HEILLV.J P Region P, Atlanta, Office of the Director SO/Q5/09 
2pp 

8006170063 Foruardt IE Info Notice 79-37 u/errata iheet Requests addl 
info re turbine discs Recomitiends that schedule be devaloped 
to perform full ultrosonic test of at least one low pressure 
turbine before neit major outage 
REID.R U Operating Roactors Branch '1 BO/OS/13 3pp 

B006300110 Forwards IE Circular 80- Mi "Emergency Diesel Generator Lubi 
Oil Cooler Failurss " No written peeponsa required 

O'REILUY.J P Region S, Atlanta, Office of the Director 00/03/13 
2pp, 

8006(80254 Act receipt of IE Inap Repts SO -269/80-13. 50-270/00-OB h 
90-287/8Q-OB No proprletarij into 
PARKER, W C! Duke POUIBI Co 90/09/20 lp 
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800624010? Ack receipt of 800502 supplemental response, informing NRC 
of re-ovaluatinn of nonconip 1 lane e !< deviation noted in IE 
lr>ap Repti 50-a6'7/7 [ ;-37, 3Q-270/7<?-34 !< 50-287/79-37 Stated 
position stand! <tu B to iepetltlve nature at incident 
a'RElLUYiJ P Region 2, Atlanta. Office at the Director BO/03/30 
In 

8006240117 Supplements response to URC 800407 Itr re noncomp 1 lance *c 
dovlation noted in IE Insp fiepta 50-269/79-37, 50-270/79-34 !. 
50-2B7/79-37 Disagrees lU/violation because event was not 
control I abls by, normal operating procedures 
Dulio Pouier Co BO/05/02 2pp 



B00624024B For mar if 5 response to IE Bulletin 60-13 re decay heat removal 
gs reliability Control room has Indication of each pump 
discharge pressure ti each train flow Annunic iators are 
Initiated on low flnu in either brain or iF pump is an 
PARKER, U Duke Power Co 80/06/06 Spp 

80043-00190 AcV receipt of IE Insp Kept* 50-269/90-16,50-370/00-11 &r 
30-2B7/BO-10 on 800423-35 Mo proprietary info 
PARKER, W Duke Pouer Co 90/06/13 lp 



K Gene 



FcTuaffla iE Insp Repts 30-369/60-16. 50-270/BO-l 1 fc 50-2B7/ 
EJO-1O on 9.00432-25 Mo noncomp 1 iance noted 
LEWIS, R C Region 2. Atlanta, Reactor Operations Nuclear Support 

Branch SO/05/19 3pp 

B0063Q02Q9 IE Insp Hepts 50-269/80-16, 50-2/0/SO-l 1 t> 50-S97/BO-10 on 
800432-25 Ha nancomp 1 ianc e noted Major areas Inspected 
containment Integrated leakage rate testing 
DRBDKS, F H Region 3, Atlanta, Office of the Director 
UPRIGHT, C H Rog ion 2, Atlantar Reactor Operation! Nuclear Support 
Drantl) 00/09/16 4pp 

00O6300213 Advise* that response to IE Bulletin BO-06 mill be provided 
oq 90071') due to need for detailed review of engineered 
safeguards components 
PARKER. H O DuKe Pouer Co EO/Oi/13 lp 



3 Reportati 1 a occurrences* LERs 1 related corretpondence 



BO 060 502 '11 Advices that gubmlttal of RO 370/90-3 re inadvertent 
debara* I on during cold shutdown will be delayed Rtpt will be 
lent no liter than BO0605 
PARKER, H O Duke Po-jei Co BO/OS/2I lp 



8006110331 Foruards LFH 90-OO3/01T-O 
PARKER, U O Duke PBW*P Co BO/QA/G5 



000^110336 LER 80-003/01T-0 on B00507, deborat ing deminera I i ler 
placed In svc uhile plant in cold shutdown ti RCS drained 
dawn flCB horori cone o-ntrat Ion reduced from 1 . Q95 ppm to 1,337 
ppm Appflrentlu caused bij Incorrect chemistry records 
LEWIS.fi 11 Duke Punier Co 80/06/03 lp 



B006840SOfi Forward* LCR BO-004/01T-0 
PrtRKER^W Duke Powar Co 00/06/17 



3pp 



~BOOi240S 1 2 LER 00-O01/Oir-0 on BO0603, ui/unlt in refueling outagt 
r*actor protection sys channel C failed to trip on high RB 
prviture Probably cautcd by switch being damaged during 
outage Fraivure auitch replaced 
PHILPatr.F T Duke Pouer Co BO/Oi/17 lp 



QOOi0301Q4 Ack receipt of BQ042B Itr re opinion's on facility operation 
Ltr is being FormardeiS <o Ofc of Nuclear Reactor Regulation 
ABRAHAM. K Region 1, Philadelphia, Office of the Director 
80/05-12 lp 

0006030165 Protests NRC uawer uniler mhich Facility is operating 
Facility should be closed 
HEARD, C Affiliation Unknouin 00/04/2B lp 

9006190171 Responds to 800414 Itr re reasons for decommissioning plant 
NRC uill consider petitions l> public views 
IPPOLITO,T h Operating Reactors Branch 2 BO/05/30 lp 

BO061BOI79 Requests that NRC tlecommias i on plant People in Vernon are 
upset & flet no response to appeals Author n coming to 
Washington, DC on B004?o 
GRANT, J Affiliation Unknou.fi 33/04/14 lp 

9006300295 Respondi to B004I2 request to shut douin facility Mods to 
increase safety Implemented 
IPPDLITOiT A Operating Roac'.ors Branch 2 00/06/13 lp 

B006300260 Demands facility be shutdown because torus still not 
repaired 
MORROU.G S Affiliation Unknown 30/04/12 lp 



J Insurance S indemnity in Format ion 



B006300492 Forwards Endorsement 43 to MrtELU Policy MF-56 & Endorsement 
53 to NEf-IA Polltu Nr~IB? 
CARE/.WW Vermont VanVee Nuclear Power Corp SO/06/16 3pp 

P Operating license stage documents 1 correspondence 

8006090165 ForUfll ds addl TMI-3 related requirements to operating 
reactors Licensees requirements for 1M1 Action Plan include 
shift manning, I icensing eiams licensee dissemination 
of operating eiperiences Response requested mithin 30 daya 
EISENHUT.D Division of Licensing BO/O5/O7 ISOpp 

9006030514 Summary of B00433-23 meeting ui/Marli I owners group In Sar> 
JoseiCAre conf I rnatory analysis i testing programs 
concernlns Mark I containment long-term program 
GRIMES. C I Assistant Dlmctor for Plant Bystoma QO/09/09 Bpp 

BOQ6130122 Requeits comments on NUREG-057/, "Potential for Lou Fracture 
Toughness & Lamellar Tearing on PUR Steam Generator it 
Reactor Coolant Pump Supports ' Proposed re'vieiu procedure t< 
Implementation schedule one I 
EISEWHUTiDO Di /I sion of I icensing QO/OQ/19 73pp 

Q006070029 Approves utli QOO'IOI i 29 eubmiltal* re hydroflen monitoring 
equipment a> meeting intent of short-term Lessons Learned 
Task Force requirements 
IPPOLITO.T A Licensing Branch 2 SQ/05/2O 2pp 

B006020274 Forwards responte to 000313 rnquest for adrfl info re bypass 
li reset of engineered safety features Drawings ulll be 
foruarded under separate covet due to security concerns 
BHITH.R L Vermont Yankee Nuclear Poiiier Corp HO/03/2B 12pp 



DOCKET 30-B71 VFRI1BNT YANWEE NUCLEAR PBWER STATION 

F fiecurityi medical, emergency i fire protection plans 



B0060303I4 Forwards drawings, in roaponse to NRC 000312 request for addl 
info for bypass t- reset of engineered safely, features for 
facility Drawing! withheld (icf IOCFR2 '10) 
SMITH.fi L Vermont Yantce Nuc I eai Power Cnrp 80/05/23 2pp 



B0060704E17 Forwards proposed rule nntitled, "fire Protection Program 
for Nuclear Pouer Planlt Operating Prior to 7?OI01 " Rulo 
adds new Section SO 40 I App R to 10CFR50 t< It Bipocted 
to be published In TK tiy end of May 
EISENHUT.D Division of Licensing 00/05/19 46pp 



8006030468 Advises that St study re effect of potuer supply failure on 
ECCS performance uill be reviewed to determine uliothor 
conclusions apply to facility Results of review will be 
submitted by 801001 
SMITH, R t Vermont Yankee Nuclear Pouei Corp BO/03/2B lp 



600,6130063 Forwards rsvUerf Pages 1-14 fc new Page 14a for proposed 
rul 10CFH50 "Fire Protee frion Program for Nuclear Power 
Plants Dpcrating Prior to 790l01i" transmitted b<i NRC B00519 
Itr Pag* 14a not Bnc 1 
EiaENHUT, D Dlvldon of Llconlng 90/03/33 73pp 

0006300170 Notiries that revised tafejuards continoency plan submitted 
flO31B found acceptable Plan ylthheld (ref 10CFR2 790) 
IPPOLITO.T A Operating Reactors Branch 2 00/05/30 2pp 



6006110412 Notification of 000624 meeting u/ufcil in Dethnada, MD to 
discuss use of raduiaste incinerator 
HtMNEV.V L Clperatlnj Roactois Branch S BO/05/20 lp 

9006300604 Llr to all BNR licensees forwarding "For Comment" oditton 
of NUflES-0619, "HWR Faeduiater Nonle ( Control Rod Drive 
Return Line Motile Cracking ' Comments ulll be evaluated by 
NRC prior to final Implementation IJ/o one 1 
EISEtlHUT,D G Dlvinon of Licensing SO/06/O3 22pp 
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B00617O548 Forwards tabulation of TMt-3 related requirements & plans 
For addressing each Mail want to modify some requirement! nr 
scheduler following compr ohsris i ve revloui Modi uiill offer 
equal or greater safety iropi ovements 
HEIDER. L H Vermont; Yankee Nuclear Power Corp BO/06/11 App 



S Roportabli 



-ences, LEIls 1. related correspond enct 



MUHfHV.W P 



rward! LER 30-019/01 r-0 

Vermont YanVee Nuclear Power 



Corp 8O/03/3O 



9006270192 Responds to 800516 request For Info nn turbine discs Util 
plans to perform ultrasonic testing of discs on one lou 
pressure unit during neit scheduled refueling outage Ha 

TniBBLExJ E Vermont Yankee Nuclear Power Carp 80/O6/I9 9pp 



BOO6G3O333 LER aO-Ol<7/01T-l> on &OQ516,flEC(f ram monitors 17-1 
made Inoperative under controlled condition* while- 
evaluating augmented offgas sys (ADO) re-combiner temps 
Caused t>ij dlhudiogen ret a tub ina tion before AQO retombiner 
MUBPHV. M P Vermont Van ties Nuclear Power Corp BO/05/30 



Inspection reports. IT Bulletins 



aoC-617059 1 ? Forward! 
MURPHY, W P Vern 



LER 6O-019/O1P-0 



QWR Tech Spec Inconsistenc 
Ha uiritten response 



R0062OGO75 Forwards: IE Circular SO-OQ. 
Reactor Protectlnn &ys Response Tine 
required 

GHIER.B H Region 1, Philadelphia, Office of the Dlrecto 
ao/Ofl/18 Ip 



8006110303 Forwards JE lnsp ftept 50-271/8O-04 on 600313-14 & 17-19 No 
rionccmplionce noted 

DRUMMER, E J Region 1, Philadelphia, Reactor Operations Ngclear 
Support Branch 80/O4/2D 3pp 

~ 6006190309 IE Inap Kept SO-271/BO-04 on 800313-14 (. 17-19 No 
noncomp 1 lance no tod Major areas inspected small break LOCA 
operator gu ide 1 ines , me lud ing emergency procedure 
preparation 'j review for technical adequacy 

RAYMOND, W J . FOILEY. T Region 1, Philadelphia, Office of the 
Director MARTIN, T T Region IP Philadelphia, Reactor Operations 
Nuclear Support Branch BO/04/24 Bpp 

BOO&Q&OSIt Respond-s to IE Bulletin 80-O7 Hold-down beam assemblies & 
jot pump function can degrade during operation Surveillance 
program instituted to detoimine significant cracking of jet 
pump beam Procedures to determine jet pump failure revised 
HEIDEO.L H Vermont Yankee Nuclear PDiuer Corp BO/03/OB 2pp 

8006090450 Responds to IE Bulletin 79-01Q re evaluation of environ 
qualifications of Class IF electrical equipment Due to 
ertenoive in-house reviews requ ired, unab 1 o to Complete 
responses on time Completion ay 800530 
QRCJCE, R H Yankee Atomic Electric Co BO/09/19 Ip 

8006050283 Informs that util is i fi process or nddressing IE 
Bulletin 79-03A Response has required diversion of 
engineering resources from Identified safety ISSUES 
MEIDCR, L H Yankee Atomic Electiic Co BO/09/29 Spy 

Q006060.169 Difccusae* IE Bulletin 79-03A. "Long i tud innl Uald Defacts in 
ASMS SA-312<Type 304 Stalnlets Steel Pipe " Dulletin 
desciibes minor design def Ic lenc 1 es, ra ther than generic 
p rob 1 ems 
HEIDCR.L H Yankee Atomic electric Co (30/05/39 2pp 

B006360370 Responds to NRC 800403 Itr re violation noted In IE Tn*p 
flopt 50-271/79-pl Corrective actions job-specific reactor 
work permit Issued d radiation aurvays performed 
HEIDCH.L H Vermont Yantee Nuclear Power Corp 80/01/29 2pp 

80061 1 001 S Forwards YAEC-121&, "Environ Qualification of Safety-Fin latad 
Electrical Equipment at VT YanVee Nuclear Poiuer Station. " in 
response to 1C Bulletin 79-013 Periodic revisions 
forthcoming as consultants (< nanufac turers eomjilate work 
HEIDERrL H Vermont Yankee Nuclear Power Corp BO/06/02 2pp 

8QQ6110029 "Environ Qualification of Sa f ely -Re lated Electrical 
Equipment at VT Vankee Nuclear Pouier Station " 

UflBAIJOWaKI.S F , TSOUDEUDS.G . BAXTER , F D Yankee Atomic Electric 
Co YAEC- 1 2 1 6 SQ/Ofi/ua 1 94p p 

3006200501 Responds to IF Bulletin 79-010, "Environ Qualification of 
Claaa IE Equipment " Forwards YAEC-lEli, "Envli-on 
Qualification of Safety-Related Electrical Equipment at 
Varmonl Yank*e Nuclear Power Station " W/o one 1 
HEIDER, L H Vermont Yankee Nuclear Power Cora BO/06/02 3pp 

It Periodic operating i spot ts (< related correspondence 



8006170595 LER 50-Q1H/01P-0 on BOQfil I, leakage developed in feeiuater 
line Plant shutdown to coll condition initiated Caused by 
Failure of Feediirater check valve Sonnet seal Seal uill be 
repaired prior to resuming operation 
MUfiPHV, M P Vermont tonl.ee Nuclear Power Carp 6Q/0&/12 2pp 



U Conqr ess i cilia 1 /Eiec ut ive Correip ondence 



BOO 6 1 20 280 Requests that Cammiiston meet U/VT Van tee Decommissioning 
Alliance due to widespread concern re Facility 
MEIJNEDYrE M Sonate BO'O4/2B Ip 



V Operator Eiaminat lonfi 



S00627O4S1 Nottfiaa that BOOS 03 outline of proposed hot Hennaing 
training program acceptable per NUREG-OQ94i App F ti HR Dan ton 
800329 Itr requirements Formal approval maij be granted after 
review of detailed destnp b Ion. due by BOOB01 
COLUIMB, P F Operator Licensing Branch BO/06/17 2np 



DOCKET 50-372 BrtLEM NUCL.EAB CENERAT1IIQ STrtTIDN, UNIT 1 
F Security, medical, cmeigoncy & fire protection plans 

B006O2OI&3 Forwards facilitg security plan b payment of civil penalties 
resulting from H003BO notice of violation P'lan withheld 
(raf 10CFR3 79O1 

SCHWEIDER.r W Public Service Electric t Gas Co at Mui dnei). 
SO/01 /H Ip 

GQQAO904B7 Forwards proposed rule entitled, "Fire Protection Pronram 
for Nuclear Pouer Plants Operating Prior to 790101 " Rule 
add* new Section 50 43 t App R to 10CFR50 fc is eipectld 
to tin published in FK by end of May 

ft Division c-f Uitonalnu 80/O5/19 46pp 



90061300^3 F-orumrdt revised Pages i-14 & new Page I4a For proposed 
ruin lOCFRSO "Fire ProtectioTi Program for Nuclear Pousr 
Plants Operating Prior to /9010I, " transmitted by HHC BC-0519 
Itr Page- 14o not enc I 
FISENHUT.D <3 Division of Licensing SQ/Q5/2E 73pp 

30061706-1? Informi MRC of decision lo delay activation of Quinton 
training Facility at naarstte emergency c-peratloni facility 
until open issues have been addressed satisfactorily 
SCHNEIDER, F U Pub 1 If Service Electric <- Qas Co of NBU Jerteij 
BO/06/13 Ip 



"> Ad jud ieatori| correspondenct 



SOO&0&033? Commants on It Webb hearing testimony re roof of hld<g houilng 
spent fuel pool Webb, relied in part, on erroneous info from 
W Rirss. project erc-ineer fop FacUity Transcript doe* not 
include thit Info Interveiior B0090S Itr to otil nc 1 

C , COLEHAN, E Affiliation Unknown 80/03/03 3pp 



Request for intension until 600S59 to file transcript 
corrections States no objection to IJRC motion for similar 
eten*lon Transcript not yet received in license* NeiaarkrNJ 
ate 

UETTERiWHN, M J Public Servic* Electric d Oa* Co of New Jersey 
WETTERHAHN. M J Conner. Moors J. Corbar BO/05/13 Spp 



6006170645 Forwards monbhlij operating rapt for hfay 1960 

CCNWAY, H F Vermont Yankee Nuclear Power C-orp BO/06/13 Ip 



8006170649 Monthly operating rept for May 1-780 

BEERS, F C Vermont YanVee Nuclear Power Corp 80/06/19 



8006090072 Proposed correction* to transcript of BOO328-29 evidentiary 
hearings Certificate of Svc end 

WETTERHAHN-M J Public Service Electrlt *> Qa Co oF Nsiu Jersey 
NETTEBHAHN. M J Conner. Moore i Cornet 60/05/13 l?pp 
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S006230176 Foruardf revised pages to Dir 
Decision issued BQ0439 denied petition 
actions re storage of spent t-uel at si 
over looked 

DENTQH.H R Office of Nuclear Reactor 
BO/05/23 Ip 



ctor's Decision DD S0-i9 
requesting certain 
e Corrections 



Regulati 



9006230160 Advises tha 
concurred on Forward 
>j tun revisions of D 
lliutd by BQ0512 
MJRRAV.J P Office of th 
6pp 



version of DD-8Q~19 signed is not version 
cover Itr. errata sheet listing changes 
ector's Decision Corrections should Be 

Eiecutive Legal Director BO/05/07 



BQQ6I80602 Notifies that Ofc of Nuclear Reactor Regulation Director's 
denial under IOCFR2 20 h of request re spent fuel storage IE 



CHILK.S J 
IP 



Office of the Secretary of the Compulsion 



8006200559 Responds to 600523 request for advance notice of activities 
re facility which involve NHC or State of MD Public Svc 
Con-mission NRG li not involved in proceeding Notification 
requeit should be directed to (ID Public Svc Commission 
SKAPAR.H K Office of the E.ecutive Legal Director BO/06/06 Ip 

8006200567 Requests advance notice of meetings, conferences, depositi ons, 
hearings or appearances re racility involving NHC or State 
of MO Public Svc Commission Also requests all relevant 
testimony 1 correspondence received by NRC 
HETTERHAHN.M J Conner, Moore . Corber SO/05/23 2pp 

800618050? Forwards licensee proposed findings of fact & conclusions of 
lau in form of initial decision Licensee reserves right to 
filf reply brief after svc of proposed findings t 
conclusion! of laui by other parties 
WETTERHAHN, M J Conner. Moore t Corber BO/06/13 Ip 



8006130122 Requests comments on NUKEG-0577, "Potential for Lou fracture 
Toughness '. Lamellar Tearing on PWR Steam Generator t- 
Reactor Coolant Pump Supports ' Proposed review procedure t- 
inp lemnntat I on schedule encl 
EISENHUT, D C Division of Licensing BO/05/19 72pp 

6006020051 Notifies of partial refund of Class III fee remitted 
u/800125 application for amend to Tech Specs re secondary 
uater chemistry Class 1! fee uias applicable 
MILLER. li License Fee Management Branch BO/05/22 Ip 

8006170450 Commits to implement NUREG-0660 re aildl TMI-2 related 
requirements per 800507 1 tr 

LIBRIZZI.F P Public Service Electric Gas Co of NDUI Jersey 
80/06/09 Ip 

8006170651 Forwards auxiliary feeduater pump test results 

LIBRIZZI.F P Public Service Electric ', Oas Co of Noui Jersey 
80/06/10 Ip 

6006170620 Forwards response to NfiC 770921 request for info re 
auxiliary feeduater flou requirements Decay heat resulting 
from reactor trip is dissipated by evaporating uater In 
steam generators & venting generated steam 

LIBRIZZI.F P Public Service Electric !< Gas Co of New Jersey 
BO/06/ )l 21pp 

Inspection reports. IE Bulletins I COT respondonc e 

6006120369 Act receipt of IF B003SO Itr forwarding notice of violation, 
notice of proposed imposition of civil penalties fc order 
modifying license effective Immediately Forwards penalty 
payment 4 response Encl withheld (ref 10CFR2 790) 

SCHNEIDER, F U Public Service Electric Oas Co of Neiu Jersey 
80/04/14 Ip 



--00061B0513 Proposed findings of fact !. conclusions of lau In form 
initial decision Board will not re-review decisions reached 
during Commission 's OL revieui. f rom safety or environ 
standpoint Certificate of Svc encl 

UETTERHAHN, H J Public Service Electric t, Gas Co of New Jersey 
WETTERHAHN, M J Conner, Moore t. Corber 80/06/13 79pp 

6006240505 Proposed findings of fact J. conclusions of l*u In form of 
initial decision re amend to License OPH-7O No EIS required 
per NEPA Alternatives of storage at other sites need not be 
considered Amend should be issued, as in encl draft order 
HODRE.J E Hearino Branch 3 PATCH, H Hearing Branch 4 
60/06/23 6Spp 

8006270227 Forwards corrected Page 59 to ^^C 800633 findings of (act 
conclusions nf lau re OL amend proceeding 
MOORE, JE Hearing Branch 2 BO/Q6/26 ip 



8006060105 Forwards IF Insp Hept 50-273/80-00 on 600311-14 No 
noncomp 1 lance noted 

BRUNNER.E J Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch BO/Ofl/17 2pp 

8006060109 IE Insp Rept 50-272/80-09 on B0031I-H No noncomp 1 lanco 
noted Major areas Inspected refueling startup testing, 
control rod drive operation 1 position ind Icatl on, core poiuei 
distribution & m-core/e ncore detector calibr 

CAPHTOM.D L Region 1, Philadelphia, Reactor Operations Nuclnai 
Support Branch BETTENHAU5EIJ, L Region I, Ph 1 lade 1 ph ,a, Office of 
the Director BO/04/15 7pp 

BOO&1S0053 FoPiuards IE Insp Repts 50-272/BO-07 1, 50-311/80-03 on 
800302-2? No nontomp 1 iance noted 

BRUNNER.c: J Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch 80/04/29 2pp 



B006270233 Corrected Page S? to NRC B00623 findings of fact k 
conclusions of lau re DL amend proceeding 

SS'JSf',, 6 """'"3 Branch 2 PATON, W D Hearing Branch 4 
oO/Qa/26 Ip 



8006180056 IE Insp Repts SO-272/8O-O7 . 30-311/QO-03 on 000302-09 No 
noncumpliancB notad Major areas inspected plant operations, 
logs t, records. LEHs, periodic rents, sraal 1 break LOCA 
guidelines t, previous insp items 

KEIMIS.R R Region 1, Philadelphia. Reactor Operations Nuclaar 
Support Branch NDflBHOLM. t J Region 1. Phi lidHphU, Office of 
the Director 80/04/23 IBpp 



8006120089 Respond, to Itr to DOE re constituent Inquiry about 
P.Utionship of Merrill CreeV Project to facilities NRC has 
no info re relationship Facilit.es use uater from DE River 
Basin 

J "'" 



80/09/30 



E ' eCutlvE 



J Iniurance * indemnity information 



fop Operations 



Pollel " MF-. XB-40 



H.<f Amend B to Indemnity Agreement H-74, 
*">*t*tutln B license number. 

liC Servl " Elactriq * Gfls Co f "" Jr 



-a006iaoi36 IE Insp Hepts 50-272/80-07 . 50-311/80-03 on 000302-39 No 

?nc ud \\ T 6 ? 0<1 / Iaj r Ore " lns P"ted plant operations 
Including facility tours, log I record revises, 1 ic enaee 
events revieui J, review of periodic repts 






P Op.ratinj license stage documents t, corresponde 




n J1 VJ 1 , - ------^---"HMta.iVlll.UJl/Ucl 

.0 G Division of Licensing 80/05/07 150pp 



.6006120190 Notice of violation from insp on 800203-0301 

Hr.n S 10n Bi^ i"' E 1 "" " 8aCt r ( *"-" Nl..r Support 
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0006200029 Forwards IE Circular 30-13i "Grid Strap Damage in 
West inghouse Fuel Assemblies No written reaporiaB required 
ORlGHiB H Region 1, Philadelphia. Office of the Director 
BO/05/2B lp 



0006050364 Forwards supplemental LER 79-053/01X-2 

LIBRIZZI.F P Public Service Electric Si Gas CO of NOD Jersey 
QO/05/30 lp 



B006110231 Desponds to violations noted in IE Insp Repts 50-272/00-04 
SO-311/BG-01 on 00O128-31 . 02O1 , O4-07 S 11-13 Corrective 
actions master equipment list will eipand ensting methods 
of compliance w/requ i rements of QA program sys It components 
SCHNElDEfi.F U Public Service Electric t Gas Co of New Jersey 
SO/06/O3 0np 



BOQ6O50371 Supplemental LER 79-O53/01X-2 on 790B1O, during revifuj of 
supports within sample stress ca Iculat ions, unacceptab le 
rejection rate found Caused by use of computer code luhich 
calculated piping response u/algebraic summation method 
KAPPLE.A W Public Service Electric (. Gas Co of New Jersey 
BO/05/30 3pp 



0006300333 Forwards partial response to IE Bulletin 79-O1Q, "Environ 
Qualification of Class IE Equipment " Master list is approi 
9S'/, complete In identifying components Qualification data 
sheets approi 40/. complete 

SCHNEIDER, F W Public Service Electric H, Oas Co of Neu Jersey 
SO/06/O4 96pp 

000630O2S3 Responds to IF Bulletin SO-O5, "Vacuum Condition Resulting 
in Damage lo Chemical Yo 1 Control Bgs Holdup Tanks " 
Facilities have had vacuum breakers installed on holdup 
tanks to prevent collapse in event vacuum is generated 
SCHNEIDER, F W Public Service Electric (, Gas Co of Neui Jersey 
80/06/06 lp 

8006300490 Responds to IF flulletin 00-1P, "Decay Heat Removal Bus 
Oporabilily " Sequence of events at Davis-Besse which 
resulted in automatic transfer of suction to empty 
containment sump ui t 1 not occur at facilities 

SCHNEIDER, F Public Service Electric & Gas Co of New Jersey 
BO/06/O9 4pp 

8006240395 Submits supplemental rept revising 790919 response tn IE 
Insp Kept 50-272/79-18 Implementation of revisions to AP-13 
t AP-7 has shouin that revisions are sufficient to prevent 
recurrence of problem identified in Insp 

SCHNEIDER. F U Public Service Electric t, Oas Co of New Jersey 
00/06/12 lp ( 

0006240371 Responds to NRC BOOS27 Itr re item of nnncomp 1 iance nobed In 
IE Insp Rept SO-272/BO-IO Corrective actions respans ib 11 1 ty 
tor Type A, R t, C containment leafc rate tests assigned to one 
ijroup Review * approval piocedure streamlined 

SCHNEIDER, F W Public Service Electric & Oas Co of Neui Jersey 
80/06/17 2pp 

R Periodic operating reports i related correspondence 



0006170573 Form; 
LIBRIZZI.F P 
BO/06/12 lp 



rds LER QO-026/03L-0 
Public Service Electric 5. Oas Co 



of New Jersey 



800617057B LER BQ-026/03L-0 on 800S16. uh i le performdnn routine 
survci 1 lancei I eve I transmitter for steam generator level 
channel IV for low level trip setpoint was found out of 
spec Caused by failed capacitors ulithin circuitry 
MJHPHY, M J Public Service Electric >, Oas Co of Neu Jersey 
00/06/12 2pp 



8006170664 Forwards LER BO-035/03L-0 

LIBRIZZI.F P Public Service Electric >< Oas Co 
BO/06/12 3pp 



of Nou Jersey 



--B006170671 LER BO-O25/03L-0 on 800516, during containment entry, itam 
noticed corning from area uhero reactor coolant sample linn 
pass through containment uall Caused by failure of lamplc 
line J seal ueld on penetration Penetration ueld repaired 
MURPHY, M J Public Service Electric !< Oas Co of Neu Jtrity 
BO/06/12 lp 



Q006230527 Foruards LER B0-0a0/031_-0 

LIERIZII.F P Public Service Electric & Oas CD 
00/06/17 2pp 



of Nttii Jersey 



BQQ623Q535 LER BO-02B/03L-0 on 0O0519,uhile reviewing records, 
discovered that surveillance requirement 43362 uas not 
completed during required interval Caused by lack of timely 
review Surveillance completed 

MURPHY, M J Public Service Electric !. Oas Co of Nau Jersey 
BO/06/17 lp 



00062404S6 Forwards LEft BO-027/O3L-0 
I_IURIZZI,F P Public Service Electric 
SO/06/1B 2pp 



Qas Co of Miu Jrnty 



8006160107 Foruards NPDCS discharge monitoring repts for Apr 19BO, 
operating rept of industrial uaste treatment plant & 
wasteuater treatment rept U/a operating t uiasteyater 
treatment repts 

MIDURA.H J Public Service Electric t- Gas Co af Neui Jersey 
90/06/O3 3pp 



8006240492 LER BO-027/03L-0 on QOOS21, evaluation of need to perform 
Insp oF fire pump dlesel engine was not made Si required 
every IB months by Tech Specs Cauitd by faulty tracking iyi 
Sys corrected to ensure timely review 

MUflPHY.M J Public Service Electric t Gai Co of New Jerty 
BO/06/ IB lp 



B006160136 NPOES discharge monitoring rept for Apr 1900 

SCHNEIDEf1>F U Public Gervlce Electric & Gas Co of Neu Jersey 
BO/O6/O3 t2pp 



B006300370 Forwards supplemental LER 79-049/01X-1 
LIDRIZZI.F P Public Service Electric & Gas Co 
BO/06/23 3pp 



8006160009 Foruards monthly operating rept for Hay 1980 

MIDURA.H J Public Service Electric ft Gaa Co of New Jarsoy 
00/06/10 lp 

8006160012 Monthly operating rept for Hay 1900 

MILLER, L V- Public Service Electric 1- (Jas Co of New Jersey 
flO/06/10 17pp 

S Reportable occurrences. LERs 4 related correspondence 



9006300373 Supplemental LER 79-049/01X-I on 790710, during refueling 
outage, eram of concrete anchors for safety-related pipe 
supports revealed deficiencies Corrective action performed 
per Design Change Package 1EC-S93 

KAPPLE.A U Public Service Electric & Sat Co of NIUJ Jen*U 
00/06/23 lp 



B006300421 Forwards supplemental LER 77-013/04X-1 
LIDRIZZI.F P Public Service Electric & Oas Co 
BO/06/23 2pp 



Jeney 



0006230454 RO 79-50/01P on 790710, West! nghouie informed that reactor 
trip & auiiliary feeduater initiation could be delayed in 
event of main feedllne rupture inside containment Caused by 
possible heatup of steam generator level ref leg 
MIDURA. H J Public Service tlactrlc & Qas Co of Neui Jersey 
79/07/10 lp 



8006300424 Supplemental LER 79-013/04X-1 On 790102, during preparation 
of annual nonriid ioac ti ve environ operating rept, average 1973 
suspended solids concentrate in discharge exceeded limit 
Caused by abnoi ma I lij high demineral i i er regenirati oni, 
KAPPLE.A U Public Service Electric & Oas Co of Neu Jersey 
90/06/23 lp 



B006060313 Responds to NRC 000211 Itr re violations resulting from 
LEU 79-71 Corrective actions counselled individuals involved 
in incident ! tui 1 1 revise AP-15 safety tagging rules to 
insure only shift supervisors aulhorlied tti approve tags 
SCHNEIDER, F W Public Service Electric t ffas Co of New Jersey 
00/03/06 3pp 

a 

8006160231 PND-I-aO-OB3 on 800523, woman security guard passed out mhlle 
resting in guard house during brea'i Ambulance called 
inmsdiately to transport patient to offslto hasp for 
observation 

BRUNNER,E . HILL.W M , NOHRHDU1. U J Region i, Philadelphia, Office 
of the Director SO/05/23 lp 



0006300459 Forwards supplemental LER 7B-070/01X-1 
LIDRIZZI.F P Public Service Electric & Gas Co 
00/06/23 3pp 



of NKUI Jersey 



--B006300465 Supplemental LEU 7B-07O/01X-1 on 7B1021, during Mode 4 
operation, uh 1 le heating up to enter Mode 3, high floui through 
flCP seals fr other alarms. Indicating RC8 leakage were 
observed Cause undetermined Instructions have bean revistd 
KAPPLEi A H Public Service Electric i Qas Co of MBU Jersey 
BO/06/23 lp 
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T Hearing transcripts on non-antitrust (natters 

BQ060(,OQ2B Corrtctions of transcr i pt. ignor ing phonetics. p lurals & 
other minor errors, Pp 1SB5-I605 Certificate of Svc end 
MACARTGR.J D Delaware. State of BQ/OS/02 3pp 

3006130024 Proposed corrections tor BQ0430 evidentiary hearing 
transcript Certificate of Svc end 

WETTERHAHN.M J Puollc Service Electric & Gas Co of Neu Jersey 
WETTERHAHN. M J Conner, Moore 1 Corber 00/05/23 9pp 



8006300295 Discusses reorgani lat ion of Qfc of Nuclear Reactor 
Regulation & advises that mg t licensing matters u,/respect to 
facilities havo been assigned to Buckley Heorgan i lat I an 

TEDESCQ.R L Assistant Director for Licensing 00/06/13 



' 3 PP 



8006240416 Advises NC that 800229 rapt, "Response to NUrtEG-0378 Hhurt- 
Term Lessons Learned Requil ements, " is util comprehensive 
response to TMI-2 incident & supersedes Jul 1979 voluntary 
rept 
CRANE, P A Pacific Oas 5- Electric Co BO/O6/10 ip 



DOCKET 50-275 DIABLO CANYON NUCLEAR PDUER PLANT, UNIT 1 

A Application/construction stage documents t< correspondence 

S00&0301 1 ?5 Forwards Hatls Engineering Branch Input re water chemistry 
oraoraras ll/o end 
KN1OHT.J P Assistant Director for Engineering SO/04/G7 Ip 



80062S032B Responds to NHC 800123 Itr requesting consultation per 
Section 7 of Endangered Species Act of 1973 ro offecta of 
facility operation on five endangered species Operation not 

likely to jeopardiie species Recommends monllnring 

MARTlNSOM.fi K Interior. Dep t of, fish fc Wildlife Service HO/<H,/1<? 
IBpp 

F Security, medical, emergency tc Fire protection plans 



B006.230UO Advises BUR !< PWR applicants of NHC decision to modifg 
Implementation plan presented in Section 4 of NUREG-0577 re 
adequacy of applicable support structures General operating 
reactor review procedure 6 acceptance criteria end 
EISENHUT.D Division of Licensing BO/O5/20 13pp 

3006,020343 Advises that installation of insp ports S. plugging of first 
rou tubes are not prudent b should not be required Control 
rag guide tube support pin replacement has been completed 
for Unit 1 1 mil! be done for Unit 3 
CRANE.P A Pacific Oas & Electric Co BO/03/22 2pp 

8004090150 Discusses undertlad cracking in reactor vessel noliles 
Requests addl info re nonle base metal matl spec type & 
grade. clad process tgpe, elec trode slie t> number of clad 
layers & heat input for each clad 
SCHWENCER, A Licensing Branch 2 80/O5/23 Spp 

8006020168 Forwards "Description of Stjs Interaction Program for 
BeUmically-lnduced Events." as suppl to SOOS07 repl 
CRAHE,P A Pacific Oas 4 Electric CD 60/03/27 Ip 

8006020171 "Description of Bys Interaction Program for Seiimically- 
Induced Events " 
* Pacific Oas S. Electric Co BO/05/H7 76pp 

6006030330 Requests meeting ui/NHC to discuss BQOS07 request for addl 
Info re automatic switchover of ECCS Info not sufficient to 
conclude that switchover is either necessary or desirable 
CRANE.P A Pacific Oas 4 Electric Co BO/05/SS 2pp 

8006130119 Notification of 800604 meeting u/util in Bethesda.MD to 
diieuts mgt organization shift staffing requirements d lou 
pouiBr test program 
BUCKLEY. B C LlCBnslng Branch 3 BO/O6/O2 -Ipp 

aOOtl 90403 Comments on facility licensing tifiC should eipedite licensing 
of nuclear power plants that meet NIC Etds to meet future 
U3 anergij needs 
HENDERSON, H Affiliation Unknown BO/Oi/02 Ip 

B00ili0040 Forwards Amend S3 to application for OL re Chapters 4A, 3 & B 
of Hosgri rept Certificate of Svc end 
CRANE.P A Pacific Oas t. Electric Co SO/06/06 2pp 

6006160044 Amend B3 to application for OL. re Chapters AA. 5 t> 8 of 
Hasgri rept 

LANOLEY.E.B, , CRANE.P A Pacific Oas ', Clectric Co 80/06/06 
47pp 



B006120B28 Requests that FEMA revieiu of state (. local emernency plan 
be provided consistent u/onc 1 schedule to avoid potential 
delays in licensing decisions 
AHEAHfJE.J F Commission 8O/03/13 2pp 

B006250067 Advises thai safeguards contingency plan submitted on 
S005I2 Is acceptable fc approved Plan withhold 
{ref IOCFR3 710) 
SCHHENCER.A Licensing Branch 3 80/Ofi/Ofi Ipp 

8006160039 Discusses location of principal nearsite omorgflncy 
operations facility Distance factor is not critical 
parameter in selection of location Approval of location at 
8an Luis Oblspo County sheriff ofc i equosted 
CRANE.P A Pacific Gas & Electric Co BO/O6/07 2np 



Adjudicator^ correspondence 



8006040194 Motion for stay of proceedings ponding review of affidavit 
of nondisclosure petitioned per present motion Affidavit 
implied per ASLAB 800411 second prohearlng conference ovdor 
Is unconstitutional, violating guarantees of free ipench 
JDNE8.V I , BALDWIN, U A San Luis Oblspo Mothera for Ponce 
BALDWIN, W A Baldwin. H A SO/04/S3 Spp 



re dacumunta li itifu 
3pp 



8006040196 Eiecuted affidavit of nondisclosu 
obtained from POJiE Certificate of Svc encl 
JONES, Y 1 San Luis ObUpo Mothers for Peace 



B006040199 Response in apposition to Hendrlo BOO<1S1 raenmrantfura re 
participation in proceeding NIC regulations provont 
participation of employee who had investigatory rule an titan 
or related case H/notlce of appearance & Certificate of Elvc 
FLE1SCHAKER. . JOHNSTON. M P San Luis Dbiopo Mother* tar fade* 
JOHN9TOM, M P Center for Law in the 1'ubllC Interest tlO/OS/03 
IQpp 

GOOii 10417 Response in opposition to intervenar San Lu 1 B Oblipo Huther* 
for Peace motion to stay proceedings b petition for ravlew 
of nondisclosure affidavit Petitioner fulled to satisfy 
burden of proof Certificate of Svc one I 

NORTON, Q, , GOIFt.A C . FUUBUSH, M H Pacific Das I Eluctrlc Co 
80/03/05 Spp 

B00602032S Advises that ASLAP no longer i Bqulroo Biecutd llaldiulu 
affidavit since original notariied affidavit of 
nondisclosure has teen received 

TOMPKINS.B A Atomic Safety and Licensing Appeal Panl [10/OB/Od 
IP 



B0061S0627 Notification of 500617-19 meeting u/util in San Luis Qbispo, 
CA to audit seismic sys Interaction program 
BUCKLEY, H C Licensing Branch S 80/06/06 4pp 

B006-240102 Foruiarili request for additional info re shielding design 
review, containment monitors t iodine sampling t> analysis 
syi Arfdl info required to continue review of response to 
NUHGO-0578 
SCHWENCEH.A Licensing Branch 3 80/06/06 8pp 

S00619049B Advises that 12-inch containment pressure/vacuum relief 
valves (ulll b 1 imited, prior to fuel loading, to prohibit 
opening more than 50 degrees Limit effective until valve can 
b closed from more open position following postulated LQCA 
CRANS.P A Pacific Gas 4 Electric Co 80/06/13 Ip 



B006060031 Corrects MP Johnston BOOS03 notice of appearance, improper ly 
listing Ctr for Law in Public Intereit as client Oan Lull 
Obispo Mothers for Paace.Scenlc Shoreline Proservntl on, 
Ecology Action Club ut al are actual clients 
FLEISCHAKER. D Fleischaker, D S BO/05/HI Ip 

8006240313 Opposes, on behalf of Ban Luis Ubispo Mother* far Peace. 
80051? notice of intent to permit Nnrdllngev participation 
In QL proceeding Potential conflict of Interest may ariee 
due to prior involvement u/ACRB consultant uiltneisof 
JONES, Y I Jones, Brown V Clifford 110/OS/33 Spp 

* 

B006110210 Motion to revise NRC 900309 response bo joint, Intervanora ' 
motions to reopen 800320 record Present* RL Hotnman t PT 
Kup BOO519 joint affidavit as revision to B00909 joint 
affidavit Change Involved does not invalidate deilgn 
KETCHEN.E Hearing Branch 4 80/06/06 3pp 
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9006110238 Affidavit pointing out error in previous affidavit filed u/ 
NRC response to i ntervenors ' joint motion to reopen Imperial 
Valley earthquake data does not invalidate NemarV design 
response spectra for facility Certificate of 8vc encl 
KUO, P T , ROTHMAN, R Office at Nuclear Reactor Regulation, 
Director 60/03/19 7pp 



B006260269 Decision ALAB-59B. granting intervenors. ' motion to reopen 
record to admit Imperial Valley earthquake data Holda 
decision on renaming appeal in abeyance until data 1* 
evaluated Now data may effect key seismic finding* 
BISHOP, C J Atomic Safety and Licensing Appeal Panel BO/04/84 



80061 BOS 19 Advises ASLAO that recent as-built audit demonstrates 
significant break down in util <JA program Break down is 
magnified because pipe supports k anchors were supposedly 
IOQV. reinspectad in response to NHC 1976 S> 7B audits 
FLEISCHAKER. Fl el schaker, D S 00/06/10 3pp 

BOQ61B0522 Responds to I terns 9,3 t 4 of IE Dulletln 79-14, "Seismic 
Analysis for As-Built Safety-Related Piping Bija " Plant 
procedures for as-built documentation will assure strict 
conformity between sus configuration & design documents 
LOCKE. R F Pacific Gas & Electric Co 80/04/17 3p|J 



8001)570305 Response stating no objection to Governor EO Broun of State 
of CA participation in security plan hearing before ASLAB re 
QL proceeding Certificate of Svc encl 
TQURTELLOTTE, J Hearing Branch 4 80/O6/35 *pp 

B006300432 Order directing parties to inform ASLAB, by 800707, of option 
that should Ije selected from Commission 800611 ruling, 
CLI-BO-24, remanding protected info issue to ASLAQ Requests 
State of CA vi urns, a 1 though not yet partitipant in DL Issue 
BISHOP, C J Atomic Safety and Licensing Appeal Panel 80/06/33 
2pp 



9006120332 Notifies ASLAD that CA Governor EO Broun intends to 
participate in hearing re security plan issue Hroiun was 
admitted to proceeding as participant by ASLB 791116 order 
BnnWN.H H Hill Christopher (. Phillips KLINE, J A , CEOJlOIOU.u 3 
California. State of BO/Q6/1I 3pp 

8006120334 Submits names of attys appearing on behalf of CA Governor 
EO Brouin for security plan hearing Broun uas admitted to 
proceeding as participant by ASLB 791116 ordar Certificate 
of Svc enc 1 
BRQUN.H H Kill Christopher b Phillips 80/06/11 kpf 

8006130271 Memorandum t< order CLI-BO-24 re intervenor San Luis Oblspo 
Mothers Tor Peace access to util physical security plan 
Endorses ALAR-41O guidelines for mating plans aval lab IB- w/ 
one exception Addl views of Commissioner Bradford encl 
CHILK.S J Office of the Secretary of the Commission SO/06/11 



3006190609 Memorandum directed lo parties, advising that author 
participation In proceeding does not violate Commission 
regulations or due process requirements Author ui 1 1 continue 
to take part in seismic issues 
HEHQH1E, J M Commission BO/06/16 3pp 

B006190539 Agrees to intorvenor objection to M Nordlingev assignment as 
counsel re security plan proceed i ng, per M Nordlinger 
commitment to Intervenor 
B1CKWIT.L Office of the Ganeral Counsel 00/06/17 lp 

8006230'! 74 Discusses forwarding of public comments re operation of 
facilities Messages tond to be repetitive Falls to see need 
to serve on all parties Ltrs not already fri public record 
should be placed in FDR & local PDR In San Lull Obispo-CA 
BOWERS- E 5 Atomic Safety and Licensing Board Panel 80/06/17 lp 

8006230397 Memorandum advising parties that author did not participate 
in Commissioner Kennedy decision re recusancy & Commiii loner 
Hendrie decision to take part in proceeding Author will taka 
part in other license application matters 
BICKWIT.L Office of the General Counsel BQ/06/1H lp 

H00626015B Forwards Director's decision per S S06 fc FR notice in 
response to Friends of the Earth 791024 petition to require 
preparation of supplemental environ statements on Class 9 
accidents at Diablo Canyon. Ranchn Seco * Palo Verde 
DENTQN.H R Office of Nuclear Reactor Regulation. Director 
80/06/19 2pp 



H General correspondence 



3006060504 Advises fat SOQ512 Itr Is being forwarded to Washington, 
DC headquarters for inclusion in appropriate public docket 
file 

HANCHETT.J Q Region 3, Ban Francisco, Office of the Director 
SO/05/19 lp 

8006060S07 Suggests that facility OL be granted as expeditiousty al 
possible Further delay ui 1 1 cause rotating outages & 
inconveniences Unused facility burns abundant nuclear fuel 



wastes precious oil 
BACCl.R R Affiliation Unknown 



SO/09/12 2pp 



B006060513 Suggests further seismic research before consideration of 

DL for facility Possibility etlsts for major earthquake In 
San Luis Oiilspo area Opposes opening of plant 
LINO.D Affiliation Unfcnown 80/05/09 lp 

8006060516 Requests specific Info on granting of 8L For facility per 

U Schoenfelder inquiry Constituent believes unused plant 
waste* millions of barrels of oil every month fe should be 
opened w/o further delay 
LAOQttARaiNO,fJ House oF Rep 80/05/OS lp 

B0060603I7 Forwards B00402 transcript of in camera hearing on security 

plan In San Luis abispoiCA Applicant concernii) that no 
special handling or Identification made for security Info 
Requests that NRC inform court reporters W/o encl 
NORTON, D Affiliation Unknown BO/O4/2B lp 

0006060S22 Request* that facility OL not be granted Too many unanswered 

questions still remain Mo analysi* of effects of Class 9 

accident has been made 

* Affiliation Unknown 80/04/22 lp 

B006060528 Urges early licensing of facility to save rite paying 

cltiiens of CA added cost for imported oil (. to save ua 
undesirable consequences of importing appro* SO million 
barrels of Oil pr yr 
BASHFORD.A L Affiliation Unknown BO/04/29 lp 

8006060530 Advi*es that 800402 Itr Is being for ward id to Uashlngton, DC 

headquarters for Inclusion in appropriate public docket 

file 

HftNCHETT.J Region 5. San Francisco, Dfflce of th Director 

80/04/28 (p 



-8006260159 Responds to 791024 petition requesting preparation of 
supplemental EI8 re impact of Class ? accidents at 
facilities No special circumstances exist which uould 
warrant reopening proceedings Request denied 
DENTONiH R Office of Nuclear Reactor Regulation. Director 
BO/06/19 2pp 

-3006360161 Director's decision per 2 206 denying Friends of the Earth 
791O24 petition to require preparation of supplemental EIB 
on Class ? accidents Mo special circumstances etlit which 
would warrant reopening environ proceedings 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
80/06/17 17pp 

-3006260163 Notice of Issuance of Director's decision per 2,206 denying 
Friends of the Earth 791024 petition to require preparation 
of supplemental EIS re Class 9 accidents 

DENTOM.H R Office of Nuclear Reactor Regulations Director 
80/06/19 2pp 



S006060537 Request! that NRC consider feasibility of converting 1 
facility to natural or methane gas Inherent rlftk exists for 
nearby population If nuclear accident triggers major 
earthquake or vice versa 
CLANCY, P Aff 1 1 iation Unknown BO/04/02 lp 

8006300663 FQIA request for documents re JM Hendrie participation 
facility licensing proceed ing. Hoigri fault or offihor* 
faulting & USDS studies 
JOHNSTON, N P Center for Lay In the Public Interest, 80/03/13 



8006190579 Opposes licensing of facility due to Haigri fault b SOQ52B 
earthquake proving that fault is active Facility licensing 
would be criminally irresponsible 
RAWLS.N Affiliation Unknown SO/09/29. lp 

8006170519 Opposes licensing of facility tfue to location near Hoigri 
fault Earthquake In CA is very real danger 
KLOPPINO, J Affiliation Unknown 80/06/02, lp 
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8006190599 Requests that KRC reopen itisnic hearings before gianttng 
facility OL due to recent Hotgri fault earthquake Plant was 
not designed to bear force of earthquake Fault might be 
capable 
M-LlflA.AA Affiliation Unknown 60/06/O2 lp 

8006200540 Responds to end SOQ41B Itr to President Carter expressing 
concern r litenung delays Delays caused bij pOst-TMI 
tfforti ( subsequent application of "leisoni learned " 
Facility 15 one of four high priority plants 

DEI4TON.HR Office of hucliar Reactor Regulation, Director 
BO/06/02 2pp 

8006190572 Requests that OL be denied due to earthquake along Hosgri 
fault 
BENNETT.J , BEUUETT. M Affiliation Unknown BO/06/03 lp 



B006190397 Urges that DL bo denied due to Q0052B earthquake on 
Hosgrl fault 
JOHNSON,! Affiliation Unknou-n 60/06/04 lp 



8006300347 Forwards constituent Anaon 800507 comments r ulnd speed 
assumptions used in development of nuclear emergency 
regulations NRC plans for public evacuation based on 
abiolute Fantasy 
CRANSTON. A Senate 80/06/04 6pp 

B006190460 Opposes itsunnce of OL due to prevalence of seismic activity 
in area 

L Affiliation Unknown 80/06/05 ip 



B00619Q465 Foruards RH Leddy 60050B Itr eipressing concern for plant 
ilfeti; due to proiimity to earthquake fault Requests 
reiponie directed to constituent 
LACQMARSINO, R J Hou*e of Rep BO/06/05 3pp 

B006190450 Opposes issuance of DL due to pi-oilmitu of active fault 
STEELE.F , STEELE.M Affiliation Unknown BO/06/07 lp 

B0061B0424 Forwardi updated description of util corporate structure, 
reflecting establishment of nuclear powei- generation dept fc 
of onsit* safety review group t mgt oversight group for 
Incorporation into FSAR 
CRANE.P A Pacific Gas 5 Electric Co 00/06/09 Ifipp 

8006170514 Opposes licensing of facility due to location near Hosgri 
fault NRC criteria recommend that nuclear reactors should 
not be sited nearer than 12 1/2 miles to earthquake fault 

Facility it located practically On fault 
CATTOIR.H Affiliation Unknown BO/06/10 lp 

8006230463 Responds to Itr re position on loui power testing permit for 
facilities Proposed study to consider alternative approaches 
to energy problems will not result in delay in 1 iceniing. but 
uill giv* better info on luhich to base dscislnna 
PANETTA.L E House of Rep SO/O6/12 Spp 

8006190441 Opposes granting of OL due to pro.imity to Hosgri fault 
I.!?!..* S uld bB convel 't<" f * non-nuclear fuel immediately 
MORATEZ.P Affiliation Unknown BO/06/16 lp 

8006300662 Responds to FQIA requ.st for documents re Jrt Hendrle 
participation in facility licensing proceed ing, Hospri favlt 
or offshore faulting t, USGS studiea Forwards documents 
lilted in App A fc NUR6G-75/OB7 W/o ends 
FELTON, J M Division of Rules and Records BO/06/24 3pp 



^Inspection reparts, IE Bulletins & correspondence 



on 800415-17 



8006130067 IE In.. R.pt 50-375/80-09 on S00415-17 No 
noted Major areas i nB p ec t e d preop.rat.onal test p 
follouup of out, landing items H' 



mnl iancs 
P 



8006060002 Forwards IE Insp Ropt 50-275/80-11 on 900401-25 No 
noncomp 1 la nee noted 

CREWS. J L Region 5, San Francisco. Reactor Operations Nuclear 
Support Branch 00/09/07 2pp 

--8006060084 IE Insp Rept 50-27S/BO-1 1 on 800401-35 No none omp 1 liinco 
noted Major areas inspected preoperat I otia 1 testing i f i re 
protection ii opnratoi training 

STERNDERG. D H , YOUNG, T Ri>glon 3, San Francisco, Office of tho 
Director BO/05/02 3pp 

9006250100 Forwards IE Inap Hept 50-275/80-04 on 000211-15 No 
noncomp 1 lance noted 

DODKiH E Region 5, San Frantiaco, Fuol Facility >> MatDnnla Safety 
Branch 60/05/16 2pp 

8006250112 IE Insp Rept 50-279/80-04 on 800211-15 No none omp I lane e 
noted Major areas inspected radiation protection !i emergency 
response organi iati on, staff ing J- training li radiation 
protection equipment 

DtJQK.H E Region 5, San Francisco, fuel Facility & Materials 
Safety Branch NORTH, H S . UEN3LA.US1U , r Region 5. Ban Francisco, 
Office of the Director BO/OS/16 7pp 

80061B0377 Forwaida IE Insp Rept 50-279/00-12 on 800312-19 No 
noncoropliance noted Enc I withheld <ref 10CFR2 790) 
NDRDERHA'JO. L R Region 5. San Francisco. Safeguards "ranch 
BO/06/04 9pp 

8 Reportable occurrences. LOIs tf related correspondence 

8006250068 PNS-V-SO-005 on 9O0602, contrac tol recolvsd bomb ttiroat fur 
facility from unknown c.illor Liconaue adviaed d aearch 
conducted 

SCHUSTER, H D , MOHDERHAUG. L R Region 5. San Fianciaco, Office of 
the Director 80/06/02 IP 



DOCKET 50-277 PEACH BOTTOM ATOMIC POWER STATION! UNIT 2 
F Security, medical, emergency If firo protection plant 

00060904B7 Foruards proposed rule entitled, "Firo Protection Program 
for Nuclear power Plants Opeiating Prior to 79O10I " llulo 
adSa new Section BO 40 *, App II to 10CFR30 & la eipected 
to ba published in FR bij end of Mau, 
EISENHUT.DO Division of Licensing SO/03/1? 4tpn 

B006130063 Formarda revised Pages 1-1-1 (. now Page 14n far prnposod 
rulo 10CFR50 "Fire Protection Program for Nuclear Pounr 
Plants Operating Prior to 7901O1," tronsmittod by NBC BOOS I'? 
Itr Page 14a nol sncl 
EISENHUT.DO Division of Licensing 00/05/22 /:ipp 

B0062S01<?1 Confirms B00603 corporate mg t mectinri w/util in 
Kino of Prussia, Pn to d ls cuss proposals for facility health 
physics staffing 

ORIEH.B It Region 1, fh i lade I ph ia, Office of the Uireclor 
00/05/3? |p 

S006I30324 Submits schedule for completion Df mo d s to five protection 
program, in response to MRC /90Ht3 llr All mods will bo 
completed in accordance ui/schsdule gpeclfloif in Tnblo 3 l 
of 79Q3S3 fire prntectlon SER 
DALTRDFP.S1. Philadelphia Electric Co E10/06/01 2pp 

B006H0094 Forwards plant sacurity personnel training fe ntial if lent ion 
plan SL Dan, off affidavit end Plan withheld ncflvioil 

(ref IOCFR2 790) 
DRADLEV.E J Philadelphia Electric Co BO/Q6/Q9 3pp 

0006300002 Fo^ards comments t, request* Pur addl info r 9n f 0t ,uard. 
contingency plan tncl uilhlieH def lOCFflH 790) au*ro 

fiElD.n U Operating Reactors Branch 4 Bo/06/13 3pp 

Q Adjudicatoiy con cspondenco 



CBANP S ! ""tinghouse OLiners oroup gumelinBs 
CRANE. P A Pacif.c 0,s 4 Electnc Co So/05/02 fi 



Mh^" 5 "fl" 1 * fnr "tn.ion until Q00618 for p.rim. e et NF1C. tn 
Bubmit post-hearing m..or>n<U ro raUon is.uo Rocord Unothu 

cerHfu:r of h Bv: ^, h r < m ** >** *- .ag 

HEPFORD,c Cituens for Safe Environment HO/03/20 Ipp 
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B006i707D2F.iruaT.ris Wascs P-ackagiTVc, Insp Rept 80-13 on 600313-14 No 
noncampliance noted 

BHITH.O H Region 1, Philadelphia, Fuel Fac 1 1 1 ty t. Materials Safety 
Branch 80/04/24 2pp 

800M707ea Waste Packaging Insp Rept 60-13 on 600313-14 No 
nnncompliance noted Major areas inspected compliance u/DOT 
& NRC regulations r shipping paper t. placarding 
requirements 

POTTER, J P , DROWN, R A Region S, Atlanta, Fuel Facility t, 
Material* Safety Branch BO/O3/3H 6pp 

B0061<?02'13 Forwards Waits Packaging Insp Rept 80-09 on 600121-35 
No none cm p lian.ce noted 

SMITH, K Region 1. Phi I ade Ip h la. Fuel Facility t Materials Safety 
Branch 30/04/24 2pp 

BOQ6190249 Waste Packaging Imp Rapt BO-09 on B00131-S9 
No- noncompHance noted Majnr areas inspected vehicle 
placarding, packaging conditions J. packaging marking 
natJK.H E Region S, Ban Francisco, Fuel Facility t Materials 
Bafatv Branch FONO. F T , THOMAS, R D Region 5, San Francisco, 
Office of the Director 90/03/25 Spp 

PQ06170361 Forward* Haste Patiaglng Imp Sept 00-03 on 900237-29 
No noncomp 1 lance noted 

SMITH, H Region 1- Philadelphia, Fuel Facility !( Materials Safety 
Branch BO/01/Efl Spp. 

5004190371 Waste Packaging Insp Rept 60-03 on 000337-29 

No norKompliance note^d Major areas inspected shipping paper 
requlrmniHiti. DOT placarding requirements, rad I at ion levels, 
nmovabla contamination 6 POT marfring S- labeling 
POTTER, J P . PEERY.W H Region 1, Philadelphia, Fuel Facility & 
Material! Safety Branch 80/O3/J7 7pp 

&QQ6Q30IS1 Foruiards rename to portion of IE Bulletin BQ-07 Sealing u/ 
plants nodi in scheduled refueling outage Vliual insp 
performed w/underuiater TV camera Result* of inip iure 
acceptable t> no importable cracks were found 
DALTRdFF.B L Philadelphia Electric Co 80/OS/OS 3pp 

80060SOO01 Responds to IE Bulletin 80-07. Item H l,re BUR jet pump 
aiSBtntilu, failures Procedural for daily surveillance of jet 
pump parameters Implemented Unit 3 jet pump beams to lie 
lnipict*d during neit outage 
DALTflOFF.S L Philadelphia Electric Co BQ/05/O7 3pp 

8006060037 Ack receipt of 300423 Itr Informing NRC of steps taken to 
corract violations noted in IE Imp Reptfi SO-277/BO-04 ! 
SO-a7B/BO-04 

OfUERiD H (legion 1. Philadelphia, Office of the Director 
BO/09/ IE Ip 

BQOiOc.003'? Responds to NRC 000403 Itr re violations noted in IE Inap 

Rifts SO-B77/PO-04 E, 30-E7B/BO-04 Corrective actions 
cautionary tags applied to valves &c long-term mads to valves 
be Ing dtvnilaped 
DALTflDFF.B L Philadelphia Eloctpic Co 80/04/2B 6pp 

B00606004a Foi-warift IE Imp ftpt 50-377/80-04 !. SO-279/BO-04 on 

600233-23 & 29-59 (. notice oP violation 

DRIER, D H Region 1, Philadelphia, Office of the Director 

ao/04/oa. spp 

-~ 800606004* Notice of violation from imp on 800823-23 d 25-29 

Region 1, Philadelphia, Office of the Director BO/03/87 2pp 

S006060047 IE Imp Iipt* 90-277/00-04 & SO-S7B/BO-04 on 800333-23 ti 25- 
29 Noncompl lance nnteij inadequate approved proccduris for 
i*olation valve* 'x failure to Pollnu procedurel re mods ti 
blocking & permit yi 

MCCADE, E, C Region t, Philadelphia, Reactor Operations Nuclear 
Support Branch OREENMAN, E 9 , COWS I LUC J Region 1. 
Philadelphia- Office of the Director 80/03/37, lOpp 



R Periodic opeiating repot ts ' related tori espondenc i 



8006170445 Forwards monthly operating ropt* for May 19BO 
CGONEV.M J Philfldelphm Electric Co SO/06/10 Ip 



--B006170446 Honthly operating tepts tor May 19BO 

flLDEN, IJM Philadelphia C-leclnc Co QO/06/1O 9pp 



B0061'?0339 Foruiarda "Annual Plant Hod Rept 1979 " 

rtLDEtJ.U II Philadelphia Electric Co 80/06/13 Ip 



8004190345 "Annual Plant Mod Rspt 197? " 
ULLnlCH,W T PhiladBlpliia Electric Co 



BO/06/13 28pp 



5 Reportable occurrences, LEFIs ', related correapondenc e 

8006110003 flO 2-BO-10/1P on 00033O-0407 t 17-33, rad ioac t ive uiater uias 
released to circulating ujatcr ays Caused by flooding of 
normal condensai tteam space permitting radioactive water to 
laak through defective condenser tube to mater sijs 
ULLRICH, IJ T Philadelphia Electric Co BO/06/O4 Spp 

3006300933 PNO-I-QO-090 on 800610. licensee reported possible whole body 
radiation oiposure of 3 11B rem of contractor employee 
during 3nd nuai ter of 19BO Dosimeter found offscale S. worker 
actually received acfdl 1 9?" rem on B00607 

NEELY,D R , KNAPP.P J , SMITH, C H Region 1, Philadelphia, Offica of 
the Director 80/06/10 Ip 



8006250340 Foruiarda LER aO-010/OlT-O 
COQNCV,H J Philadelphia electric Co 



3pp 



--B006E50241 LEU 80-010/01T-0 on 600603, ui/uni t at power, leak developad in 
rtl section of condenser Caused bif lack of proper procedure 
during shutdouin condition allowing hotwell level to rlne 
Condenser tubes to be dec Dntomlnated 

, M J Philadelphia Electric Co BO/06/17 IP 



U Congresslonal/Eiecutlve Correipondonce 



B006370141 Reiponds to BOO'iart Itr re arrangements made for recent 
mentlng at facility Public announcement far meeting wan 
Issued BOD33I Public announcement (< mailing lilt for meeting 
end 

DIRCKS.H J Office of thu Cuecutivn Director for Opoiations 
BO/0&/02 16pp 

B006S70146 Eiprcsnet eoncorn re flrraiigcmnnts for S00424 meeting at 
facility Adoqualo notice of meeting was not provided 
SnRQfltJE8,r S Sanate 80/04/S4 Ip 

B006270H7 Heipund* to 000906 It) rs arrangement* made for recent 
meeting at facility Public announcement uas isiued well In 
advance of meeting Public announcement & mailing lilt end 
DIRCK8,U J Office of ths Eiocutlvo Director for Operations 
00/06/02 I7pp 

8006270190 Comments on arrangements made for recent meeting at 
facility NRC should schedule another meeting to obtain 
further public comments ( analyses on emergency rexponie 
plan 
LQNO.C D House of Rep , Appropriations 00/03/06 3pp 



DOCKET 30-27H PEACH BOTTOM ATOMIC PDHCR STATION, UNIT 3 
F Security, medical, imargBnci; ti fire protection plant 

6006090'! 7 Forward! proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Qpuratino Prior to 790101 " Rul 
addi neui Section SO 48 V Apn R to 10CFII30 l> t* expected 
to be published In Tit by end of May 
EIBENHUT.DG Dl vl s ion of Licn 1 no 80/03/111 16pp 



8006130063 Foruards revlted Pages 1-14 b ntui Pag* 14a for proposed 
rul lOCFRSf) "Fire Protection Program for Nuclear Power 
Plant* Operating Prior to 790101," transmitted by NRC 000919 
Itr Page 14a not encl 
EISENIIUT, D Division of Licensing 80/OS/SS 73pp 



B0062B0191 Confirm* 300603 corporate mgl meeting u/utll In 
King of PruislU'PA to dltcuts proposals fov fatillly health 
physio stafFlng 

ORIERpO H Rtglon I, Philadelphia, Office of the Director 
80/OS/27 Ip 



DOCKETED ITEMS 



67 



6006130334 Submits schedule foi completion of mods to fire protection 
program, in i esponie to NRC 710B13 Itr All mods will bo 
completed in accordance lu/schedule specified in Table 3 1 
af 79O523 fire protection HER 
DALTRQFF.S L Philadelphia Electric Co 8O/06/04 Spp 



B006130122 Requests comments on NUREQ-O577, "Potential for Lou Fracture 
Toughness t. Lamellar Tearing on PUR Steam Generator d 
Reactor Coolant Pump Supports " Proposed revieu procedure li 
implementation schedule end 
EIBENHUT.D G Division of Licensing BO/05/19 72pp 



B0061t0094 Forwards plant secuiity personnel training It qualificatic 
plan SL Da I tr off affidavit enc 1 Plan withheld 
Iref 10CFR2 790) 
BRADLEY, E J Philadelphia Electric Co 30/06/09 3pp 

8006300002 Forwards comments >g requests for addl info re safeguards 
contingency plan Entl uithheld irof 1OCFR2 7901 
REID,R U Operating Rouctors Ilianch '1 BO/O6/12 2pp 



G Ad jud I catory coi respondent 



0006060245 Request for e. tension until BOOfclB for part i es, eicept NRC, to 
submit post-hearing memoranda re radon issue Record lengthy 
fr Intervenors have othei commitments made prior to Feb 1980 
Certificate of Svc oriel 
KEPFORD.C Citnens for Safe Environment BO/05/20 4pp 

9006060263 Correction to licensees' S00<l2a brief an disposition of 
alleged Deficiencg 1 Ceitificatc of Svc cnc 1 

S1LBERG, J E Metropc 1 i tan Ellison Co RAOER, R M Philadelphia 
Electric Co HADER. R V, Public Service Electric & Qas Co of Neui 
Jersey BO/05/30 5pp 

8006060^47 Response to i ntervonoi Si York Commitloe for Safe Environ & 
Cifcliens for Safe Environ roquast For eitenaion until 
B0061B to Pile proposed findings of f.ic I in generic radon 
proceeding hang delays in proceeding arc rause for concern 
CONNER. T B Philadelphia Electric Co CONNER, T Conner, Moore d 
Corber TRAvlESd-Dl A7 lletropol i tan Edison Cn BO/O5/23 llpp 

8006020550 Order granting extension until SOOfilB for York Coromi ttee for 
Bafe Environ I Citliens for Safe Environ to file proposed 
findings of fact t, conclusions of law NRC findings duo on 
B00703 t intervenori' t applicants' responses on B00710 
BISHOP, C J Atomic Safety and Licensing Appeal Panel 80/05/2B 
2pp 

8006260209 Memorandum ' 01 der advising that Sterling iaue is no longer 
germane to consolidated proceedings whole radon issue it 
being determined Ecology Action cause for late intervention 
must be filed by B00702 
ni6HQP,C J Atomic Safety and Licensing Appeal Panel 80/06/33 



H Qenoinl 



pondenc 



SOO6050379 Forwards application for amend to. Licenses DPR-44 fc DPS-B6 & 
related Tech Spot pages Application requests changes to Tech 
Specs re organisation for plant operations !t composition of 
plant operation revieui committee Fee enc 1 
BRADLEY, E J Philadelphia Electric Co 30/06/03 Ip 

S00605Q3B3 Application for amend to Licenses DPR-44 !. DPR-96. chang ino 
Tech Specs re organi tat ion for conduct of plant operations & 
competition of plant operation revieui committee Certificate 
of Svc encl 

BAUER, E , BRADLEY, E J , [iOYER, v 5 Philadelphia Electric Cn 
00/06/03 App 

9006050386 Revised Tech Spec Pages ?45 1, 246 re 600603 application for 
amend tp Licenses DPR-44 & D 3 R-96 
Philadelphia Electric Co BO/ 06/03 Spp 

8006130279 Advises that high range effluent noble gas monitor SIJB moots 
criteria of Lessons Learned Task Farce short-term 
requirements u/eicoplian af ANSI N33b-l*f79 which requires 
sys presently unavailable 
DALTROFF.B L Philadelphia Electric Co BO/06/04 Spp 

0006300604 Ltr to all QWR licensees forward ing "For Comment" edition 
of NUREO-0619, "BUR Feoduiatev Noule * Control Rod Drive 
Return Line Maiile Cracking " Comments will be evaluated bi; 
NRC prior to Final Implementation W/o eitc 1 
GISENHUT,n Division of Licensing 80/06/OS 22pp 

8006300526 Requests that rept detailing major flddl tlon/chongsi to 
onsite waste storage be Included in monthly operating rept 
until applicable App 1 Tech Specs are incorporated into OLi 
Requests comments on encl draft licensing position 
REID.R U Operating Reactors Branch 1 BO/06/12 llpp 

9006200407 Responds to NRC 800513 Itr requesting info re Inui pressure 
turbine diet cracking Info includes background technical & 
historical d-ate-intp on turbine rotors, steam chemistry lc 
safety related impact No cracking revealed 
DALTROFP,8 L Philadelphia Electric Co 80/06/13 14pp 

0006360176 Forward a util positions m five addl TMI-2 related 
requirements dl*cui*ed in NRC 000307 Itr Mod roiiuiramenU 
uill be reviewed by OHH owner* group Util evaluation of OE 
S00221 response to Klchelson concerns tmcl 
DALTfiOFF.B L Philadelphia Electric Co 00/06/80 Bp p 



0006170802 Discusses 000'HO Itr to NRG BipressinB concern re 
arrangements for pocent meeting at plant Meetings between 
NRC ^ licensees are open to public in most eases Public 
announcement was issued on BOO33I , ue 1 1 before meetinB date 
DENTON'H R Office af Nuclear Reactor Regulation. Director 
80/05/30 16pp 

B006270134 Responds to B00301 S OEJ llrs re R Schloif (. H Wai tors 
concerns about arrangements made for recent meeting at 
facility Public announcement uas Issued uiell In advance of 
meeting W/public announcement t mailing lilt 
DIRCK3, U J Office of the Eiocutive Diiector for Operations 
00/06/02 I9pp 



0006H601B1 Forunrds revised schedule for implementation of cantainwent 
suppression chamber mods to conform w/Mark 1 long-term 
program acceptance criteria 

B Philadelphia Electric Co 00/06/20 Spp 



Inspection reports, IE Bulletins correspondence 

B006200079 Foruariis IE Circular 00-OB, "DHR Tech Spac Inc onilt(nt i/ - 
fieactor Protection Sys Response Time " No uritten response 
required 

DRIER. D H Raglan I, Philadelphia. Office of the Director 
BO/04/1B Ip 



000627015S Responds to 000506 Itr re arrangements made for recent 
meeting at facility Public announcement was issued uoll In 
advance of meeting Public announcement <r mailing list encl 
DIRCKSiU J Office of the Eiecutlve Director for Oparatlons 
BO/06/O3 16pp 



8006270155 Requests info re 
of 800124 public meeting 
MATH1AS, C M Senate 80/05/0? 



nslltuenl inquiry about NRC notification 
IP 



P Operating license stage documents t correspondence 



B00617039S Forward* Waste Packaging ln*p Rapt BO-20 on B0012B-020I No 
noncompliance noted 

9MITH.Q H Region 1, Philadelphia, Fuel Facility fc Materials 0afety 
Branch 00/O4/3-! Hpp 

B00617039S Waste Packagins In*p Rept 80-03 on 000138-0201 No 
noncompliance noted Major areas intpecSed waste shipment! i 
pjckijcs. vehicle placardinji packaging conditions li labels 
BOOK.H E. Region 5, San Francltcor Fue3 Facility t- Mat*riaU 
Safety Branch THOMA3.R D Region 5, San Fraticitco, Office of the 
Director BROWNE. W Advanced Fuel ft Spent Ful Licensing 
Branch 80/03/31 lOpp 



B006090J65 Forwards addl TMI-H related requirements to operating 
reactors Licensees requirements for TMI Action Plan Include 
shift manning. 1 1 cens ing eiams i licensee dissemination 
of operating experiences Response requested within 30 days 
EIBENHUr,D Division of Licensing BO/05/07 ISOpp 

0006030514 Summary of 900422-23 meeting u/Mar>i I owner* group in San 
Jose.CA re confirmatory analysis t/ testing prosrams 
concerning Mark I containment long-term program 
GRIMES, C 1 Assistant Director for Plant Stjstems QO/OS/09 Bpp 



90061902-13 Forwards Waste Packagino I 
No noncomp t ianc e noted 
8MITH,0 H Region t, Philadelphia, 
Branch 00/04/24 2pp 



nsf Rept 00-09 on 000121-35 
Fuel Facility fc Materials Safety 



8006190S49 Waste Paclaginj Inap Rept 80-09 on 800121-29 
No noncompkla-nce noted Major areas Inspected vehicle 
placardino. pacVaoing conditions i packaging marking 
HOOK'H E Region 5, San Francisco. Fuel Facility & Material* 
Safety Branch, FOOT, F T . THOMAS, R D Region 3, Ban Francisco, 
Office of the Director SO/03/29 5pp 
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60Q6Q30121 Foruards response to portion of IE Bulletin 00-07 dealing w/ 
plants now in scheduled refueling outage Visual insp 
performed u/underuater TV caiera Results ef imp uere 
acceptable t no reportable cracis uere Found 
DALTflOFF,SL Philadelphia Electric Co 80/05/OS 3pp 



8006370147 Responds to B00506 Itr re arrangements made for recent 
meeting at facility Public announcement wait issued uioll in 
advance of meeting Public announcement mailing list encl 
DIRCKS.W > Office of the Executive Director for Operations 
BO/06/02 17pp 



BOOfiOaOOOl Responds to IE Bulletin BO-07, Iten a 1. re BUfl jet pump 
*HmMy failures Procedures for daily surveillance of jet 
pump piraneteri implemented Unit 3 jet punp beams to be 
inipicted during nit outage 
DALTfiurF.S L Philadelphia Electric Co BO/05/Q7 3pp 



9006270150 Comments on an angemcnts made for recent meeting 
facility NRC should schedule another meeting to obtain 
further public comments ', analyses On emergency responoo 
plan 
LONQ.C u House of Rep . Appropriations BO/OS/Ob 3pp 



S006060037 Ac* receipt of S00423 Itr informing NRC of steps taken to 
correct violations notud in IE Insp Repts 50-277/BO-04 1 
50-270/60-04 

CRIER, B H Region I Philadelphia Office ot the Director 
BO/05/12 Ip 

800*060039 Responds to rRC B00403 Itr re violations noted in IE Insp 
fiepts 50-277/80-04 ft 50-27B/SO-04 Corrective actions 
Cautionary tags applied to valves f, long-term nods to valves 
being developed 
DALTHDFF.S L Philadelphia Electric Co BO/04/2B 6pp 

B006060043 Foruiirds IE Insp Repts 50-277/BO-04 !, 50-27B/80-04 on 
BOQ222-B3 t. 25-29 h notice of violation 

CRIER, B H Region 1, Philadelphia, Office of the Director 
BO/O-J/03 2pp 

8006060044 Notice of violation from insp on 800223-23 t> 25-29 

" Rejlon 1. Philadelphia Office of the Director BO/03/27 2pp 

8006060047 IE Insp Hepta SO-277/BO-04 ', SO-27B/8Q-04 on 800222-23 i, 25- 
29 None ooip I lance noted inadequate approved procedures for 
itoliticn valvet It failure to follow procedures re modi t< 
blocking t agrrit s<js 

HCCABE,E C Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch GREEfiMAN. E Q , COH3ILL, C J Region 1, 
Philadelphia, Office of the Director BO/03/27 lOpp 

B006060H57 AdvUes that response to IE Bulletin 79-01B uill he 
submitted ty S00617 Environ profiles for LOCA t, high energy 
linn fcreak requires further refinement by Bechtel 
QALLAOHER.J H Philadelphia Electric Co 80/05/12 Ip 

B006I203 Forward, request for addl ,nf D re cracking ,n low pressure 

turbine disci Recoirmends development of ultrasonic insp for 

neit fuel outaj. IE Info Notice 79-37 ft sumnary of 800109 
neetlnj m/CE encl 

REID.fi U Operating Reactors Branch 4 60/05/13 3pp 

H^ Periodic operating reports t related correspondence 

8006170443 Forwards monthly operating repts for Mau 19BO 
CDDNEY.K J Philadelphia Electric Co 80/06/10 Ip 

8006170446 Monthly operating repts for May 1900 

ALDEN.H M Philadelphia Electric Co BO/O6/10 9pp 

8006190339 Forwards "Annual Plant Hod Rept 1979 " 

ALDEN-H H Philadelphia Electric Co BO/06/13 Ip 

8006190345 "Annoal Plant Mod Rept 1979 ' 

UtLRICH.WT Philadelphia Electric Co BO/O6/I3 2Bpp 



DOCKET 50-230 SURRY POWER STATION, UNIT 1 

F Security, medical, emeigoncy >, fire protection plane 



B0060904B7 Forwards proposed rule entitled, "Fire Protoction Progi an 
for Nuclear Pouor Plants Operating Prior to 790101 " Rule 
adds neu Section SO 4B ', App R to 1OCFD50 fi is eipectod 
to be published In FH by end of May 
EISENHUT.DG Division of Licensing BO/05/1 1 ? 46pp 

B00613006T Forwards revised Pages 1-14 . now Page 14a for proposod 
rule 1OCFH50 "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101," transmitted by NRC fiOO'J19 
Itr Page 14a not end 
E1BENHUT, D G Division of Licensing BO/OS/22 73pp 

B006O40174 Responds to NRC BOO519 request for util rovieu of gum d 
training I qualification plan Anticipates forwarding 
response by BOO?!"! 
SYLVIA, D R Virginia Electric ^ Power Co 80/05/39 Ip 

8006260167 Forwards review of addl info provided in /90B09, 1113 ft 
B00114 Hrs re fire protection program Status of rovlou also 
sncl Util should attempt to irnprove schedule to complnto 
mods by 801101 
VAROA.B A Operating Reactors Branch 1 BO/05/2? 6pp 

8006050333 Forwards amended security plan Plan withheld { I0 f 
10CFR2 790) 
8YLVIA-B R Virginia Electric * Power Co BO/06/03 Ip 

P Operating license stage documents S< correspondence 

B006090165 Forwards addl TMI-2 related requirement!! to operating 
reactors Licensees requirements For TMI Action Pljin Include 
shift manning, 1 icensing einms >. licensee d i saemiiifltion 
S^^f., e , T ,- 6in9 e "P el 'iencos Roapcnse requested within 30 days 
EISENHUT,D<3 Dl vi s ion of Li c ens ing 80/OD/07 ISOpp 

B006130397 Application to amend Licenses DPH-32 ft DPR-37. c lar 1 f y ing 
term operable," submitted as proposed Tech Spec Clianoe Hft, 



3 18-i t, 3 21-1-3 I'l-S.revislng term "operable" t, 

clarifying applicability 

* Virginia Electric i Power Co 80/03/16 Opp 



correspondence 

"" 



EISENHUT.D C Division of Licensing 80/09/19 



73pp 



T Philadelphia Electric Co 79/lQ03 2 pp 
"!!!" 1/Ell " l:iv * Correspondence 



0/2?iS 



SYLVIA, D R Virginia Electric * Power Co 10/03/38 4pp 



VAROA.S A Operating Reactors Branch 1 BO/06/Ofl 



-r"'-'"-"--- 

SYLVIA B fi C?r n! ri t I"" 1 ***"" 1 "' "^"""O ch-nnei 
arLvift.u B Virginia Electric - Power Co BQ/04,/06 i n 
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B006130334 Pi oposes multiphase plan ta address NRC concerns re 
multistiucture amp 1 1 f led response spectra being used to 
analyre piping sijs in low head '-> high head safety injection 
lines List of mu 1 t i strut turp problems ( sample problem end 
SYLVIA. It R Virginia Electric * Power Co 60/06/06 IBpp 

0006170699 Discusses 8005P2 meeting u/NRC re test results of 
containment spray sys modi Data culver re poat-LOCA sump pH 
vs time ' pioposid Tech Spec changes fotuinrded 800605, per 
NRC request Final rept mill be sent 00061B 
SYLVIA, B R Virginia Clectrlc >j Power Co BO/06/11 2pp 

8006190545 Foiuiards "Caustic Feed Design Anal ys I s. Des ign Change 77-9 
Containment Spray Sy 5 Mod." ', "Refueling Water Storage Tank 
- Chemical Addition Tanfc DiaiudDuin Teat, SOO-taa " Flepts 
available in Central Files anly 
SYLVIA. H R Virginia tlectnc ' Power Co BO/Q6/IB Ip 

8006190562 Fnruiards "Lou Head Safoti; Injection Pump Performance Rept 
Mark Number 2-Sl-P-in. " fr "Vibration Test of Lou Head 
Safetg Injection Pump. Mark Numboi 2-S1-P-1D." available In 
Centra 1 Files on lij 
SYLVIA. B R Virginia Flectric * Pouier Co HO/06/16 Ip 

8006230b07 Forwards "6-lnch Cavitating Ventun Performance Test*. " 
Hgdraulics Program Rept 24 Completes response to NRC 7BOI01 
request foi addl info re NPSH mods 
SVLVIA.B R Virginia Electric ', Power Co SO/06/19 2pp 

8Q063003B8 Confirms agreement re review criteria for control rod bank 
reactivity worth tests Modified Table A 2 of VEP-FRD-36, 
"Control Rod Reactivity Worth Determination bij Rod Swap 
Techn iq.ue" enc 1 
THOMAS, W N Virginia Electric * Pouiur Co BO/06/26 6pp 

B00630O456 ForuaidE hlstoiy of experienced total t partial power 
outages at Fac 1 1 1 t 1 es, per NRC B00507 request 
SYLVIA, 1) R Virginia Flectric 1, Power Ca SQ/O6/P6 4pp 



Inspection reports, IE Bulletins 1 correspondent 



B005230330 Foiuards waste packaging Insp rept on 800313-14 
No noncomp I lance noted 

STOHR, J P Region 2, Atlanta, Fuel Facility Si Materials Safetg 
Branch BO/O4/O7 2pp 

9005330341 Waste packaging insp rapt on B00313-14 No none nmp 1 lance 
noted Major areas inspected licensee-shipper vehicles 
inspected for compliance uj/D[)T ft NF!C regulations Including 
shipping papci & 11DT placaiding requirement 

POTTER, J P Region 2, Atlanta, Fuel Facility t Materials Safety 
Branch 90/03/30 4pp 

B006I60190 Forwards IE Insp Repts 50-380/80-09 t: 50-2B1/BO-10 on 
B00407-09 No noncomp I iancs noted 

MURPHY, C E Region 2. Atlanta. Reactor Construction 't Engineering 
Support Branch BO/04/CO 2pp 

B006160196 IE Insp Roots 90-28O/BO-09 '. 30-281/80-10 on 000407-09 No 
noncomp I lance noted Major areas inspected const status, 
action on previous insp findings >j quality records 
RAUSCHi J K Region 2, Atlanta, Reactor Construction & Engineering 
Support Branch W1LCCJX, J D . MCFARLAND. C F Region 2, Atlanta, 
Office of the Director BO/04/29 3pp 

B0060609B1 Toi-ward* IE Insp Rcpts 50-200/80-15 & 50-281/80-16 on 
800415-18 MD noncomp 1 lance noted 

LEHIB, R C Region 2, Atlanta. Rsactor Operations Nuclear Support 
Branch SO/O5/01 2pp 



8006060515 Foriuards IE Bulletin BO-11, "Masonry Hall DOBion " Requires 
action written i esponse IE Info Notice 79-23, 
"Overloading of Structural Elements Due to Pipe Support 
Loads" enc 1 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/05/08 
2pp 

B0060fl024S Forwards IE Bulletin 80-12, "Decay Heat Removal 8ys 
Operabllity " Requires action t response uithln 30 days 
IE Info Notice 80-20, "Loss of Decay Heat Removal Capability 
at Davis-Besso Unit 1 While in Refueling Mode" end 
0'RErLLY,J P Region 2, Atlanta, Office of the Director BO/05/09 
2pp 

8006200514 Fovuards IE Insp Repts 50-SaO/SO-ll t- 30-2B1/BO-12 on 
000415-17 No noncompliance noted 

STGHH.J P Region 2, Atlanta, Fuel Facility fc Materials Safety 
Branch BO/05/09 2op 

B0062005I6 IE Insp Repts 50-280/80-11 I 50-2FJ1 /SO-12 on 000419-17 No 
noncomp 1 iance noted Major areas inspected steam generator 
shipment * action on previous insp findings 

OIHSBN,A F Region S, Atlanta, Fuel Facility & Matariali Bafety 
Branch EWALD, 8 C Region 2, Atlanta, Office of th* Director 
80/05/09 5pp 

B006300137 Forwards IE Circular BO-11 , "Emergency Dlesil Generator Lube 
Oil Cooler Failures " No written response required 

O'REILLY, J P Region 2. Atlanta. Office of the Director BO/09/13 
2pp 

B006300237 Forwards IE Insp Repts 5O-SBO/BO-ia & BO-SBI/BO-IB on 
B004S9-0502 No noncomp I iance noted 

MURPHY, C E Region 2, Atlanta, Reactor Construction & Engineering 
Support Branch BO/05/30 2pp 

B006300243 IE Insp RepU 5Q-BSQ/BO-18 ! SQ-2B1/BQ-1B on 800429-050S Mo 
noncorapllance noted Major areas inspected IE Bulletins 79-OH 
(, 79-14 4 licensee actions on previous insp it cms 
COMPTOW.R M Region ?, Atlanta. Office of the Director 
HERDTiA R Region 2, Atlanta, Reactor Construction & Engineering 
Support Branch 80/03/30 5pp 

B00613019S Forwards notice of violation & notice nf proposed 
Imposition of civil penalties re failure of surveys to 
detect package on 800414 exhibiting high radiation levels 
STELLOiV Office of Inspection i. Enforcement, Office of th* 
Director 80/05/20 2pp 

8006130199 Notice of violation from Insp on 800123-25 NoneompUanc* 
noted failure of surveys to detect package far transport on 
B00414 eilhibiting high radiation levels 

* Office of Inspection t< Enforcement. Office of the Director 
80/05/23 Ip 

BOD6130204 Notice of proposed imposition of civil penalties in amount 
of *a,000 re failure of surveys to detect package for 
transport on 800411 exhibiting high radiation levels 
n Office of Inspection V Enforcement, Office of the Director 
00/09/2B Ip 

B006250292 Advises that responses to IE Bulletin* 79-06 !* 79-0&A, 
Revision lituero found acceptable Branch evaluation end 
VAROA,S A Operating Reactors Dranch 1 SO/O9/23 16pp 

8006240068 Ac k receipt of BOOS09 Itr informing NRC of steps taken to 
correct violations noted In IE Imp Repts 30-290/80-01 & 
50-281 /80-D3 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch BO/09/29 Ip 



80060605B5 IE Insp Kept, 50-230/60-15 t- 50-281/80-16 on BOQ415-1B No 
noncomp 1 ianco noted Mtijov areas inspected records mg t 
program t inservice pump fr valve testing program 

UPRIGHT, C M Region S, Atlanta, Reactor Operation* Nuclear Support 
Branch MESSITT. B R Region 2, Atlanta, Office of the Director 
80/05/01 <lpp 

B006090066 Forwards IE Insp fiepts 50-HBO/80-H t< 50-2S1/BO-1 5 on 
800416-ia No noncompl iance noted 

MURPHY, C E Region 2, Atlanta, Reactor Construction t Engineering 
Support Dranch BO/O3/02 2pp 



B006Z0060') Responds to IE Bulletin 79-27. "Loss of Nun-Clan IE 
Instrumentation & Control Power Sys Bus During Operation " 
No equipment on other instrument d control pou^r buies is 
needed to maintain hot or cold shutdown condition 
SVLVIA.B R Virginia Electric * Powor Co 80/03/30 54pp 

80060903B8 Respond* to IE Bulletin 79-13, "Cratking in Feedwater Syi 
Piping " Forwards UCAP-6938, "Metallurgical Invoitigation of 
Cracks in Steam Generator Feeduater Lines of Surry Station 
1 " 
SYLVIA. B R Virginia Electric d Pouier Co 80/06/03 Ip 



BQ06090Q74 IF Insp Repts 90-280/90-14 d 5O-281/BO-15 on S00416-1B No 
noncompl iance noted Majoi areas inspected installed 
equipment revieui per IE Bulletin 79-01B response 

CONLON.T E Region a, Atlanta. Reactor Construction V Engineering 
Support Brand! HAHDH1CK.R J Region 3, Atlanta, Office of the 
Director 00/05/01 4pp 



8006090396 "Metallurgical Investigation of Crack* in Steam Generator 
Feedwater Lines of Surry Station 1 " 

ALDERTIN'L , RAO.Q V . ENR1ETTO.J Hestinghouae Electric Corp , 
Nuclear Energy Systems WCAP-9638 79/12/31 47pp 
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B006B30Q96 Ac* receipt of BO0522 1 tr informing NRC of step! taken ta 
correct violation noted in IE Inap Repti 90-280/80-09 Si 
50-231 /BO-OS 

MURPHY. C E Region 2, Atlanta Reactor Construction b Engineering 
Support 1! ranch BO/06/O4 Ip 



BOQ630Q235 Forwards response to IF Bulletin BO-12 re decay heat removal 
sys operability Current procsdui ea provide adequate 
lifeguards For redundancy or diversity requ Irernents but will 
be changed if aubsyatem 19 operable 
SYLVIA. B R Virginia Electric f> Powei Co BO/O6/1I flpp 



6006230114 Forwards IE Jnsa Repts 50-290/00-09 !< 50-281/BO-09 on 
600415-19 i notice of violation 

MURPHY, C E Region 2. Atlanta, Reactnr Construction & Engineering 
Support Branch BO/05/O1 2pp 

--8006230119 Notice of violation from iTisp on 900415-18 

* Region Z. Atlanta, Office of the Director SO/04/30 Ip 

8006230126 IE Imp Repts 50-280/80-08 & 50-231/30-09 an B0041S-1B 
Noncompl lance noted nonfunctional fire door between 
emergencg suitchgear room t svc bldg cable vault i failure 
to implement Fire protection procedure! 

CQNLCNiT E Region 2, Atlanta, Reactor Construction i Engineering 
Support Branch 80/04/30 17pp 

S0062301B3 Acl receipt of BO0513 Itr informing NRC of steps taken to 
correct violation noted m IE Imp Repta 9O-2BO/BO-04 & 

50-2ai/BO-06 

STOH8, J P Region 2, At Unta- Fuel Facility t. Material! Safety 
Branch BO/06/O5 Ip 

8006230189 Reaponds to NRC 9004 IB Itr re violation noted in IE Insp 
Repts 50-280/30-04 & 50-231/80-06 Corrective actions 
deitgnatod emergenci) director: were retrained per emergency 
plan 
SYLVIA, 3 R Virginia Electric Power Co 80/05/13 2pp 

--300623SM93 Forward = IE Inap Repts 50-280/80-04 fc 30-261/30-06 on 
B0031C-14 t, notice of violation 

BTOHR.J P Region S. Atlanta, Fuel Facility t, Materlala Safety 
Branch BO/04/IS 2pp 



50063003,19 Responds to 1C Bulletin 30-06 requesting review of drawings 
for all ays servino safety-related functions at schematic 
level , ver i f i cat inn of controls & proposed design mods 
Actions tt schedules delineated in Item 3 
SYLVIA, D H Virginia Flectric '- Power Co 80/06/12 lOpp 

80Q62404B'! Responds to NRC BOOSTS Itr re violations noted in IE Insp 
Rept EA-BQ-2B Corrective actions raduaste section completely 
restaffed lu/personnel having formal radtuasto training 
8YLVIA,H R Virginia Electric '. Power Co 80/06/20 Spp 

8006300673 Forwards payment fot civil penalty proposed in B0053B notice 
arising from IE Insp Ropts 50-200/80-16 t- 50-281/80-17 
Response to repts uill be foiitarded separately 
SYLVIA, B H Virginia Electric & Power Co 80/06/20 3pp 

9006340356 Responds to NRC B00527 Itr re violations noted in IE Insp 
RBpts SO-2BQ/BO-19 * 50-2B1/BO-19 on 800407-0502 Corrective 
actions Increased emphasis will be applied to senior reactor 
operator S- reactor operator retraining sessions 
SYLVIAiO R Virginia Electric & Poujcr Co 30/06/23 4pp 



R Periodic operating reports Si related correspondence 



8006170513 Forwards monthly operating repts for Hay 198O 
SYLVIA.B R Virginia Electric t. Pouer Co 80/06/12 IP 



B006I70SI7 Monthly operating repts for May 19BO 

BAUNDEP.S.R . COSTELLD, J Virginia Electric & Power Co 
BO/06/05 49PP 



B00fi2301'?a Notice of violation from insp on B00310-14 

* Reslo-n S. Atlanta, Office of the Director BO/04/11 Ip 

B00o33020a IE Imp Repts 50-260/80-04 t 50-2B1 /BO-06 on 600310-14 
Noncomji 1 lane* noted failure to conduct retraining For 
tftit gnat erf emergency directors per emergency plans 
JENKINS, a R Region S. Atlanta. Fuel Facility & Material* Safety 
Branch PEtiROTTI.D J . ANDREWS, D L Region 9, Atlanta, Office of 

th Director 90/04/11 12pp 

8006350094 Act receipt of 800522 Itr informing NRC of tep* taken to 
correct violation noted in IE Insp Repts 50-280/80-13 Si 
SO-SBl/eO-14 

LEWIS. R C Region S. Atlanta, Reactor Operations Nuclear Support 
Branch 80/06/06 Ip 

H006Z300'77 Forwards reaponse to NRC BOOTHS Itr re violation noted in 
IE Tnap Repts 50-28Q/aO~I3 & 30-2B1/BO-14 End withheld 
(ref 10CFR2 7"JO) 
8VLVIA.B R Virginia Electric ic Pouer Co BO/05/22 Ip, 

6004250103 Forwards IE Insp Repts 50-230/80-13 & 90-BB1/BO-14 on 
B0022S-0304 < O3 10-0403 it notice of deviation Notice 
of violation withheld Cref 10CFR3 790) 

LEUlSiR C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 80/04/28 2pp 

~BOO250104 Notice of deviation from insp on 300325-0304 & 0310-0403 

* Region 3, Atlanta, Office of the Director 80/04/23 Ip 

8006250107 IE Imp RepU 50-280/80-13 J. 80-231/BO-14 on 300223-0304 k 
0310-0403 Noncompl dance noted facility not built ai 
described in FEAR 6 one apparent Item of noncomp 1 lance in 
plant seturitu Portions withheld (rsf IOCFR2 770) 

KELLQQQ, P J Aegion 3, Chicago, Reactor Operation! Nucleir Support 
Branch BURKE, D J Rigion 3. Chicago. Office of th Director 
NRC 90/04/23 4pp 

B00624033H Forwards response to IE Bulletin 80-05 r vacuum condition* 
riiultlng In damage to holdup tanfci Two potential problem 
areas Involving boron evaporator bottom! tank tt boric acid 
storage tanks identified" 
BYLVIA,B R. Virginia Electric & Pouer Co BO/Oa/07 3pp 

flOOo300253 Forwards msponse to IE Bulletin 90-09 Hydramotor actuator 
Models AH--7O Jt HH-90 are not used at facility 
SVLVIA.B R Virginia Elactrie t Power Co 80/06/10 3pp 



S Reportable occurrences, LERs it related correspondence 

6006090545 EN-flO-019 notice of violation & notice of proposed 
imposition of civil penalties uill be issued on or about 
BOOSES Action based on tuo alleged items of noncomp 1 lance 
relating to Improper radiation surveys of uaste drums 

nnOCKETT.T , THOMPSON, D Office of Inspection !. Enforcement. Office 
of the Director BO/03/33 Ip 

B00603D336 Forwards LFRs 80-025/D3L-0 fc 30-030/01T-O 

WILSON, J L Virginia Electric t, Power Co 80/09/30 Ip 

B00603Q34B LER BO-035/03L-0 on 800309. dur ing performance of penetrant 
test 14 4 u/uriit at cold shutdown, leakage determined to 
elceed allowable rate Caused by normal wear from oporational 
use All valvei u/ leakage repaired or replaced 
MILSON.J L Virginia Electric & Power Co 80/05/30 Spp 

8006030356 LER BO-030/OIT-0 on S00520, dur ing routine chemUtry sampling 
of boric acid storage tant A tt injection tank, boric acid 
concentration found above limit Caused by addition of 
eicesaive amount of boric acid prior to sampling 
WILSON, J T Virginia El oc trie t> Power Co SO/03/30 Spp 

B006120319 Forwards LERs BO-027/03L-0 & BO-02B/03L-Q 

WILSON.J L Virginia Electric i Power Co 80/06/05 Ip 

3006120323 LER 80-028/03L-0 on 800316, uih i le releasing watte gal decay 
tank 1-GU-TK-IH. operator observed that tank wai still lined 
up to receive gaseous waste Caused by inlet valve to tank 
inadvertantly left opened Release terminated 
WILSON.J L Virginia Electric k Power Co SO/06/O9 2pp 

8006120328 LER 80-027 /03L-0 on B00512, d i scharoe valve for 1LH~P-BA 
uias Inadvertenly left open. causing unsampled release from 
1-LW-TK-IIA thru gravity flow Caused by discharge valve 
l-LW-247 inadvertently left opened Release terminated 
UILSON. J L Virginia Electric & Poiuer Co 80/06/03 3pp 

8006110334 RO leveral lines in loin head ! high safety injection sys 
were not analyied for effects of fluid temp belou 70 F 
Review of neu nonle loads showed load on pump exceeded 
vendor allowable load Multiphase program proposed 
SYLVIA, B R Virginia Electric fr Pouier Co 80/06/06 IBpp 

8006230499 Proposes multi-phase plan to address NRC concerns re 
amplified response spectra curves used as basis far analyses 
uihen piping sys is subjected to more than one spectra 
8VLVIA.B R Virginia Electric & Pouar Co BO/06/06 llpp 
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9006170662 LER 00-031 /03L-0 on SOOSaB, dur ing power operation. 1 ou temp 
heat tracing alarm revealed failure of heal tracing circuit 
2 on panel B Alarm caused bg defective circuit breaker 
Breaker replaced '/ heat tracing opcrabiliti) verified 
WILSON. J L Virginia Electric >, Power Co BO/06/12 2pp 



S0061B0470 Fowarda LER BO-O33/01T-0 
WILSON, J L Virginia Electric i- P 



--0006020440 Amend 5S to License DPR-37, chang ing heat flu> hot channel 
factor to 2 19 based on LOCA-ECCS analysts u/3X steam 
generator tube plugging limit 
SCHWEMCER.A Licensing Branch 1 BO/O5/16 IBpp 

S006QS0443 Safety evaluation supporting Amend SB to License DPR-37 
* Office of Nuclear Reactor Regulation, Director BQ/OS/lfi 3pp 



--BOO61B047i LER BO-033/01 T-O on B00530. assumed value for sprag noule 
thermal effectiveness foi outside rec Ire ulatl on sprag sgs 
was less conservative than assumed in NPSH mod analysis 
Caused bij error in NP5H calculations 
WILSON, J L Virginia Electric 1 Power Co BO/06/12 2pp 



B00624O427 Fo 
U1L6CN.J L 



wards LER UO-O36/01T-0 
Virginia Electric I Po 



--B006240434 LER BO -036/O1 T-O on 80061 1 , We* t 1 nghouse determined that 
following secondary aide high energy line rupture. patent lal 
eilats for damaging of one or more charging pumps Damage 
could result if RGB pressui e approaches 2, '100 psig 
WILSON, J I Virginia Electric i. Power Co 00/06/30 3pp 



9006270379 Forwards LERs BO-034/03L-0 & 80-035/03L-0 
WILSON, J L Virginia Electric I Pouer Co 00/06/23 



app 



-BQ063702B7 LER BO-034/03L-O or, BOOi.03. w/un i t critical at OX power, amp 
readings for circuit 34D.Par.el 2 found below acceptance 
criteria Caused bg encossive heat Initiated design mod to 
change manner bg which barated lines are boat traced 
WILSON, J L Virginia Electric t- Power Co 90/06/23 2pp 

-8Q0627O29.J LER BO-035/03L-0 on BQQ603, w/unl t critical at OX pauier, amp 
readings for Clrlcuit 22AiPanel 2 found below acceptance 
criteria Cause not stated Host tracing tape completely 
replaced No addl action required 
WIL&QU.'J 1 Virginia Electric f< Power CD 00/06/23 lp 



DOCKET 50-281 5URHY POWER STATION, UNIT 2 

F Security, medical, emei goncy i fire protection plan* 

0006070487 Forwards proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 770101 " Rule 
add* ncui Section SO 48 & App R to IOCFR5Q & is opected 
to bo published in FR bg end of Mag 
EIBENHUT.D G Division of Licensing BO/05/19 46pp. 

0006130063 Forwards revised Page* 1-14 '< now Page l<la For proposed 
rule 10CFR5O "Fire Protection Program fop Nuclear Pouior 
Plants Operating Prior to 790101," trdnsmitted by Nf!C 900519 
Itr Page 14a not enc 1 
EISENHUTiD Q Division of Licensing BO/O9/22 73pp 

600604017-1 Responds to NRC B0031S request for Utll review of guard 
training 4 qualification plan Anticipates forwarding 
response bg 000714 
SYLVIA, a R Virginia Electric t, Power Co 80/03/29 lp 

B006S60167 Forwards review of addl info provided in 790B09, 1113 t. 
BOOI14 Itrs re file protection program Status of review also 
encl.Util should attempt to improve schedule to coinpletv 
modi bg S01IO1 
VARGA.S A Operating Reactors Branch 1 8O/OS/29 6pp 

0006050323 Forwards amended cecuritg plan Plan withheld (rof 
10CFR2 7901 
SYLVIA, n R Virginia Electric t> Pouer Co 90/06/03 lp 

P Operating license stage documents t correspondence 

8006070163 forwards addl TMl-3 related requirements to operating 
reactors Licensees requirements fur TMI Action Plan Include 
shift manning, 1 Icens ing exams i licensee dissemination -3 
of operating erperiences Response requested within 30 days 
EISEMHUT, D G Division of Licensing BO/05/07 150pp 

B004020435 Forwards Amend 50 to License DPR-37, aafatg ovaluafcion t 
notice of issuance t availability 
SCHWENCER. A Licensing Branch I 80/05/16 2pp 



B0060B0445 Notice of isiuance i availability of Amend 5B to License 
DPR-37 
5CHUENCER,A Licensing Branch 1 BO/05/16 3pp 

B006130297 Application to amend Licenses DPR-32 t DPH-37, cUrlf gino 
term "operable," submitted as proposed Tech Spec Chang* 06, 
in response to NRC 300410 Itr Certificate of Svc end 
FERGUSON, J H Virginia Electric t Power Co 80/03/16 3pp 

8006130299 Tech Spec Change Request 0ft for Tech Specs 1 0-2,3,0-1- 
3 0-4.3 7-3,3 9-1,3,9-2,3 10-3,3 10-4,3 11-3.3 11-5 
3 1B-1 & 3 21-1-3 21-5, revising term "operable" i. 
clarifglng app 1 1 cabi 1 1 tg 

* Virginia Electric S. Power Co BO/03/16 3pp 

B0061301B2 Requests comments on NUREO-0577, "Potential for Lou Fractura 
Toughness & Lamellar Tearing on PUR Steam Generator ti 
Reactor Coolant Pump Supports " Proposed review procedure i 
implementation schedule encl 
EI5ENHUT.D Division of Licensing BO/OS/19 73>p 

B006020173 Advises that, contrarg to date stated In B00488 Itr, temporary 
poet-accident containment atmospheric sgs ul 1 1 be installed 
by 800630, per HUREO-057B Permanent sgs will be installed bg 
B10101 Sketches encl 
SYLVIA, B R Virginia Electric 1- Pouer Co BO/05/SS 4pp 

9006200521 Forwards comments on proposed amend to Tech Spec* Utll must 
forward response to comments on offsite date calculation 
manual >, process control program re sol id I f icatlon of 
radwastes uithin 49 dags 
VAROA, 8 A Operating Reactors Branch 1 80/06/04 4Spp 

9006110063 Provides commitment to meet addl TMI-2 related requirements, 
identified in NRC 6003O7 1 tr, provid ing equipment procurement 
schedules do not impact Implementation of hardware change* 
SYLVIA, B R Virginia Electric t. Power Co BO/06/OA lp 

aoot 13033'! Proposes multiphase plan to addreis NRC concerns re 
mult iBtruc ture amplified response spectra being used to 
analyze piping sgs in lou head t> high heaif safetg Injection 
linos List of mul tistruc ture problems & tempi* problem encl 
8YLVIA,Q H Virginia Electric i. Pouier Co BO/Oi/06 IBpp 

B006170699 Discusses B003S2 meeting u/NRC re test reiutt* of 
containment iprag sgs mods Data curves re post-LOCA urap pH 
vs time t- proposed Tech Spec change* forwarded BD0609,per 
NRC request Final rept mill be sent BO 061 a 
BYLVIA.B R Virginia Electric & Pouer Co 00/06/11 Spp 

B006180S47 Rosubmltts "Rept on Reanalysls of Bafetg-ReUteiJ 9g 1 6urry 
Power Station. Unit ?, " Revision 1 Original submlttal 
contained errors 

NELSON, H U Ebasco Seivicei, Inc (subs of Ennrch Corp ) 
60/06/12 3pp 

B006180253 "Rept On Heanalgsla of 9af efcy-RBlated SusrSurrU Pour 
Station, Unit 2," Revision 1, resubml tted due to arrnr* In 
or ig inal sub ml ttal 

* Ebasco Services, Inc Isubs of Enserch Corp ) SO/04/11 
lOOpp 

8006190545 Forwards "Caustic Feed Design Ana Lgiis, DM Ign Chang* 77-9 
Containment Spray Sgt Mod, " & "Refueling Muter Btorage Tank 
- Chemical Addition Tank Drawdown Test.B00430 " Repts 
available in Central Files only 
SYLVIA, B R Virginia Electric t Power Co BO/Ot/lfl tp 

8006190563 Forwards "tow Head Safetg Injection Pump Performance Hpt 
Mark Number 2-SI-P-1B, " J- "Vibration Test of Lou Head 
Safety Injection Pump. Mark Number 2-Bl-P-lfl," available in 
Central Files onlg 
8YLVIA.B R Virginia Electric Ji Pouer Co SO/06/1Q lp 

B006230S07 Foriuards "6-Inch Cavilating Venturl Ptrformanee Tet, " 
Hgdraullc* Program Rept 54 Completes response to NRC 7B0101 
request fur addl Info re NPSH mod* 
SYLVIA, B R Virginia Electric t> Power Co BO/06/19 2pp 



72 



DOCKETED ITEMS 



QOQ63Q038B Confirms agreement re review criteria for contiol rod bank 
reactivity uorth tests Modified Table A 3 of VEP-FRD-36, 
"ContTOl Rod Reactivity Worth DotBrminatl on by Rod Suap 
Technique" encl 
THOMAS, W N Virginia Electric i Pouer Co BO/06/26 6pp 



8006130195 Forwards notice of violation ', notice of proposod 
imposition of civil penalties re failuie of surveys to 
detect package on 600414 eihibitlng high radiation levels 
STELLO.V Office OF Inspection (. Enforcement. Office of th( 
Director 80/05/29 Sap 



B00430O4S6 Forwards history of experienced total t partial power 
autaoes at facilities, per NRC BOOS09 request 
SYLVIA, B R Virginia Electric fc Power Co 60/06/26 4pp 

Q Inspection reports. IE Bulletins ( correspondence 

8QQ616Q190 Forwards IE Insp Repts 50-330/80-09 tt 50-291/90-10 on 
800407-09 No nnncnmpllancD noted 

rlUSPHV.C E Region 2, Atlanta. Reactor Construction t Engineering 
Support Bronrh SO/04/30 3pp 



--aOQ613019<J Notice of violation from msp on SQQ423-35 None omp 1 iance 
noted failure of "sur/eys to detect package for tranapoi t on 
B00414 eilhibiting high radiation levels 

* Office of Inspection ' Enf 01 carnent. Office of the Diioctor 
BO/05/2B In 

0006130204 Notice of proposed imposition of civil penalties m amount 
of IB. 000 re failure of surveys to detect package for 
transport on 8004 H exhibiting high radiation levels 

* Office of Inspection (. Enforcement. Office of the Director 
90/05/28 Ip 



8006160196 1C Insp Repti 50-260/80-09 t 30-2B1/80-10 on 500407-09 No 
noncompliance noted Major areas Inspected const status, 
action on previous Insp findings t/ quality records 

RAUSCM.J K Rejion 2, Atlanta. Reactor Construction !< Engineering 
Support Branch WlLCaX. J D , MCFARLAND, C F Region 3, Atlanta, 
0-ffict of the Director aO/O4/?9 3pp 



Forwards IE Insp Rapts 50-230/00-13 & 50-281/00-16 on 
BQ0415-I8 No noncampl lance noted 

LEWI3.R C Region 2. Atlanta Reactor Opsratlons Nuclear Support 
Branch, 80/05/01 3p p 

-8006060565 IE Insp Repts 50-380/BQ-15 & 50-291/BO-16 on 800415-18 No 
non-compliance noted Major areas inspected records mgt 
program 4 Inservice pump V valve testing program 

UPHIOHTiC M Region 3. Atlanta, Reactor Operations Nuclear Support 
Branch KESSrTT.D R Region 2, Atlanta, Office of the Director 
8Q/O5/01 4pp 

B0060")u-(J66 Forwards IE Insp flepfca 5Q-2RQ/BO-14 S. SO-281/BO-15 on 
BQ04I6-1B No noncaroplianca noted 

MURPhVi-.C E Region 2, Atlanta. Reactor Construction . Engineering 
Support Branch BO/03/O2 3pp 

--SQOAQTO074 IE Insp Repts SO-aao/BO-H & SO-2Ql/aO-15 on B0041fi-10 No 
noncompliahce noted Major areas inspected installed 
Hiitpment review per IE Bulletin 79-01B response 

COHLDH.T E Region 3, Atlanta. Reactor Construction t. Engineering 
atijiport Branch HARDwlCK.R J Region 3, Atlanta, Office of the 
Director BO/O3/01 4pp 



0006350292 Advises th.it i esponses to IE Bulletins 79-06 & 79-06A, 
Revision l,uiere found acceptable Branch evaluation encl 
VADOA.S A Operating Reactors Branch 1 SO/05/3S 16p p 

B006340068 Ac* receipt of B00509 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-2SO/BO-01 & 
SO-Sai/80-03 

LEU1S.R C Region ', Atlanta, Reactor Operations Nuclear Support 
Branch BO/05/29 Ip 

600630060'J Hosponds to IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation 4 Control Pouier Sy s Bus During Operation " 
No equipment on other Instrument >j rotitrol power buses is 
needed to maintain hot or cold shutdown condition 
SYLVIA. a R Virginia Electric t, Power Co BO/05/30 S4pp 

800 6 23 009 Q Ack receipt of BOO 532 Itr informing NRC of steps taken to 
correct violation noted in 1C Insp fiepts 50-E80/BO-OQ i 
50-361/80-09 

MURPHV.C E Region 2. Atlanta. Reactoi Construction t. engineering 
Support Branch BO/06/O4 lp 

--8006230114 Torwarils IE Insp Repts 50-2HO/BO-09 (. 5O-281/GO-09 on 
000415-10 t notice of violation 

MURPHY. C E Region 2, Atlanta. Reactor Construction it Engineering 
Support Branch BO/05/01 2pp 

1 8006230113 Notice of violation from insp on B00419-1B 

Region S. Atlanta, Office of the Director 80/04/30 In 



8006060515 Forwards IE Bulletin 00-11, "Masonry Wall Desi 9 n " Reqiiiros 
action l f (uritten response IE Info Notice 79-S8, 
"Qvtrloailing of Structural Elements Due to Pipe Support 
Ltmlt." errcl 

O'fiEILLY.O P Region 2, Atlanta, Office of the Director flQ/03/OB 



-B006330126 IE Imp Repls 50-280/80-08 & SO-281/HO-09 on 800'113-lS 
Noncompl lance noted nonfunctional fire daui between 
emergency suiitchgear room ' svc bldn cable vault t failure 
to implement fire protection procedures 

CONLONi T C Region 2, Atlanta, Reactor Construction & Engineering 
Support Branch 80/04/30 17pp 



9006040346 Forwards IE Bulletin BO-13, "Decay Heat Removal Bys 
Qpirability " Requires action S- response within 30 days 
IE Info Notice 80-20, "Loss of Decay Heat Removal Capability 
at Davit-Bess. Unit 1 Woile in Refueling Mode" encl 



REILLY.J P 
app. 



Region 3, Atlanta, Offils of th Director 80/05/09 



8006330103 Ac k receipt of B00913 Itr inforraino NRC of steps taken to 
correct violation noted in IE liisp Hepts 50-380/80-04 fc 
50-281/00-06 

STOHii.J P Region 2, Atlanta. Fuel Facilltu '- Materials Bafetu 
Branch BO/06/09 lp 



B006200514 Forwards IE Insp Repts 50-280/80-11 t- 50-281/00-13 on 
BQQ-41S-17 No noneomp 1 1 ance noted 

STGHR, J P Region 2, Atlanta. Fuel Facility fc Materiali Safetu 
Branch 80/05/0? 2pp " 

-- B00620051A IE Insp Repbi 30-380/80-11 t SO-2Bl/aO-12 on 800415-17 No 
noncompliance noted Major areas inspected steam oenerator 
shipment if action on previous insp findings 

OIBBQII, A F Region S, Atlanta. Fuel Facility * Material* Safety 
EHflLDl s c Region 2- Atlanta, Office of th* Director 



8006300137 Forwards IE Circular BO-ll, "Emergency Diesel Generator Lube 
oil Cooler Failure) " Ho written i-eaponse raqoired 
Q'REILLYrJ P Region S, Atlanta, Office of the Director 80/OS/13 



8006300237 Forwards, IE Insp Repts 50-2BO/80-1B Sc 30-281/00-18 on 
B004H9-0502 Ho noncompliance noted 

WRPHV.C E Region 3, Atlanta. Reactor Construetion t, engineering 
Support Branch So/05/20 3pp 

8006300243 IE Insp Rep ti 50-3BO/80-18 tt SO-2S1/80-1B on B00429-0503 No 
nancompliance nottd" Major areas inspected IE Bulletins 77-02 
f^ . ll n * actions on previous Insp itams 
Si ,2 "egion 3, Atlanta, Office of the Dipettor 

HERDT.A R Region H, Atlanta, Reactor Construction k Engineering 
Support Branch BO/05/20 5 PP 



8006230189 Responds to NRC BOO-H8 Hr re violation noted in IE Insp 
Repts SO-aBO/BO-04 *, 50-2B1/00-O6 Coircctive actions 
designated emergency directors were retiained per emergency 
plan 
BVLVIA.D R Virginia Electric < Pouer Co HO/OH/13 2pp 

3006230193 Forwards IE Insp Repts 50-2BO/BO-OA & 90-2Bl/BO-Oi on 
600310-14 If notice of violation 

BTOHR.J P Region 3, Atlanta. Fual Facility (, Materials Safety 
Dranch BO/04/1B Spp 

B00623019Q Notice of violation from map on 800310-14 

Region 2, Atlanta, Office of the Director 80/04/11 lp 

8006230203 IE Insp Ropts 50-280/BO-Qfl ', 50-201/80-06 on H00310-14 
Noncompliance noted failure to conduct retraining for 
designated emergency directors per emergency plans 
JENKINS, R Region 2. Atlanta. Fuel Facility ii Materials Safety 
Branch PERROTTl.D J , ANDREWS. D L Region 2, Atlanta, Office of 
the Diroctor BO/04/11 12;>p 

B0062S0074 Ac k receipt of BOOS32 Itr inforniins NRC of steps taken to 
correct violation noted In It Insp RepLs 5Q-2BO/BO-13 fc 
50-381/BO-14 

LEWIS, n C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch BO/06/06 lp 
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-- B006J5009'? Formarils I espouse to NHC BQ04EE! Itr re violation noted in 
IE Iti5p itepts 50 VBQ/SO-l J ' 50-291 /BO- 1 4 End withheld 
IreF lOCPR^ 79O) 
SYLVIA. 9 R Virginia fleclnc i Power Co GO/05/2^ Ip 

8006250103 Cormaids IE Insp Repts SO-J'BO/80- 13 '< 50-2BI/SO-14 an 
BOO22S-0304 ' O31 0-0403 '/ noHce or deviation Notice 
of violdtion withheld Iref 10CFR2 790) 

LEk'IS.H C Region 2, Atlanta, Reactor Clperations Nuclear Support 
Branch SO/01/?8 2pc 



8006090545 EN-8Q-019 notice of violation t notice of proposed 
Imposition of civil penalties will be issued on ov about 
300328 At tion t-oserf on two alleged items of noncomp 1 lance 
relating to impioper i.idiation surveys of waste drums 

BKQCHETT, T , THOMPSON, D tlffics of Inspection 6 Enforcement, Dfflco 
of the Director BO/05/23 Ip 



80061 102OA Forwards LEH QQ-004/OIT-0 
I- Vuginia Electric t. Po 



Co BO/06/04 Ip 



-8006250104 Notice of H 
* Region S. Atlanta 



j lat i on 
Office 



Mom i nsp on 000225-0304 t, 031O-04O3 
if the ri.rectni BO/04/;*: 1 lo 



-B00625010? IF Insp Repts 50-230/00-13 *- 50-2B1/80-14 on BQOS25-03O4 (, 
031Q-04O3 Nonctimp I lance noted facility nut built aa 
desciibed in FBfiR ' on= apparent item of nuncompl lance In 
plant security Portions withheld (ref IOCFR2 790) 

KELLOGG, P J Region 3, Chicago. Reactor Operations Nuclear Support 
Branch DUftKE. [) J Region 3, Chicago, Office of the Director 
IJHC eO/04/?3 -Ipp 



6OOiillO)265 LEF) 80-QQ't/QlT on 800521, during cold shutdown, p reisure 
transmitter 45B Inoperable due to wiring prnblem ( Isolation 
valve FCM pressure transmitter 403 found c losed, negating 
overpressure mitigating =ijs Caused liij cable problem 
WILSON, J U Virginia Electric & Power Co 80/06/04 2pp 

BOOA110324 RO several lines in lou head > high safety injection syt 
were rot anslyied for effects of Fluid temp being 70 F 
Re vi ouj of new noule loocts showed load on pump eiceoded 
vendoi allowable lo-ad Multiphase program proposed 
SYLVIA, B R Virginia Electric t, Pouer Co 80/06/06 IBpp 



8006240238 Foiwards response to IE Bulletin 80-O5 re vacuum conditions 
resulting in damage to holdup tanks Two potential problem 
areas Involving boi on evaporator bottoms tank * boric acid 
storage tanks identified 
SYLVIA, D R Virginia Electric ', POUXM Co BO/06/09 3pp 

8006300353 Forwards response to If Bulletin 8O-09 Hydpamotoi actuator 
Models AN-flO ( NH-1O at e not used at facility 
SYLVIA, B H yiigir.10 Flectric t, Power Co 80/06/10 3pp 

0006300235 Forwards i asponse to IE Bulletin 80-12 re decag heat removal 
sys operability Current prncedures provide ddctuate 
safeguards for redundancy or diversity requirements but Dill 
bo changed 1C subsystem is operable 
SVLVIft.B R Virginia Tlectric h Pouter Co 80X06/11 4pp 

BD063003'19 Responds to. IE Bulletin BU-UO renuesi-iiig rovieui of drawings 
for all sys serving safety-related functions at schematic 
leva 1 , ver i f icat ion of controls I pi nposed design mods 
Actions i, achedules delineated in Item 3 
SYLVIA, a R Virginia Electric t, Poiuei Co BOV06/12 lOpp 

8006240484 RespondB to NRC 80052B Itr re violations noted In IE ns|> 
Hept EV\-BO-?9 Coi'rectivc actions raduaste section completely 
restaffed ill/personnel having formal radMjaste tr-aining 
SYLVIA. B R Virginia tlectric '. Poi^er Co 80/06/20 5pp 

8006300673 Foruiai ds paynont for cisil penalty prapoied tn B0052B notice 
arising from IE Insp Ropts 5O-2SO/BO-16 t, 5O-2BI/BO-17 
Response to repts uil 1 1 be forwarded separately 
SYLVIA, B R Virginia Electric I, Power Co 00/06/20 3pp 

BOO62402EI3 Respond* to NRC BOO330 Itr re violations noted in IE Imp 
Rept 3O-281/BO-30 on 300503-03 Corrective actions oporators 
If engineers involved have been re ins true ted on importance 
of procedural * arfmlni slrai iwe compliance 
SYLVIA, n R Virginia Flectric J- PoLier Co SO/06/23 Ipp 

8006210356 Responds to Nile BOO&P7 Itr re violations noted in IE Insp 
Repts 50-280/80-17 ', 50-281/80- 19 on 000407-0502 Corrective 
actions increased emphasis will be applied to senior reactor 
operator 1 reactor operator retraining sessions 
BVLV1A.B Virginia Flectric t Poiuei Co 80/O6/23 flop 

H Periodic operating reports >. related correspondents 

8006170513 Forwards monthly operating repts for Hay I9BO 
BVI-V1A. H R Virginia Electric . Powo Co BO/O6/12 IP 

-- B006170517 Monthly apeiatlng repts for May 1?80 

SAUJJDER3,fl . CDSTfcl.LO.O J Virginia Electric t. Pouer Co 
00/06/05 49pp 

S (leportablB occurrences. LERs J relatBi! correspondence 

8006040391 PNO-I1-BO-OH7 on 800316, conbrac tor employees were struck by 
door falling off trunnion uih i 1 e being i emoved Caused by 
loose set streu Injuries mere tieated Accident involved no 
radiation No press releases planned 

HARD1N.A , KELLOOG, P J Region 2, Atlanta, Office of tie Director 
NRC BO/09/16 Ip 



8006120336 Forwards LERa BO-003/03L-0 !- 90-005/01T-O 

WILBOtJ.J L Virginia Electric >, Pomer Co 80/06/06 2pp 

0006130339 LER BO-003/03L-0 on B00514, ui/uni t in cold shutrfomn. 
MQV-CW-SOQ8 failed to clase on safeguard signal Cauitd bij 
electrical malfunction due *o repairs in progress Redundant 
inlet valve shut Valve will be repaired It tested 
IIILSDN, J L Virginia Electric & Power Co 80/06/06 2pp 

9006120341 LER BO-OO5/01T-0 on 800306i during preparation for type A 
testing , leakage found through R5HX diaphragm plate seal 
melds caused by lack of fusion t, slag inclusion Defects to 
be repaired f inspected by nondestructive test methods 
WILSDIJ,J L Vira*nia Electric t Power Co BO/OA/Oi Ip 

S00623Q499 Proposes multi-phase plan to address NRC concerns re 
amplified roiponse spectra curves used as basis for analyses 
uihen piping SIJB is subjected to more than one spectra 
SYLVIA, B R Virginia Electric (. Poiuer Co BO/O6/O6 llpp 



800627O292 Forwards LER QO-006/03L-0 

MILBQW. J U Virginia Electric ', Pouer Co 



60/06/23 Ip 



3 1 



8006270302 LER BO-OQ&/03L-0 on 800527. contrary to Tech 
( 1 ), Containment S pressuri'er level eiceeded 33X w/o 
ml 1 1 gat i on protection Caused by addition of water to primary 
sys to maintain level indication RCS drained 

i.J L Virginia Electric S. Power Co 80/Oi/23 2pp 



DOCKET 5Q-2B2 PRAIRIE ISLAND WCLEAR STATION, UNIT I 

F Security, medical, emergency t fire protection plans 



800AO2023I Notifies that new telephone sys called Health Physict 
Network (HPNI has Been installed at 1 1 te Sys Intended for 
use during emergencies to link all power plants tt NRC 
Emergency Notification 6<js hotline will also be usd 
KEFPLER.J G negion 3, Chicago, Office of the Director SO/04/ tS 



BOOAO90487 FoTtuardi proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds neu Section SO 48 t App R to 10CFR50 ti it etpected 
to be published in FR by end of Hay 
E1BENHUT, I) C Division of Licensing 80/03/1? 46pp 

G006130063 ForuardE revised Pages 1-14 It new Pag* 14* for prop Died 
rule 10CFR5O "Fire Prc-tection Program for Nuclear Pouer 
Plants Operating Prior to 790101," transmitted by NRC B00519 
Itr Page 1'la not end 
EISENHUT.D C Division of Licensing 80/05/22 73pp 

BQQ603Q25B forwards reviled Page I omitted from 000510 Revision 1 to 
security farce training >i qualification plan Encl withheld 
(ref lOCFRH 79O> 
HAVER, L D Worthern States Power Co 80/05/27 Ip 

B00617009B No-tifles of proposed IE contractor review of emergency 
operating procedures on B006Q9-13 Data will be used lo 
provide composite picture of emergency procedures tt uill not 
result ih Items of noncompl iance 

KEISHNANiR F Regic-n 3, Chicago, Reactor Operations Nuclear Support 
Branch B5/06/O3 3pp 
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0006230337 Discusses sjbmi ttal of final upgraded emergency plane 
Eitsniion may be necessary, depending on content of pending. 
NRC rules on emergency plans Schedule for emergency plan 
revisions targeted CQ meet SC0301 submitte! Oats 
HAVER. L Northern States Pouar Co BO/O6/17 Ip 



9QOA170377 Forwards response to NF)C 8O0507 Itr on addl TMI-S 
requirements re shift mnnn ing . 1 icena Ing exams, operating 
eipenence f cedboc k t Uul 1 et ins ' Orders Task Force 
r ecommBndations I control room habitability 
MAVERiL O Mnithern bt,it&5 Pouei- Co aO/04>/ll lApp 



(! Ail jud itatury t orrespond once 



Inspection reports, IT Bulletins 4. col respondent e 



B0042302i6 Advises that Stats of UN QOO-12'1 contentions are being sent 
for o'otke'ting MftC will he prepared to discus* hearing 
schedule (. state contentions during Ju 1 197*9 preti earing 
conference in St Paul, UN 
BftflTH.C A Hearing Branch 3 80/06/17 lp 

BQ04,30O4 1 9 notice & or dor far 000806 preheariria conference ill US 
Courthausej&t Paul. KM re State of MN 600124 pe titan to 
intervene In OL amend proceeding Licensee tt HRC shall file 
responses to intervention petition bij a00715 
LAID, FI M Atomic Safety and Licensing Board Panel 80/06/35 2pp 

P Operating license itsge- documents J- correspondence 

BQOiiaQlOl Decommissioning study of Prairie Island Nuclear Qeneratlng 
Plant, Revision 1 
JAWPRSKY, 11 J Nuclear Energy Service, I nc B1AO623 Rl 7<?/09/2B 



8006160108 Decommissioning study of Montiealln Nuclear Generating 
Plant, Revis Ion 1 
* Nuclear Energy Service, Inc B1A06S2 Rl 7?/O9/2a 4Bpp 



BOO617O316 Forwards IE Insp fleots 50-202/60-05 t, SO-306/SO-Oi on 
B00301-3! No nontomp 1 lance noted 

HEISHIIAN. R T Region C), Chicago, Reactor Operailonii Nuclear Support 
3ranch 00/04/24 2pe 

--8006170321 1C Insp Hept* 50-252/50-05 \ 50-30i/ao-0(. on BOO301-31 No 
noncomp liance noted Major areas Inspected plant operation, 
ma int. fol louup of IEFH, '-- revieu) of licensee small break 
LOCA procedures 

FeiEHAHEfJD.C D , SWAHSQN, E P Region 3. Chicago, Office of the 
Director DOVD, D C Region 3, Chicago. Reactor Operations Nuclear 
Support Branch SO/O'l/lB 7pp 

B006030203 Responds to tt Bulletin 79-17, Revi sion I, Item A Viaual insp 
satisf acton lij tomfileted on "Jnit 1 in Apr I960 No corrective 
actions nece-ssai ij 
OILBERra.D E northern States Pouer Co BO/05/06 lp 



Foruarda nonpropi i e tary version of IE Insp Rap ta 
3Q-EB2/BO-07 t 30-306/BO-07 an 800129-0502 Motii-e of 
violation utthheld (rcf 10CFR2 790) 

H1NU,J ft Region T. Chicago, Safeguards Dranch HRC 80/05/23 
2pp 



900326092? Submits update to 791213 1 tt- re status of investigations 
Into Frsm-o t omo realtor vassal noule cracling Results 
Indicate reactor vessel nonles ape not susceptible to 
cr-st king 
ANOEHEOH, T M Hestlnghause Electric Corp BO/01/31 2pp 

B0060?0161> Forward* add 1 THI--2 related rcq.uir*insnts ta operating 
riictors Llcentpet rBq.utrement for THI Action Plan include 
shift manning ,) 1 cent Ing eimi t 11 can-see dt ssemination 
of operating eipBrioTices Response r-eque-sted within 30 days 
eiSENIiUT.D C Divlllon of Licencing 30/05/07 LSOpp 



Honpropnetary /ersion of IE Insp fiopts 90-383/BO-O7 !< 
30-306/90-07 on B00433-0502 Monc oiiio 1 lane e noted some vital 
area physical barriers not maintained *, alarm devices 
not tampcr-lndicatin^ Pxitaili withheld {ret 10CFRS V<70) 
HIND, J A Region 3, Chicago, Safeguards Dranch CREED, J R , 
PlftTLE, L neulor, 3, Chicago, Office of the Director BO/05/S1 
2pp 



H006 13007 fa Addl response to FOIA request foi Sii categoi-iea ot 
documents re CPC Foiwards documents listed tn app 
FELTON, J M Division of Rules and Records BD/03/23 3pp 



B00fil3012a RequflSita coninnnts on NUREG--0977i "Potential for Lou Fracture 
Toughness '-i Lamillar Tearing n-n PWR Steam Oanerator Si 
Rail tor Coolant Pump Support? " Proposed re-view procedure & 
impl tmerita t i on schedule end 
EIBEMHUT.B O Division of Licensing BO/OB/l-? 73pp 



5006130079 Forwards raspotian to updated mama received on 800313 ro utl 
inte-rpooa lories 10 proposed imposition of clNil penalty 
Cover sheet of IE insp ropt encl 
KCPPLGR.J Fl^gion :i. Chicajo. Office of the Director BQ/03/2I 



9006230044 Forwardi safety evaluation re degraded: grid voltage 
protection For- Class IE ac power sija & LUL rp t, supporting 
modi Desl-gn mods & Tech Spec changes attegtabla 
RUSA.F Poiuer Sijttems Oranch BO-/OS/32 lp 

HOOfeaS004a Safety evaluation guppnrting projiased mods & Tech Spec 

chengei re protection of Clas-g IE equipment it sg*. from 

sustained degraded voltage 

* Power Bitterns Branch BO/G5/2E 2pp 

B006B5005a "Technical Evaluation of Proposed Deiion Mods & Tech Spac 

Changes on Ond Vo-ltaige Degradation for Prarie Inland 
Nuclear Generating Plants Units I Ii S " 

WHITE, ft L Laurence 1 ivormore Lab oratory FIN A-QP31 
60/03/31 15pp 



9006070400 Foryarda info ra imp Lamentation of lOCFRSQ.flflo J, conta inraont 
puns ferat 1 an testing renJireinents. fir SCO411 rq.uest 

Northern States Pouinv Co 80/05/30 Bpp 



aootl70-tB6 ForuarSs addl Info in jupport af 1300131 license amend 
request in response to HRC ttuestioris Analyses cover makeup 
water ags, structural, chscnistrij/radlcichemistiiji rad 10 Log leal, 
matls/proce-ises & ract dlsp-osal 
HAVER. L Northern States Paiugr Co BQ/Ofr/IO 



B006130120 Excerpt of IE Insp Rcpts 90-302/79-01 A 50-306/75-01 
conducted on 750301-06 >, 1S-15 Noncompl lance noted design 
change packages move not prepared I/or implemin tad in 
accordance u/1 1 coinee admi ni utrottve control directives 
CHOU-E6,N C , HUHTEn.O R Region 3, Chicago, OffUe of the 
Director .JGRIMNi E J Region 3, Cdicago, Reactor Operations 
Nuclear Support Branch 79/03/25 5pp 

QOOf.330253 Revioi rotponne to IE Bulletin 79-01B. "Environ 
Qualification of Class IE Equipment " Forwards SIJB componont 
evaluation uiofbalicet on KeritB Cab le, Revit ion 2, replacing 
worksheet sent in 90051? response 
GILBERTS, D E Northern States Pouor Co 60/03/33 3pp 

8006241533 Responds ta IE Bulletin 80-12, "Doc ill) Heat Removal BIJS 
Operflbllity " Operating pruce-Uure for reactor refueling 
(cflvity flooded) will require ono train of RHR available u/ 
accetstble source of bora ted uater to replenish any lass 
OILBErtT8,D E Nnrthein States Power Co 90/06/06 2pp 

R Periodic operating reports tt related- correspondence 



Forwards montlily operating repta for Mv WBO Si corrected 
page to Apr 19SO monthly operating veptt 

i L Northern States Power Co 30/06/13 lp 



0006B3O142 Responds to 800603 memo bij submitting lib of documentation 
t* applicable cotumenta on facilities purge tt vent valves 
long-term mechanical opei-abUitg Faculties me*t Interim 
position 
MARTIN, R Operating Reacton Branch a eo/06/10 Spp 

80063*0059 Foruanfi liste* diaiuinga to enalln eont ihua tion of review 
of aenerlc Issue, "Priinary Coolant 3ij* Pressure Isolation 
Valves (Event SI " W/o encU 
MARTIN, R E Operating Reac^rs Branch 3 BO/06/1O 3pp 



B006lao*51 Honthli; oprating rept for May i9BO 

HUN3TAD.A A Northern States Pouitr Co BO/06/01, Qpp 

B006190*53 Monthly operating repti Apr l<!aO, corrected pajB* 
HUN9TAIKA A North&rn States POUIBT Co BO/06/13 lp 

8 Rsportalile occurrence^- UCR t rlated correspondence 

8006030479 Environ Event Rept BO-O1 or, BOOS01. dai ly average discharge 
tamp exceeded imbiunt river mater temp bi/ 5, 7 F while (juio 
cooling towers wer-o undergoing inipr cleaning tt repair One 
touer raturnod ta svc & electrical load reduced 
WARDiG C northern States Power Co 80/09/30 lp 
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a0060<?0289 Environ Event Rept 8O-02 on 600513-14, rec Uiming ion 
exchanger out of svc when steam generator bloiudown water 
discharged into river Sample of outfall revealed pH Value 
greater than 8 5 Caused bg seasonal change of rivtr 
WARD. E C Northein States Power Co BO/Oi/04 2pp 

6QO62QOQ?4 Final Part 21 rept re miiod heat of Steel supplied by US 
Steel from uhich 4-inch elbows ( 2-lnch tees were mfg to 
A234WPB requirement Investigations conducted & closed at 
46 listed facll Ities 
SEAY, J L Chomtror Corp , Tube Turns Dw 80/06/06 3pp 

B006300493 Forwards updated LER 8O-009/03L-1 

MAYER. L Northern States Power Co 80/06/37 2pp 

-8006300499 Updated LER SO-00'/03L-I on B00310, during normal operation, 
nuclear power range channel 1N44 taas inoperable for few 
minutes High voltage supply for detector latched up due to 
spike on yellow instiumont bus 
HUNSTAD, A A Northern States Power Co 80/06/27 lp 



0006 1200 1 7 Forwards Amend 4B to License DPR-40, saf etg evaluation ft 
notice of issuance ! availability 
CLARK. R A Operating Reactors Branch 3 GO/05/27 3pp 

SOO6120O23 Amends 4B to License DPR-40. adding Meant* condition re 
secondary water chemistry & changing Tech Specs to allow 
limited testing of shock suppressors during operation 
CLARK, H A Operating Reactors Branch 3 80/03/37 6pp 

B006120026 Safety evaluation supporting Amend 4S to License DPR-40 
> Office of Nuclear Reactor Regulation, Director 00/05/27 3pp 

8006120028 Notice of issuance i availability of Amind 48 to Licens* 
DPR-4Q 
CLARK, R A Operating Reactors Branch 3 80/05/27 2pp 

8006090480 Notification of 800610 meeting w/util in Bethesda.MD to 
discuss crack propagation studies li asymmetric loads 
evaluation 
WAGNER, P C Operating Reactors Branch 3 80/06/02 lp 



DOCKET SO-385 FORT CALHCUN STATION, UNIT 1 

F Security, medical, emergency *' fire protection plans 



80Q623O422 Forwards response to NRC 800S15 request for info re turbint 
disc Integrity 
JONE8.K C Omaha Public Power District 30/06/13 6pp 



9006090487 Forwards proposed rule entitled. "Fire Protection Program 
tor Nuclear Power Plants Operating friar to 790101 " Role 
adds new Section 50 40 >. App R to 10CFRSO tt is expected 
to be published in FR by end of May 
EIBENHUT.D Division of Licensing 80/OS/19 46pp 

0006040299 Forwards supporting info re fire protection ays. per NRC 
800416 request Overslie drawings available in Central Files 
only 
JOKES, W C Omaha Public Power District BO/O3/aO 42pp 

8006130063 Forwards revised Pages 1-14 & new Page 14a far proposed 
rule 10CFR90 "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101," transmitted bg NRC 00091"? 
Itr Page Ifla not encl 
EISENHUT.D C Division of Licensing 60/09/23 73jp 

800627O422 Forward request For addl info to complete review of 790619 
revised safeguards contingency plan Response due within 30 
days Encl withheld tref IOCFR2 790) 
CLARK. R A Operating Reactors Branch 3 80/06/10 2pp 

H Oeneral correspondence 

0006020095 Responds to BOO :) 1 3 Itrs re importance of public hearings far 
NRC licensing action NRC experience in Omaha 800116 public 
meeting supports more Frequent meetings Automatic key to 
shut domn reactor would bypass judgment of operator 
REID.R H Operating Reactors Branch 4 BO/03/S3 Spp- 

8QO&11OOB6 Requests that MA Tabor be substituted for MR Paradli 
on svc list In future, all Info should be sent to MA Tebor 
TEBDR.M A LeBoeuf, Lamb. Lelby t MacRae SO/09/28 lp 

J Insurance & indemnity information 

8006230356 Forwards revised cash flotu projection in response to NRC 
800529 Itr painting out deficit Fuel & production co*t 
adjustment lags 6 months behind cash flow Coits for 
unanticipated ei tended fuel outage recoverable in lata 1980 
PETEfiaON.H L Omaha Public Power District BO/06/1B 4pp 



8006240324 Forwards implementation schedules for meeting addl TMI 
requirement 4 submitted in NRC QOQ307 Itr 
JOHES, W C Omaha Public Power District 80/06/17 3pi 

8006300372 Foiwards responses to NRC questions re rapt, "Fort Calhoun 
Cycle & Small Break ECCS Performance Evaluation at 1,900 
MUt, " submitted in support of 790717 application for amend 
of OL 
JONES. H C Omaha Public Power District 80/06/26 0pp 

Q Inspection reports, IE Bulletins & correspondence 

8006040024 Forwards repti re status of responses to IE Bulletin 79-14, 
"Seismic Analysis for As-Built Saf eti|-Re lated Piping 0ys, " 
t, IE Bulletin 79-02, "Attempted Extortion - Low Enriched U " 
JONES. W C Omaha Public Power District 80/04/21 4Spp 

8006060125 Forwards IE Insp Rept 90-389/80-03 on 800414-17 No 
noncoinp liance noted 

MAD5EN.O L Region 4. Dallas, Reactor Operations Nuclear Support 
Branch 80/04/29 2pp 

--8006060129 IE Insp Rept 30-289/80-08 on 900414-17 No noncomp 1 lane* 
noted Major areas Inspected implementation of NUREO-0978, 
fire protection commitment* & progress an IE Bulletins 79-02 
fr 79-14 

IJESTERMAN, T F , KCLLEV, D L , YANDELL, L A Reolon 4, Dallas. Office 
of the Director 80/04/24 4pp 

Q006060567 Forwards IF Bulletin 80-11. "Masonry Wall Design " Requires 
action & written response IE Info Notice 79-28, 
"Overloading of Structural Elements Due to Pipe Support 
Loads" encl 

SEYFRIT.K v Region 4, Dallas, Office of th* Director 00/05/08 
IP 

8006050300 Forward* IE Bulletin 00-12, "Decay Heat Removal 8ym 
Operabiliti] " Requires action & response within 30 days 
IE Info Notice 00-20, "Loss of Dacay Heat Removal Capability 
at Davis-Basse Unit I While in Refueling Matt" ancl 
O'REILLY, J P Region 2, Atlanta, Office of tha Director 80/09/0? 
IP 



P Operating license sta-ge documents Ic correspondence 

B006090165 Forwards addl TMI-S related requirements to operating 
reactors Licensees renuiromenfcs for TMI Action Plan Include 
shift manning, 1 icensing eiams ! licensee dissemination 
of operating eiperlences Response requested ultMn 30 days 
EISENHUT, D O Division of licensing 80/05/O7 190pp 

0006090493 Notification of 800603 meeting w/util in Bethtida.rft to 

discuss filtered vented containment sys * core retention 
devices 

MEYER. J F Reactor Systems Branch 00/05/37 3pp 

BOOM30138 Requests comments on NUREO-0577, "Potential for Lou Fracture 
Toughness i lamellar Tearing on PUR Steam Generator Si 
Reactor Coolant Pump Supports " Proposed review procedure k 
Implementation schedule encl 
EISENHUT. D E Division rf Licensing 80/05/19 72pp 



0006300543 Forwards response to IE Bulletin 80-04, "Anilusii of PUR 
Main Steam Line Break WCont inuad Fieduaker Addition " 
Affected steam generator blows dry at 69 1 second* & thus 
terminates Initial RGB cooldoun 
JONES.H C Omaha Public Power District BO/03/15 27pp 

8006230069 Forwards IE Imp Rept 50-885/79-18 on 791205 No 
noncompl iance noted 

BROWN, 0,0 Region 4, Dallas. Fuel Facility (. Matertili Safety 
Branch 80/09/19 2pp 

80065'3007 1 IE Intp Rept 50-209/79-18 on 791209 No nnncompl iance notad 
Major areas Inspected programsr procedures I* activities 
associated u/handllng of radwaste 

DROWN, D Region 4, Dallas, Fuel Facility b Kateri'ls Sifity 
Branch HARRISON,!) C Region 4, Dallas, Office of the Director 
SO/05/19 3pp 

8006130076 Addl response to FOIA request for ill categories of 
documents re CPC Forwards documents listed in app 
FELTONiJ H Division of Rules and Records, 80/09/23 3pp 
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-B00613QQ8B Forwards LERs in response to util Interrogatory 12 re 
violations of containment Integrity & civil penalty No items 
of noncompl lance found re ulil Interrogatories 13 or 14 
UESTERMftN.T F Region 1, Dallas. Office of the Director 
80/Q3/19 lp 



-B006130090 Forwards AD 50-265/74-14 

JONES. W C Omaha Public Power Dutrlct 



80Q6I30092 AO 5Q-2H5/74-14 on 7-10905, dur ing routine insp.air was 
discovered Issuing from vent side of containment pressure 
indicating manometer Caused by errors in preparation & 
review of procedure For establishing containment integrity 
* Omaha Public Power District 74/09/16 4pp 



DOCKET 50-286 INDIAN POINT STATION. UNIT 3 

F Security, medical, emergency 4 fire protection plans 

8006090487 Forwards proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 7901O1 " Rule 
adds neu Section 50 4B ', App R to 10CFR50 t. la eipected 
to bo published in FR by end of Kay 
EIBENHUT.D S Division of Licensing BO/05/19 46pp 

B006040139 Forwards comments re SO0430 submittal of revised safeguards 
contingency plan Response requested with in 3O days Comments 
withheld (rof 10CFR2 79Q> 
VARQA,S A Operating Reactors Branch 1 BO/O5/2O 2pp 



B006P30Q7B Forwards corrected Page 9 to IE Investigation Rep t 
50-2B5/60-10 

BRQMN.O D Region 4, Dallas. Fuel Facility E, Materials Safety 
Brnth BO/067Q3 Ip 

8006350091 Replacement Page S to IE Investigation Rept 50-285/80-10 
BROWN, D Region 4, Dallas. Fuel Facility (. Materials Safety 
Branch HERFt.R K Region 4. Dallas. Office of the Director 
KELLEYiD L flag ion 4, Dallas. Reactor Operations Nuclear Support 
Branch BO/05/22 lp 

--B0062500B2 Forwards IE Investigation Rept 50-2B5/80-10 on 800514-16 !. 
notice of violation 

BROWN, G D Region a, Dallas, Fuel Facility t> Materials Safety 
Branch BO/D5/23 2pp 

6006350034 Notice of violation from invest! nation on 600914-16 
Region 4. Dallas, Office of the Director 80/03/22 lp 

BQ0629QOBS IE Investigation Rept 50-285/30-10 on 800514-16 
Noticomp 1 lance noted Failure to perform required radiation 
survey 

BROWN, Region 4, Dalla*. Fuel Facility S, Materials Safety 
Branch HERR, R K Region 4. Dallas, Offtee of the Director 
KELLEY.D L Region 4, Dallas, Reactor Operations Nuclear Blip port 
Branch BO/09/23 lOpp 



R Periodic operating reports & related correspondence 



B0061704ia Forwards monthly operating rept for May 1990 
JONES. W C Omaha Public Power District BO/Oo/Qv lp 



-- -8006170443 Monthly operating rept for May 1990 

HICKLe,B J Omaha Public Power District 80/06/09 



3 Importable occurrence's, LERs &. related correspondence 



ISpp 



B 0042 30 4 H RD on 800915i during primary lys leakage imp, leakage 
detected from reactor coolant pump HC-3C Caused by corrosion 
damage to closure studs Studs- w/s igni f icant corrosion will 
b* replaced t- metallurgical exams performed 
BTEVEW3-S C Omaha Public Power District BO/05/32 3pp 



BOQ61 10019 Forwards LER BO-Ooa/OSL-O 

STEVENS.S C Omaha Public Power District 



BQOA110015 LER BO-008/03L-Q on BOQ51S. during check of pomer supply trip 
indicating ligh tsi AD-1 matrli relay of reactor protective 
sus failed to trip clutch pouier supplies Caused by failure 
of mercury wetted relay in matrix circuit 
CDRE> II , CONNOU-EY, J Omaha Public Power District 80/05/19 



B00611Q026 Foruarils LER. 80-009/99T-0 

STEVENS, S C Omaha Public Power District 



80/06/05 lp 



B006110030 LER SO-OQ7/9 C ?T-0 on 800532, during malnt on stack iodine 
process monitor, nnui sensitivity calibr was required Caused 
tij use of urong callbr procedure Training mill be conducted 
to ensure f ami 1 iaplty ID/procedures 

HICHOLflS.J.n , FRftNCO.F F Omaha Public Pouer District 80/05/29 
4pp 



B006300468 Forwards LER BO-01Q/01T-0 

STEVENS.fi C Omaha Public Foyer District 



80/06/23 lp 



B00i300475 UER BO-01O/01T-O: on B00516, during cold pressure test. leakag 
discovered at gasket joint between pump casing tt pump covet- 
on reactor coolant nump* RC-3A.3D t< 3C Closure xtudtt 
corroded by boi-ic acid LeaVs caused by deterioratid gaskets 
FLEUHR.J, Omaha Public Pouer District BO/06/17 6pp 



B00613006G Forwards revised Pages 1-14 & neui Page 14a far proposed 
rule 10CFRSO "Fire Protection Program for Nuclear Pouier 
Plants Operating Prior to 790101," transmitted by MRC 800519 
Itr Page Ifla not end 
EISENHUT.I) G Division of Licensing SO/05/22 73pp 

8006060360 Advises NRC of recent developments i-e emergency preparedness 
at facilities Ut i 1 s are revising emergency plans in 
accordance ui/NUREO-0634, retain ing EDS Nuclear. Inc to assist 
State of NY t> Mastchestcr County in revising plans 

CAHILL.H J Consolidated Cdison Co of Nou York EARLY, P J Pquier 
Authority of the State of New Voi V BO/06/03 SPP 



Ad jud icatoi y correspondence 



B006060323 Order stating f OUT -pronged approach to resolve UC8 petition 
for Unit l decommissioning '< Units 3-3 shutdown adjudication 
before ASLD. informal proceeding to determine issues. generic 
consideration i establishment of intra-agencij task force 
CH1LK.S J Office of the Secretary of the Commission 80/05/30 
Bpp 

8006190310 Responds to 800905 objection to scheduling meetings outside 
Hash ington, DC area Meetings are occasionally held outside 
of Washington, DC vicinity to allow persona living near 
plants opportunity to attend 
EIBEWHUT. D Division of Licenaino BO/06/02 2pp 

8006110113 Notice of withdrawal from proceeding effective SO0602 Notice 
of JE Moore appoarance ' Certificate of Svc encl 
LEW I 3, S H Hearing Branch 3 80/06/06 4pp 

8006160003 Formal tfs response to MIC 800211 confirmatory order, 120-day 
action items 

EARLV.P J Power Authority of the State of Now York 80/06/11 
15pp 

80061905'V7 Order granting eilenaion until 800707 for Commission to 
elect uihether to review ALAB-436 ft portions of ALAB-9cil 
CHIUK.S J Office of the Secretary of the Commission BO/O6/16 



8006240483 Comments on Commission 800530 order re safe operation & 
criteria of operation CP (. OL established criteria should 
apply t, burden of proof must rcrtialn on licensee Specific 
design changes must he feasible 

WEI86.E R , JORDAN," 8 Union of Concerned Scientists HE18S,E R 
Sheldon, Harmon ( Heiss BO/O6/20 ?pp 

B00626031S Memorandum in response to Commission 800330 order initiating 
informal proceeding Urges development of Industrij-wido 
policy, guidance is stds prior to consideration of units 
separately in adjudicator!) hearings 

QRANDENBURQ, B Consolidated Ed i ion Co of Now York PflATT, C M 
Poiner Authority of the Slate of New York 80/06/30 23pp 

8006360lBi, Forwards UCS 000623 motion to disqualify Commissioner 
Hsndrie 
UEISS.E R , JDRDAN.W S Sheldon. Harmon t Ueiis BO/Q6/B3 lp 

8006360189 Motion td disqualify Commissioner Hendrie from further 
participation in NRC deliberations re UCS petition for 
suspension of operations Request is based on Hendrie 
involvement in/facility as member of ACRS 

IJEIBS.E ft . JORDAN. W S Union of Concerned Scientists WCISS.E R 
Sheldon, Harmon t Ueiss 80/06/23 lOpp 

8006360192 Responds lo 7307i7 Itr re util siting criteria Indian Point 
sites meet NRC regulations It criteria Considerable energy 
hai been eipended to assure public health & safety 
HENDRlEiJ M Atomic Energy Commission. Directorate of Licensing 
73/09/10 3pp 
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H General c orraspondenc 



800602001-1 Requests public debate re evacuating large populations near 
power plants Opposes plants located In densely populated 
areas 
HAMM.K Affiliation Unknown BO/03/19 Ip 

B006190436 Comments on 800530 order re shutdown of plants pending 
adequate emergency plans No plant can operate unless 
acceptable emergency plans eiist Energy ( eronomic factors 
should have minimal influence on decision to s|ut down 
UQLF, B Affiliation Unknown 80/06/11 3pp 

8006260 17 B Requests that following names be included on carrespondencB 
distribution list GT Berry, JP Hayno.GM Wl 1 verd ing, CM Pratt It 
RJ Pasternak 

BAYNE, J P Power Authoiity of the State of Noui York 80/06/30 
2pp 

P Operating license stage documents J. correspondence 

BO06090165 Forwards addl TMI-2 related lequlremonts to oparating 
reactors Licensees requirements for Till Action Plan Include 
shift manning. 1 Icensing esams I licensee dissemination 
of operating experiences Response requested within 30 days 
EISENHUT, D Division of Licensing BO/05/O7 ISOpp 

B006040002 Notification of S00520 meeting w/ufci U, contrac tors d 
consultants in Bethesda.MD to exchange technology re 
accident sequence J, related phenomena per A Schwencor 
B00410 Itr to L Peoples 
LONG, J H Reactor Systems Branch BO/05/15 2pp 

8006130123 Requests comments on NUREG-0577, "Potential for tow Fracture 
Toughness If Lamellar Tearing on PUR Steam Generator & 
Reactor Coolant Pump Supports " Proposed review procedure fc 
implementation schedule end 
EISENHUT, I) Q Division of Licensing 80/05/19 7Spp 

8006020173 Notification of BO0930 meeting w/util* in Bethesda.MD re 
severe accident mitigation features for facilities 
OLSHAN, L , REEVES, E Operating Reactors Branch 1 BO/09/23 lp 

SOO61901BO Forwards request for addl info ro QA program Response 
should be submitted within 30 days 
VAROA, 3 A Operating Reactors Branch 1 00/05/23 3pp 

S0060303B-1 Responds to NRC B00425 Itr re confirmatory order requirement 
of attaining AFUS reliability improvements by BOOB1 1 
Confirms schedule commitments Provides detailed description 
of proposed improvements Sy s mill be operative by 800811 
EARLY, P J Power Authority of the State of Neui York QO/05/2B 
2pp 

8006040294 Forwards responses to 000403 Itr re QA program review 
Responses do not constitute proper format for formal OA 
tommi tment 

BERRY, O T Pou,er Authority of the State of New York SO/05/2? 
BOpp 

B00603031S Forwards supplemental info ro degraded grid voltage & 
adequacy of station electric distribution sys voltages 
EARLY, P J Power Authority of the State of New Yurli 80/05/30 
l"?PP 

8006060373 Forwards addl info IB electrical override/bypass aspects of 
containment purge sys, per B00411 request Qversiie drawings 
available in Central Flics only 
EARLY, P J Power Authority of the State of Niw York BO/06/02 



BOQ613040A Forwards slides used by utils during BOQ6Q.3 meeting r 
technology exchange in area of mitigation feature for 
severe accidents at facilities 
QOESER.D Westlnghouse Electric Corp BO/06/OS lp 



BQ061704S1 Forwards "Mitigation of Severe Accident Study Rept " 
includes presentations maue to NRC & ACRS on 800220 t< 0305, 
respectively t- consists of s tats-of-the-art analysts 
conducted uiithin 60-day period 

CAHILL.W J Consolidated Edison Co of New York EARLY, P d 
Authority of the State of Neiu York BO/06/OS. 2pp 



Rept 



0006170459 Responds to S0052B Itr transmitting rept covering uiork 

performoil by various consultants Entire Uet Ingrtouse rapt 

nonproprletary 

PEOPLES,!) L Commonwealth Ediion Co BO/06/0 1 ? 3pp 

B006170466 "Mitigation of Severe Accident Study Rapt." conflating "f 

repts re evaluation of residual risk, steam explosion*. 
containment response for Class ? accidents t pot-acc idant 
containment vent sys conceptual designs 
it Uestf nghousB Electric Corp 80/03/31 4DOpp 

8006160105 Forwards Con Ed B Oft 50 5 & pouier Authority of State of NY 
9005O7 Itn to DDE re economic effects of Bitended hutdoi 
for consl deration by NRC task force 

CAHILL.W J Consolidated Edison Co of Neu York EARLY, P J Pouer 
Authority of the State of New York 80/06/10 19pp 

8006270047 Summary of 900S2O Technology Exchange Mietlng 3 u/utils In 
Dethesda, Ml> re accident mitigation features for facllitlei 
LQNO, J K Reactor Systems Branch 90/06/12 27pp 

B00623O435 Forwards response to TH(-2 related requirements per B00807 
request 

BAYNE, J P Power Authority of the State of New York BO/06/16 
19pp 

8Q062302BO Notification of B0061Q meeting ui/uti li, c ontractors d 
consultants In Hethesda.MD for presentation In area of 
cure-melt accident sequences for facilities Agenda end 
MEYER, J F Reactor Systems Branch BO/06/I6 3pp 

BOO6200S33 Notification of Q00617 meeting u/utlls t, cnnsultanti in 
Bethaida, MD to discuss technology eichsnge re containment 
<tructurl response, fal lure pressures t failure model 
MEYER, J T Reactor Systems Branth 80/06/17 2pp 

8006250364 Notification of S00625 meeting u/utll in Qethtiita, MD to 
discuss ve-evaluatlon of operational OA progrim 
QELKE, U L Quality Assurance Branch 80/06/17 2pp 

BD0626016B Advises that 800611 responses to NRC 600311 confirmatory 
order contained typographical error In Items 7 & 9 Bt hid tilt 
data of 910101 is incorrect Items 7 t B featlbilltu study & 
schedule for installation to be complettd by Die 1*7S1 
BAYNE, J P Power Authority of the State of New Vori BO/ 06/20 
2pp 

8006270175 Forwards response to NflC S00523 request for info on facility 
QA program Responses not considered part of present NRC- 
approved QA program commitments 
BOSTON, J H POUIBT Authority of the State of New Yor" BG/06/23 



Q Inspection reports, IE Bulletin* V correspondence 

8004060553 Forwards response to IE Bulletin BO-04 Analysis results shou 
that steamline break u/fallure of auxiliary feedwatir runout 
protoctlon sys would not result in containment 
overpressurl lation 

SCHMIEDEFt.J R Power Authority of the atte of New York, BO/OB/OB 
Spp 

BO06120119 Ack receipt of 800407 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-386/79-33 
BRUNNERiE J Region 1. Philadelphia, Reactor Operations Nuclear 
Support Branch 60/05/0? lp 

8006120123 Responds to NRC 300314 Itr re violations noted in IE Insp 
Rept 30-2B6/79-33 Corrective ac t ions' 1 Icenstd operations 
personnel have been instructed in procedure.* Combust lb If s 
have been removed from diesel generator room. 

BAYNE.J P Power Authority of the State of Neu York 00/04/07 
3pp 

8006120132 Forwards IE Insp Rept 50-2B6/79-23 on 790 ( ?30~1027 < notUs 
of violation 

BRUNNCRpE J Flegion 1. Philadelphia, Reactor Dperabiont Nuclear 
Support Branch BO/03/14 2pp 

S00612013B Noticu of vio Ution, Apa A, from lnp on 790930-1027 Portion 
wlthhild (ref 10CFRE 790) 
* Region 1, Philadelphia. Office of the Director SO/02/27 lp 



--0006170454 Informs that Section t of rept submitted on B00605 uia 
inadvertently stamped proprietary Class S Rept 1* 
nnnpropr ietary 

CAHILL.H J Consolidated Edison Co of Neiu York. EARLY. P J 
Power Authority of the State of New York BO/Oi/06 lp 



-8006120140 Notice of violation, App u, from insp on 790930-1027 

* Region 1' Philadelphia, Office of the Director. 60/02/37. lp 
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0006120147 IE Imp Rep.t 50-304/79-23 on 790930-1027 Noncomp 1 ianie 
noted failure to adhere to procedures t, failure to remove 
identified combust 1 b lei Pol tions withheld (ref 10CFR2 790) 
REBELQUEKI.J > JOHNSON. J Region I, Philadelphia. Office of the 
Director KISTEH. H Region i, Philadelphia, Reactor Operations 
Nuclear Support Branch 30/03/27 ISpp 

5006200045 Forwards IE Circular 80-13, "Grid Strap Damage in 
West ing h ouse Fuel Assemblies " No written responds required 
GRIER.B K Ration 1, Philadelphia, Office of the Director 
89/05/23 Ip 

6006110093 For wards interim statui rept re IE Bulletin 79-14, "Seismic 
Analysis for As-Duitt Safety-Related Piping Sijs " Line walks 
of all 194 static span tablet analymd lines I 117 
dynamically analyml lint* in accessible areas completed 
EARLY,P J Pousr Aufchoritg of the State of New York BO/06/04 



6006300309 Responds to Item 7 of IE Bulletin 80-12, "Decay Heat Removal 
Sys Operablllty " Procedures i> equipment capabilities have 
ben rsviuiifed Si analyied tt found adequate during various 
mod* i of operation 

ZULLft, B S Power Authority of the State of New Vork BO/Q6/09 
3pp 

ft Periodic operating reports 8 related correspondence 

aOOi!70431 Forwards data specified in Section 401 Certification for 
May 1980 to NY State Bept Of Environ Conservation 
MONTI, W A Consolidated Edison Co of Neu York 90/06/10 Ip 

800&I7O434 Circulating uatsr temp, grosi electrical output t. river uter 
discharge Info For May WHO 
* Consolidated Edison Co of Neu Vork 80/06/10 16pp 



8006300464 Forwards LER GO-007/03L-0 

?ULLrt.S B Poiwer Authority of the State 



of Neu Vork 



8006300467 LEO BO-007/O3L-O on SO0531iUhlle operating at 70K poiuer, 
performance of electiical tunnel water sprinkler si,9 test 
3PT-M3 indicated inoperab 1 1 i ty of south side deluge valve 
Caused by dirty contacts on associated relay 
GUI'iHUEiF I- 1 Pouer Authority of the State of Neu York BO/O6/26 



T Hearing transcripts on non-ant i trust matters 



B0061B0125 Transcript of Q00530 Affirmation Session BO-06 in 
Washington, DC Pp 1-2 
Commission, SO/05/30 3pp 

6006100133 Recommends anproval of end revised draft order Enc 1 PA 

Bradford separate statement to be appended to order 
BICKWIT.L Office of the Genera! Counsel SECY-80-182E 
00/03/29 9pp 

B0061B0138 Responds to Q00324 Itr to J Ahearne re problems of 

evacuating large populations in short period of tirao Program 
nf upgrading emergency planning Is being carried out by NRC 
teams uho visit each site of operating nuclear plant 
DENTON.H R Office of Nuclear Reactor Regulation. Director 
80/04/29 3pp 

BOOilB014? Elaborates on concerns eiprossed in S00103 Itr re need for 

practical evacuation plant around nuclear pouer sites 
Problems of evacuating large populations i" short time liavn 
been underestimated Requests open hearings on issues 
WOLF, Affiliation Unknown 80/03/24 2pp 



8006180529 Forwards "Quarterly Rept on Seismic Monitoring Networ k 
In Vicinitu, of Indian Point, NY Consolidated Edison Project, 
Dec 1979-Feb 1980 " 
CAHtLL.U J Consolidated Edison Co of Now York 60/06/13 Ip 

8006160936 "Quarterly Hept on Seismic Monitoring Network in vicinity 
of Indian Point, MY Consolidated Edison Project. Dec 1979-Feb 
1760 " 
* Uooduard-Clu.de Consultant), Inc BO/03/1B 4apo 

SOO&19O5S1 Forwards monthly operating rept for Mag 19BO !< amended pagei 
for operatinj vepts for Mar & Apr I960 
ZULLA.S S Power Authority of the State of Neu Yort 00/06/13 Ip 



B00619C-561 Monthly operating rept for May 19BO 

CONNELL.C Power Authority of the State of Neu York 
6pp 



00/06/02 



BQQ61BQ436 Forward! daily fish counts From intak* icreeni for May 1 
CAHIU-.U J Consolidated Edison Co of New York BO/06/15 Ip 

6006160427 Dally fish counba from intake screens for May 1990 
Consolidated Edison Co of Neu Vork 00/06/15 4pp 

S Reportable occurrences. LERs t related correspondence 



DOCKET 50-SB7 OCONEE NUCLEAR STATION. UNIT 3 

F Security, medical, emurgoncy & fire protection plant 



B0060904B7 Foruards proposed rule entitled, 'Tire Protection Program 
for Nuclear Pouer Plants Updating Prior to 790101 " Ruls 
adds neu Section 30 4B > f App R to ICCFUSO b i> eipecbed 
to be published in FH by end of May 
EISENHUT,D Division of Licensing 80/05/19 16pp 



B006130063 Foiuards revised Pages 1-14 ft new Page 14a for proposed 
role 10CFR90 "Fll-e Protection Program for Nuclear Power 
" ---- -----'-- - .... .. . nsmitted by NRC 000319 

BO/05/22 73pp 



Plants Operatinu Prior to 790101- 

Itr Page Ha not end 

EISEIJHUT.D Division of Ltcenslnc 



S00605010B foruards revision to safeguards contingency plan Plan 
withheld (ref 10CFR2 790) 
PARKER, H Duke Pomer Co BO/05/30 Ip 

B006160074 Forwards revision to nuclear security training & 
qualification plan Plan withheld <ruf 10CFR2 790) 
PARKER, VJ Duke Power Co BO/06/09 Ip 

BQ0630QQ04 Forwards comments tf requests for addl info re guard training 
(, Qualification plan Encl withhold (ref 10CFR2 790) 
REID.R U dperating Reactors uranch 4 QO/06/12 Spp 



8006030474 PW3-I-BO-O11 on QO0519, f our separate telton bomb threats 
ur received fuo calli rscolved by Peekiklll Evening Star 
( two by Superwisoi-'s OFc. Toun of Peekskill.NY Bomb search 
procedure) initiated at both plants 

DEVLIN.J , MAHTIN,W Region 1, Philadelphia, Office of the Director 
90/05/20 Ip 



8Q06240S09 Forwards cover Itr to B00609 revision to nuclear security 
training & nullification plan Ltr withheld (ref 10CFR2 790) 
PARKER, H Duke Power Co 80/06/19 Ip 



Adjudicatory correspondence 



6006240217 PN3-1-EO-OM on 800603. Evening Star of Dgchanon.NY r.ceived 
phon* call Prom unldentlflBd male. stating that Btatui of 
Liberty bombed i facility mould be neit Search of facilities 
rportod no evidence of bomb 

JDNE3.E M , MftHTlN.W Region I. Phi lidelph la. Office of the 
Director QO/06/04 Ip 



8006540574 Focuiardi Lincoln Cognty, NC Hoard of County Commissioners 
791001 I B0040D resolutions affirming position that spent 
nuclear fuel should be transported from Oconee to McQulre 
on interstate highways 
HOUBER.FI1 North Carolina. State of BO/OV17 3pp 



8006240222 PNS-1-BQ-O1S on 900604, Daily News, NY City niwtpaper, received 
pfion call From untHenti I ied male admitting mmbership in 
FAtN mho iaid facility mould be bombed nsit Bomb searches 
Initiated in/negative results 

JDHES,EW , HAHTIN.W Region 1, Pfi I Utfelph it, Office of the 
Director BO/06/Q4 Ip 

8Q04M0380 RQ on 600614. while sys was in incident mode, titlng w*t 
pfformed in control room air filtration sys Test Indicated 
total air filter flow was greater than eitfapolate mat flow 
rat allowed Upgradino control room air filtration charcoal 
2ULLA.S S Pouer Authority of the State of NBU Vork GO/06/16 Ip 



8006060269 Foruards applicant proposed Findings of fact It conclusions 
of law in form of initial decision 
MCOARRY.J M Debevoise & Li Herman SO/05/19 Ip 

BOQ60602R1 Submittal of proposed findings of facb & conclusions of law 

in form of initial decision 

MCOARRY, J M Duke Power Co MCGARRY, J M Debeyoise t, Liberman 
BO/03/1 1 ? Ip 
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8006060206 Pi oposed initial di 
conclusions of lau, approvi ni 
Oconee spent fuel aL McGuin 
program shall be maintained 
MCGAflRY. J H DuVe Pouier Co 
80/05/19 QSpp 



cision containing findlnjs of fact & 
amend to authorne storage of 
Cnvnon radiological monitoring 

W/Certificate of Svc 

M Debevois* t, Llborman 



B00606O3&4 Requests addl info to respond to NRC BQ0907 I IP re TMt-2 
Lessons Learned requirements Info needed includes areas re 
shift mann ing. iafety >t relief valves & outage of ECCS 
Response should be submitted by 600612 
PARKER, W Duke Power Co SO/Ofe/03 3pp 



8006180517 Response in opposition to Caiolina Environ Study Group 
80052? proposed elements of fad ', conclusions of law toward 
Initial decision No good leason presented for not approving 
application re spent fuel ship-nent M/Cert 1 f ic ate of Svc 
MCGARRYi J M Duke Power Co MCSARRVtJ M Debevolse fc Ulberman 
80/06/13 21pp 

0006190593 Forwards pi oposed findings of fact ti conclusions of lau in 
form of initial decision approving license amend to 
authorise Qconee spent fuel transportation to & storage at 
McOuire 
KETCHCN.H G Hearing Branch 4 90/06/17 Ip 

8006190606 Proposed findings of fact fr conclusions of lau in form of 
initial decision approving license amend to authorise Oconeg 
spent fuel transportation to 1 storage at McOuire 
Proposed fcianscript corrections b CeitiFlcato of Svc onel 
KETCHEH.E G , UDEFLING.R K Hearing "ranch 4 00/06/17 155pp 



II General c orrespondonce 



300623013'!. Advises that BOOSSa request for Tech Spec change will be 
include* in overall review of App 1 submlttals Mark-up of 
800523 ET3 represents NRC review Radiological ET9 should 
resubml tted , based on mark-up wi tti In 90 days 
REID, R U Operating Reactors Branch 4 BO/O6/02 2pp 

BOOi.110144 Forwards "Generic Startup Physics Test Pro-gram, May 1990," 
delineating tests to be included during startup following 
future refueling operations 
PARKER, W Duke Power Co BO/06/04 Ip 

aOOitlOlSB "Generic Startup Physics Test Program, Hay I960 " Modifies 
Unit t specific rep ti decreas Ing acceptance criteria for rod 
drop measurement* substitution of RMS criteria far location 
of highest peak requirement in pouer distribution testing 
* Du*e Power Co 80/05/31 13pp 

8006110391 Forwards summary of events involving partial or total lot* 
of offsite pouer to facilities I responses to NHC questions, 
per NRC SOOBOS Itr 
PARKER, W Duke pouier Co 50/06/04 5p p 



8006270303 Forwards county board lesoliftion requesting NRC to consider 
using onsite storage of radioactive malls rather than 
shipping through county Also forwards, board resolution 
requesting public Input re DOT regulations 
MARSIIALL.H ft Mecklenburg County. IJC 00/06/23 3pp 



B0061303SS Foruards results of analysis required bg Items 6 
790BOB 1 tr nn degraded grid volfeaoe Unrfervoltage trip 
setpoint uiill be changed for startup transformer! & 
admlnii trafcive controls uilll be established by B00701 
PARKER, W D DufcB Power Co 00/06/04 I7pp 



P Operating license stage documents b correspondence 

8006240237 Responds to technical assistance request for proposed Tech 

Spec changes for BIN operating plants Forwards requirements 
for addl info 

ISfJACL.a L Ttll 2 Bulletins b Orders 79/08/39 I3pp 

8006030539 Foi-mards schedules For util responses tq NRC 791121 Itr re 
C Mlchaelson cDnce^ns an small break LDCAs 
CAPRA-R TMI-2 BuUetins '. Ordeps 77/IS/1O Ip 

80060602B3 Foruards documents for Auiiliary Si( Branch revieui of 
auxiliary f eeduktter rellabillti| analysis for BWJ operating 
plants N/o oncls 
CAPRA.R A Light Water Reactor: Branch 3 60/01/17 3pp 

8006200562 Forwards revision to 000317 route approval request for 
shipment of spent fuel i changing dates for shipment 
Revision withheld (rcf 1OCFR2 7TO) 
PARKER, W D Duke Pouier Co BO/04/17 Ip 

8006090165 Forwards addl TMI-2 related requirements to operating 
reactors Licensees i equirements for TMI Action Plan Include 
shift mann ing, 1 ic enstng eiams d licensee ri i sseminatloti 
of operating eiperioncos Response requesteJ within 30 days 
EISEUHUT.D Division oP Licensing 8O/05/07 ISOpp 

8006130122 Requests comments on NUREQ-0377. "Patentia.1 for Lou Fracture 
Toughness tr Lamellar Tearing on PUR Steam Generator & 
Reactor Coolant Pump Supports " Proposed review protedure ii 
implementation schedule enc 1 
E1SENHUT, D Division of Licensing 00/03/19 72pp 

8006040217 Forwards NFS-iOOl, 'Reload Design Methodol ngy, " Revision 1, 
rep lac ing original entirely Includes design of unrodded fuel 
eye IBS, c lar i f lea t ion of certain areas b typographical error 
corrections Rept methods intended for use by Aug 1*701 
PARKER. W Duke Pouier Co 80/03/20 Ip 

8006040321 "Reload Design Methodolooyr " Revision 1 
Duke Power Co NrS-1001 BO/O5/31 GOOpn 

B00613QOBB Requests submittal of amend to lieonse updating requirements 
of Rig Guide 1 li, Revision 1 Response required uiithin 60 
days of receipt of Itr 
REID,R U Operating Reactors Branch 4 80/05/29 8pp 

8006300574 "El ec Iri ca 1 , Instrumentation (- Control Aspects of Low Tmp 
Overpressure Mitigating Sys> ' informal rept 
WEDER.DA EG40, Inc TIM A-6P56 S00630O574 00/05/31 13pp 



80062^0163 Responds to KRC 800602 Itr requesting guldanc* re TMI 

related requirements AulortiaLie tclp schedule of reactor 

coolant pumps during LQCA should be revised 

REID, R 11 Operating Reacton Branch 4 90/OiAQ 2pp 



B00617O22? Forwards corrected version of 
Generic Startup Physics Test Program " 
PARKER, W Duke Power Co 80/06/11 



"Oconee Nuclear Station 



BOO&17Q234 Corrected version of "Oconee Nuclear Station Generic Startup 
Physics Test Program '' 
Duke Power Co 80/06/11 14pp 

B0061704SS Advises that responses are being prepared re low pressure 
turbines per BQ0313 request Work will be completed by 
000626 
PARKER, W O Duke Power Co 80/06/11 Ip 

8006300351 Forwards draft NRC licensing position, "Safety 
Considerations for Temporary Onsite Storage," usid in 
evaluating lotu level uaste storage criteria Requests revieui 
for onsit* storage additions in monthly operating reptf 
REID.R U Operating Reactors Branch 4 BO/06/12, IQpp 

8006180478 Poruards retponie to NRC 800507 Itr r* aifdl requiremtnts 
from THI Action Plan Response contains imp 1 imentatlon 
ichedul* ! summarvj stating utll com.ni tm&nts re 
requirementi 
PARKERtH Duke Power Co 80/06/13 3pp 

B006240469 Responds to NRC 800313 nquest for info canornlng p fob Urn 
of low pressure turbine disc cracking Furuardl detailed 
responses to site specific questions 
PARKER, W a DulB powtr Co 80/O6/16 8pp 

6006S60233 Riquestt that NRC complete review it approval of Category 8 
Items H 1 3D. 3 1 7A fc 2 1 BJ1 Review needed to facilitate 
Installation op Category B modi prior to 810101 
PARKER, W D Dufce Power Co 80/06/20 Ip 

800630036-2 Forwards proposed Tech Spec rvl*ion In response fco NRC 
800410 Itr discussing term "operable" ai applied to Tch 
Spec requirements No license fees provided cine* proposal 
submitted in response to NRC nnuest 
PARKER. U O Duke Power Co 80/06/24 2pp 

8006300364 Proposed Tech Spec interpreting term "operible" as applied 
to various Tech Spec requirements 
* Duke Power Co BO/O6/24 Ip 
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Inspection reports, IE Bulletins i cc 



ispondence 



8006060146 Forwards IE Insp Repts 50-369/30-13,50-270/90-08 (. 
SO-297/BO-08 On 000303-31 No noncomp 1 lance noted 

LEWIS. H C Region 3. Atlanta, Reactor Operation! Nuclear Support 
Branch BO/OJ/23 2ft 

8004060152 IE Insp Repts 50-369/80-13,50-270/80-09 & 50-207/80-09, on 
600303-31 No noncomp 1 lance noted Major areas inspected plant 

findings J. revieui of LERa 

MART It), ft D Rejion 3, Atlanta, Reactor Operations Nuclear Support 

Branch ORDERS, W T , JAPE. F Region 2, Atlanta, Office of tne 
Director 30/04/33 5pp 



8006030343 L ER BO-007/03L-0 on 800433. vont gas participate tt iodint 
monitors considered inoperable due ED failure to perform 
periodic surveillance on schedule Caused by personnel error 
Status board for periodic surveillance Items mil! be kept 
LEWIS, S R DuVe Pouier Co BO/O3/2B 3pp 



8006110091 Forwards LER SO-OOB/O3L-0 

PARKER, W Duke Poiuer Co BO/O6/06 3pp 



9006110096 LER 00-008 /Q3L-0 on Q0050/, shutdown ulas initiated uhen 
reactor protective sys channel D mas lost due to inverter 
failure Caused by blown fuses Pouier to ac vitnl 
instrumentation roEtored manually !i FUSEE replaced 
LEWIS, S R Dute Poiuer Co 80/06/05 Ip 



8Q0606051O Forward! IE Bulletin BQ-I1, "Masonry Wall Design " Require! 
action t, uritten response IE Info Notice 79-2B. 
"Overloading of Structural Elements DUB to Pipe Support 
Loads" end 

0'flEIU.Y. J P Region 2. Atlanta, Office of the Director 90/05/OB 
2pp 



BO 062 503 5 5 RD on B00614, once through steam generator tube leak 
indicated by increased count rate an R1A-40 t grab samples 
Caused by leak In steam generate! A Becnndary sya 
contamination procedure initiated 
MATHEWS, T C DuVe Pouier Co 80/06/17 Ip 



BQ06030E75 Foruards IE Bulletin 80-12, "Decay Heat Removal 8ys 
Optribilitj " Requires action L response within 30 days 
IE Info Uotlce 80-20. "Lou of Decay Heat Removal Capability 
it Davis-Bide Unit I While in Refueling Mode" end 

O'REILLY, J P Region 2, Atlanta, Office of the Director 90/05/09 
2pp 



B006260169 RO 287/00-S addl info has been reviewed which clarifies 
occurrence Channel G mas not inoperable as ind Icated, s into 
unit tuas still capable of performing function If requirements 
of Tech Specs Loss of power was not RO 
PARKER, W O Duke Power Co BO/O6/20 2pp 



9006170065 Forwards IE Info Notice 79-37 in/errata sheet Requeits addl 
info r* turbine discs Rgcommtnds that schedule be developed 
to ptrForn full ultrasonic test of at least one low pressure 
turbin* before neit major outaje 
BElD-fi M Operating Reactors Branch 4 80/05/13 3pp 

9006300110 Forw*rdi IE Circular BO-U, "Emerjencv Diel Generator Lubt 
Oil Cooler Failures " (Jo written reiponse required 

O'REILLV.JP Heoion 2, Atlanta, Office of tfte Director BO/05/13 
2pp 

B006I90234 At* receipt of IE Insp Rgpt* 50-267/90-13,50-270/80-09 S. 
50-287/80-OB Ho proprietary info 
PARKER. W DuU Poutr Co 90/05/30 Ip 

90063*0109 Ack receipt of BOOSOa supplemental response, informing NRC 
of re-evaluation of noncompl lance I. deviation noted in IE 
Imp flepts 50-269/79-37,50-270/79-34 ( SO-387/79-17 Stated 
position itandt due to repetitive nature of incident 
O'REILLY.J p Region 2. Atlanta, Office of the Director BO/OS/JO 
IP 



* P; 1 ;" 1 "*' ""?" to NRC 900407 I tr r, noneanptl.net 1. 

deviation noted in IE Imp Repts 50-269/79-37,50-370/79-34 b 
30-297/79-37 Dlsaore.i u/violation because event uai not 
controllable by normal operating procedure* 
PAHHEH.W Dute Power Co BO/05/02 2pp 



indication of each pump 
ou Annuniciators a.re 

pump (i on 



' Bo - a70/Bo - n 



PARKER.W Cut. Poy.r Co 00/06/13 



<^ 
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nta - Reactor ap ' 



DOCKET SO-2SB REED COLLEGE flESCARCH RCACTOH 

F Security, medical, BmBrgoncy (. fire protection plani 

B004020216 Toruaids draft security plan Plan withheld (rf lOCrn? 790) 
CHURCH.L B flaed College BO/06/02 lp 

P Operating license stage documents & correspondence 

8006020376 Tech Spec change request to License R-112 to change wording 
of Paragraph D S to "at least monthly" instead of "at least 
meekly uhen reactor is operational" re sampling of pool 
mater foi conductivity 
CHURCH, L B Reed College 80/03/13 Jjpp 



DOCKET SO-2B9 THREE MILE ISLAND NUCLCAR STATION, UNIT I 
F Securityi medical, emergency (. fire protection plan* 

6006030349 Discu.i BS Emergency Preparedness Task Torco review of 
proposed emergency plan Emergency plan should be reviewed 
against NUREG-Q654 evaluation criteria Plan should be 
provided by 800602 
REID,R W Operating Reactors Branch 4 BO/0-1/2D 3pp 

8006190624 Bequests that response to We 791129 request for Info re- 
evacuation time estimates, bo oased on oncl guidance H/o 

REID.R H Operating fleactors Branch 4 00/03/10 lp 

6006120S2B Requost, thot FEHA review of state * local emeroency plan 
be provided consistent ui/oncl schedule to avoid potential 
delays in licensing decisions 
AHEARHE, J P Commission BO/O9/13 



2pp 

B006020106 Requests that badges aligned by Unit I 4, 

PA duelo latCl ; t0 Ut " 6 -"-l^l U" H.i 
PA, due to omployment termination 

MAUOHAN,F J Hetrnpolltan Edison Co BO/05/15 lp 



cgrltu be 
" 



B0060904B7 Forwards proposed rule entitled, "Fir. Protection 
for Hue I HP Power Plants Operating Prior to 790101 " Ru e 
adds neu> Section 50 fls t A PP R to lOCfRSO h ii expscted 
to be published in FR by end of May 
EISENHUT.D G Division of Licensing 80/05/19 46pp 



PARKER.M Duke Pouier Co 8Q/06/13 



Ur^B^ul'nS't^r *" 7 "' 01 "'*"-"'"'*^^^^^^ 
EISENHUT.D Divi s ion of Licens ing BO/03/S2 73pp 



BO-007/03L-0 



ll be completed by B10531 
Metropolitan Edison Co QO/Ofl/30 31pp 
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B006110O71 Foruaids util HOO927 Itr to PA Dept of Environ Resource* pe 
request for open burning permit in order to conduct training 
for TMI fire hiigade personnal Due to small amount of fuel 
invo 1 vad i envi ron impact UM 1 1 be minimal 
HEHHEINiJ G Metropolitan Edison Co BO/06/04 3pp 

8006110182 Forwards util 8GO527 Itr sent to PA Dept of Environ 
Resources requesting permit to conduct fire fighting brigade 
training Eipocts minimal environ impact due to small amount 
of f uel , gasol me V lumber used 
HERBE1N, J G Metropolitan Edison Co BO/06/04 4pp 

8006120317 Forwards upgraded emergency plans In accordance uj/guidance 
aet Forth in "Criteria for Preparation t Evaluation of 
Radiological Emergency Response Plans & Preparedness in 
Support of Nuclear Power Plants," NUREO-0654 
HERBEIN.J G Metropo 1 i tan Edison Co SO/O6/10 12pp 

BG06120318 GPU Nuclear Corp emergency plan for TMI nuclear station Unit 
I, Revision 2 
-* Metropolitan Edison Co BO/O6/30 200pp 

8OO6120320 CommoniuEa 1 th of PA diaster operations plan, Anns* E.fned 
nuclear Facility incidents 

* Pennsylvania, State of BO/03/2B 200pp 

B006130331 Commonweal th of PA Dopt of Health radiation emergency plan 

* Pennsylvania. State of 00/02/29 173pp 

BQ06120322 Draft York County protective action plan for TMI nuclear 
plant 

* York, PA BO/06/01 160pp 

8006I2O324 Cumberland County TMI emergency response plan 
HI Cumberland County PA BO/05/05 290pp 



S006Q60253 Addl responie to SC Bholly fourth set of Interrooatories re 
Contention IS Includes Info re plant operators' roles as 
part of operating procedure! It design of control room 
Certificate of Bvc & cover Itr end Related correspondence 
ZAMLER.R E Metropolitan Edison Co ZAHLER. H E Bhau. Pittman, 
Potti * Troutirldge BQ/03/O9 12pp 

BO06060475 Motion for sanctions against Environ Coalition on Nuclear 
Power Urges dismissal of intervenor as party in proceeding 
for failure to comply u/ASLB B00411 memorandum & ordtr re 
licensed 800118 Interrogatories Certificate of Svc enc 1 
TRQWBRIuGE.Q F , ZAHLER, R E Metropolitan Edison Co 
TflOWBRIDGE.O F Sham, Pittman, Potti fc Troubrldge 90/09/07 llpp 

BQ06120036 Second motion to compel intervenor Chesapeake Energy 
Alliance response to 8001 IB interrogatories Intervenor 
800426 response in compliance u/ASLH 600416 order failed to 
supply requested info Certificate at Svc end 

TROWBRIDOE, F Metropolitan Ednon Co THOWBft IDQE, G F Shay, 
Pittman, Potts t Trotubndge 90/05/12 7pp 

8006120040 Addl response bo intervenor SC Shally BQ0325 fourth set nf 
interrogatories re Contention 16 Includes info re security 
staff ing, securi ty audits tt acts of sabotage Certificate at 
Svc (t affidavit cnc 1 

DLAKC.E L Metropolitan Edison Co ULAKE.E U Bhaui, Pittmanr Potts 
& Troubrtdge 60/03/12 lOpp 

BOQ6160151 Follaiuup interrogatorl ei directed to 1 ieensee Requests 
documentation 4- causes pipes cracking in borated water sys 
Certificate of Svc enc 1 Related correspondence 

ADLER.T A Three Mile Island Alert ADLER,T A Uidoff, Reagtr, 
Selkouiiti !< Adler 80/05/13 3pp 

B006060527 NoticB of appearance in proceeding Certificate of Bvc end 
BERNSTEIN, D U Metropolitan Edlion CD DERN3TEUJ.D L Shiui. 
Pittman, Potts V Troubrldge BO/03/14 4pp 



D00612032t Drnft Lancaster County emergency evacuation plan for TMI 
i Lancaster County. PA 60/05/30 175pp 

8006120327 Lebanon County Emergency Mgt Agency emergency operation* 
plan, "Radiation Incident - TMI " 

* Pennsylvania, State of 80/03/15 lOOpp 

B0061203B9 Oauphtn County fined nuclear facility incident relponte 
plan 

* Dauphin County, PA BO/O9/Q5 IBOpp 



Adjudicatoiy correspondent e 



BOO606O250 Response to People Against Nuclear Energy BOO 331 
Interrogatories For which extension until Q00305 half peon 
agreed upon Includes info ro psychological distress laiu* 
W/prof q.ualif icat lonsr Certificate of Svc t foryarding Itr 
ZAHUER,R E Metropolitan Edison Co ZAHLER, R E Shaul, Pittman. 
Potts fr Troubrldge BO/03/05 40pp 

B006120084 Response in opposition to Aamodt 000424 motion for 
reconsideration of A5LD BOO 4 09 order re Intervenor motion 
to compel licensee answers to interrogatories Proposed 
procedure does not promote disclosure W/Certif icate of Svc 
QLAKE.E L Metropolitan Edison Co BLAKE, E, L Bhaui, Pittman, Patts 
& Trouibridge SO/O5/O5 Spp 

B006180315 Supplemental response to PA Public Util Commission 
Interrogatory 6 of first set of interrogatories Identifies 
addl cash Clnui forecasts placed in licensee discovery 
reading room Certificate of Svc & cover Itr end 

ZAHLER. R E Metropolitan Cdison Co ZAHLER, R E Show, Pittman, 
Potts (. Troubriilge 80/09/09 Spp 

BOO&060433 Status rept in response to ASLQ B00421 memorandum It order on 
Sholly motion to compel licensee answer* bo Contention 16 
Interrogatories Submits areas of agreement betueen licensee 
If Sholly W/Certif icate of Svc Related correspondence 

BLAKE, E L Metropolitan Eldlson Co SLAKE, E L, Shaui. Pittman. Potti 
& Troubridoe BO/05/07 7pp 



B006120030 Forwards JR Thorpe 000509 affidavit in support 600308 
licensee msponse to People Against Nuclear Energy 
interrogatories Svc list oncl Related correspondence 
BERNSTEIN, D L Bhaui, Pittman, Potti S> Troubrldg* BO/05/ U 4pp 

B006120022 Advises that licensee exams used in operator accelerated 
retraining program have been place in licensee dlscoveru 
reading roam, in response to Interrogatory 4 re Aamodt fourth 
set of Interrogator IES Related correspondence 
BLAKE, E L Sham. Plttman. Potts b Troubridge BO/03/14 3pp 

8006180131 Confirms BD0313 telcon All documentl Fff Contentions 2,16 it 
17 mill be made available for insp IA copying on 800927, by 
Citlreni Against Noclear Dangers Related correspondence 
SNAPP.B A Pennsylvania Pouer I Light Co 80/05/14 Ip 

Q006120'!l4 Response in opposition to THI Alert B00913 follauup 

interrogatories Intervenor did not comply u/discoverv 

schedule tt questions do not relate to Contention S re 

malnt W/Cert i f icate of Svc Related corraspondense 

BLAKE, E L Metropolitan Edison Co BLAKE, E L 8h*uii Plttmin, Pott 
it Troubridge BO/05/15 5pp 

B0061S01<7? Response bo Chesapeake Energy Alliance B00426 supplement*! 
interrogatories Includes info re EPICDR-II outage b other 
functional matters Certificate of Svc anc) Related 
correspondence 

ZAHLER, R E Metropolitan Edison Co ZAHLER, R E Bhaui, Pittman. 
Potti d Troubridge 80/03/15 Spp 

8006170105 Affidavit in support of licensee BOOS 09 addl response to. 
SC Sholly fourth set of Interrogatories, re Interrogatories 
18-006, 19-010, 15-024, 19-029. 15-033, 19-036, 19-041, 15-047. 15- 
061,15-070 & 13-079 Certificate of Svc V cover Itr ind 
KEATEN, R U Metropolitan Edison Co BO/OS/ 16 Spp 

B006060420 Recommendations on contention*' grouping Bholly Contention 
17. Antinuclear Croup Representing York 6.UCS 13 It Environ 
Coalition on Nuclear Power 4B * C should be grouped under 
Class 9 accidents Certificate of Svc encl 
BHOLLY.S C Affiliation Unknown BO/O5/19 7pp 



B006180190 Forwards bolt containing document* in response to 800321 
requests f addl responses u/affidavit in ansluer to 
Anti-Nuclear Group Representing York interrogator ies Related 
correspondence 
CARTEfl.KW Pennsylvania. Elate of BO/03/07 2pp 

B0061B019-1 Follouiup to responses to Anti-Nuclear Group representing 
YorJ interrogatories Includes info re PEMA rept on mass core 
capacity Affidavit It Certificate of Svc encl Related 
correspondence 
DOUGHERTY, J L Pennsylvania, Stats of BO/OS/07 Spp 



B0061SOI54 Supplemental response to Aamodt interrogatories re 
Contention 3, per ASLD 800308 memorandum tt order Includes 
info re personnel on duty during accident tt shift data for 
Mar 1979 Certificate of Svc t cover Itr end 

BLAKE. E L Matropol itan Edison Co BLAKEi E t Shaul. Pittfflan, 
t, Troubridge SO/09/1? Bpp 
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aOOiOi03BB Memorandum in support of Tril Alert response* to licensee 
Interr-ogatoriei re Contention 5 Eiplains inte-rve-nor efforts 
in providing info in systematic f ash i on, despi te delay tn 
obtaining SEfi Certificate of S V c encl 

HIDOFF.h P Three Mile Island ALvrt W1DQFF-M P Widoff, ReogeT, 
SeHooiiti !* Adler aO/05/2O Bpp 

S006Qo0400 Follouiup responies to State of PA tenant set of 
interrogatories Includes info re name- a* hasp where casei 
of hvpothyraidiim uere reported Related correipondenc B 
AAMODT Affiliation Unknown 00/03/30 13pp 



BOQdllQilO Eipresses concern u/ 1 nad etiuac y af TMI Alert suppl response 
to licensee i nterrogatar I e-a ', 000520 memo re TM1-1 restart 
Appropriate relief from ASLD, including possible move to 
dismiss contention 5. will be sought W/Cer ti f I cate of Svc 
BLAKE. E L Shouii Pittman, Potts t- Tr ouibr i doe 80/06/04 2pp 

--S006110117 Opposes TMI Alert 800529 motion to compel follouon discovery 
of licensee on grounds of untimal mess ft Irrelevancy af 
interrogatories Certificate of Svc encl 

BLAKE, E L Metropolitan Edison Co tILAKE, E L Shaw, Plttman, 
Fotti & Troubridge DO/06/04 7pp 



6006060405 fleiponie to Aamodt jecond Bet of in terrors tori n Includes 
info on state 1978 congenital rtypothyro i d i m screening 
program l< other related issues Related correspondence 
TOKUHrtTA, C K Pennsylvania. State of BO/O5/aO 2pp 

00O6O6CM&8 Reiponte to Aamodt foUouup second let of Interrogator!** 
Includes info- re thuruiiJ relation u/bac * jround radiation 
Affidavit E, Certificate of Bye end 
CARTEfi.KH Pennsylvania, State of OCVOB/aO 6pp 

B006120QBS Supplement*! response fco licensee- interrocator IBS re 
Contention 5 States criteria used to identify uo-rli orders 
Included in Attachment A of TM[ Alert BOO9Q6 response 
Certificate of Svc ncl 

H1DQFF.H P TAr-ns dile Jslanri AUrt W100FF.I1 P HUoff. Reager, 
Slkouilti fc Adler 90/O5/20 Unp 



QOO&1ID37D Motion for reconsideration of Commission B00516 memorandum f- 
orderi CLl-80~lb Order resolved factual issues u/o benefit of 
record i uXo giving opportunity to partial to present caiei 
WEIBS.E R Union of Concerned Scientists WE1S9, E R Sheldon. 
Harmon & Heisa SO/Oo/O'l 7pp 

8004110330 Request for late filing of UCS motion for reconsideration 
of Commission OOOBlt. me-noranduni >* order i CL 1-00- L6 Intervenor 
uas involved in other proceedings Certificate of Svc and 
UEISS.E R Union oF Concernfd Scientists WEIBS-E R Sheldon. 
Harmon & Weiss BO/O6/O4 4pp 



Forward i affidavit support In j licensee supplemental response 
to Interrogatories on Contention 3 served on 300519 
Certificate of Svc enc t 

! D I. Shaw. Pittman, Potta fc Troiubrldge QO/06/05 3pp 



QOOAO20S11 Hemocanduni (. order substantiating BOOS13 prhring 
conference ruling! & agreements Addre-nei schedule -for 
pr4hearjng avcnti folloulng safetg valua t ioni p 1 eadingi t 
diicoverij nattn g, amend of it*rvenorB ' contention! 
SMITH! W Atomic Safety and Licensing Bor-d Panel BO/O5/22 



aaOi!S0371 Oppos-ition to licensee mc-ticn to require further specificity 
of contentions. Licensee oeeks to o- it end discovery ui/o 
affording reciprocal oppor bun i ty i to compel testimony 
month! before due date Certificate of Svc encl 

WEISS, E R Union af Concerned Sciantnti UEiaS, E II Sheldon, 
Harmon & IJeUi QO/0&/O5 >lpp 



Motion for further *pc of tontention* due to libral ltd 
applied b<| A6LD tdhen ruling on aJmiti ib i 1 1 ty Urgei inuance 
of order requiring spec by 8O0630 from all intervenes 
Cartlflcato of Svc encl 

TRDHBHIDOEiO F Matrc-pol i tan Ediion Co THDHBfi IDQE, O F Shaiu, 
Plttmn, Potti * Troubrlds* GO/03/23 27pp 



Foruardi PA Public Utll Commission final order in 
consolidated Met Ed/PA Electric Co proceeding! At*o fo-ruard* 
concurrins opinion hi Cha Iruarran Shanaman 

OENTIEU,L P General Public Utilities - CPU Service Corp BO/03/Z7 
Glpp 

QQQ&I2Q335 Motion for order to compel licenme substantive reiponti 
to lntrvnor TMI Alert BO0913 follourup interrootori* 
Licensee railed no objection to initial questions when 
propounded Certificate of Eve enc 1 

ADLER.T A Three Mile I3dnd Alert, ftDLEfl, T A Midoff, Resgcr. 
al>oulti fc Anlar 



ao060o0536 Mimorandutn t order on hydrogen control contention* re 
Comnlscton 800316 memorandum & ortfer.CLI-80-lii deciding not 
to eicludt lnue from 790809 notice & order for hearing 
Partli* may tubmlt connants & pleadings, within 10 dagi 
SMITH, r W Atomic Baifetu and Licensing Board 1 Panel SO/QS/30 Spp 

ec-OtilS0040 Forwarifs PA Consumer Aitvocate 800330 petition for 
rtconiidiration of Comnvlnion mem&rondwra & order. CLt-00-19. 
uhlch denied financial aislstarice to participating 
intrvnort 
BLASK.J.K. Pennsylvania. State of flO/03/30 Ip 

(1006160043 Petition by PA Consumer Advocate for reton< t deration of 
Commission memorandum t ortfer-, d.r-aO-19. uh ich denied 
finmclal asilttance to participating intervenort Petitioner 
is entrusted by statute to define consumers' in ti rest 
BLASR.J K . COHEN, W M Pennsylvania. BUte of- flO/OS/30 9pp 

60060-40132 Further t-ipun*a *o ftSLB 900331 memorandum ft art*r ra CUi 
9 accldtnts End "Trtl-1 Potential Core Damage Accident 
8ag.uinces A Preventive d Mltlgatlve Measures," contains 
event tr*e> !> neiui to TMI-2 aceldrnt H/Certl f icatt of Hvc 
CUTCHIN, J M Hearlrio Branch 3 SO/Oo/02, 4pp 



& Prtv*ntiv 



B006110066 Forwards OPU 600914 cash t earning! forecast. refi ec ting 
recent NJ (- PA rate order impact in reifionse to 

In*erroBfllio'''J 6 of Prt Public Util Cammistion 
HEflBEIN.J Metropolitan Edison Co 60/06/06 54pp 

B0061 10155 Memo i-and urn & or4or permitbing TMI Alprt to reply to licensee 
SOOA04 response raising issues re inte-rvenor 000539 motion 
bo compel discovery, Response shauld addrese Incervenor 
timeliness t be filed uiithin 10 days 
SMITH, I II Atomic Safatij and Llcenslitg Hoard Panel BO/06/06 Ip 

flOOil20330 Reque-sts denial o-F license motion for- further specificity of 
intervenor THI Alert contentions ! reaf f i rma t i on of AQLQ 
B00505 order SEFI ul 1 1 contain info essential to development 
of contentions CertiflcatQ of Svc encl 

ADLER.T.A Three Mile Island Alert ADLER.T A Widoff. Reager. 
Selkouitl V Adler BO/06/O6 3pp 

6006!203ai Motid-n to defer ruling on hydrogen control contentions by 
suspending effectiveness of ASLD B00330 memorandum (, order 
pending NRC revieu of UCS motion for reconsideration of 
CLI-ao-Ifi Ceitificate of Svc end 

UEIBB.E R Union of Concerned Scientist* WEISS, E R Sheldon, 
Harmon & UeUi OO/04/06 <lpp 

6006120330 Foruardi PA Public Util Commission 900333 order re issue af 
financial competence 
SMITH,! H Atomic Bafotij and Licensing Board Panel QO/06/09 



0006160004 Forwards under separate covr Revision 3 to licensee 
emergency plan, including current emergency plans of State of 
PA S; Dauph in, Yor*, Lancaster. Leftanon tr Cumberland counties re 
feit-art hearing Curt! f ica tu of Svc enc] 
ZAHLER.R E Shau, Pittman, Potts b TrouiUrldge QO/06/09 5pp 

QOOA 130239 Supplemental retponso- to interrogator ie* Includes info re 
tchematlc ij lag ram depleting TI1I-2 vent header or gjseoui 
faduat> disposal lys RW Kaabon affidavit & Certificate of 
Svc end 

TROWERIDOE, F Metropolitan Edison Co TROUBRIDOE. F Shaiu, 
Plttmin, Potti S. Troubridoe BO/Ofc/lO 7gp 

0006160043 Memorandum to svc lut Notifies that licetiin unable to 
perfect svc <lascTlbed in 300AO9 memorandum Amen dad 
Certificate tif Svc encl 
ZAHLERiR E Sham Pittman, Potts i Trowhridge NUC BO/06/10 I 



ing conf ertnca 



aCVOi/03 



-"9006160046 Amended Certificate of Svc Svc described in Certificate of 
Svc attached; to licensee SOO609 memorandum uas not encuted 
due to unforeseen difficulties In production of emergency 
plant 

MtlLER. E Metropolitan Edison Co ZAHLER, R, E Sham, Pittman, 
Potts (. Tr-outiriilge BO/06/10 3pp 
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8QQ6 160052 despotist) stating no objection to UCS 800606 motion to defer 
ruling on hudi ogen control contentions t. suspend ASLB 
QOQ330 aider Conditions position on grunting 15 addl days 
for parties to comment on order W/Cert i f i cato of Svc 
TnaWGRIDGE.G F Metropolitan Cdison CD TRQWBRIOGE. F Shau. 
PI ttman. Potts b Trojib ridge 80/O6/1 1 4pp 

Q006I60042 Response to licensee 800523 motion far further spec of 
contentions Supports motion for Shelly Contention 14 fc UCS 
Contention 13 Urges denial a I- remaining requests Certificate 
of Bvc encl 
SUAtm.L L Antitrust Division BO/06/12 Qpp 

Q006160061 Momoi andum h order declining to dismiss Environ Coalition on 
Nuclear Power as party In response to applicant 800509 
motion Dismisses majority of Intorvenor contentions for 
failure to comply w/discovery requests 

JORDAN.W H . LITTLE, L W , SMITH. 1 W Atomic Safety and Licensing 
Board Panel QQ/06/12 2"lpp 

9006160067 Response to A5LB 800513 preheating conference questions re 
intervenor ability to ansu/er Interrogatories Opposes NFIC fc 
llconseB pattern af procedural harassment Certificate of Svc 
enc 1 

KEPFQRl). C Environmental Coalition on Nuclear Power 90/06/03 
6pp 

0006330359 Notifies of 000617 meeting w/Ofc of E.ecutive Legal Director 
& Div of Licensing personnel In Hetheida. MD to discuss 
Huestion b aniiuer format for restart testimony Appropriate 
mgt personnel t. designated witnesses from div should attend 
NOVAK i T Assistant Director for Operating Reactors 80/06/1H Ip 

BQ061B0402 Order granting DCS 000604 motion for late filing of petition 
for reconsideration of Commission 800416 dec i s ion. CLI-8Q-16 
Parties aro afforded until B00635 to respond to motion 
Decision shall be stayed until further orders re restart 
CHILK.S J Commission 90/06/13 2pp 

9006190620 First answer* to licensee Interrogatories Includes info re 
priorities of corrective maint problems Supporting 
documenlnt ion fc Certificate of Svc encl 

ABLER. T A Three Mile Island Alert ADLEU, T A Widoff, fleager, 
SB Haw It i ti Adler BO/06/ 13 14pp 

8OO619Q43S Preliminary response to Shelly 900609 motion re ASLD 900330 
order Hen.uest* 13-day eitonsion to respond to substitution 
of Contention 11 Opposes intension of discovery on hydrogen 
control contention Certificate of 8vc encl 

TnOWBFUDGE.d F Metropolitan Edison Co TROHBR II>QE, F Shaw, 
Plttman, Potts & Trout-ridge 00/06/16 6pp 

0006190443 Response in opposition to Consumer Advocate of PA BOOS30 
petition for reconsideration of Commission 000516 order 
denying financial assistance Commission authority properly 
viaroted per applicable policy Certificate of Svc encl 
BWAN60N, D T Hearing Branch 1 80/06/16 6pp 

8006200333 Ceitifies svc of 000616 TMI-1 restart evaluation of llonsea 
compliance u/ihort d long-term I terns of 790816 order, on 
800616 
6WARTZ.L L Antitrust Division 80/06/16 2pp 

(1006190333 Memorandum fc order granting UCS 000606 motion seeking 
suspension of A6LB 800330 memorandum ft order. re hydrogen 
control contentions, pending ruling on UCS motion for 
reconsideration of CLI-ftO-16 
SMITH,! W Atomic Safety and Licensing Board Panel GO/06/17, 3pp 

H006300335 Forwards 000616 "Further Commission Ouidanc* for Powtr 
Reactor OLs, Statement of Policy." & Commission 000609 
statement of interim pollcyi "Nuclear Pouier Plant Accident 
Consideration under NEPA of 1969 " 
BIJARTZ.L L Antitrust Division 80/06/17 3pp 

Q006240'147 Order suspending requirement for taking any steps 
predicated upon issuv of emergency planning Extensive 
revision to emergency plan 80O6O2 Class 9 sequence fc B00616 
SER render 800332 schedule too burdensome 
SMITH, I W Atomic Safety and Hennaing Board Panal 00/06/19 4pp 

8006260191 Memorandum (- order requiring further spec of Antinuclear 
Group Representing York, Neuberry, Sholly, UCS 8- TMI Alert 
contentions, by 900731. following Issuance of safety 
evaluation, ...,-, ,*, 

SMITH. I. H Atcmie Safety and Licensing Board Panel 60/06/23 
ISpp 



8006260194 Kemorandum on NRC rept. "TMI-1 Potential Cqrt Damage 
Accident Sequences i. Preventive % Mitlgative Measures " 
Accepts rept in lieu of rasponse to ASLB B0033I order 
Specifies safety concerns to be subj of uritteti tistlmnnu 
SMITH, I II Atomic Safety and Licensing Board Panel BO/06/23 



3pp 



8006260363 Memorandum & order setting schedule of events between 800616 
safety evaluation & 900912 final prehearinj conference re 
ASLB 000522 memorandum fr order Motions for summary 
disposition may be filed by BOOS03 Certificate of Svc encl 
SMITH, I IJ Atomic Safety and Licensing Board Panel 90/06/23 Spp 

B00627O337 Motion for further clarification of Environ Coalition on 
Nuclear Power Contentions 2-2 b 2-4 in manner consistent 
ui/ASLB EG0215 & 29 orders re emergency planning contentions 
in restart proceeding Certificate of Svc encl 

TROHBRIDGE.G F Houston Lighting i Power Co TRDHBRIDGE.Q F Shay. 
Pittman. Potts & Trowbridge 60/06/23 7pp 

0006260276 Response in support of UCS 900606 motion far reconi i. deration 
of Commission decision CLI-80-16 re hydrogen control 
criteria Urges waiver of hydrogen design basis assumptions 
if Commission adheres to decision Certificate of Sve end 
TRDHDHIDOE.O F Metropolitan Ellison Co TflQUHRIDQE, F Bhaur 
Pittman, Potts ti Troubridge BO/06/24 9pp 

0006260213 Response to intervenor MI Lewis interrogatories per KFtC 
commitments stated In NRC 500324 & 31 responses to MI Leuis 
motions to compel discovery Includes carrectid version of 
NRC previous Answer 20 U/affldavlts b Certificate of Svc 
SUARTZ.L L Antitrust Division 80/O6/25 12pp 

8006270234 Response in apposition to UCS 800604 motion far 
reconsideration of CLI-80-16 Commission adequately ti 
properly exercised authority rt certified questions Waiver 
of regulation not warranted Certificate of Svc int 1 
CUTCHIN.JM Hearing Branch 3 80/06/25 lOpp 

Q00630040S Memorandum requesting licensee to notify A5LAB 1 p*rti*s 
whether App A of util June 1980 emergency plan>re 
Implementation. ul 11 be submitted in restart proceeding 
SMITH, I (J Atomic Safety and Licensing Board Pantl 80/06/23 Ip 

6006300427 Memorandum & order denying TMI Alert 800529 motion to compel 
licensee answers to follouup interrogatories. due to 
unttmsliness ft irrelevancy, re restart proceeding 
SMITH. I W Atomic Safety and Licensing Board Panel 80/06/29 6pp 



H Oeneral correspondence 



B006170ISO Comments. submitted on behalf of Follstt Corp. re restart of 
facility Return to svc will reduce cost of replacement 
power to util customers 
FOLK, J Affiliation Unknown BO/03/20 Ip 

S006170145 Urges licensing of nuclear power plants that meet T*UJ NHC 
stds 
0QEPKEN.H C Affiliation Unknown 80/05/26 Ip 

0006170137 Comments an decreased income from investment In util due to 
NRC attention to protesters rather than facts No lives have 
been lost resulting from nuclear power plant failurts 
ELLIOTT.C P Affiliation Unknown 80/03/27 Ip 

8006190446 Rao.uests hearings re restart of faciliti) be eipedltwdi Delay 
unreasonable i unfair to stockholders S, users of util 
electric i tij 
JOYA.N Affiliation Unknown BO/O6/04 Ip 

BOO6190381 Urges NRC to return TMI-l to operation due to high nirgv 
costs k threat to Industrial I* commercial development 
ANDERSON, B J Northampton County, PA 80/06/10 Ip 

800624016B Ack receipt of Itr eipresslng concern about delau In TMI-1 
restart Commission ordered that TMI-1 remain In cold 
shutdown condition until further order by NHC li stated tna* 
public hearing be held prior to restart 

DENTOH.H R Office of Nuclear Reactor Regulation, Director 
80/06/10 2pp 

BOQ627010a Provides status t. history of actions rt facility reit.rt.in 
response to request for reply to H Obler Itr Preparation! 
for restart hearing required more than guidelines in 
Commission 790BO9 order Hearing estimated to begin Qct lyeo. 
DIRCKS.W J Office of the Eiecutlve Director for Operation!. 
80/06/16 2pp 



--B006270106 Provides H Obler 800330 Itr re facility restart for 
response 
SARBAUGB, P S Senate 80/04/15 Ip 
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0006300300 Forward* NJ Utils Allocution resolution requesting that 
NHC opedlte TMI-1 restart due to aicellent svc provided bij 
JCPtL 
LAURINQ.O F Neu Jersay Utilities Association 50/06/19 4pp 



I Financial Infornatlon 



8006110066 Forward! GPU 600514 cash t. earnings forecalt< reflecting 
rieent NJ 1< PA rate order- impact in response to 
Interrogatory 6 of PA Public Utl I Commission ' 

HERBEIN.J Metropolitan Edison Co BO/06/06 54pp 

B00617O711 Forwards 7B0927 operating agreement d 701102 Memorandum 
of Agreement r iharing of facility const costs, between 
hit Ed.JCPL & FenHec 

GENTIEU.L P Genral Public Utilities - GPU Service Corp SO/06/11 
17pp 



9006130122 Requests comments on N.UHEC-0577i "Potential for Lou Fracture 
Toughness 1 Lame liar Tearing an PWfl Steam Generator J, 
Reactor Coolant Pump Supports " Proposed review procedure & 
implementation schedule end 
ElEENHUTiD G Division of Licensing BO/O9/19 7Spp 

B006020215 Informs that util presented info toward closing out facility 
restart open items at 900520 meeting < committed to confirm 
Info J- provide addl input in SO0923 formal submlttal 
Ranuest.! SER inputs by 600529 
SILVER. H Operating Reactors Branch 4 00/03/23 Ip 



9006020195 Forward* Amend IB to restart rept 

HERDEiN.J G Metropolitan Edison Co GO/05/23 



9006020201 Amend 19 to restart rept providing addl info 
* Metropolitan Edison Co 90/05/23 S4pp 



9006200371 Forwards "General Public Utilltlei - Call) 1, Earning! 
Forecast. June 1980-Dec 1781 " 
HERBEIN.J Metropolitan Edison Co BO/06/16 19pp 

8006340303 Forwards "Central Public Utils Sys Cash fc Earning* Forecast 1 
far Jun I9BO-DC 1991 per telcoti between util It NRC 
HERBE1N.J & Metropolitan Edlion Co 60/06/16 2pp 



--6006020209 Radiation protection plan.App 7A, Revision 3 

PDTTSiU E . HERBEIN, J Metropolitan Edison Co 00/03/20 
lOOpp 

8006020210 Operational Oft program. Revi s ion B 

KAIANAS, N C , LONG, R L . HERBEIM, J G Metropolitan Edison Co 
80/04/1B 115pp 



--BQ062403Q4 "Qnrl Public UtiH Sys Caih !< Earnings Forecast" for 

Jun 1980~Dec 1?S1 

* Metropolitan Edison Co 60/06/05 IBpp 



J, Insurance s, indemnity information 



8006190033 Oranti attention until B00601 for compliance u/Prlce- 
Andirson Act financial protection requirements 
DENTON,H R Office of Nuclear Reactor Regulation! Dlroctor 
BO/Q4/OB Ip 



90060303BO Confirms that, off tctive 790S01, supplemental limit of ANI 
Polity NF-aso uas ettended In accordance u/900529 Ur to 
Hnh S< McLennan Confirms that, affective B00601 , 1 iabtl ity 
limit will be restored Ltr to Marsh & McLennan encl 
QUATTflOCCHl, J Amrican Nuclear Insurers 80/05/29 3pp 

B006030411 Forwards Endorsement 36 to MAELU Polici; MF-73 

OERETV.H F Oenefal Public Utitittes - -GPU Bei-vice Corp 60/09/30 
2pp 

B006050346 Respond! to NHC 000408 1 tr ra financial protection Nuclear 
lUMlity Insurance pools mill provide twenty million 
dollars primary iniorance For Tf-rf-2 as ue ll at reinstating 
that i mount ecpendcd for claims & eipenses 
HERBEIN.J Metropolitan Edison Co BO/05/30 3pp 



B00609O425 Request* addl fe re 800411 Tech Spec Change Request 91 
accompanlad by Class II amend fee Proposed action involves 
Clan III fee 
DlOOS.ft M License Fee Management Branch SO/05/27 Ip 

B0060902BO Forwards schedules for future work to support TM1-1 restart 
safety evaluation 
HERDEIN.J G Metropolitan Edlaon Co 00/05/26 3pp 

8006030302 Forwards answer to five Informal questions re corrective 
actions Par 800326 Crystal River accident Opera-ton will bt 
trained re integrated control sys/non-nuc lear 
Instrumentation pouier failures 
HEFiBEIN, J G Metropolitan Edison Co BO/05/29 3pp 

9006030333 Forwards responia to NRC B00305 Itr re loss of offiite nouer 
events, One partial loss of offsite power has occurred as 
described In LER 77-13 dtd 770620 No total ]0s of offaite 
pouer events eiperlenced 
HERDEIN.J Metropolitan Edison Co 60/03/30 2pp 

8006030380 Respond! to NRC 000410 Itr re USB of term "opai-able" as 
applied to single failure criterion for safety sijs In pouor 
reactors Request! eitenslon until 000930 Cor TMI-1 Tftb 
8pocs change No change required for TMI-2 
HERBEHl.J Metropolitan Cdlson Co 80/03/30 Ip 



8006160403 Forwards 800612 Itr to MU1 u/endonemnts that pool! propose 
to ijse binder to implement coverage contained In 800520 1 tr 
to C Bullmtn Endonements s>nt to HRC for consideration of 



protertion jt plant 
QUATTROCCHt, J American Nuclear Insurer 



s BO/06/13 Spp 



9006090364 Responds t<j 600410 Itr re use of term operable, applying to 
single failure criterion tor safety sys in power reactor* 
Performing revieui of Unit 1 Tech Specs to determine need for 
mod Unit 2 operating under recovery Tech Specs 
HERDEINiJ Metropolitan Ediio n Co 00/05/30 2pp 



8006300676 Responds to 800530 Itr re compliance u/finncial protection 
rtqulreninlis for Unit B Since endorsement for *ddl 20 
million not received, NRC unable to determine cc-mplUnce 
Info re alternatives to insurance requested 
BALTZflANiJ Utility Finance Branch 00/06/13 3pp 

P Opratinj license ctage documents (. correspondence 

8006090100 Responds to 8003S1 Itr re util possible financial failure 
Financial failure provides ground! for license revocation 
No eontingsncy plans completed to cover possibility of 
financial failure v 

AHEftRNE.J F Commission BO/OB/O7 2pp 



T " J" a ' t(ri " ath Df "*" financial failure, 
Pennsylvania, state of 80/03/21 Spp 



8006200631 Forwards NSC 800327 Hr, flmend 53 to License DPR-80, sf *ty 
evaluation & notice of Issuance (. availability 
REID.R 14 Operating Reactors Branch 4 HO/Q6/O3 Ipp 

8006200633 Advises that MtC has Issued amend to Licanae DPR-50. 
consisting of revisions to ii additions of Tach Specs ra 
ventilation filter su.3 for control romi auxi I iaru fc fuel 
handling bldgs *H reactor bld^ purge 
TOUHTELLOTTE, J Hearing Branch 4 BO/O5/27 Ip 

8006200636 Amend 83 to License DPR-50, updating Tech Speci to include 
revised requirements for air treatment sy in emergency 
control room tc reactor bldg 
REIO.R W Operating Reactors Branch fl 80/06/03 19pp 

9006200639 Safety evaluation supporting Amend 53 to License DPR-SO 
* Operating Reactors Branch 4 BO/06/O3 3pp 



-3006200643 Notice of Issuance t availability of Amend 55 to License 
QPR-5O 
REID.R il Operating Reacton Branch 4 BO/Oi/03 2PP, 



8006130312 Foriuards response to NRC 90051 1 ? telcon ra util Tacn Spec 
Change HenueU 77a which modified ring g irder/tandon 
surveillance requirements 
HERHEIN.J Motropol itan Edison Co 80/06/09 Spp 
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80Q617O495 Forwards data re General Public Utils BU,S capabi 1 i ties, peak 
load. reserve margins.net ays requirements it Interchange 
RUHFEi W General Public Utilities - GPU Service Carp SO/06/11 
3pp 

8006360055 Forward! rfl notice of availability of evaluation For TMI-1 
restart & NUREO-OfiBO NUftEG-OftBO superiedes NRC 800111 status 
rept re evaluation of licensee compliance w/770809 order 
EISEtJHUT, D G Division of Licensing BO/06/16 4pp 

8006260059 Notice of availability of evaluation for TMI-1 restart 
REID.R U Operating Reactors Branch 4 BO/O6/16 2pp 



8006250182 IE ln*p Rept 50-389/60-06 on 800301-31 No noncomnl lance 
noted Major areas Inspected uiorfc activities fc records 
associated iii/restart program, QA audits, fire protection & 
inservice Insp 

EBNETER.S Region 1, Philadelphia, Reactor Construction Sc 
Engineering Support Branch QAQE, L , PADLINO, R Region 1, 
Philadelphia. Office of the Director 80/05/13 7j>p 

800612O191 Forwards request For addl info re cracking in loiu pressure 
turbine dues Recommends dovel opment of schedule for 
ultrasonic insp during neit fuel outage IE Info Notlc* 79-37 
t summary of 000109 meeting u/CE end 
HEID.R W Operating Reactors Branch 4 QO/OS/19 Spp 



8006260060 "TMI-1 Restart Evaluation of Licensee Compliance u/Short >< 
Uong-Term Items of Section II of NHC Order dtd 79OS09 " 
* Com-nlssion NUREG-O6BO 00/06/30 200pp 

B00630Q210 Requests meeting w/util uithin 3D days of receipt of 1 tr to 
resolve outstanding issues re review of MIC comments to 
draft radiological ETS Also requests final version of 
Figures 5-3 & 5-4 fnr review Ji acceptance 
REID,R U Operating Reactors Branch A BQ/06/17 4pp 

8006370332 Forwards dddl fee for Tech Bpoc Change Request 91 r mod of 
reactor vessel surveillance program 
HER0EIN.J Q Metropolitan Edison Co BO/06/17 2pp 

8006260004 "Electr ical. Instrumental on ti Control Aspects of Override 
of Containment Purge Valve Isolation (< Other Safety Feature 
Signals, TMI-1 " 
UDY, A C CQE.O- Ine FIN A-6356 8006260004 BO/06/30 Bpp 

Q Inspection reports, IE Bulletins & correspondence 

BOQ6090I53 Ac* receipt of B00403 ttr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 3O-32O/79-23 & 
50-289/79-19 

GRIER.B H Region 1, Philadelphia, Office of the Director 
BO/04/29 Spp 

B0060901S7 Responds to BOQ205 Itr re violation* noted in IE Insp Repts 
3O-32O/79-23 S BO-28?/7'?-I9 Requests submittal of 
corrective actions re I tern 2 Util S0020S Hr uill be 
withheld (rcf 10CFR2 790) 

OniEn,B H Region 1, Philadelphia, Office of the Director 
BO/03/10 Spp 

8006090160 Forwards IE Insp Hept SO-320/79-25 i SO-2B9/79-19 on 
790916-21, 24-28 * 1002-04 t- notice of violation Notice of 
violation withheld (ref 1OCFR2 790) 

MARTIN, W G Region 1, Philadelphia! Safeguards Branch SO/0 1/ 14 
2pp 

8006090170 IE Insp Repts 30-320/79-25 t, SO-2S9/79-19 on 790916-21, 24-2B 
(< 1002-04 Nnncompl ianco noted licensee vehicle not escorted 
in protected area tr safstij equipment on vital area physical 
barrier not maintained Details withheld (ref 10CFR3 790) 
DEVLIN. JM Region li Philadelphia, Safeguards Branch 
LADUd, R H , SHEPHERD,)! E Region 1> Philadelphia, Of fits of the 
Director BO/01/09 3pp 



8006090=119 Amplifies responsa to IE Bulletin BQ-04 cont-ineii in 800509 
Itr. stating that TMI-1 containment design pressure uai 60 
psig Reiterates that containment design pressure is 55 piig 
Initial response accurate ujher> assuming 55 piij pressure 
HRDIN,J G Metropolitan Edison Co 80/03/20 Ip 

8006300040 Forwards IE Circular SO-13, "Grid Strap Damige in 
Welting house Fuel Assemblies " No written response required 
GRIER.B H Region 1, Philadelphia, Office of the Director 
BO/OS/28 Ip 

B00604O11I Foruiards util S00919 Itr directed to IE re civil penalty 
imposed on licensee 
SWART Z.L L Antitrust Division BO/06/02 3pp 

8006090313 Clarifies 791017 response to IE Bulletin 79-13, Revision 2, 
re feeduatcr piping cracks Early responses addressed deslgm 
f abr i cat I on P preservice t iniervice Insp t< operation 
history DtiW owners group 79O8L3 Itr is applicable 
HERBEIN, J Metropolitan EdUon Co 30/06/02 2pp 

B006090319 Requests eitension until B00730 for submittal of final 
response to IE Bulletin 79-27 

HERBEIN, J G Metropolitan Edlion Co BO/OA/02 Ip 

8006330366 Notifies that NIS-i ropt uiili not be iisued until namt 
complete per titil 800230 Itr NRC Investigation Rept 
30-289/79-10 
HERBEIN, J Metropolitan Edison Co BO/06/17 Ip 

BO063O0370 Responds to IE Bulletin 80-09 re hurfrainotnr actuitor 
deficianclos No purchase orders made w/ITT uenenl Contr-ols 
Vendors I luted in bulletin not on supplier list NSS8 did not 
use hijdramotor actuators at facility 
HERBEIM.J Metropolitan Cdlson Co BO/06/25 Ip 

B0063O0451 Responds to IE Bulletin GO-12 Rsvieuing hardwar* capacity to 
prevent decay, heat removal loss event Analyilng procedures 
for adequacy of safeguarding against loss of redundancy fc 
diversity Mill provide response by 800630 
HERBEIN, J G Metropolitan Edison Co 80/06/25 Ip 

R Periodic operating reports & related correspondence 

0006020118 Forwards TM1 Program Ofc status rept for uk of B00517-23 
COLLINS, J T TMI Program Office SO/05/27 6pp 



B006060574 Submits response to IE Bulletin BO-04 Limited emergency 
feedwater addition to steam generator u/broken steam line 
would not significantly increase containment peak pressure 
following steam line break 
HCRDEIN.J Metropolitan Edison Co BO/05/09 2pp 



3006020293 Forwards liquid & gaseous affluent rilmt rtpts for Mir 
19BO fe first quarter 1980 Table* 1-5 provide addl data for 
liquid discharges to Susquehantia River for 19BO 
Eiplanatlun of monthly summary Included 
PORTER, &U Porter-Oertl Consultants. Inc BO/03/27 Ip 



8006250183 Forwards IE Insp RepL SO-209/BO-O4 on 800203-59 No 
noncomp liance noted 

CARLSON, R T Region 1, Philadelphia, Reactor Construction d 
Engineering Support Branch 80/05/09 Spp 

--80063901B6 IE Insp fiept 50-289/80-04 on B00205-29 No noncomp 1 ianc e 
noted Major areas inspected audit program far engineering 
design, fire protection fc restart program 

EBNETER.S D Region t. Philadelphia, Reactor Construction l< 
Engineering Support Branch OAOE, L , P AOL I HO, R Region 1> 
Philadelphia, Office of the Director 80/05/07 7pp 

80Q635017B Forwards IE Insp Rept SO-2S9/80-O6 on 800301-31 No 
noncomp liance noted 

CARLSON, R T Region I, Philadelphia, Reactor Construction & 
Engineering Support Branch SO/05/13 Spp 



-000603O303 Liquid d gaseouv releases for Mar 1990 b first quarter 19BO 
Tables 1-9 provide addl date for liquid discharges into 
Susquehanna River for I960 Explanation of monthly summary 
Inc 1 uded 
Porter-Uerti Consultants, Inc BO/05/27 flpp 

8006110103 EPA preliminary data rept on water sampling for 000522-30 
COST A., C F Environmental Protection Agency BQ/06/O3 Ip 

800619O690 Forwards status rapt for uk of B00531-Q606 
COLLINS, J T TMI Program Office BO/06/09 6pp 

8006200493 Forwards monthly operating rept for Maij 1980 
HERHETN, J, 5 Metropolitan Edison Co 80/06/16 It 

8006200496 Monthly operating rept for May I960 

MITCHELL. D G Metropolitan Edison Co BO/O6/13 5pp 
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S Repnrtable occurrences. LERs '' related c orrespondence 



M Antitrust correspondence 



9004.130236, PNO- 1111-80 -032 on 800523. work er eiperienctng chest pun 
left site in ambulance Dlagnoiis was possible heart attack 
Unknown if Individual was in radiological area 

CQNTE.n J , fiHANQAKV.M M . COLLINS, J T Region 1. Philadelphia. 
Office of the Director 90/05/33 Ip 



aOOi240439 Order granting MA Municipals 791011 withdraws 
intervention Neither NliC nor DOJ objects No further 
antitrust proceedings required 

CHILK-5 J Office of bhe Secretary of tho Commission 
2pp 



8006060404 Forwards revised LER 80-QO1 /O1Y- 1 

HEHBEIN.J G Metropolitan Edison Co SO/05/30 Ip 

BOOi04O4O9 Revised d-ER 60-001 /Ol X-l an BOO123, resul ts of load study 
performed on ES busses determined overload could mist on IP 
tt IS buss-es upon loss nf E3 channel t OTIB of four 
situations Caused bif Jnadenua<-e design 
MITCHELL, C Metropolitan Edison Co 90/05/30 3pp 

8006230026 PNQ-TMI -SO-C-33 on B00530, Cat.i I y 1 1 c electrician left site 
In ambulance after falling 19 ft From ladder in control 
room Individual uas not in controlled area 

HAVEHK<W.D . SHANBAHV.M Region 1, Philadelphia, Office of tha 
Director COLLINS, J T THI Program Office. BO/05/30 Ip 

8006120400 flO-BO-lO/lP on 300i.03.SW Itr informed util of potential 
r*portab 1 1 itg -of steam generator tube rupture safetg 
analv*f* Caused by nonconservat i ve error in FSAR Corrective 
action will be addressed in follouup rept 
TOOLE, R J Metropolitan Ednon Co BO/0&/06 Ip 

9006230362 PMO-TriI-flOD-304 on a0060(.. uih i 1 e performing malnt or rivir 
mater ch lorinat i on sij i. ch lor Inabor bldg chlorine monitor 
alamiBd Llcpniee technicians van ting portion at chlorination 
yi piping actuated alarm & caused cfilorine odor 

HAUEfiKEMP.D , FASAHQ.A , COLLINS, J T Region 1, Philadelphia, Office 
Of the Director 80/06/06 Ip 



Q00630a47i Forwards LER 6O-009/03L-0 
HERDEIN, J <J Metropolitan Edlion Co 



B006300<17B LER SO-OQ9/O3L-0 on Q006Q7. r eac Sor bid] tendon Urvel 1 lance 
late date uas icBBded Caused bij problems u/aval labi 1 1 ty of 
contractor equipment Surveillance continuing 
MITCHELL., D Metropolitan Edison Co BO/01,/23 Sff 



P Operating license stage documents 1 corresp nndence 



Foruiardi add) Tril-2 related requiremonts to operating 
reactors Licensees requirements for TM1 fiction Plan Include 
shift manning. 1 1 c ensinj eiams t licensee dissemination 
of operating eiperiences Response requested within 3O days 
E1SEHHUT, DO Division of Licensing BO/05/07 ISOpp 

BOOA0305I'! Summarij of 00045-2-33 meeting uj/Mark 1 ouners group in San 
Jose.CA re confirmatory analysis b testing programs 
concerning Mark I containment long-term program 
CRIMES. C I Assistant Director for Plant Systems BO/03/09 Spp 

8006130123 Requests comments on MUREG-O977, "Potential for Lou FractuT 
Toughness !* Lamellar Tearing en PUD Steam Generator & 
Reactor Coolant Pump Supports " Proposed revieui procedure Si 
Implementation schedule anc] 
EIBENHUI, DG Division of Licensing BO/O5/I 1 ? 72pp 

600t03034S Foruards supp 1 omentfl 1 response to NRC 77112B Itr re 
containmonfc purge tt vent sys Tasting performed during 
refueling outage supported original conclusion that mat 
leakage occurs at max differential pressure 
ANDOQNIM1,G C Boston Edison Co BO/05/27 3pp 

8006030346 Requests delay until B0070I for submittal of proposed Tech 
Spec revision clarifying term "operable," requested by NHC 
800410 Itr 
ANDOONKJI.G C Boston Ed (a on Co 8O/05/S7 Ip 

B006030407 Discusses analysis of containment purge It vent valve 
operabllity Dynamic b pleasure loads acting on discs 't stem 
ulll not cause undue stre-ss uhilo valve is closing during 
design bails LOCA if valve opening maintainan* at 45 F 
ANOOOWINt, G C Boaton Edison Co BO/05/27 Spp 



DOCKET 50-293 PILGRIM NUCtEAR POWER STATION, UNIT I 

F Becuritiji medical, emergency d fire protection plan* 



B006O303IO fnfnrmi that response to NRC B00214 Itr re proposed 
radiological effluent i environ monitoring Tech Specs uill 
not be available until Ju 1 1 s ? 80 
AHDOOK1HI,0 C Boston Edison Co BO/03/59 tp 



SB Oil 4 CO 01 "Alttrnete Safe Shutdown Capability in Evtnt of Fir* In 
Cabin Spreading Room " 
* Boston Ediion Co BO/O1/31 93pp 

80O6090-tB7 Foruardt propoied rule entitled. "Fire Protection Projram 
for Nuclear Pouior Plants Operatino Prior to 790101 " Rule 
addi neu Beet ion 50 48 >, App R to 10CFRSO t- Is etjlected 
to be published in FR bu end of Kau 

C Division of Llcenslno BO/03/19 46pp 



B006130063 Forward! revised Pagts 1-1-1 tj new P*gc Hi for propoiad 
rult 10CFR50 "Fire Protection Pi-oorain for Nuclear Power 
PUntl Operatino Prior to 79010L " transmitted by NRC BOOSl"? 
Itr Pa$e 14a not enc 1 
EISENHUT, D Division of Litensfng 30/05/32 73pp, 

BOOA03003o Forwards three repts of "Tet of Cable Penetration Fira 
Stopi for Pilgrim 1 Nuclear Pouier Generating Station, " 
prpard by Franklin Research Ctr 
ANDOGNIMI,0 Boston Edison Co BO/05/29 Ip 

60060300*0 "Tett of Cable Penetration Fire Gtops for Pilgrim 1 Nuclear 

Pnunr Generating Station. " for 79O531 testing 

Franklin In6i tut e/Franklin Research Center F-C31&9-1 

BOXOJ/31 EC-tip 

3006030043 "Tit of Cable Penetration Fire Stop* for Pilgrim 1 Nuclear 

Oineratino Sbation. " final rept fnr 79082 1 ? testing 

FranUiri Initi tute/FranH In Jlesearch Center F-CSIS9-E 

BO/03/31 SOpp 



800f.l30280 Reiponds to NRC B0042S Itr re affect of dc power supply 
failure on ECC5 performance Results of evaluation to be 
transmitted by 000901 
AWDOOMINI.G C Boston Edison Co BO/06/O2 Ip 

8006300004 Ltr to all QWn liconjees forwarding "For Comment" editii 
af NUREO-0619, "OUR Feeduater No i j ta t Control Rod Drive 
Return Line Noitle Cracking " Comments ulll be evaluated bu. 
NRC prior to final implementation U/o encl 
EISENHUT, D Division at Licensing BOJQh/05 22pp 

BOQ6Z60I79 Responds to NRC B00507 Itr re Five flddl TMI-2 related 
requirement* For operating reactors Hell-defined criteria is 
needed to ensure llmeli/ Implementation of recommendations 
Implementation schedules may uai rant flexibility 
AHDQQNINI.O C Boston Fdison Co BQ/06/IB Ip 



Inspection reportsi 1C Bulletins ft correspondence 



BOO&230330 Forwards uasbe packaging insp rept on BOO3t3-14 
No noncomp 1 lance noted 

STOHf),J P Region 2. Atlanta, Fuel Facility & Materials Safety 
Branch SO/D4/07 Spp 

BOQ523O341 Waste packaging insp rapt on 6O0313-14 No noncomp 1 ianc e 
noted Major areas inspected licensee-shipper vehicles 
inspected for compliance u/DOT 1 NRC regulations Including 
shipping paper & DOT placarding requirement 

P OTTER, J P Region 2, Atlanta. Fuel Facility (. Materials Safefc<| 
Branch BO/03/SB 4pp 



BOO'6030047 "Test of Cabl* Penetration Flro 3topi for Pilgrim 1 Nuclear 
Powr Generating Station," final rept for 790907 tilting 
Franklin Institute/Franklin Ressareh Center F-C51S9-3 
80/04/30 SOpp 



BOOoOSOOiB Forwards IE Invostijat ion Rept 5O-E93/BQ-12 on 800304-07 fc 
19-20 No none omp I iance noted 

MARTIN. U Q Region 1, Ph t lad si ph ia, Safeguards Branch 80/04/19 
Spp 



8006130303 Forward i reviled cover >het for Security Training S. 
9"!li ll: ' tlon plan * '-5 Cover iheets withheld Ir.f 



790) 
ANDOON1NLC C 



Boston Erflaon Co 80/06/04 Ip 
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8006050I4 1 ; IE Investigation Kept 50-293/80-19 on 8003O4-O7 & 19-30 No 
noncomp I lane e noted rti ea investigated allegations that spent 
fuel rods had been illegally buried at Barnuie I I , SC loui level 
uiaste burial ground 

JOYNER, J H Region 1, Ph i ladelph i a, Safeguards Branch 
IJOLTHER. E i SUMMERS. R Region 1, Philadelphia, Office of the 
Director 10/04/17 12pp 

Q006060(W7 Forwards If Insp Rapt 50-293/BO-10 on 000305-07 Nn 
none omp 1 yanc e <ID fc e fl 

MARTIN. WO Region 1. Philadelphia, Safeguards Branch 00/O4/1S 
3pp 

--B006O6010I IE Insp Kept 50-293/0Q-1O on S00305-O7 No noncomp 1 lance 
notei) Majot areas inspected full scope matl control fc 
account Ing, i nc lud ing facility 01 ganl latl on < operation 
Details withheld (ref 1GCFR2 7TO) 

JOVIJER.J II Region 1. Ph i lede 1 po i a. Safeguards Branch 
UOLTNER, E . SUMMERS, R Region 1, Philadelphia. Office of the 
Director BO/04/03 lp 

9006090W1 Foiuards IE Investigation Ftept 50-293/00-12 on B00305-07 l< 
19-2O.ui response t- allegations re illegal shipment! ot 
spent fuel 
MARTIN, KG Region 1. Philadelphia, Safeguards Branch 10/01/18 



9006240617 Responds to NRC 60041B 1 tr Northeast Nuclear Eneroy Co 
incorrectlv identified as util licensed to operate Hiddim 
Neck Plant 

COUNBIL.W G , SU1TZER.D C Northeast Nuclear Energy Co (subs of 
Northeast Utilities) 3O/OS/OB 2pp 

9006130076 Addl response to FQIA request for tit categoriBJ of 
documents re CPC Forwards documents listed in app 
FELTOH.J M Division of Rules and Records BO/05/23 3pp 

900iil 1 703'3a Requests provision of personnel for field survey TO plant 
breakwater review Lou tide- on SOOitlO will allow imp of toe 
Of structure Site visit neceisary to recommend final 
approval of design ! placement 

BIVINS.W 3 Hydrologlc t. Geotechnical Engineering Branch 00/05/28 
2pp 

00062701?5 Submits response to IE Bulletin 90-07. "BUR Jet Pump 
Assembly Failure " Visual television imp b ultratonic 
testing revealed deficiencies on jet pumpi 1,3 Ik 15 Jet 
pumps replaced in kind Data base broadened for survei 1 lane* 
C Boston Edison Co BO/06/19 2pp 



R Periodic operating reports fc related correspondence 



--B006OTOl9i IE Investigation Ropt 50-293/BO-12 on 900305-07 & 19-30 No 
noncomp 1 lance noted Major ai aas inspected e lamination of 
pertinent documents ' records !> physical inventory of all 
f ue t assemb lies 

KEHOC.D . ROBERTS. K Region 1, Philadelphia, Office of tne 
Director JDYNER.JH Region 1, Philadelphia, Safeguards Branch 
SO/O4/I6 12pp 

B0062000B3 Forwards It Circular HO-OB, "BWR Tech Spec IncotiB istencu - 
Reactor Protection Sys Response Tine " No written response 
required 
OniER.Q H flpglon 1, Philadelphia. Office of bhe Director 

Bo/oi/ia ip 

B006170023 Forwards waste packaging imp rept on 8QO3I3-14 No 
noncomp ) ianc e noted 

SMITH. H Region 1, Philadelphia, Fuel Facility (, Materials Safetu 
Branch BO/04/Sfl lp 

S006170B29 Waste packaging insp repfc on Q00313-14 No noncompl iancB 
noted Majoi areas inspected licensee-shipper vehiclBSi 
including shipping paper requirements. DOT placarding 
reo_ul rements, rad iat ion levels & marking d labeling 
0RC1U1I.R A Region S, Atlanta, Fuel Facility & Materials Bafotu 
Branch POTTER, P Region 2. Atlanta' Office of the Director 
BO/03/20 6pp 

B0061B0093 Forwards Waste Packaging Insp Rept 60-03 on B003H7-2 1 ? No 
noncomp ! lane a noted 

SMITH, H Region 1, Philadelphia, Fuel Facility , Material* Safety 
Branch 00/04/2-1 lp 



8006100444 Forwards monthly operating rept for May 19BO 
MCOUIRE, P J Boston Edison Co BO/06/01 lp 



80'0il8044fi Monthly operating rept for May 1930 

WHITNEY, Boston Edison Co 00/06/01 6pp 



900il9064O Foruards monthly operating rept for May l"7BO 
HCOUIRE.P J Boston Edison Co BO/O6/01 lp 



SO06190&4G Monthly operating rapt for May 19BO 

WHITNEY,0 D Boston Edison Co 90/06/11 6pp 



S Heportable occurrences, LERs !< related correspondence 

90Q6030401 ?NO-I-ao-07S an Q00513.NRC uas notified thlt Ch*m-Nuclnr 
tractor trailer hauling loiii specific activity radwaite 
brote doun Tractor engine determined irreparable No lass 
of contents or radiological problems identified 
CROCKER. II . SMITH, G H Region 1, Philadelphia, Office of the 
Director BO/05/13 lp 



BOQ60903BS Forwards LER EJO-017/Oau-O 

MCOUIRE.P J Boston Edison Co SO/O6/02 



B006090391 LER QO-017/03U-O on BOOS05, during 24-h performance test of 
dlesel generator per TE Bulletin 79-23, three attempt* made 
before satisfactory tolic luiion on 900510 Caused by failure 
of potential transformer in high voltage chassis 
MCUQUOHLIN, N T Hoi tan Edison Co BO/06/03 3pp 



BOO&180093 Waste Packaging Insp Rept 80-03 on 800227-39 No 
noncompl lanco noted Major areas inspected 1 icensee-sh ipper 
veh Ic la> inc lod ing shipping paper requi rementa. DDT placarding 
retiulrements, ratfiat ion levels tr marking l< labeling 
PECRY.W W , POTTER, J P Region 2, Atlanta. Fuel Facility * 
Materials Safely Branch BO/O3/1S 7pp 

B006170904 Forwards IE Insp Kept SO-293/BO-13 on B0033I-0401 No 
noncompl iance noted 

BRUNNER.E J Region 1. Philadelphia, Fleactor Operations Nuclear 
Support Branch 30/04/30 lipp 

--00Q617090S IE Insp Rept 50-293/80-13 on 000331-0101 No noncomp lianc I 
noted Major areas inspected refueling activities 
KEHOE.D V Region 1. Philadelphia, Office of the Director 
MART III, T T Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch BO/0'1'1B 4pp 

00061203-13 Responds to IF Bulletin 80-09 Fac 1 1 i ty hai fluid head 
penetration connections ui/containment boundary butt welds 
betuecn penetration sleeve & integral fluid head outer 
skirt Magnetic particle eiams performed during const 
ANODCNHII.G C Boston Cdiaon Co GO/OS/16 2pp 

B006H-V06U Ack receipt of 00050B Itr informing NRC of incorrect 
statements made in IE Insp Rppt SO-393/BO-12 Corrected pagen 
end U/o end 

MARTIN, WO Region 1, Philadelphia, Safeguard* Branch 80/05/28 
lp . 



000&230242 Forwards LER HO-010/03L-0 

MCQUIHE.P J Boston Edison Co 80/06/12 lp 

3006350243 LER 90-018/O3L-0 on B00523,uhtle performing surveillance 
test B 7 4 3. isolation va Ivei. 3065-1 1 , 13 t 23 declared 
inoperable Cause not stated Valve in each affected sample 
line closed t> position recorded dally 
MCLOUOHLIN.M T Boston Cdiaon Co BO/06/IH lp 



BOO6230244 Forwards LER BO-019/03L-0 

J Boston Edison Co BO/06/16 



8O062SOE46 LER 90-019/03L-0 on fl00519, during startup of PNPB.HPCI sift 
uas declared inoperable Caused by wiring attendant to 
Installation of alternate shutdown panel & teal eihaust 
leaka-ge interference Wiring I leakage repaired 
MCLOUOHLIN.I1 T Doiton Edison Co BO/06/13 2pp 



8006240471 Foruards LER 80-020/03L-0 

MCQUIRE.P J Boston Ediafln Co 00/06/19 



B006240479 LER BO-02O/031-0 on 000426. during refueling outaoe 4, 
primarv containment isolation valves found to have seat 
leakage over requlr Events Caused by normal deteniorat ton of 
disc to seat mating su face 
MCGUIRE.T J Boston Edison Co SO/06/IB 2pp 
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DOCKET 50-294 MICHIGAN STATE UNW RESEARCH REACTOR 
Q Inspection report*, IE Bulletins !i correspondence 



8006B3GQ43 Forwards IE Insp Kept 50-294/60-02 on B00430-OS01 
Ho roncompl iance noted 

DAVIfi.A E9 Region 3, Chicago. Fuel Facility I, Materials Safety 
Branch BO/05/14 Hpp 

8004250047 IE Insp Rept 50-394/60-02 on 800430-0501 No noncomp 1 iance 
nottd Major areas inspected emergency plan t procedures, 
c aoi-dinat ion u/iupport agenc IBS, survey instrumentation & 
nvlron monitoring program 

E88IO.T H Region 3- Chicago, Office of the Director GHEER.R J 
Rig-Ion S, Atlanta, Office of the Director 60/03/14 4pp 

S0060?OS09 Ack receipt of 800901 Itr informing (JRC of steps taken to 

correct nonconpl lance noted in NRC BOO'126 Itr 

DAVIS, A B Region 3, Chicago, Fuel Facility It Material! Safety 
Branch 80/05/22 Ip 



-6006060243 "Liquid Penetrant Eiam " 
ComTinnueal th Edison Co 7B/12/Q6 



15pp 



-B0060602'16 Affidavit describing d 

employed in spent fuel replacement 

of raduaste mat) 

TRAMM. T R Commonwealth Edison Co 



ntamlnat ion techniques that mill b 
job 5 to T educe total vol 



2pp 



BOQ6170218 Brief in support, of ASLB 6002 14 initial decinion authorlung 
Installation of new lacks, fot uiti 1 c h intorvenor filed IS 
eiceptions Intervenoi otfered no reason to support alleged 
error in decision 

STEPTOE.P P , MILLCR.M 1 Commonwealth Edison Co 8TEPTOE. P P 
Isham, Lincoln t. [icale 80/05/05 44pp 

9006060357 Discusses C Guigg Itr to NRC ieque 6 ting stay, in proceeding 
re proposed amend to increase spent fuel storage- capacity 
Qulgg assertions Inaccuiate ASLB Found that adequate design 
d safety features preclude loss-of-ualer accident 
STEPTOE.P P Isham, Lincoln t. Reals 00/05/12 2pp 



SOO6090519 Repond( to item of nonconp I lanca noted In HRC BQ0426 Itt- 
Corrective actions reactor saffty committee ttiaatinga 
h*vt bean tirnsly since 791119 
TERRV, & H , CARRICK.J T Michigan State UnlV 80/05/01 Ip 



eOOi020316 Order for 800701 oral argument in NRC Public Hearing Room, 
BothesdaiMO One hour of argument ! rebuttal will he slanted 
to each parti; 
D1SHDP. C J Atomic Safety and Licensing Appeal Panel BO/05/53 



DOCKET 50-299 I ION! NUCLEAR POWER STATION, UNIT 1 

F, Security, (nedicali emergency *x fire protection plane 



B00612032B Ranuesti that FErlA revieu of state t- local emergency plan 
be provld'edl consistent u/sncl ichedule to avoid potential 
ililayi In llceniing decisions 
AHEflRNE.J F Comrali* ion BO/05/13 Spp 

S0060?04a7 Foriuard* proposed rule entltledi "Fire Protection Program 
for Nuclear POUIBI- Plant* Operating Prior to 790101 " Rule 
ad (Si neu Section 90 40 t, App R to 10CFRSO t, is eipected 
to b puhlisJied In FR bij end of May 
EISENHi)T, D Division of Licensing BO/OS/19 fl6pp 

B00il30063 Foruards revised Pages 1-14 d neui Pagi lAa for proposed 
Tkrk 10CFR50 "Fire Protection Program for Nuclear Roger 
Planti D[ieratins Prior to 790101," transmitted by NRC 80031? 
Itr Pag? 14a not end 
E1SENHUT.D Division of Llienting 80/09/22 73pp 

B006120009 Advises that NRC review of B00324 safeguard* contingency 
plan indicates need for add I revisions Specific comments 
withheld <vf IOCFRH 79O) 
VAROA,3 A Operating Reactors Branch 1 00/05/H7 2pp 



9006190310 Responds to BOOS05 objection to scheduling meetings 
Washington. DC area Meetings ate occas ional ly held outside 
of Washing ton, DC vicinity to allow persons living near 
plants opportunity bo attend 
EISENHUT.D Division of Licensing QO/06/02 2pp 



H Oeneral correspondence 



BOO 6030014 Requests public debate re evacuating largo populations near 
pouir plant: Opposes plants located In densely populated] 
areas 
HAMM,K Affiliation Unknown 80/03/19 Ip 

P Operating license stage documents J. correspondence 

B004010004 Foruiards "Evaluation of Licensee Compliance w/Category A 
Items of NRC Recammondat 1 ons Resulting From TMI-2 Lostons 
Learned " All Category A requirements satisfied 

SCHWENCER.A Clperaltng Hoactors Branch 1 (Pre B004BEI) QO/02/29 
2pp 

9004010006 "Evaluation nf Licensee Compliance u/Catogorij A Hems of NRi 
Recommendat loni Resulting From TMI-2 Losaons Learned " 
* Division of Operating Reactors BO/02/2H llpp, 



B004090274 Forward* addl flro protection info ai juppl to util S00430 
Itr re safe sfiuto'cuin analgiis which tates plant to hot 
ih-utdoun Addl Inifo provides for taking plant to cold 
ihutdaun 
PEOPLES, D L Commonwealth Edison Co 80/05/36 Ip 



80060203-10 Notifies that neu telephone sys called Health Phgsics 
Nttworfc (HPN) hat been Installed at site QIJS intended for 
uie during emergencies to lint all power plants b NRC 
Emergency Notification Sys hotline ui II aUo be used 
KEPPLERiJ Region 3, Chicago, Office of thu Director BO/04/1B 



a-006190293 FoTuiards Revision I to draft emergency plan Emsrgemy plan 
station annexes also enc 1 
PEOPLES, D L. Comiwnuealth Ediaon Co BO/06/Ofl 2pp, 



e006ta340 Oraffc emergency plan annei 
* CommDruealth Edlion Co BO/07/31 



37pp 



Q0060901A3 Farmards addl TMI-2 relaUU i equlromellta la operating 
reactors Licensees roquli omonts for TMI Action Plan include 
shift manning, 1 Icena Ing eiams t licensee dissemination 
of operating expot iencos Response requested within 30 days 
EIBENHUT,D Division of Licensing BO/05/O7 ISOpp 



--B0061B0347 flv(ion 1 to draft emergency plan 
Cafflmanuaalth Edison Co 80/07/31 I39pp 

3006240490 Respond! to NR.C 600425.30,0501,09 ('20 Itrs rn?ue*tlns 
Info r> gujvd training fc qualification plans Requost* that 
rBpons sub-mlttal date bo e>tetided to 800804 
PEOPLES. D L CummonueaiU Edion Co 90/06/18 Ip 

Ad judleatorii cDrresponaBnce 



90060601336 Fopuards. utll affidavits of TR Tramm t RE Shannon 
describing planned winoi changes in spent fuel rack 
rej Ucemenfc job procedures Changes relate to Intervenar 
argument on appeal Related correspondence 
STEPTOEiP Isham, Lincoln Deale BO/OB/OS 2pp 



B006090493 Notification of 800603 mooting ui/ulil In Bethesda, MD to 

dfocun filtered vented containment syt t core retention 
devices 

MEYER, J T Reactor Systems Branch BO/09/27 3np 

800604000B Notification of B005?0 meeting gj/ut i U- contractors l< 
consultants In Qethesda, MD to exchange technology re 
accident sequence tr related phenomena per A Schuencar 
8004 10 llr to L Peonies 
LONOiJ K Reactor E)i|*tems Bi'anch 80/05/15 3pp 

0006130133 Requests edmments on, NUHEG-05/7, "Potential for Lout Fracture 
Toughness i Lamellar Tearing on PWH Steam Generator & 
Reactor Coolant Pump Supports " Proposed review procedure tt, 
Implementation ichedule enc 1 
EISEWIUT,!) 8 Division of Licensing 90/05/19 72pp 



dtOSAS Affidavit recommending that penetrant test exams pep en 
Procedure NDT-D, or equivalent, lie substituted for ultrasonic 
tut titm ttchniuve in spent fuel pit corrosion 
iur^Ulanc* program 
SHANNON, R e Commonuieal th Ednon Co BO/04/23 7(, p 



BOOt 1901 71 Forward i requpst fot< addl items required to. complete upgrade 
1 review of QA program Response should be provided along 

w/rsponie to B0040B request 

VMOA.B A Operating Reactors Branch 1 80/03/20 4pp 



DOCKETED ITEMS 
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8006020097 Notification of 600605 meeting w/util in BethesdaiMD to 
discuss upgraded OA program 
SPRAL'L, J Quality Assurance Branch SO/05/21 3pp 



8006270047 Summary of 300530 Technology Exchange Heating 3 w/utils In 
Bethesda,MD re accident mitigation features for facilities 
UONS, J K Reactor Systems Branch 8O/O6/12 27pp 



B006020172 Not i f i cat ion of 8GO53Q meeting uj/utils in Qethasda, MD re 
severe accident mitigation features for facilities 
QLSHAN.L , REEVES. E Operating Reactors Branch 1 80/05/33 lp 

80062-10067 Advises that Interim reliability evaluation program 
resulting from TMI action plan mill be implemented Requests 
attendance at B 00604 meeting in Eethesda.MD to discuss 
d eta 1 1 s 
EISENHUT.D Division of Licensing 80/05/23 5pp 



B0063502BO Notification of S0061B meeting w/uti li, contractors Si 
consultants In Bethesda. MD for presentation In area nf 
core-melt accident sequences for facilities Agenda end 
MEYER, JF Reactor Systems Hranch BO/O6/16 2pp 

B0062O0553 Notification of S00617 meeting w/utils fc consultants in 
Bothesda.MD to discuss technology exchange re containment 
structural response, f ai lure pressurus !< failure modes 
MEYER, J F Reactor Systems Branch SO/06/17 2pp 



80Q616QO57 Forward a revised Tech Spec Pages 94, 32Sa, 79, fc BO issued w/ 
Amends 5fl & 31 to Licenses DPR-39 4 DPR-48, rogpec ti vely 
VARQA.S A Operating Reactors Branch 1 SO/03/2 1 ? 3pp 

8006160060 Corrected Pages 9-1,3203! 79 1 80 to Amends 51 fr 54 to 
Licenses DPR-4B & DPR-39. respec t ive ly 
it Operating Reactors Branch 1 80/04/28 4pp 

8006020317 Update to 800422 application to amend Licenses DPR-39 k 
DPR-48, Incorporating administrative changes to App A,, Tech 
Spec* 
NAUQHTON.U F Commonwealth Edison Co 80/05/30 app 

8006020349 Revised Page 300 to App AiToch Specs 6 O for administrative 
controls Allows either rad-chem supervisor or lead health 
physicist to fulfill qualifications of radiation protection 
manager 

* Commonwealth Edison Co BQ/O5/30 2pp 

8006H600Q9 "Loss of Offslte Power Scenarios for IJes t inghouse lion I 
PUR." preliminary assessment rept 

FLETCHER, C D , BRUSKE, S J , DELANEY. H M EQtQ, Inc FIN A-&14BC 
S00636Q009 60/05/31 99pp 

8006090236 Application for amend to Licenses DPR-39 tt DPR--18, 
modifying allowed outage time per 800227 confirmatory order 
Combined Class 1 & 111 fee end 
NAUGHTQN,N F Commonwealth Edison Co 80/06/03 3pp 

800609O30B Forward! response to NRC 800506 request for history of 
total >i partial power outages l< attendant degraded voltage 
No complete loss of offslte power has occurred; but one 
partial IOBI Incident was reported to NUC 
NAUQHTON.W F Commonwealth Edison Co 80/06/09 2pp 

8006120404 Forwards slides used bij utila during 800603 meeting re 
technology exchange in area or mitigation feature for 
severe accident* at facilities 
COESER.D Ues ting house Electric Corp SO/06/05 lp 

800617O491 Forward i "Mitigation of Severe Accident Study Rept " Rept 
Includes presentations made to NRC & ACRS on 800220 & 0305, 
respectively & consists of state-of-the-art analyses 
conducted within 60-day period 

CAHILL.U J Consolidated Fdlson Co of New York EARLY, P J Power 
Authority of the State of Mew York BO/06/05 2pp 

8006170459 Responds to 80O52H Itr transmitting rept covering wort! 
performed by various consultants Entire Uestingtiouse rept 
nonproprletary 
PEOPLES, D L Commonwealth Edison CD SO/06/09 3pp 

B006170466 "Mitigation of Severe Accident Study Rept," consisting op 
r'pts re evaluation of residual risk, steam explosions- 
containment response for Class 9 accidents & post-ace idenfc 
containment vent sys conceptual designs 

* Hestlnghouae Electric Corp 80/03/31 <100pp 



BO 06300207 Requests re-evaluation of original proposal For submitting 
schedule for implementing ATWS instrumentation mods 
Identified in NUREG-0460 Devised schedule &. justification 
should be submitted in 30 daijs 
VAROA.SA Operating Reactors Branch 1 60/06/19 2pp 

800627O306 Forwards revised Revisions 11 (, IS consisting of Paae 1-7 of 
CE-l-A. "Comm Ed OA Program for Nuclear Generating 
Stations " Revised Revision 11 includes basli an which 
equivalent education requirements will be established 
PEOPLES, D L Commonwealth Edison Co 50/06/23 lp 

Q006270329 Forwards response tn NRC BQOS03 questions on adequacy at 
station electric distribution sys voltages Lowest bus; 
voltage when starting largest non-Class IE load uas 
calculated when all other loads were running Motor started 
NAUOHTON.H F Commonwealth Edison Co BO/06/23 9pp 



Q Inspection reportii IE Bulletins 1 carrespondenci 



8006170727 Forwards IE Insp Repts 50-295/30-03 J. SQ-304/HO-02 on 
B00207-03S8 1 notice of violation 

HEI9HMAN-R F Region 3. Chicago, Reactor Operations Nuclear Support 
Branch 80/04/26 2pp 

8006170730 Notice of violation from insp on 000207-0329 

* Region 3, Chicago, Office of the Director 80/04/18 lp 

--B006170738 IE Insp Repts 30-293/80-03 k 50-304/00-02 on B00207-0328 
Noncomp 1 lance noted mln shutdown margin requirements while 
In cold shutdown, were be 1 OBJ Tech spec limits 
KQMLER.J E , LITTLE.W S Region 3, Chicago, Office of the 
Director 80/04/1 B 6pp 

8006170291 Forwards IE Insp Repts 50-295/60-06 t 50-304/00-05 on 
800310-11 81 0417-1S No noncomp 1 iance noted 

HEIBHMAN.R F Region 3i Chicago, Reactor Operation! Nuclear Support 
Branch 80/04/30 2pp 

--8006170295 IE Insp Repts 50-295/80-06 (. 50-304/80-03 on B00310-11 i, 
0417-18 Mo noncomp 1 lance noted Major areas inspected imill 
break LOCA procedure 

KDHLER.J , NELSON, R Region 3, Chicago, Office of tin Director 
LITTLE, U 8 Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 80/Q4/2S 4pp 

300619037B Foruiards IE Insp Repts 50-295/80-04 I 50-3O4/BO-03 on 
800318 No noncomp 1 ianco noted 

DAVIS, A B Region 3, Chicago, Fuel raclllty ti Matvi-lals Bafety 
Branch 80/05/09 2pp 

8006190379 IE Insp Repts 30-295/60-04 & 50-304/80-03 on 800318 No 
noncompllance noted Major areas Inspected confirmatory 
measurements from previous col lection, effluent samples b 
submission of spited samples 

E8S10.T H , JANU0KArA Region 3, Chicagor Office df the 
Director 80/O5/06 6pp 



8006130165 Forwards check inadvertently left off package submitted on 
S00603 M/o end 
PIENTA.R Commonwealth Edison Co 30/06/06 lp 

80061iO071 Forwards response to NRC Questions SB - 4B rn facility QA 
program per SO040S fc 0320 requests 
PEOPLES, D L Commonwealth Edison Co 80/06/09 12pp, 

8006240165 Notification of B00613 meeting w/utils In Bethesda, MD to 
discuss Interim reliability evaluation program 
QLBHAN, LN, Operating Reactors Branch 1 80/06/09 Spp 

8006190307 Forwards commitments to comply ill/requirements fc schedules In 
NRC SOOS07 Itr re add] TMI-2 related, requirements Dresden 
Unit 1 ii currently, undergoing el tensive mod & 
deeontemination, therefore no response is provided 
PEOPLES, D L Commonwealth Edison Co 80/06/12 lOpp 



B006B30070 Forwards IE Insp Repts 50-295/80-07 tt 50-304/BO-Oi on 
800414-30 No nontompllance noted 

HEISHMANiR F Region 3, Chicane, Reactor Operations Nuclear Support 
Branch SO/05/13 2pp 

8006230077 IE Insp Repts 50-295/80-07 & 50-304/80-06. on B00414-30 No 
noncompllance noted Major areas inspected licensee action* 
to comply with BO 02 39 confirmatory order 

LITTLEiH S , KOHLER.J E Region 3, Chicago, Office of the 
Director 80/05/U 9pp 

8006130076 Addl response to FOIA request for six categories of 
document* re CPC Forwards documents listed in app 
FEUTON.J M Division of Rules and Records BO/03/H3 3pp. 
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BOQ&130Q9? Forwards response to updated memo received on B003S3 re util 
in terrogator i a s re proposed imposition of civil penalty 
Cover sheet of IE Insp rept en-cl 
KEPPLER.J C Region 3. Chicago, Office of the Director BO/O3/21 



3006270252 LER 90-025/Q3L-0 on a0051O,uhile performing p 
function gennrator ]NM-441J1 outpot uias found out of 
tolerance Caused by instrument diifting Unit retailor 
JENKINS, K V Commonuealth Ellison Co SO/O6/O9 Ip 



iodic tests, 



Discusses three safety-related events occurring at Facility 
Civil penalty far notscompl fane e items mill be imposed 
For ward t notice at violati onp notice of proposed imposition 
of civil penalties & history of enforcement action 
VDLGENAU.E Office at Inspection & Enforcement, Office of the 
Director 77/09/30 2pp 

SODA130104 Notice of violation from inap or 77O705-OB. 14i 19 t. 21 

* Office at Inspection t, Enforcement, Office of the Director 
77/07/30 3pp 

BOQA13010S Notice at proposed imposition of Civil penalties In amount 
of rSl.QQQ ret noncomp 1 lance discovered during Insp on 
77O7Q5-Ofl, 14, 15 & 21 History of escalated enforcement action 
Bnc 1 

Office of Inspection & Enf art emen t. Office of the Director 
77/09/30 2pp 



0006270251 Forwards LER SO-037/OIT-0 
WANDKE.N E Commonwealth Edison Co 



B006370256 LER BO-Q27/01T-0 oil BOO601.uhile in cold shutdown, 
for steam generator snutbers under rated load found 
consistently b o I am mm limit Caused by uieafc bleed valve 
compensator springs Springs Installed ui/hlgher spring rates 
WENNERHOLM J Commonweal th Edison CD BO/Q6/12 2pp 



b 1 eedrates 



BOO6270254 Fo 
WAUDKE.N E 



jardu UER 80-O24/O3L-0 
Comrnonuiea ltd Ediann Co 



9006270259 LEI! BQ-Q24/Q3L-0 on BOO515, whi 1 e perf ormlng PT- 10, safeguards 
actuation tests, 1ft ivc pump failed to start from train A of 
safeguards Caused by contacts for safeguards actuation 
making intermittent -contact Contacts adjusted 
CLARK'S Commonwealth Edison Co SO/06/13 Ip 



0006170324, Immediate action Itr re JG physical security Imp on 800912- 
15 Si 1?-20 Licensee is eipectetf to undertake actions 
outlined in end End withheld (ref 10CFR2 790) 
KEFPLER. J Resion 3, Chicago, Office of the Director 00/05/23 



600625029-7 Advises that responses to IE Bulletin 79-O4A, Revi s ion 1, 
were found acceptable Evaluation encl 
VAHQA.S A Operating Reactors Branch 1 80/05/23 I7f>p 

SOQ63QQ558 Forwards response to IE Bullntin BO-OA, "Engineered Safety 
Feature (ESF) Reset Controls " Proposed mods identified onlij 
If present sijs design mau, compromise protective action of 

PEOPLES, D L Commonwealth Edison Co BO/0&/1O 9pp 
S Riportable occurrences, LERs I related cor respondents 

8006130285 Faruards HD re dlesel driven fire pump 

Commonunsal th Edison Co BO/OS/19 Ip 



BQ061B02B9 RD on a 0040?, 16 >, 23, 03 diecel driven firo pump failad to 
auto start fr tripped an overjpeed aftor bflng tnrtld Caused 
b(j luorn water pump drlvo belt d speed luiitcn Ens in* coollnj 
SUE flushed >j refilled u/antifreeie h oemi nera] i I pd uater 
SCHNEIDER, H Commonwealth Edison Co BO /O 3/2 B 2pp 



Forwards LER BO-021/O3L-O 
WANDKE, NE Commonuea 1 th EiilsnnCo 



3006030506 LER BO-021/03L-0 on S00423i uih I le operating *t 9BX pouir, 
monthly surveillance requiring performance testing of 
safeguards logic (t hffld pressure logic w* perforirieil 11 rfays 
late Caui*d by transcription error Teitlng ua pei-formed 
DEAN.MJ Commonujealth EdUonCo 80/03/33 Ip. 

B006170479 Forwards LtR HO-023/Q1T-0 

E ComitinnwBfll th Edison Co BO/Ob/06 la v 



8006170475 LER BO-023/01T-0 on 900S23, charg ing pump 10CFR81 concern 
discovered throujji Westlnghouie generic ttotl f i c*tien Caused 1 
bi| design flow insufficient at hiflh pressure Btanding order 
issued to open miniflou valvei uhen nsedsrf 
MADDE-Mi J J CommoniuoBl th Edison CHI BO/O6/Q6, Bpp 



6006300403 FortJBrds updated LER BO-O24/99X-1 

WANDKE,N E Commomuea 1th Edison Co SO/06/ IS 



-B006300407 Fortuards upaated LER BO-024/79X-1 

E Commanuiealth Edison Co BO/Oi/lB 



-8006300412 Updated LER 80-034 <"?9X~1 on B00515, uh 1 le performing PT-10, 
safeguards actuation tests, 1A svc water pump failed to start 
Prom train A Caused bij type W-2 sui tch contacts making 
Intermi ttent contact Permanent mod dolnj evaluated 
WftNDKE.N E Coromonueolth Ediion Co BO/Ofi/lS 3pn 



DOCKET 50-296 BRC1UNS FERRY MUCLEAR POWER STATION, UNIT 3 
F fiecurltv medical, emergency t. fire protoctiDn plans 

aOOA0401-i7 Ronuasts B00520-21 mooting to visit technical support ctr, 
operational support ctr & emergency operations facility re 
compliance u/NUREO-0631 Public comments ui 1 1 -be received at 
BOO321 evening meeting Meeting notice ! agenda one 1 
IPPOUTd.T rt Operating Reactors Branch 3 BO/O9/14 3pp 

flOOi090'ia7 Forwards proposed rule entitled, "Fire Protection Program 
for Nuclear Powsr Ptants Operating Prior to 790101 " Rule 
addi new Bcction 3D 4B (, App ft to 10CFR50 4 Is eipected 
to be published In Ffl by end of Kaij 
EIEENHUT.D Division of Licensing BO/03/19 46pp 

BOOA130063 Forwards revised Page-a 1~H & neui Page 14a for proposed 
rule 10CFR30 "Fire Protection Program for Nuclear Power 
Plant! Operating Prior to 7901O1, " trantml tted bu. NRC BOOS19 
1 tr Page 1 4 rot enc 1 
EEBENHUT," Division of Licensing, 80/05/32 73pp 

B0060i0322 Submits opposition to NRC clarification of emergency 
planning requirements Locating emergency operations facility 
within emergency planning lone adds to number of people to 
be evacuated tt creates weakness inside lone 
GODWIN, A V Alabama, State of SO/03/29 2pp 

8004060235 Forwards 800321 revitions to trainlns 't qual t f icatton plan & 
response* to NRC 800430 comments Encls withheld 
<r*F IOCFR2 790) 
HILLS, L H Tennessee Valley Authority 00/06/02 IP 



B00417O49fl Forniards LEft BO-O22/Q3L-O 
UANDKE.N E Commoniuealth Edison Co, 



B006O60313 Foriiiardi revisions to safeguards contingency plan Plan 
withheld (ref IOCFR2 790) 
HILLBiL H TonnosBoe Valley Authority BO/06/02 Ip 



800(1,170803 Requests participation In NRC study of people-related 
problems In nuclear safeguards Involves collection of data 
on licensee security forces t practices, inc luding visit to 
facility to interview security mgt personnel 
IPPDLITD.T A Operating Rpaetors Branch Z HO/06/03 2pp 



P Operating license stage document* i e orrepondence 



B00609Q163 Forwards addl TKI-2 related requirements to operating 
reactors Licensees requirements for TK1 Action Plan Include 
ihift manning, 1 icensing eiams E licensee dissemination 
of operating eiper i encei Response requested within 30 days 
EtEENHUT, D Division of Licensing SO/OS/07 ISOpp 
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80O6O305I4 Summary of 800433-33 meeting ui/Marl I owners group in San 
Jos B. CA i e confirmatory analysis 1 testing programs 
concerning Mark I containment long-term program 

. C I Assistant Director for Plant Systems 80/05/0? Gpp 



-80O4240I67 Foruaids IE Insp Repts SO-259/BO-I?, 50-26Q/BO-14 & 
SO-296-/8O-15 on SOO307-Ofl04 t notice of violation 

LEWIS, R C Region 3, Atlanta, Reactor Operations Nuclear Support 
Branch 80/04/21 2pp 



BOO&130132 Requests comments on NUREO-057/. "Potential For Lou Fractun 
Toughness t- Lamellar Teaiing on PWR Steam Generator & 
Reactor Coolant Pump Supports " Proposed review procedure & 
Implementation schedule cnc 1 
EISENHUT, D G Division of Licensing BO/05/19 7Spp 

80Q6050177 Notification of 8005S9 meeting u/util in Bethesda, MD for 
ufcll presentation of proposed schedule for imp lamentation 
of major mods required by NRC 
CLARK. R J Operating Reactors Branch 2 80/O5/37 Ip 



aOOA240ft>9 Notice of violation from insp on B00307-Q404 

Region 2, Atlanta. Reactor Operations Nuclear Support Branch 
BO/04/24 Ip 

BOO6240174 IE Imp Repts 30-239/80-19,50-260/80-14 1 30-296/00-19 on 
S003O7-0104 Noncorop 1 lanca noted failure tn follow procedure! 
in heat-treatment of Unit 1 HPC [ steam piping 

DANCE, H C Region 3, Atlanta, Reactor Operations Nuclear Support 
Branch 5ULLIVAH.R F , CHASE. J H Region 2, Atlanta, Office of 
the Director BO/04/34 5pp 



800605039-1 Notification of 800529 meeting ui/uti 1 in Bethesda, MD to 
discuss util proposed design of pott-ace id ent sampling 
facl lit leg 
CLARK. H J Operating Reactors Branch 2 BO/O5/27 Ip 

B0061102B6 Ack receipt of 600425 I tr to HO Parrl* re effect of dc poiuar 
supply failure on ECCS performance Response will be provided 
before SOO725 as given verbal by to RJ Clark on 800930 
MILLS. L. M Tennessee Valley Authority BO/OA/03 Ip 

BOO63QOAO4 Ltr to all BUR licensees forwarding "For Coramant" edition 
at NUREG-O619, "BUR feeifuiater Noule S Control Rod Drive 
Return Line Noule Cracking " Comments will be evaluated by 
NRC prior to final implementation U/D enc 1 
EI6ENHUT, D Division of Licensing BO/O6/O5 22pp 

600623051 '1 Forwards proposed changes to facility Tech Specs per 
DO EHentiut B00410 Hr '- 1OCFB50 59 provisions 
MILLS, L M Tennessee Valley Authority SO/06/13 2pp 

900*230530 Proposed Te'ch Spec revisions fop safety-related] sys Changa 
justifications encl 
* Tennessee Valley Authority SO/O&/13 22pp 

9006230'J3B Forwards info concerning turbine discs per 900516 request 
Continued operation of facility It justified & OLn should 
not be mod i fl odi suspended or revoked' based on responses 
DUHALL, J ft Tennessee Valley Authority BO/O6/19 lOpp 



8006240251 AcV receipt of SOO5SO 1 tr informing NRC at itfpv taken to 
correct violations noted in IE Imp Repts 50-259/80-13, 
30~H60/QO-n (c 5O-396/BO-12 

LEUISifi C Region 2, Atlanta. Reactor Operations, Nuclear Support 
Branch BO/06/02 ip 

8006340238 Rtipondt to NRC 800423 1 tr re violations noted in IE Inp 
fiepts 30-2a I J/aO-13, 30-E6O/BO-11 t. 50-29i/BO-12 Corrective 
attiont personnel instructed to keep shift engineer informed 
of biork status It sys status procedure revised 
MILLS. L M Tennessee Valley Authority SO/OS/SO 3pfi 

800624026,4 Forwards IE Insp Repti 50-059/90-13.50-260/80-11 & 
30-296/00-13 on 500304-0307 t- notice of violation 
LEMIS.lt C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch BO/04/aa 2pp 

8006340367 Notice o* violation from Insp on 800204-0307 

LEWI Si R C Region 3, Atlanta. Reactor Operations ttucUar Support 
Branch SULLIVAN.J Region 2, Atlanta. Office of the Director 
BO/04/23 ip 

8006340373 IE Insp Repts 30-259/6-0-13.50-260/60-11 c 80-296/60-12 on 
H00204-0307 Noncomp 1 lance noted failure to demonstrate HPC I 
operable uihen RCIC uias inoperable for maint 

DANCE i H C Region 2. Atlanta, Be actor Operations Nuclear Support 
Branch eULLIVW.R F . CHASE, J U Region 2, Atlanta! Dfflo of 
the Director 80/04/33 fiop 



800627Q2A*? Forwards response to NRC 800507 1 tr ra implBmentation of 
five addl TMI-2 lessons Learned requirements concerning 
tnift ma nil ing. licensing ciams. licensee dissemination & 
litia 1 1 break LOCA general revieui matters 
HILLS, L M Tennessee valleij Authority BO/06/33 9pp 



0006330133 Ac k receipt of B00521 Itr informing NRC of iteps taktn to 
correct violations noted in IE Ensp Repts 50-259/BO- 16, 
90-860/80-13 SO-S96/BO-11 

BTOHRi J P Region Z, Atlanta, Fuel FaclUtv i Haterlils Safety 
Branch BQ/06/03 Ip 



Q Inspection reports. IE Bulletins * corrasponnlDnCB 

SOO&20007-B Forwards IE Circular BO-OB, "BWR Tech BpBC Incon* latency - 
Reactor Protection 9ys ReaponBe Time " No written response 
i-aquirod 
O'REILLY.J P Region S. Atlanta. Office of the Director, BD/04/IB 



5096090098 Forward 5 IE Bulletin 80-11, ''Masonry Wall Design " Requires 
action & uiritten response 1C Info Notice 79-2B, "Overloading 
at Structural Elements Due to Pipe Support" encl 
O'REILLY, J P Region 3. Atlanta, Office of the Director BO/03/OB 



8006250141 Responds to NRC 80042B Itr ro violations noted in IE Insp 
Rpt* 50-259/60-16,50-260/80-13 ti 30-396/80-14 
Corrective actions personnel trained on B00416 for emergency 
director duties h training recoTds corrected 
MILLB, U M Teitneasfre valley Authority QO/OS/31 5pp 

8006350150 Forward* IE Insp Repts 30-259/BO-1A. 50-360/80-13 (. 
30-294 /SO- 14 on BQ0324-2B S 0331-0404 & notice of 
violat i on 

HTOHR, J P Region 3, Atlanta, Fuel Facility b Materials Safety 
Branch EO/04/25 3pp 

B0062S013S NotlC Of violation from insp on B00324-2B fc 0339-0404 
Region 2. Atlanta. Office of the Director 90/04/34 Ip 



8006040367 Forwards IE Bulletin BO-IS. "Decay Heat Removal Syi 
Operabilitt; " No written response required IE Info Notice 
SO-20. "Loss of Decay Heat Removal Capability at Davis-Hese 
Unit I llhile in Refueling Mode" encl 

O'REILLY, d P Region 2, Atlanta. Office of the Director BO/03/09 
3pp 

B0061KOO34 Forwards IE Circular BO-11, -emergency Diesel Generator Lube 
Oil Cooler Failures " No written response required 

O'REILLY, JP Region 2. Atlanta, Office of the Director SO/QS/13 
3pp. 

BOOi2401&0 Ack receipt of 8O032O Itr informing HRC of (tepi taken to 
correct violations noted in IE Insp Rupts 50-S59/BO-I9, 
50-B60/BO-14 Si SO-296/BO-13 

LEW 1 3- R C Region 2, Atlanta. Reactor Operation* Nuclear Support 
Branch. 80/06/03 Ip 

9006240164 Responds to NRC 800424 Itr re violation* noted in IE Incp 
Rp6 50-S97/80-19, 50-260/BO-14 K, 50-296/BO-1S Corrective 
actions, personnel vemindBil that procedures must be followed 
luhen marking on any critical piping syi or equipment 
M1LLS.L M Tennessee Valley Authority BO/05/20 3pp 



8006250165 IE Insp Repts 5O-35W80-16. 50-360/80-13 *. 50-296/80-14 on 
800324-30 ti 0329-0404 Noncompllanee noted failure to train 
designated successor: to emergency dlractor tr to deep 
training records in order & prepare training procedure! 
JENKINS.O R Region. 2, Atlanta. Fuel Foe i 1 i ti) h Materials Safety 
Branch ANDREWS, D L , PERROTTI. D J Region 2, Atlanta, Offic* of 
the Director 80/04/24 13pp 

B0063O033B Forwards investigation results In reipanse to IE Bulletin 
80-06 Si;* mods, design changes & other posviblo action* will 
b> provided in monthly progress repts beginning 300710 
Ravieui mill be completed by BO! 101 
CROSS, J U Tennsiee vallay Auttldrlty 60/04/13 Gpp 

R periodic operating reporta fc related correspondence 

B006 170501 Forwards monthly operating repti far Kay 1*5 BO 
ABERCROMBIE.H T(nn*ssre Valley Authority 80/06/10 Ip 

B006170SO7 Monthly operating repti for May 19BO 
Tennessee Valley Authority BO/0&/O1 32 pp 
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S Reportable occurrences, LEF!s i, related correspondence 

8006060309 Forwards LER BO-O17/03L-0 

CALHOUH. J R Tennessee valley Authority BO/06/02 Ip 

--6006060323 LER 8Q-017/03L-0 on 800404, after running 31 4 i 1 c 3 S, 4, 
l"*t paoo of SI uas missing Last page had not been porformed 
3 of last 4 tnonths, so one Fire protection lone not tested 
month 1 1/ Caused by misplacement Pane replaced 
Tonneisee Valley Authority 60/O6/O2 Spp 

B006iI0104 Forwards LER BO-O12/O3L-0 

CALHDU^.JR Tennessee Valley Authority QO/06/06 Ip 

9006110124 LER SO-012/03L-0 on BOOS09, uih 1 1 e performing 81 4 2 A-3.LI3- 
3-56a suittch 3 fc LIS-3-9ib switch 2 failed to operate Caused 
by stuck lulfcch contacts BID itch contacts cleaned & chocked 
for proper setpoint 
* Tennessee Valley Authority 80VQ6/O6 2pp 



BOO6200024 Final Part 21 rep-6 re mined heat of steal supplied 
Steel fpom uihich 4-ineh elbows i< 2-inch tees were mfg to 
A234WPJ) requirement Investigations conducted & closed at 



ty US 



46 liststf facilitiei 

SEAYiJ L Cliemeron Corp 



tube Turn* Div BO/Ofi/Oi 3pp 



DOCKET 50-298 COOPEft NUCLEAR STATION 

F Security, medical, emtngencij * fire oiotection plans 

9006090467 Forwards proposeiJ rule entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 79OIO1 " Dula 
adds neuj Section 50 flB t, App H to 10CFR5O t- is expected 
to be published in FR by end ot May 
EISENHUt.D Division of Licensing BO/O5/19 46pp 

E00613QQ63 Forwards revised Pages 1-14 t item Page 1 4a for proposed 
rule 1CCFRSO "Fire Protection Progtam for Nuclear Power 
Plants Operating Prior to 790101." transmitted by NRC B00519 
1 tr Page 14a not end 
EIBENHUT.D Division of Licensing BO/05/22 73pp 

B0060903I9 Forwards revised pages to safeguards contingency plan. 
Revision 1 Revision withheld fref 10CFR2 790) 
P1LANT.J H [Jebrasta Public Power District BO/O5/30 Ip 

BOOil 10251 Forward! aild 1 info rf guard training t> qualification plan in 
response to NRG BO0434 Itr Info withheld (ref 10CFR2 790) 
P1LANT.JI1 Nebraska Public Power District BO/OA/05 ip 

P Operating license stage documents 4 correspondence 



BOO6170581 Forwards LER 90-014/O3L-0 

CALHQUN.J R Tennenee Valley Authority 



QOOA170592 LER BO-OI 4/03L-0 on 800513. flu? i ng normal operation, reactor 
core Isolation cooling tripped on overtpeed due to loss of 
peed control Caused by diode in EOM boi failure due to 
tnd of lift EQM bon replaced 4i callbr 
Ttnniss*e Valley Authority 80/Ot/lO 2pp 



9006170504 Foruiards LER BO-015/O3L-0 

CALHQUN.J R Tennessee Vallen Authority 



8QQM70S12 LER BO-013/03L-0 on 300512,311 RHR pump cooling water flow 
tfttermineil inadequate per T5 3 3 B 1(2) t 3 3 DB 5 Caused in 
apparent restriction in cooling uatcr p if ins Eichangar 
rmovd ti fluihcd 

* Tenneiiec Valley Autharit-j SO/06/1O Spp 

8006170603 Forwards LER- BO-O16/03L-0 

CALHDUN.J R Tennessee Valley Authority BQ/O4/1I Ip 

QOD6170&14 LER aO-Oli/D3L-0 on BOOS1 3, Pol low! ng completion of Plow test 
on diescl generator heat oichanger 3BjCOO|tng uiter found 
inadequate per Tech Spc 3302 Apparently ceutod b"j 
reitrlctlon in cooling uater piping Mater llnei flushed 

* T*nn*lBB Valley Authority BO/06/11 Spp 



SOOoiaOSOP Foruiards LER QO-OI3/03L-O 

C/iLHQUN.J Fl Tennet*e V^lleg Authority 



60/06/12 Ip 



B006180SSO LER 90-O13/03L-0 on B00517, LlS-3-5i,H quitch 3 failed to 
operate Caute attributed to stuck -switch eontact*. Laf 
iiuttthst Iniitfe level indicating switch replaced & checked 
for proper fetpoint It repeatability 
TtTiiifEiaB Valley Authority BO^Oo/12 2PP 



8004240499 Forward* LER BO-01B/03L-0 

CALHOUNiO R TnnBsie Valley Authority 



80/04./17 Ip 



--B006240309 LER BO-Oia/03L~0 on BQ0511, reactor low pressure switch 
PB-3-74B SW I, f fitnt out of tolerance Caused by instrument 
sttpoint drift BaTto-n 26s pressure iwitch inspected, recallbr 
It Punc t i an 1 i y tested far repeatabi 1 1 ttj 
Tinncssee Valley Authority 80/OA/17 2pp 



DOCKET SO-277 NORTH CAROLINA STATE UNIV PULBTAR REACTOR 
F Security, medical, emergency & fire protection plans 

8006110367 Ack receipt of NRC S00319 Itr ve physical protottlon 
riquirements Phuilcal seetirity plan auomitted J. ImpUmented 
In 1974, achieves objective! of 10CFR73 67 I a), Ib ) i (c ) j ( F) ti 
(g I, therefore neui plan {i not nee*ssary 
DRAY, T C. North Carolina State Univ 90/06/04 Ip 



B006090165 Forwards add! TM1-2 related requirements to operating 
reactors Licenieee. i-equ IT ements for Till Action Plan include 
shift manning. 1 icensi ng eiomt t licensee d issominat 1 on 
of operating experiences Response requested within 30 days 
EISENHUT,!) G Division of Licensing 80/05/07 ISOpp 

aOOA030514 Summary of 800422-23 meeting w/Mork I ouiners group in San 
Jose. CA re confirmatory analysis S testing programs 
concerning Mark 1 contnuimcnt lopig-term program 
GRIMES. C 1 Assistant Director for Plant Systems E10/05/O9 Bpp 

900A130122 Henueats comments on NUREG-0577, "Potential for Lou Fracture 
Toughness ft Lamellar Tearing on PUR Bteam Generator tr 
Reactor Coolant Pump Support* " Proposed review procedure ( 
impl ementation schedule encl 
EI8ENHIJT,D Division of Licensing BO/05/19 72pp 

B006030461 Responds to NRC BO0410 Itr requesting amend to radiological 
Tech Specs to clarify meaning of term operable Previous 
discussions ui/IE inspector concluded spec contain* adequate 
clarification fr no addl revision is necessary 
PJLANT. J M Nebraska Public Power District BO/05/30 Ip 

00061 10073- Discusses effect of <lc power supply failure on ECCS 
performance Forwards listing of ECCS sys available u/ 
varinut single failures Loss of equipment due to water 
spillage has been satisfactorily addressed 
P1LANT.J M Nebraska Public Power District BO/06/03 3pp 

B0063006O'! Ltr to all OUR licensees forwarding "For Comment" edition 
of NUREG-OM?. "BWfi Feodmatnr Nojile ? Control Rod Drive 
Return Line Noiile Cracking " Comments will be evaluated by 
NRC prior to final implementation M/o encl 
EIBENHUT.D Division of Licensing BO/06/05 22pp 

00042^0300 Advises that utll Intends to respond to 800507 request re 
THI-a requirements within schedule Util presently evaluating 
alternatives within frameuarl of QC BWR owners group 
PILANT,J M Nebraska Public Power District (30/06/18 app 

6006830)542 Requests e>pcditious deletion o-f Tech Spec 2 1 1/3 1 1 re 
mat cliange of temp across condenser as indicated on enc 1 
revised pages Class 2 tee encl 
PILANT, J M Nebraska public Pounr District 80/06/20 3pp 

G0062305'16 Deletes Tech S(ie-c S 1 1/3 1 1 re mai change of temp acron 
con-denier 
* Nebraska Public Power District BO/06/20 Spp 

Inspection reports* IF Ilulletlns i correspondence 

B006030919 Foruiai-ds IF Insp Kept 80-998/80-04 on 800311-13 & 24-27 No 
noncompl lance noted 

MflDSEN, G L Region 4^ Dallas-. Rtattop Operations Nuclear Support 
Branch BO/04/1B 2pp 

B00fi030334 IE Insp Kept 30-29B/SO-04 on 800311-13 tt 24-S7 No 
noncompl lance noted Major areas Inspected OA program. GE type 
8DM control tuitch problem 4, refueling activities 

WEsrERMAN.T F . CONSTABLE, L . DEAN, S R Region 4, Dallas, Office 
of the Director 8O/04/I7 Spp 
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800620O115 Forwards IE Circular 00-08, "RWR Tech Spec Inconsistency - 
Reactor Protection Sys Response Tine " No written response 
re^un ad 

SEYFRIT.K U Region 4, Dallas, Office of the Director 00/01/13 
IP 



800 63 DO 4 52 Forwards addl info re design of fined water suppresiion syi, 
fire hydrant insps i control room light fixtures for fire 
protection safety evaluation Notification requested by 
a007ia, if design mods are required 
FAY.C U Wisconsin Electric Pouier Co 60/06/23 IBpp 



0006020130 Forwards IE Insp Rept 50-298/79-18 on 791203 
No noncomp 1 lane e noted 

BROWN. G I) Region 4. Dallas, Fuel Facility & Materials Safety 
Branch BO/04/30 2pp 

B006O20135 IE Insp Rept 50-393/79-10 an 791203 No noncompl iance noted 

Major areas inspected regulat ions, instruc t lona t, operating 

procedures, tra I nl ng i audit program 

BROWN.O D Region 4, Dallas, Fuel Facility t> Material* Safety 

Branch HARRISON, H C Region 4, Dallas, Office of the Director 
80/04/33 3pp 

8006040046 Responds to If Bulletin 80-07, "BUR Jet Pump Assembly 
Failure ' Confirms 8QO5O3 fcelcon reporting completion of 
ultrasonic tests No ci'acfc indications cuere found 
PILANT, J M Nebraska Public Power District 80/03/09 Ip 

8006190204 Forwards IE Insp Rept 50-293/80-06 on 800408-11,81-23 t 
29-3O No noncomp 1 ianc e noted 

MADSEN.G L Region 4, Dallas. Read-or Operations Nuclear Support 
Branch BO/05/07 2pp 

-B006190B09 IE Insp liept SO-290/BQ-Oc, oil 800403-11,21-23 & 29-30 No 

noncomp 1 iance noted Major areas inspected OA,calibr, 

inservice insp procedures t IE Bulletin 79-Q1B 

WESTERKAN, T F , SPANGLER.R , CONSTABLE!, G L flog ion 4, Dallas. 

Office of the Directoi BO/05/06 Spp 

0006060597 Forwards IE Bulletin 8O-11, "Masonry Mail Design " Requires 
action & written response IE Info Notice 79-20, 
"Overloading of Structural Elements Due lo Pipe Support 
Loads" end 
SEYFR1T, K V Region 4, Dallas, Office of the Director 80/09/OB 



8006040387 Forwards IE Bullotin BO-I2. "Decay Heat Removal Sys 
Operabillty " No written response required 1C Info Notice 
8O-20, "Loss of Decay Heat Removal Capability at Davis-Cease 
Unit 1 While in Refueling Mode" encl 

SEYFRIT.K V Region -I, Dallas, Office of the Director BO/03/09 
lp 

6006160164 DISCUSSOB violation noted in IE Insp Repts 90-298/79-20 J. 
90-290/80-05 Package ( vehicle not identical except in case 
of bulk shipments of low specific activity radioactive 
matin Citation appropriate Corrective actions requested 
SNIEZEK.J H Division of Fuel Facility t> Materials Safely 
BO/05/30 2pp 



R Periodic operating reports & related correspondence 



0006070322 Forwards monthly operating rapt far Hay 1980 

LESSOR, LC Nebraska Public Pauer District 80/06/02 lp 



3006090333 Monthly operating rejit for May 19BO 

HALLINGCR.P L Nebraska Public Power District 80/06/02 4pp 



P Operating license stage documents 4. correspondence 

S00609O165 Forwards add! TMI-2 related requirements to operating 
reactors Licensees requirements for TMI Action Plan include 
shift manning, 1 icensing eiams i licensee dissemination 
of operating experiences Response requested uiithin 30 days 
EISENHUT.DG Division of Licensing 80/05/07 ISOpp 

8006040060 Notifies that facility u>i 1 1 use Chem Nuclear, Inc Model CNB 
6-80-2 radioactive shipping cask for delivery of matls to 
carrier 
FAV.C W Wisconsin Electric Power Co BO/05/14 lp 

B00613O122 Requests comments on NUREO-0577, "Potential for Lou Fracture 
Toughness ( Lamellar Tearing on PWR Steam Oenerator i 
Reactor Coolant Pump Supports " Proposed review procedure & 
implementation schedule encl 
EIBENUUT. D G Division of Licensing 80/05/19 73pp 

8006170244 Forwards Amends 43 t 50 to Licenses DPR-24 ti DPR-27, 
respectively, safety evaluation If notice of issuance & 
availability 
CLARK, R A Operating Reactors Branch 3 BO/09/20 3pp 

8006170249 Amends 49 k 50 to Licenses DPR-24 & DPfl-27, repecti vely, 
incorporating Tech Specs contained in Apps A d B in license 
Amends add limiting conditions for operation fc surveillance 
requirements for low temp mitigating sys 
CLARKiR A Operating Reactors Branch 3 BO/05/20 36pp 

8006170253 Safety evaluation supporting Amends 45 d 50 to Licenses 
DPR-2'I L DPR-27, respectively 

* Of Pico of Nuclear Reactor Regulation. Director 80/03/80 
12pp 

8006170256 Notice of issuance ii availability of Amend* 49 - SO to 
Licenses DPR-24 & DPR-27, respect! vely 
CLARK, R A Operating Reactors Branch 3 BO/03/20 Spp 

B006130037 Forwards safety evaluation supporting design aspects of 
containment purge valve isolation override t, other 
engineered safety feature actuation slgnalt cicept radiation 
monitors which initiate containment purge isolation 
CLARK, R A Operating Reactors Branch 3 SO/OS/22 2pp 

8006130039 Safety evaluation supporting deiign aipecti of contiinmint 
purge valve Isolation ovorride t other engineered safety 
feature actuation signals except radiation monitors which 
Initiate containment purge isolation 
Operating Reactors Branch 3 80/09/33 lp 

BO06130040 "Technical Evaluation of Electrical Instrumenttion b 
Control Design Aspects of Override Containment Purge Valve 
Isolation t Other Engineered Bafety Feature Signals for 
Point Beach Nuclear Power Statl on, Unl ts 1 b 2 " 
HACKETT.D B EGtQ. Inc FIN A-0231 EOU1183-4139 79/09/30 
16pp 



DOCKET 50-301 POINT BEACH NUCLEAR PLANT, UNIT 2 

F Security, medical, emergency & fire protection plans 

6006030177 Notifies that neu telephone sys called Health Physics 
Network (HPN> has been installed at site &ys intended for 
use during emergencies to link all pouor plants tt NRC 
Emergency Notification Sys hotline will also be used 
KEPPLER.d G Region 3, Chicago, Office of tho Director 00/04/18 



B006030344 Forwards description of proposed modi to Instrument but 
pouvr suppllBSiin response to NRC BQ0421 Itr Mods ulll be 
completed by 810101 Diagram of proposed supply sys to white 
V yellou instrument busses encl 
FAY,C H Wisconsin Electric Poiuer Co BO/OS/29 4pp 

9006110129 Advises that util is forward ing, tinder separate cover, lit 
of piping It instrumentation diagrams for plant Listing 
of diagrams also forwarded u/package 
FAY, C W Wisconsin Electric Power Co BO/06/04 lp 



B0060904B7 Forwards proposed rule entitled, "Fire Protection Program 
for Nuclear Pnuier Plants Operating Prior to 790101 " Rule 
adds new Section SO 48 & App R to 10CFR50 d Is expected 
to be published in TR by end of May 
EISENHUT.D O Division of Licensing BO/OQ/19 46pp 



0006 120307 Discusses NURG/CR~12BO re pouier plant staffing Util his 
neither unlimited funding nor unlimited supply of people to 
implement sys which Navy has developed Lilts. TMI-related 
jtpects uhlch have been overlooked 
SUTTNER.T A Affiliation Unknown 80/06/05 6pp 



8006130063 Forwards revised Pages 1-14 fr new Page 14a for proposed 
rule 10CFR30 "Fire Protection Program for Nutlear Pouier 
Plants Operating Prior to 790101," transmitted by NRC 800919 
Itr Page 14a not encl 
EISENHUT.D Division of Licensing 8O/05/22 73pp 



8006180555 Withdraus B00514 request for NRG contractor to visit 
facility to perform interviews & other activities associated 
u/NRC contract Util BOOSE? 1 ti requested postponement or 
cancellation of visit due to high level of plant activities 
HEISHtfANiR F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch BO/06/09 lp 



DOCKETED ITEMS 



BOOilSOSSB Responds to 600514 request that NRG contractor be alloui*d 
to vilit facility to meet Hi/training staff t, teit emergency 
procedures fitnuestt postponement or cancellation of visit 
due to high level of activities at plant 
BUflETEIN!, 3 Wisconsin Electric Pouer Co BO/05/27 Sff 

0006300460 Forwards raipon-se to KHC 800507 Itr re five addl TMI-2 
related requirement* for operating reactors Asiumes that 
implementation of add 1 requirements uas not me-ant to impede 
completion of previous commitments 
FAY.C W Ulsconsin Electric Power Co 6Q/O6/11 Bpp 

Q Inspection report** IE Bulletin* S. correspondence 

B00fiia0374 Forward! IE Insp Rapti 5O-266/8O-07 t. 30-301/BO-06 an 
800flQ8-10 Mo noncorapl lance noterf 

DAVIS, A D Region 3. Chicago. Fuel Facility fc Materials Safety 
Branch BQ/O5/02 2pp 

BQ06iaOSBl EE Insp Repts SQ-266/BQ-07 t 80-301/80-06 on 000409-10 No 
noncompl lance noted Major areas inspected radiation 
protection program associated w/ref uel ing outage, ircl ud ins 
radiation protection procedure* I. training eiposure control 
MILLER.D E , LQvENDALE. P C Region 3, Chicago, Office of the 
Director FISHER. U U Region 3, Chicago. Fuel Facility i. 
Materiali Safetij Branch BO/04/2H 7pp 

SOQ620027S Forwards IE Insp Repls 5O-266/BO-O 1 ? I/ 30-301/30-00 on 
800310-14 A 0408 No noncomp I ianca notetf 

HEI&HHANrFl F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch BO/OS/16 2pp 



8 Importable occurrences. LERs J related correspondence 

B006090B32 Discusses review of BOO23B steam generatoi leak occurrence 
results of subsequent lirsp Concludes that generators 
adequately inspected fc are safe for continued operation 



afety evaluation enc 1 
PAHL1CKI.5 S Materials Engineering Br 



2pp 



6006090834 Safetij evaluation of steam generator tube degradation 
Generators adequately inspected t, reasonable assurance of 
continued safe operation eiists 
Materials Engineering Branch BO/05/23 I4pp 



V Operator Eiaminat ions 



BOOollO271 Requests concurrence that operating training program is 
equivalent to eitra man concept or background studies to 
justify arbitrary refiuiretnon t Reply requested by B007O1 
FAY, C U Wisconsin Electric Power Co QO/06/04 2pp 



DOCKET 50-302 CRYSTAL RIVER NUCLEAR PLANT- UNIT 3 

F Security, medical, emergency !< fire protection plan* 



Forwards proposed rule entitled. "Fire Protection Program 
for Nuclear Pouier Plants Operating Prior to 79O1Q1 " Rule 
add* neiu Bee 1 1 on 50 43 fr App R to IOCFR50 t, Is expected 
to be publnhed in TFi by end of May 
EISEMHUT, D G Division of Licensing BO/09/19 46pp 



--BQQ6SQQSBQ IE Imp Repts 50-246/80-0"? !< 30-301/00-08 on 80031O-14 (. 
0403 No noncomp I lane e noted Major area* Inspected plant 
procedure*, t operator training On 60 CM OB meeting uias held 
to revleu plant performance 

WARMICK.R F . SMITH, J D . REIMANN, F W Ftflglon 3, Chicago, Office- 
of the Dlrrctor 80/03/14 Bpp 

B0060SOO34 Forward! proprietary reipon*e to IE In*p Repts 50~36A/HO-0ii 
Si 50-301/80-03 Rivlilon to modified amended ncurity pl^n 
iuifchhl(< lrF 10CFRB 7-9OJ 

Mlsconiin Electric Pouier Co 80/05/89 2pp 



800il90fi50 Rupandi to IE Bulletin QO-09^ "Hijdrainotor Actuator 
Df le lenclei " No laf ty-re latad lyi or component Dies AH-70 
or NH-?0 nrlei h ittframotoi- actuator 
FAY, C W Mliconiin Elctric Power Co BOY05/29 lp 

60063002 i 2 Rcipands to IE Bulletin flO-12, "DCB"J Hut Removal Bg i 
Opsrablllttj " Plant deilgn doe* not provide for automatic 
actuation of ECCB raclrculation or autonatlc positioning of 
containment rtcirtulat ion aumy valvei 
FttY< C W Uliconffn Electric Pouer Co 80/06/03, Qpp, 



0006130063 Forwards revised Pages 1-14 i neiu Page Ifla for proposed 
rule- 10CFR50 "Fire Protection Program for Nuclear Pouer 
Plants Operating Prior to 79O1O1." transmitted by NRC 800519 
Itr Page 11^ not end 
EI8ENHUT, D Division of Licencing BO/05/23 73pp 

3006020159 Advltes of eiteniion until 800001 for deployment of 
emrsncy responie TL&s.per B003O7 draft emergency plan 
Sites are being surveyed for proper location of deployment 
DRI&HTpR M Florida Power Corp BO/03/3B 2pp 

B00609032A Hequesti that response to IJRC 800S22 Itr re safeguards 
contingency plan.fae provided by 000630 

W Operating Reactors Branch 4 00/05/29 2pp 



8006180531 Advises that fire protection program mods will not be 
completed bij Oct 19BOi flue tn NRC delay in responding to util 
791206 Ik HOO113 subnlttals on safety evaluation Items 
BllIOHr.il M Florida Pouier Corp 80/06/11 3pp 



H Oeneral corr esponrtent o 



Foru-arrfs reiponla to NRC request For info re facility Mar 
1780 Bififi/ current insp Info provided re number of eddy 
current Indications recorded in Steam Generator A t B hot 
ligi 1 distribution by slm S height above tubeiheet 
FAV.C.M WlscpnsJn Electric Pouer Ca BO/06/0* 3pp 

3006200541 Ach receipt of BOO 539 Itr informing NRC of itepi taten to 

correct violations noted in IE Imp Repl* 80-346/00-06. 6 

30-301 /80-OS 

HIHD, J A Riglon 3, Chicago. 3aPeouari!t Branch BO/06/10 lp 



B00627QOBB RetpondB to BOO509 Itr requesting response to F Robinson 
questions abuut impact oi 800226 accident on environ 
Facility ulll not bo authorlicd to restart until post- 
accident remedial actions are satisfactorily completed 
D1RCK8.U J Office of the Eiecutive Director for Operation* 
BO/06/10 If 

0004270073 Renucsts response to encl F Robinson inquiry re impact of 
BO 0226 accident an environ 
STONE. R tertate 00/09/0 1 ?, App 



B006200547 Responds to NRC 800502 Itr re violation* noted in IE Insp 
Kept* &0-266/aO-Oi (< 90-301/80-05 Corrective actloni 
utthntld (ref 10CFR2 770) 
BURSTEIU.S Hisconsln Electric Power Co BO/OS/29 lp 



BOQ6a70"113 Addl response to FOIA request for 22 categories of docunenlt 
re facility NUREG-O923i "Safeguards Summary Event List. 
Revision 1." is available in PDR 
FELTON, J 11 Diviiion of Rules and Records BO/06/30 lp 



0006230030 Foruarda IE Inso Repts 50-266/BO-OB i, 50-301/60-07 on 
600319-23 No noncomp Han<e noted 
H1WO, J A Re j ion 3. Chicago, Safeguards Branch 00/06/10 Zpp 

--B006230043 IE Imp RepEs 50-266/80-OB & B 0-3 01 /BO -07 on BOOSlfl-23 No 
noncopiplance noted Major areas Inipected matl control fc 
accountabil 1 ti|i origan iiationi measurement t c ontroh torg 
4 Inventory Ript details uithAtld <ref 10CFR2 770) 
HIND.J.A Region 3. Chicaao, Sa Fa guards Branch FINLEV.AO. 
PATTERSON, J P Rvglon 3. Chicago. (Jffict of thi Direetoc 
60/06/10 If 

R Ptriodlc operating riports i related correspondence 



I Financial information 



DOOS40il95 Forwards Internal cash floy pi ejection for yr ending 7'71231. 

to satisfy req.ulrenients of IOCFR140 21 Confirmation 
requested 

LOADER. J Fiorina Poiuer Corp 80/06/20 2pp 



Insurance 5. indemnity Inf armat ion 



a0061o0019 Forwards Endorsement 42 to AMI Policy NF-19S 

FIELDERhJ Marah I* McLennanj Inc, , M ti. M Nuclear Consultants, Inc 
DJV 00/Oi/O-? 2pp 



8O04I70473 Forwards: monthly op rr* tins rept for May I9flo 
FAY.C H Miseonsin Electric Pouier Co 60/06/10 lp 



DOCKETED ITEMS 
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K Utility Final Safety Analysis Report (FSAR) t. amend! 



8006190511 Forwards proposed revised pages to FBAR re on-job 
training for licensed operators ii backup licensees 
Changes to F9AR will be made by amend at later date 



BAYNARD.P V Florida Power Corp 



Spp 



P QjjaratLno license stage documents * correspondence 



eOQ(.O5O539 Forwards utili schedules far response to NRC 771121 Itr re 
C Mlchaelson concerns an small break LOCAs 
CAPRA.fi TttI-2 Bulletins ', Oiders /9/I2/10 lp 



BOQ617G48a Forwards ro-sponio to NRC question's an analysis in BAM-tfi07 
startup phusici test program 
BRIGHT, R II Florida Pouier Corp 80/06/13 6pp 

8006300594 Advises that evaluation transmi tted B00602 to Oft of 
Nuclear Reactor Regulation requires Class III tea Necessary 
adjustments mill be made after final revieu 
DIDOS.R H License Ffe Management Branch BO/06/1B lp 

6006230403 Requests e. tension until 000721 to commit to TMI-E rtUted 
retirements I schedule Implementation per DO Ei**n!iut 
B00307 Hr 
BAYNARD.P Y Florida Pouer Corp 60/06/1-? 2pp 



BQ06Od02B3 Forwards documents for ftunlia 
auxiliary faeduater reliability analyst 
plants U/o enc 1 s 
CAPRA.R A Light Watei Reactors Branch 3 



Sijs Branch review of 
for IU.U operating 



3pp 



3006270EB3 Forwards Tech Spec Change Request 5S. Revision 1, for License 
DPR-72 Proposed Tech Specs revile organiiation For mgt t 
technical support & coirects orFaite nrganiiation chart 
Certificate of Svc end 
DR!GHT,R 11 Florida Power Corp BO/04/23 4pp 

80041270347 Revised Tech Specs for administrative controls 
* Florida Pouer Corp 80/04/23 8pp 



8006240336 Forwards response to Questions U, lb,ld & If at NRC BOQ2S? 
Itr requesting addl info re containment purpe t< vent *l| 
Responses to Questions |c d le til ill be submitted by B00713 
Certificate of Svc encl 
BAYNARD.P V Florida Pouer Corp BO/Oi/20 4pp 



Q Inspection reports.- IE Bulletins Si correspondent! 



B006060S61 Responds to NRC 800328 Itr re violation* noted in IE Imp 
Rept SO~3Qa/79-S9 C-orrec ttve action* strengthening of Ono-d 
Housekeep ing Procedure AI-1000 through Indoctrination 
>* security training sessions 
HANCOCK, J A Florida Pouier Corp 30/04/17 3pp 



H 0062 703 5 3 Application for Tech Spec Change Request 55. Revision 1 for 
LSconse DPR-72 re administrative controls 

* Florida Power Corp BO/04/23 2pp 

3004090165 Forwards addl THI-H related lequiroments to Operating 
reactors Licensees requirements for TM1 Action Plan include 
shift manning, 1 1 c ens ing eiams I licensee dissemination 
of operating eiperionces Response requested within 30 days 
EISENHUr.D Division of Licensing 80/05/07 ISOpp 

a00613O122 Requests comment! on NURG-057/i "Potential for Low Fracture 
Toughness It Lamellar Tearing en pun Steam generator b 
Reactor Coolant Pump Supports " Proposed review procedure fr 
Implementation schedule encl 
EI8ENHUT.D Q Division of Licensing 80/03/19 72pp 

B00603O323 Forwards "Design Review of Plant Shielding k Environ 
Qualification oF Equipment for Bpaces/Si|s Which Maij Be Used 
in Post-Accident Operations Outside Containment at Crystal 
River Unit 3 Nuclear Generating Station." Revision 1 
BRIGHT, R II Florida Pouor Corp BO/06/01 2pp 

B006O30326 "Design Review of Plant Shielding & Environ Qualification of 
Equipment tor Spaces/By: Uhlch Maij De Used in Post-Accident 
Operations Outside Containment at Crystal River Unit 3 
Nuclear Generating Station," Revision 1 

* 01 Ibert /Commonweal th Cos 60/O5/3I 33pp 

800606O354 Forward* "Evaluation of Steam tine Break Consequences 
Associated ui/Removal of Rupture Katrii Signals from 
Emergency Feedwater Valves " Rep t fulfills commitment of 
Item 91 In Encl B of B00303 submlttal 
BftVNARD.P Y Florida Pouier Corp BO/06/02 2pp 

B-OOtOi03S3 "Evaluation of Steam Line Break Consequences Associated 
uj/ftemoval of Rupture Matrii Signals from Emergency 
FeeduatBr Valves " 
Florida Pouer Cnrp BO/OS/23 12pp 



Forwards amend to BAU-1&07., "Cruslral Rivir Unit 3 CYC Is 3 
Reload Rept." Revision I Certificate of Svc encl 
Y Florida Power Corp CO/06/06 flpp 



0006110085 Amenil to "Crystal River Unit 3 Cycli 3 Rtload Rpt. " 
Re /Ision 1 

BAKER, H A Babcock '-. WiUoi Co , Nuclear Material Div BAH-1O67 
BO/OS/30 llpp 



8006060564 Forwards IE Insp Rept 90-302/79-99 on 791210-14 nit notice 
of violation 

LEW 1 8, R C Region 2, Atlanta. Reactor Construction It Engineering 
Support Branch 90/03/28 2pp 

--9006060566 Notice of violation from insp an 791210-14 

Region 3. Atlanta. Office of the Director 60/03/29, lp 

B0060605iB IE Insp Rept 30-302/79-55 on 7912IO-M Nontflmpl iinci not.d 
Improper housekeeping, cleanliness t> radiation control 
practices 
QUICK, D R neglan 3. Atlanta, Office of thl Director r1ARTIN.lt D 

Region 2, Atlanta. Realtor Operation* Muclcar Support Branch 
BO/03/2B 4pp 

BOD6170760 Ritponifi to NRC 600329 Itr re violations nottiT In IE I nip 
Rtpt 30-302/60-14 Corrective actions (mergency pl*n revlvutd 
If imergency plan roster & notification procedure updated 
MOQrtE.G C Florida Pouer Corp BO/04/ IS 3pp 

B006I70762 Foruardl. IE Imp 30-302/00-14 on 300224-0307 & notice of 
violation 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
80/03/3B 2pp 

B006170765 Notice of violation from imp on 800226-0307 

* Region 2, Atlanta, Reactor Operations Nucltar Support Branch 
80/03/27 lp 

8006170767 IE Imp Rept 50-30H/QO-14 on 800336-0307 NonconpHatu* 
noted failure to notify state govt of Clan B enirgencg via 
nitl warning tyi ti failure ta Hit teliphent nirnbir of J lant 
manager an emergency rotter 

MARTIN, R D Rigian 2. AtUnt*, Riactor Operations Nucleir Support 
Branch BO/03/27 143jp 

B00603007H Forwards IE In*f Rept 30-3Q2/BO-I7 on BO0319-21 1c H5-28 No 
noncompllanc* noted 

MURPHY- C,E Region 2, Atlanta, Reactor Construction It Engin*ring 
Support Branch. BO/04/21 2pp. 

800603QOB3 IE Insp R*pt 3O-302/BO-17 on B00317-S1 t SS-fiB No 
noncompllance noted Major areas inspected inservlce intp 
program, procedureijuorV l< compliance u/IE Bulletin 79-17. 
HERDTiA ft Region 2, Atlanta, Reactor Construction b Englnierlng 
Support Brtnch, ECONDMaB,N, Riglan 2. Atlanta, Office of the 
Director BO/04/ 16 6pp 



8006170791 Partial response to FOIA request for 22 categorits of 
documents re facllltij Foruai ils rtpp A fc B documents Portion* 
of App A Documents >/ names of Individuals exposed to 
radiation withheld (ref FOIA Exmptlons 4 (. 61 N/o tncls. 
FELTON, J M .Division of Rules Jind Records BO/06/11. Spp 

B00fa300444 Forwards draft NHC licensing position, "Safety 
Cotii ideratjons for Temporary On i ta Storage," used In 
evaluating tow level uiaste atorflj* criteria fieituesti revleu) 
far ansite storage additions in monthly operating repti 
REID,R U Operating Reactors Branch 4 BO/06/1B lOpp 



QOD6190S62 Forwards IE Imp Rept 50-303/60-21 on a 00423-25, Mo 
noncampliance noted 

MURPHY, C E Region 2, Atlanta, Reactor Construction k Englntrlng 
Support Branch 80/03/05 Spp 

B006190268 IE Intp Rept 90-302/80-91 on 600433-23 No nonconplia.nct 
noted M*jor areai Inspected installed tquipnent per IE 
Bulletin 79-OIB 

CONLDN-T E Region B, Atlanta, Reactor Contbrucllon Ic EngintcTlng 
Support Branch RUF-F, A B Region S, Atlanta, Office of th* 
Director BO/03/09 3pp 
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aOO&200519 Forwards 3E Insp Rept 50-302/90-18 on 900331-0411 No 
none amp 1 lance noted 

LEHI9.R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch BO/05/07 2pp 

8004200525 IE Insp Rept 50-302/90-10 on 800331-0411 No noiuompl lance 
noted Major areas inspected previous Insp findings, fuel 
receipt, refueling? ac t ivi t f ai , main t activities b IE Bulletin 
79-01B 

MABTIN.Jt D Region 3, Atlanta, Heactor Operations Nuclear Support 
Branch, DQNAT. T J Region 2. Atlanta, Office at the Director 
BO/OS/O7 App 

8006060535 Forwards IE Bulletin 60-11, "Masonry Wall Design " Require! 
action tt written response IE Info Notice 79-SB, 
"Overloading af Structural' Elements Due to Pipe Support 
Loads" ere 1 

Q'REILUY.J P Region 2, Atlanta, Office of the Director 80/03/OB 
2PP 

SOO&050287 Forwards IE Bulletin BO-12. "Oecag Heat Removal Sgi 
Operibilitv " Requires action & response uiithin 30 day* 
IE Info Notice 60-20, "Los-i of Decay Heat Removal Capability 
at Davls-Besse Unit 1 Whit* In Refueling Matt" end 
O'REILLY, J P Region 3, Atlanta, Office of the Director BO/05/09 
20 p 

&006300O33 Forwards IE Circular 80-11. ''Emergency Diesel Oenerator Lube 
Oil Cooler Failures " No written response. required 
O'REILLY, J P Region 2, Atlanta, Office of the Dirsctor BO/05/13 



aOO&H60017 Forwards IE Jnsp Rept 50-302/BQ-aQ on 600414-19 No 
nancomp 1 lance noted 

LEWIS, A C Region 2, Atlanta. Reactor Operation! Nuclear Support 
Branch 80/05/15 2pp 

B006260O33 IE Ins P Rept 90-302/SO-SO on 000414-19 No noncompl l*nc 

notid Major areas Inspected refueling Jc f ol lowup on II conn* 
identified items 

QUICK, D , STETKA T Region 2, Atlanta, Office of the Director 
MARTIN, H Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 80/05/19 ipp 

S004B5Q073 Forward! IE Insp Rept 50-3Q3fBO-SZ on B0042B-05Q2 No 
noncoiitjjl ince noted 

LEMIBiR C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch BQ/05/lfc 2pp 

-B0042S0070 IE Insp R*pfc 50-302/BO-22 on 000433-0302 No nun compliance 

noted Major areas inspected refue 1 i ng> survat 1 lince 

activities t IE Bulletin 79-2.1 

UPRIQHT.C H Region 3. Atlanta. Reactor Operations Niieltar Support 

Branch. BURNETT, P T Region 2, Atlanta. Off Us of the Director 

QO/09/IA 4pp 

QOO&020403 Foruarili supplemental recponie to violation noted In IE 
Insp Kept 50 -302 /GO- I 3 Util 90O303 memo diitrlbuttd to 
all plant personnel r*-emphal led intent of temporary 
procedure change 4 limit* to change 
HANCOCtt,J A. Florida Pouer Corp QO/05/27 3pp 

9006190681 Ach receipt of BOO'506 Itr Informing NRC of step* taktn to 
correct violation! noted in IE Insp Rtpt 5D-302/BO-1S 
STOHR.J P Region 2. Atlanta, Fuel F*ciUtg i Materials Safitg 
Brunch. 80/05/29. Ip 

8006190483 Rponds to NRC B00419 Itr re violations noted in IE Insp 

Rept 50-302/90~19 Corri-t 1 1 vu actions periqnml operating 
launifrg reminded of inparlance of procedural adherence 
Laundry lurvpij reiiuirenant-s poitetf in launifrt| *rea 
HANCOCK. J A Florida Power Corp BO/OB/06. 2pp. 

H0t>6l906a7 Forwards IE Imp Rspt 50-302/BO-15 on Q003 IB -21 b notice of 

Violation 

STOHR.J P fteoion, 3. Atlanta, Fuel Facility J. Material* 8f*t 

Branc4i BO/04/ 18 2pp 



Notice of violation from imp on BQQ31B-21 
Rejlon St Atlanta, Office of th* Director 80/04/17. 



IE Insp Rept 50-3O2/BO-13 on B0031B-21 Noncompt lame noted, 
contamination of protective clothing, readg for utai in eicetf 
of procedural limits 
eUALD.S C Region 2i Atlanta. Office of the Director QIBSQN'A F, 

Region 2, Atlanta, Fuel Facilitu & Hateriali Bafetg Branch 
BO/Oa/17 Iff 



S0061101B5 Forwards response to IE Bulletin 00-12- "Decag Heat Removal 
S(J5 Op erab 1 1 1 ty " Conduct of operationa has been revised to 
establish administrative controls to be followed prior to 
voluntarily entering dograded mode nf operation 
BRIGHT, F! 11 Floi-lda Power Corp 80/06/06 5pp 

B00ill0290 Forwards revised response to IE Bulletin 79-21. "Temp 
Effect? on LPVB 1 Measurements " Emergencij procedures being 
revised to alert operators, of possible erroneous level 
indication during post-ace idetit conditions 
DBIOHT.R M Florida Pouier Corp BO/O6/O6 2pp 

BOOo240S&6 Ack receipt of BD042'3 Itr re fceduatcr SUB melds FW-I30E, 
MK-124 to 135 '/ I1K-I3? to 133 Agrees u/proposal to monitor 
welds through normal inservicp insp program provided welds 
are scheduled for insp during early Insp period 

MUHPHV, C E Region 2. Atlanta Reactor Cnnsti uc 1 1 on E. Engineering 
Support Branch 80/O6/09 Ip 

BOOA240573 Rospon-ds to NRC concerns re Insp Follouup Item 79-25-01 
Results of supplemental insp of 16 uields disclosed no 
evidence of svc-related indication Proposes insps of welds 
FW-1303. hK-12'l to 135 t MK-I3S to 133 during inservice insp 
HANCOCK, J A riorida Pauer Corp 80/04/23 3pp 

e006170'13fa rtifvises eiben^ion until BO0711 is needed to complete 
response to IE Bulletin 00-05, "Va-cuum Condition Resulting 
In Damage to Chemical Vol Control Sus Holdup Tanks " 
BRIGHT, B M Florida Pouier Corp 80/06/11 3pp 

B006I704B* Desponds to items of noncomp 1 lane e In IE Insp flopt 50-302/ 
60-19 Correct ive actions nunutes of 11 nuclear general 
review committee meetings held during 197H microfilmed !< 
document control proijrain altered 
HANCOCK, J A Florida Punier Corp BO/Oi/11 3pp 

8006200357 Responds to IE Bulletin BO-OB, ">am of Containment Liner 
Penetration Melds " Ha "fluod head" designs or designs 
illustrated in A8ME Boiler - Pressure Vessel 1974 Code, 
Winter 1975 addenda, F 1 gure NE 1130-1 are uned 
OAYNARD.P Y Florida Pouer Corp 80/06/12 Ip 

&006300SSO Forwarif-s ro-sponse to IE Bulletin BO-06. "Engineered Safety 
Feature (fcSF) Reset Controls " Surveillance Procedure 
SP-417 has be?n modified to demonstrate that all equipment 
remains in emergency mode upon removal of actuating signal 
uAYNARD,F V Florida Poiuer Corp BO/06/12 13pp 

00 04330-185 Foruaids response to IE Bulletin BO-05, "Vacuum Condition 
Resulting In Damage to Chemical Vo 1 Control Bus Holdup 
Tanis " All SIJB revieiued to identiPg tanks which can receive 
primary water & to verify potential buckling problems 
BAYNARD, P Y Florida Pouer Corp BO/06/17 6pp 

0006300376 Forward* response to IE Bulletin BO-10, "Contamination of 
Wonradloar tive 3gs & Resulting Potential for Unmoni tored, 
Uncontrolled Release of Radioactivity to Environ " Secondary 
sy* leakage during revleu caused tome sys radioactivity 
BRIGHT, R M Florida Pouer Corp QO/Oi/25 4pp 

n Periodic operating reports & related correspondence 

9006110617 Forwards monthly operating rept for May 1980 
BAYNARD, P Y Florida Power Corp 00/06/10 Ip 

BOO&1906-21 Monthly operating rept for Kay 19QO 

CULVEfiiM H Florida Power Corp BO/O6/02 3pp 

3 Fleportabls occurrencejs. LERs I related correspondence 

B00617087S Foruards draft for use in responding to request for info 
re Feb 1900 accident 
[NORAM, F Office of Public Affairs 80/04/16 3pp, 

0006040343 PNQ-I I-BO-OBA on BOOS19. po tential leaks found on 24 control 
rod driveline motor tiroe to reactor vessel head flange 
connections Gaskets replaced Repair actions being evaluated 
Util will issue pr-ess release State of PL notified 
STETKA.T F , QUICK. D Region 2, Atlanta, Office of the Director 
BO/05/16 Ip 

B006040396 FNO-1 1-80-008 on SO0518, contami nated uelloui trash bag 
affined ui/radloac 1 1 ve sticker was found in wate lumber 
load Survaf revealed ten similar bags in dump Dags removed tt 
dump burning performed Investigation underway 

GIBSON, , JFNKINS.G Region 2, Atlanta, Office of the Director 
BO/05/19 IP 
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aOQ&050"IO6 PNO-II-80-OB9 on 900516, dur ing eiam of installed fuel 
holddoum springs w/television camera. one cracked spring on 
tital assembly identified Assemblies Hi/cracked fuel assembly 
holddoujn spi ings mill be replaced 

GRAHAM, M, J, . QUICK, D R Region 2, Atlanta, Office of the Director 
BO/05/19 lp 

BOO&O0034i PNO-n~BO-086A on 800530. str ipped threads t galled threads 
mere Identified an nut rings ill am uill determine galling 
eitant Corrective actions will eitend outage Util issued 
press release 

GRAHAM, M J . QUKA.D R Region 3, Atlanta. Office of the Director 
8O/O5/20 lp 



8006240446 Forwards LER 79-074/01T-1 

HANCOCK, J A Florida Pouer Corp BO/O6/20 



--8006240430 LER 79-074/01T-I on 790B17 & S3. reported that unplanned 
release of radioactive liquid uas discharged to settling 
pond, contrary to ETS Caused by procedural deficiency Liquid 
mas inadvertently released by sump pump automatic actuation 
LANCASTER.K F Florida Power Corp 80/06/18 2pp 



6006300398 For 
HANCOCK, J A 



ards supplemental LEH 79-O86/03L-1 
Florida Poiuer Corp BO/06/24 lp 



8006030303 Forwards LER BO--019/OI T-0 

HANCOCK. J A Florida Power Corp 80/09/39 IP 



BOQ6030304 LER 80-017/01T-0 on 800317, crac k indication discovered 
during Insp of fuel assembly NJOtBE upper end fitting 
holddown spring Investigation of cause underway When 
determined. rept u/corrective actions mill bo sent 
LANCASTER, K F Florida Power Corp BO/05/23 2pp 



8004030493 Forwards LER SO-02I/03L-0 

HANCOCK, J A Florida Pouer Corp BO/05/27 lp 



8006030500 LEU BO-021/03L-0 on SOOS06, duri ng inup of feedwater suiing- 
rfisi: chock valve FHV-45. valve hinge pin was discovered 
misting Caused by deficiency during initial assembly of 
valve by manufacturer Valve is being repaired 
LANCASTER, K F Florida Power Corp BO/05/23 2pp 



3006030505 Forwards LER BO-020/03L-0 

HANCOCK., J A Florida Power Corp 80/O5/H9 lp 



S0063Q0401 Supplemental LER 79-OB6/03L-1 on 790916, ctiann* 1 D reactor 
bldg high pressure blitable tripped Caused b<j corrosion 
buildup on reactor b!dg pressure suite h Switch uiai cleaned & 
returned to svc 
LANCASTER, K F Florida Power Corp BO/06/17 2pp 



DOCKET 50-304 ZION NUCLEAR POUER STATION, UNIT 2 

F Security, medical, emer genet) & fire pro tec t inn plant 

800612052B Requosti that FEHA review of state b local emergtncu plan 
be provided consistent w/encl schedule to avoid potential 
delays in licensing decisions 
AHEARNE.J F Commission SO/05/13 2pp 

B0060904B7 Forwards proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Ruli 
adds neu Section 5O 48 & App R to 10CFR50 k Is expected 
to be published in FR by end of May 
EISENHUT.D Division of Licensing BO/09/19 4c.pp 



BOO603C*50a LER QO-020/03L-0 on 800501 , dur ing review of surveillance 
proe eJuras, d Iscovered that proeedura for lueoVly battery 
checti SP-310 uias not performed for iiik of B00406 Causod by 
damaged hydromater used to perform Btirvel llance 
LANCASTER, K F Florida Power Corp BO/O5/23 2pp 

3004110123 Forwards deficiency rept re eitensive cracking in valve rflie 
guide on sii valvei 
HANCOCK, J A Florida Power Corp BO/05/30 lp 



B00il30063 Forwards reviled Pages 1-14 !< new Pg 14a for proposed 
rule 10CFR50 "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 79Q1O1, " transmitted by NftC B00519 
Itr Page 14a not encl 
ErSEWHUT.D Division of Licensing 60/03/33 73pp 

B00>120009 Advises that NRC review of S00324 safeguards contingincv 
plan Indicates need for addl revisions Specific comments 
withheld (ref 10CFR2 790) 
VAROA.S A Operating Reactors Branch I BO/05/H7 Epp 



aOOfcll-0134 Deficiency rept re eitensive cracking in valve disc guide 
on sic valves mfg by dresser Industries Corrective action is 
boing determined by manufacturer it will be accomplished 
prior to restart 
Florida Power Corp 80/05/30 lp 



BOO&090274 Forwards addl fire protection info as suppl to util B00430 
Ibr re tafa shutdown analysis bihlch takes plant to hot 
shutdown Addl info provides for taking plant to cold 
shutdown 
PEOPLES, D L Commonwealth Edison Co BO/OS/SB lp 



a006iaOO*?9 Comments on AO repb to Congress for first quarter CYSO 
Suggests change of wording re saltwater cooling igs pumpi 
M1CHEL80N.C Director's Office 90/06/04 lp 



B0061BOE93 Forwards Revision 1 to draft emrgnci| pl*n Emrgnei( plan 
station anna IB i also encl 
PEOPLES, D L CommanuiBalth Edison Co 80/06/04 Hpp 



BQQ62Q0638 Part SI rept revising B00530 rept re cracking of disc guides 
of sin main steam safety valves mfg by Dresser Industries 
Correct valve tijpe is 370711 Corrective action is being 
determined 
HANCOCK, J A Florida Pouer Corp 80/06/09 3pp 

3004110123 Forwards LGR BO-033/04L-0 

HANCOCK, J A Florida Power Corp, BO/06/Oi lp 

800C.11O140 LER BO-022/04L-0 on 900538, samp les not obtained for Apr from 
te-it uelli 1 fc 4 & pH results not reported for wastt water 
ponds, test well 5 t> discharge canal Caused by elimination of 
test well sites due to canal mod b loss of pH data 
LANCASTER, K F Florida Power Corp 80/05/30 2pp, 

800619059i Forwards LER BO-023/03L-0 

HANCOCK, J A Florida Power Corp BO/06/12 lp 

aOOi!9O403 LER 80-oa3/03l--0 on S00317, rad loactive matl in form of 
bagged contaminated uasbe K paly wrapped scrap lumbar- was 
taken to site dump Caused by apparent communication problem 
isEuiflen health physics personnel V bldg servicemen 
LANCASTER, K F Florida Power Corp 60/06/06 2pp 

8006240419 Forwards LER 80-024/04L-0 

HANCOCK, J A Fiorina Power Corp 80/06/19 lp, 

8006240426 LER BO-024/04L-0 on 600523, d i scovered that 1-131 charcoal 
cartridge for uk ending B0040I was Inadvertently discarded 
Cau*ed by personnel error Responsible personnel ursro 
instructed on proper procedures 
LANCASTER, K F Florida Pouier Corp 90/06/19 Hpp, 



-8006130340 Draft emergency plan annex 

Commonwealth Edison Co 90/07/31 37pp 



-8006180347 Revision 1 to draft emergency plan 
Commonuieatth Edison Co BO/07/31 139pp 



B006840490 Responds to NRC 800425,30,0501,0? tt 20 ]trs requesting addl 
Info re guard training d qualification plan* Requests that 
response submlttal date be extended to 000304 
PEOPLES, D L Commonwealth Edison Co BO/06/1B lp. 



Adjudicators correspondence 



B006Q&0236 Forwards util affidavits of TR Tramm ti RE Shannon 
describing planned minor changes in spent Fuel net 
replacement job procedures Changes relate to intirvenor 
argument on appeal Related correspondence 
STEPTOE.P Isham, Lincoln i. Beale HO/05/OS Spp 

B006060242 Affidavit recommendiiiB that penetrant test eams per encl 
Procedure NDT-D, or enuival ent, be substituted for ultrasonic 
teit exam technique in spent fuel pit corrosion 
survei llance program 
SHANNON,!! E Commonuaalth Edison Co BO/04/23 7pp 



-B 006 060243 "Liquid Penetranc Exam " 
Commonwealth Edison Co 7B/12/06, 



IBpp, 



-8006060246 Affidavit describing decontamination techniques that uill be 
employed In spent fuel replacement jobs to reduci total vol 
of raduaste matl 
TRAMM, T n Commonwealth Edison Co 90/05/09 Spp, 
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BQ0617Q2ia Brief in support of flSLO BOO?!-! initial decision authoriung 
installation of new racks, for uhich Intefvenor filed 15 
exceptions Intervene!- offered no reason to support alleged 
error in decision 

STEPTOE.P P . MILLER, II 1 Cottmonwea 1 th EdUon Co STEPTOEjP P 
IiHiam. Lincoln k Stale BO/O5/O3 44pp 

9006040357 Discusses C Ouigg 1 tr to tJRC requesting stay in proceeding 
TD proposed amend to increase sjenl fuel storage capacity 
Quigj assertions inaccurate ASLB Pound that adequate design 
b safety feature* preclude 1 osi-o F-uater accident 
STEPTDE.P P Isham. Lincoln 1 Seals 90/05/12 3pp 



Order for 800 7O I oral argument In NflC Public Hearing Room. 
Bethasda.ND One hour of argument 1 reb-uttal uilll be granted 
to *ach party 
OlSHK-.C J Atomic Safety and Licensing Appeal Pans! BQVQ9/23 



a 00 A 090493 Mo 1 1 1= i to tion of 800603 meeting u/util in Bethesa'a.MP to 

dlicuas filtered venled containment ays J> cor* retentton 
devices 
MEYER, J F fteac'-or Systems Branch BO/O5/27 3pp 

B00ili0057 forwards lavisetf Tech &poc Pages 94. 32Ba, 71, & HO issued u/ 
Amends S-l 31 to LicHnses DPR-3? & DPP.-4B, respac 1 1 ve ly 
VAHQAi 5 A Operating Reactors Branch 1 BO/O3/29 2pp 



Licenses D 
* Operati 



g React 



Pages 9-1, 32Ba, 7? * 80 t 
DPB-39. r espec lively 

ianch 1 QO/04/2B 



Bnds 91 (. 54 to 



flpp 



60060203-17 Update to 00043J application to amend Licenses DPR-3? I 
DPR-49, incorporating admin is Lrat i ve changes to App A, Tech 
Spec s 
NAUOHTON.ljr Commonwealth Edison Co SO/05/3O 3pp 



BOO61903IO Keipands ta 800305 abjection to scheduling most 11191 
Hash ingtoni DC area Meetings are occasionally held outside 
of Hashing ton, DC vicinity to allow person* living near 
plant* opportunity to attend 
EISENHUT,D S Division of Licensing aft/Ofi/02, 2pp. 



--30040203-19 Revised Pago 300 to rtpp A. Tech Specs 4 for administrative 
controls Allows either rad-ehem supervisor or lead health 
physicist to fulfill qualifications of radiation protection 
manager 
* Commonwealth Edison CD BO/05/30 2pp 



BOQ6E6O14I Ack receipt of B004I7 petition ree-ue*tinj NRG to suspend 
licence amend permitting reracfcing V compaction of facllitif 
fuel pool Petitioner has evidence from Salem Unit 2 
proceeding for rvieiu FR notice end 

DENTGN, H R Office of Muclear Reactor Regulation. Director 
QO/Oi/13 lp 

aQQ6St>Ql*t, FR nutico of request tar action under 10CFR2 30i re 
Pollution ti Environ Problems. Inc petition to suspend license 
amend 1 for reractlng Si compaction ft fuel pool Petitioner has 
addl evidence fur revi&iu 
DENTOM.HK Office of Nuclear Reactor Regulation, Director 

eo/aa/ta ip 



H Saneral 



espandence 



B006O90356 Application for amonil to Licenses DPR-39 d DPR-"1Qi 
modifying allouiaiJ outage time per 00533? Conf i rmatory order 
Conbined Class t t III fee encl 
NAUGHT ON. U F Commonwealth Edison Co- QO/06/03 3pp 

6004090305 Forwards response to WRC BOOSOi request for history of 
total -t partial power outages >t -attendant degraded voltage 
No complete loss of offsitc pouei has occurred, but one 
partial IDS* incident uia B loported to NRC 
NAUOHTON, IJ F Commoniuea I th Edison Co 00/06/05 Spp 

000 A 1 20^0 4 Foruard* slides usod by utils during 800603 meeting re 
technology ci change in area of mitigation feature for 
severe accidents at facilities 
GOESER, D Uestinghouse Electric Corp 60/06/05 lp 



BO 060200 14 Request! public debate re evacuating large populations near 
p oujer plants Oppoiti planti located in densely populated 
aroas 
HftMH.K Affiliation, Unfr-nc-un aO/03/i? lp 

P. Operating license stage documents & correspondence 

8006020240 Notifies ttiat n<u telephone 04* called Health Pnuics 
t4tyorli (HPN) has teen installed at ilte BIJI intended for 
uie during emergencies to lint all poue-r plants !> NRC 
Emergency Notification Sijg hotline uill also be used 1 
HEPPLEft.J Q Region 3, Chicago, Office of the Director. BO/04/1B 
Hpp 

B0060700B4 Comment i on petition ifor ruUnvaking Sl-h lion Unit 2 Is poor 
plica to aiperlment u/reactor fuel due tn population density 
uithin 30 -mile radius of emission stact 
DOHSTV<J F Affiliation Unknown BO/03/07 Sfp 

BOOiO?0165 Foruiardi add 1 TMI-2 related requirements to operating 
r me tori Licensees r*qulremo-nt for TM1 Action Plan Include 
shift manning, licensing exams t> licensee disscmlnatian 
of operating experiences Respanic requested uilthln 30 days, 
EISENHUT, D Division of Licensing 80/05/07 



aOOA170'!51 Forwards "Mitijation o( Severe Accident Study Rept " Rpt 
includes presentations made to NRC & ACHS on S0022O t 0309r 
respectively i, consists of state-of-the-art analyses 
conducted uilthin iO-dflg period 
CAHILL.W J Consolidated ITdison Co of rJeu York 80/06/OS 2pp 

B004.17O-139 Responds to BOO92B I tr transmitting rept covering luork 
performed bif various consultants Entire Uettlnghouse rept 
no-npr-oprlotary 
PEOPLES, D L Commonwealth Edison Co BO/06/ 0<? 3pp 

B00il70'l66 "Mitigation of Sovere Accident Study Jiepti " consisting of 
rep-ta re evaluation of residual rlsbisteam explosions, 
containment response for Class 9 accidents & post-accident 
containment vent sy conceptual designs 
4 Weiting house Electric Corp BO/O3/31 400pp 



8006130165 Forwards check mad 
S00603 LJ/o encl 
PIEfJTftiR ComrnonuoaHh Edison Co 



tently left off package submitted on 
QO/0&/06 lp 



BOOM 6-0 071 Forwards response to NRC Questions 28 - 
program per BE30408 t O52O requests 
PEOPLES, D L Co(nmonuic4lt(i Edison Co 9O/06/0 



4B re facility OA 
12pp 



B006040002 Not i f i ct ion oP 900530 meeting w/utU*. contractor i 
consultants In BttheidaiHD to eicnange tichnology r* 
aitiifent sequence 6 related phenomena per A Sdiutncir 
800410 Itr to L Peoples 
LONO-, J H Fteactcr Sustems Branch 80/05/13 Bpp 



S0t)61f0307 Foriuards commi trnants to comply u/requirements b schedulti in 
NRC D003O7 itr re adill TMI-2 related requii-emtnts Dresden 
Unit 1 1* currently undergoing entenslve mod fc 
decontamination! therefore no response is provided 
PEOPLES. D L Commonwealth Edison Co 8Q/06/12 lOpp 



Requests comment* on NUREO-OS77, "Potential far Law Fracture 
Toughness tc Lamellap Tearing o-n PHR Steam Generator ti 
Reactor Coolant Pump Supports " Propnsad revleu procedure & 
Imp lementat Ion -schedule encl , 

EIEEKHUT.D 9 Division of Lici-nsing 80/03/17. 72pp, 



Forwards requei t for adttl items requlreif to coinplt upgrarfo 
review of OA program Rojpante should" be providad along 
u/response to Q0040B request. 
VAROAiS A Operating Reactors Branch 1 80/03/30 4pp 

8QQ60SOQ97 Mot iPicat i an of BO 06 05 meeting u/utll In Dethe*il. MD tro 
diicuit upgraded OA program 
BPRfiUL.J, Duality Assurance Branch B0>/05/ai 2pp 



BQOt,27Q047 Qummarv of S0052O Technology Exchange Meeting a u/utils in 
HetheidaiMD re accident mltiflfltion features for facilities 
LONO. J K Reactor Systems Branch 80/06/15 S7pp 

aOOi25O2SO Notification of B00618 meeting ui/ut'i 1 s, contrac tor* & 
consultants In Bethesdai MD for presentation in area of 
corn-melt accident sequences For facilities Agenda encl 
MEYER, J F Reactor Sustems Branch 90/06/16 2pp 

90 062 00 5 D 3 Notification of 8006(7 meeting u/utilfi b consultantl In 
BethanIa.MD to discuss technology eichange re containment 
structural response. fal lure pressures i Failure modes 
MCYGR, J F Reactor Systems Branch GO/O6/17 2pp 



a0060aOi72 HotiFlcatlon of BQOS30 meatlnn w/utlls tn Dtth*sd,HD re 
severe accident mitigation f*atur* for facilities 
QLBHAN.L Operating Reactor* Branch 1 HO/05/23 lp 
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BOO6300207 Requests ra-eva 1 uati on of original proposal (or submitting 
schedule for implementing ATUS instrumentation mods 
Identified in NUREG-0460 Revised schedule > justification 
should be submitted in 30 days 
VAROA, S A Operating Reactors Branch 1 80/06/19 3pp 

B00627030i Forwards revised Revisions 1 1 (. 12 consisting of Page 1-7 of 
CE-l-Ai "Comm Ed OA Program for Nuclear Generating 
Stations " Revised Revision 11 includes bails on which 
equivalent education requu emetits uitll be established 
PEOPLES, D L Commonwealth Edison Co 8O/Oi/33 Ip 

0006270359 Forwards response to NRC 8QO5O3 questions en adequacy of 
station electric distribution ys voltages Lcuiest but 
voltage when starting largest non-Class IE load USB 
calculated uihen all other loads lucre running Motor started 
NAUGHTQN.W F Commonwealth Edison Co 60/06/23 9pp 



800&13Q10B Notice of proposed imposition of civil penalties in amount 
of *21> 000 re noncomp 1 (ante discovered during insp on 
7707QS-08. 14, IS & SI History of escalated enforcement action 
enc 1 

* Office of Inspection & Enforcement. Office of the Director 
77/Q9/GO 2pp 

8006170336 Immediate action 1 tr re IE physical securltg insp on 800512- 
IS t 17-20 Licensee is e<pected to undertake actions 
outlined in encl Encl withheld (ref 1QCFR2 770) 

KEPPLEH.J G Region 3. Chicago. Office of the Director BO/05/J3 
IP 

Q006550297 Advises that resonns.es to IE Bulletin 79-06A, Revision li 
uere found acceptable Evaluation encl 
VAROA, S A Operating Reactor* Branch I 90/05/28 17pp 



Q Inspection reportsr IE Bulletins 1 c orresp ondenc a 

QOO&170727 Formards IE Insp Repts 50-295/BO-03 i. 30-304/00-02 on 
900207-032B 1 notice of violation 

HEISHMAN.R F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch HO/04/26 2pp 



800630 055B Forwards response to IE Bulletin BO-Q6, "Engineered Safety 
Feature <E5F) Reset Controls 1H Proposed mods identified only 
it present sys design may compromise protective action of 
equl pment 
PEOPLES, D L Commonuealtfi Edison Co BO/06/10 9pp 



S Reportable occurrences, LEfls & related correspondence 



B006170730 Notice of violation from insp on B00207-032B 

* Region 3, Chicago. Office of the Director BO/O4/1B lp 

9006170738 IE Insp Repts SO-279/BO-03 5. 50-304/80-02 on 800207-O32B 

Noncompllance noted rain shutdown margin requirement* luh 1 1 e 
in cold shutdown, mere below Tech Bpec limits 

KOHLER, J E . LITTLE.W S Region 3, Chicago, OfPica Df the 
Director BO/04/18 6pp 

SOQ&170291 Forwards IE Insp Repts 30-295/80-06 & 30-304/SO-OS on 
8OO310-11 4 0417-18 No noncompllance noted 

HEISHMAN.R F Region 3. Chicano, Reactor Operations Nuclear Support 
Dranch 80/04/30 2pp 

BQ0617029S IE Insp Repts 90-295/SO-Ofo t- 30-3O4/BO-O5 on B00310-11 t, 

O1 17-18 No noncomp 1 ianca noted Major areas inspected small 

break LQCA procedure 

KOHUER.J . NELSON, R Region 3. Chicago. Office of the Director 

LITTLE.W S Region 3. Chicagoi Reactor Operations Nuclear Support 

Branch 00/04/25 4pp 

BOO619037B Forwards IE Insp flop ts SO-295/SO-04 fc 3 0-304 /BO- 03 on 
800318 No noncompllance noted 

DAVIS, A B Region 3, Chicago, Fuel Facility fc Materials Safety 
Branch BO/03/09 2pp 

9006190379 IE Insp Repts 30-293/80-04 fr 30-304/80-03 on 80031B Mo 
noncompllance noted Major areas inspected confirmatory 
measurements from previous co 1 1 oc ti on. ef f luent samples & 
submission of spiked samples 

E9SIQ, T II , JANUSKA.A O Region 3. Chicago, OfPto of the 
Director 80/05/06 6pp 

B006230070 Forwards IE Imp Repts 50-295/80-07 l< 50-304/0.0-06 on 
E1OO414-30 No noncomp 1 lance noted 

HEISHMAN.R F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch SO/03/13 3pp 

0006230077 IE Insp Repts 5O-295/BO-07 *. 50-304/80-06 on S00414-30 No 
noncomp 1 iance noted Major areas inspected licensee actions 
to comply with 80022? confirmatory order 

LITTLE.W S . KuHLGR.J C Region 3, Chicago. Of Pic* of the 
Director 80/03/12 9pp 

BOQctl3007i Addl response to FOIA request for six catenaries of 
documents re CPC Forwards documents listed In app 
FELTON, J M Division of Rule* and Records 80/05/23 3pp. 

BOO6130099 Forwards response to updated memo received on B00313 re utt 1 
Interrogatories re proposed imposition of civil penalty 
Cover sheet of IE Insp rept encl 

KEPPLER.J Region 3, ChUaoo, Office of the Dirtctor HQ/Q3/21, 
2pp 

SO06130102 Discusses throe saf sty-related events occurring at facility 
Civil penalty for noncomplience items uill be Imposed 
Forward* notice of violation, not ice of proposed imposition 
of civil penalties & history of enforcement action 
VOLOENAU.E Office of Inspection fc Enforcement, Office o* th 
Director 77/09/30 2pp 

8006130104 Notice of violation from insp on 770705-09.14.15 t> 21 

* Office of Inspection $ Enforcement. Office of th* Director. 
77/09/30 3pp 



8006030377 PND-I I I-BO-094 on B0051S. 1 icensee reported that cracks had 
been Found in A t C sections of low pressure turbine Section 
A will be replaced u/neui spindle 

KOHLER, J F , LITTLE,W 8 Region 3, Chicago, Office of the EUrictor 
BO/03/16 lp 

B006Q40333 PNO-1 1 1-80-094A on 600916, crack uai discovered in kiywatj of 
Disc 1 at generator end of C section lou pressure turbine 
spindle Spindle mill be replaced I D section ulll be 
eiarnlned uilf of BOOS 19 

KOHLER.J E . LITTLE, H S Region 3, Chicago. Office of the Director 
SO/O5/19 lp 



0006110111 Forwards LER BO-019/03L-0 
E Commonwealth Edison Co 



80061 1O115 LEU BO-019/03L-0 on 800427, during safeguards actuation tetti 
ZA containment spvay pump *fcop valve 2MOV-C80002 fallsd to 
open Caused bu, malfunction of torque suitch Mew torque 
ul tch Installed 

Commonwealth Edison Co 80/09/27 lp 



H0061101SO Foruiards LER BO-020/O3L-0 
WANDKE, M E Commonwealth Edlion Co 



BOOo-llOlSS LER 90-OHO/03L-0 on 800S07rmaint personnel found steam 
generator 2A pressure channel 2P-316 lou bij 2 6S,elci*ding 
channel accuracy Caused liy instrument drift of tranimi ttir. 
Trans mi tter recallbr 
JENKINS, R V Cofflmonuieaith Edlion Co EO/06/03 lp 



DOCKET 50-303 KEWAUNEE NUCLEAR POWER PLANT 

F Security, (nedtcal, emtrgcncij & fire protection plan* 

B006O203S7 Notifies that neu telephone v> called Hulth Phuslcs 
Nftuork (HPN) hag been Installed at site Byt iiitinded for 
use during emergencies to link all power plants b NRC, 
Emergencv Notification Si^s hotllnt will also be usid 
KEPPLER.J G Region 3, Chicago, Office of the Director SO/04/1B 



S0060904B7 Forwards proposed rule entitled, "Fire Prottetlon Program 
for Hucltar Power Plants Operating Prior to 7W10I. " Rule 
adds new Section SO 48 & App R to 10CFRSO Si is eipected 
to be published In PR bif end of May 
EI8ENHUT.D Division of Hceniing, 80/05/19. 46pp 

8004130063 Forwards revised P*ge* 1-14 ti neu Page 14a for propoitd 
rule 10CFR30 "Fire Protection Program for Nuclear Pouer 
Plants Operating Prior to 790101," transmitted by NRC B00319 
Itr Pag* 14a not encl 
EISENHUT,D Division of Licensing, 80/03/23, 73pp 



P. Operaiing license stage document) k correspond enci 



8006090165 Forwards addl TKI-2 related requirement* to operating, 
reacton Licensees requirement's for TMI Action Plan Include 
shift manning, licensing eiams t> licensee dissemination 
of operating experiences Response requested within 30 day* 
EISENHUT.D Division of Lleanslng 90/03/07. I30pp 
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DOCKETED ITEMS 



B 0040 iOSB 3 Ack receipt of 800414 Itr Confirms util intent to proceed 
u/relaied reload for Cycle 6 !, that "Reload Safety 
Evaluat (on, Keuanee Cycle 6. Mar 1980," has been filed 
VARGA.S ft Operating Reactors Branch 1 BO/05/07 ip 



-8006300469 LER BO-022/O3L-0 on 600319. during refueling outage, 
preasurii&r pressure transmitter found out of ealibr Caused 
bij instrument drift Transmitter recalibr 
NALEPKA, D S Uistonsl" Public Service Corp BO/Q6/18 Ip 



BG0613Q122 Requests comnents on NUREG-OS77. "Potential for Low Fracture 
Toughnen It Lamellar Tearing on PUR Steam Generator Si 
Reactor Coolant Pump Supports " Proposed review procedure 6 
Implvriintat i on schedule encl 
E1SENKUT,D Division of Licenslnij BO/05/19 72pp 



-B006300473 LER 80-Q23/03L-0 on B00527, dur ing refueling outage, channel 
of steam flow Isolation ays found out of calibr Caused by 
instrument drift Instrument recalibr 
NAUEPKA. D S Wisconsin Publit Service Corp SO/06/26 Ip 



900612-0014 Summary of 8004SB meeting u/utll re planned addition of 
restraints to primary coolant ays to limit ti support LOCA 
loads Restraints have been designed to carry mai loads of 
3000 tlpi hori i ontall'j for cold leg 
HCCIARDO, R Operating Reactors Branch 1 BO/05/23 <Vpp 

8006240633 Confirms tit, tribut i on of info re FSAR U SEFi to assist in 
tethntcal evaluation of electrical' instrumentation k control 
d*slgn aspects a-f override containment purge valve liolation 
ti other engineered safety feature signals 
LICCIARDa.R B Operating Reactors Branch 1 BO/06/05 Ip 

800617042& Informs. NRC of proposed mod to limit containment purge d 
vent valve opening to- 65 de-greet Util is proceeding u/mod 
u/understanding that NflC concurs unless informed to contrary 



by BOOA12 
MATHEWS.E R 



Wisconsin Public Service Corp 80/06/11 Hpp 



B00d240'193 Responds to- concerns re satisfactory operation of 
containment purge V vent valves under LOCA condition) 
Blacking device* installed to Unit opening of valvel 
Dlieuiits basil for mod 
HATHEWS.E R Wisconsin Public Service Corp SO/06/19 2pp 



Inspection rapartfi IE Bulletins fc correspondence 



BOOi2QOQ89 Forwards IE Imp Rapt 5Q-305/BO-Q8 on BQ0421-24 
No noncompliance noted 

HEISHrtAN, R F Region 3. Chicago, Reactor Operations Nuclear Support 
Branch BO/05/12 Spp 

8006200097 IE Insp Rpt 50-305/SO-08 on a00421-a<l No noncompl lance 
noted Ha jar area* inspected plant operation!. IE bulletins tt 
circular Follouiupr f ire protection/prevention projram d 
nonroutlne events 

WARNICK.R F . HAGUE, R L . NELSON, R L Region 3. Chicago, Office of 
the Director BO/03/O9 4pp 

8006260066 Forwards IE Insp Rapt 50-305/BO-06 on 000324-23 fc notice 
Of deviation 

HEIBHHAN.R F Region 3, Chicago. Reactor Qperationi Nuclear Support 
Branch BO/OS/SO 3pp 



DOCKET 50-306 PRAIRIE ISLAND NUCLEAR STATION. UNIT 2 
F Security, medical, emeigencij '< fire protection plans 

8004030231 Notifies that ncu telephone sus called Health Phgsicc 
Network (HPN) has been in E talled at site Bys intended for 
uie during emergencies to link all poiuer plants d HRC 
Emeigenci] Notification Sijs hotline mill also be used 

KEPPLER.J Region 3, Chicago, Office of the Director BO/O4/iS 
2pp 

B006070487 Forwards proposed rule entitledi "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 7*70101 " Rule 
adds new Section 50 43 >t App R to 10CPR5O t/ is eipected 
to be published In FR by end of Mag 
EISEWHDT.D5 Division of Licensing 00/05/19 46pp 



8006130063 Forward* revised Pages 1-14 fc new Page I4a for proposed 
rule 10CFR50 "Fire Protection Program for Nuclear Power 
. .,__ n ,__ L. T^r,.,-,. .- -- -remitted by NRC 800519 

80/05/22 



Plants Operating Prior to 7901O1, 

Itr Page 14a not encl 

EISENHUT, D O Division of Licensing 



73pp 



8006020358 Forwards revised Page 1 omitted from 8QO510 Revision 1 to 
security force training t- qualification plan Encl withheld 
(ref IOCFR2 790) 
HAVER, L Northern States Poi^er Co 80/OS/27 Ip 

8006170098 Notifies of proposed IE contractor revieui of emergency 
operating procedures on 800609-13 Data mill be used to 
provide composito picture of emergency procedures & uill not 
result in items of noncomp 1 lance 
HEISHHAN.H F Region 3. Chicago, Reactor Operations Nuclear Support 

Branch 80/06/03 2pp 

8006230337 Discusses subrcittal of final upgraded emergency plans 
Eitsnsion mag be necessary. depend ing on content of pending 
NRC rules on emergency plans Schedule for emergency plan 
revisions targeted to meet 800801 submittal date 
MAYER, L Northern States Poiuer Co 80/06/17 Ip 



Ad judi calory correspondence 



-- 9006ZA0069 Notice of deviation from imp on 800334-28 

Rfjion 3. Chicago, Office of the Director 80/00/19 Ip 

--8004B6O077 IE Insp fiept 50-305/BO-06 on B00324-3B Noncomp 1 inca notid 
failure to implement approved Ueitinghouse guidelines 
SMITH, J , NELSON, R , WARWICK. R F Region 3. Chicago, Office of the 
Director BO/05/19 Spo 

8006240249 flevpands to IE Bulletin 60- Oi Revieui of schematic ti logic 
diagram for all applicable cenponenti tervlng safety- 
related functions verifies that components mill remain in 
tnirgenci; mode, fol lowing emergency safety feature reset 
MATKEUS.E.IL Wisconsin Public Service Carp 80/06/17 2f>p 



B006230366 Advises that State of UN 80012-1 contentions are being sent 
for docketing NRC will he prepared to discuss hearing 
schedule i state contentions during Jul 1979 prehearing 
conference In at Paul, MM 
BAHTH.C A Hearing Branch 3 BO/06/19 Ip 

8006300419 Notice !< order for BOOBOfa prehearing conference in US 
Courthouse, St Paul, UN ro State of MM 800424 petlton to 
intervene in GL amend proceeding Licensee & NRC shall file 
responses to intervention petition by 300713 
LAZO.R M Atomic Safety and Licensing Board Panel 80/06/23 2pp 

P Operating license stage documents b correspondence 



5006290165 Respond* to IE Bulletin 60-12 m decay heat rtmoval ty* 
aptrab 1 1 1 ty One Ion of decay heat removal incident occurred 
In B*pt 1974 Operating procedures have been revteui*d for 
laf flurd ing against loss of RHR capability 
MATHEUS.E B Wisconsin Public 8TViee Coi-p 80/06/20 tpp 

R Periodic operating riporti k related corresponiiencB 

BOO6I60075 Forwards monthly operating rept for Hay 19BO 

MftTHEHS,e R Wisconsin Public Service Corp BO/Oo/09, Ip 

B006 160097 Monthly Opsratihg rept for Hay I960 

RUITER.O H MisCDnlin Public Service Corp 80/06/02 4pp 

S Riportable occurrences, LERs i related correspondence 

800620046S Foruardf LERs 80-023/03L-0 i< 80-OE3/03L-0 

MATHEWB.E R Miscontin Public Service Corp BO/06/16 Ip 



B006180101 Decommissioning study of Prairie Island Nuclear Generating 
Plant, Revision 1 

JAHQRSHY.H J Nuclear Energy Servics, Inc S1A0633 Rl 79/09/2B 
67pp 

8006090165 For war da addl TMI-2 related requirements to operating 
reactors Licensees requirements for TMI Action Plan include 
shift manning, licensing eiams fr licensee d iijemination 
of operating experiences Response requested within 30 dags, 
EISENHUT.D Owlsion of Licensing BO/OS/07 ISOpp 

8006130122 Request! comments on (JUHE8-0577, "Potential for Lour Fracture 
Toughness & Lamellar Tearing on PUR Steam Generator 8. 
Reactor Coolant Pump Supports " Proposed ravietu proedure d 
implementation ichodule encl 
EISENHOT.D Division of Licensing 8O/09/19 72pp 

6006250044 Poruiardi safety evaluation re degraded grid voltage 
protection for Class IE ac poiuer ays & LUL rept, supporting 
mods Design mods ( Tech Bpec changes acceptable 
ROSA. F Power Systems Branch 80/03/22 Ip 
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3006250043 Safety evaluation supporting proposed modi & Tech Spec 
changes re protection of Class IE equipment li sys from 
sustained degraded voltage 
- Power Systems Branch SO/05/22 2pp 

8006250052 "Technical Evaluation of Proposed Design Mods !i Tech 9pac 
Changes on Grid Voltage Degradation for Prarie Island 
Nuclear Generating Plants Units I J, 2 " 
I4H1TE.R L Lawrence Livermore Laboratory FIN A-0231 
UCID-1B654 80/03/31 15pp 



8006090400 Forwards info re implementation of JOCFRSOiApp 
penetration testing requ irements, per 800411 request 
HAVER, L Northern States Poiuer Co 00/05/30 Bpp 



> containment 



BQ0617O486 Forwards addl info in support of 800131 license amend 
request in i esponse to NRC questions Analyses cover makeup 
water sys, struc tura 1 1 chemtstry/radiochemistry, radiological, 
matls/proc esses ft rack disposal 
MAYER, L D Northern States Pouer Co BO/Oi/IO 20pp 

8006230142 Responds to 800602 memo bij submitting Hit of documentation 
!i applicable comments on facilities purge b vent valve* 
long-term mechanical operabilitu, Facilities meet interim 
pos 1 tl on 
MARTIN. [1 Operating Reactors Branch 3 BO/06/ 10 2pp 

8006240059 Forwards listed drawings to enable continuation of review 
at generic issuer "Primary Coolant Sys Pressure Isolation 
Valves (Event 31 " H/o ends 
MARTIN. R E Operating Reactors Branch 3 SO/06/10 3pp 

B006170377 Forwards response to NRC 800307 Itr on addl TMI-2 
requirements re shift mann ing. 1 (cens ing exams, operating 
eiperience feedback, Bui lettns ( Orders Task Force 
recommendations & control room hah i tab i 1 i ty 
MAYER. L Northern States Power Co 80/O6/11 14pp 

Q Inspection reports. IE Bulletins i. correspondent B 

8006170316 Forwards IE Insp Repta 5O-2B2/80-03 t 50-306/80-06 on 
800301-31 No noncompl lance noted 

HEI8HHAN.R F Region 3. Chicago. Reactor Operations Nuclear Support 
Branch 80/04/24 2pp 



8006330253 Revises response to IE Bulletin 79-01B. "Environ 
Qualification of Class !E Equipment " Forwards sys component 
evaluation worksheet on Karlte Cab lei Revl slon 2, replacing 
worksheet sent in 600912 response 
QILBERTS, D E Northern States Poiuer Co 80/03/23 3pp 



8006240558 Responds to IE Bulletin 80-12. "Decay Heat Removal 
Operability " Operating procedure for reactor refueling 
(cavity flooded) will require one train of RHH available u/ 
accessible source of borated water to replenish ana loss 
QILBERTS, D E Northern States Power Co BO/06/06 2pp 



R Periodic operating reports 8- related correspondence 



800618O44B Forwards monthly operating repts for May I960 & corrected 
page to Apr 1980 monthly operating repts 
MAYER, L Northern States Pouier Co BO/06/13 tp 



8006180451 Monthly operating repts for May 1980 

HUNBTAD, A A Northern States Pouer Co 80/06/01 



Bpp 



BOQ6180453 Monthly operating repts Apr 1980, corrected pages 
HUNSTAD, A A Northern States Pouer Co 80/06/13 Ip 



S Heportable occurrences. LERs tt related correspondence 



8006040360 PNQ-I1 1-80-097 on 000919, fac il i ty uias shut down dun to 
leakage on reactor coolant seal 2 u/o radioactive release 
State informed No press releases planned 

BAKER, K R , HEISHMAN, R F Region 3, Chicago. Office of thg Director 
GO/03/19 Ip 

8006030479 Environ Event Rept SO-01 on 800501, daily avenge discharge 
temp exceeded ambient river water temp by 5 7 F while two 
cooling towers were undergoing imp, cleaning S< repair One 
tower returned to svc ( electrical load reduced 
WARD, E C Northern States Power Co 80/03/30 Ip 

8006090289 Environ Event Rept 80-02 on B00313-14i rec lalmlng ion 
exchanger out of ivc when steam generator bloudoun uater 
discharged into river Sample of outfall revealed pH value 
greater than 8 5 Caused by seasonal change of river 
WARD, E C Northern States Power Co SO/06/04 2pp 



8006170321 IE Insp Repts 90-282/80-03 &> 50-306/80-06 on 000301-31 No 
noncomp I iance noted Major areas inspected plant operation, 
maint, follouup of LERs. & review of licensee small break 
LOCA procedures 

FEIERABEMD.C D , 3WAN30N, E R Region 3, Chicago, Office of tha 
Director HOYD, D C Region 3i Chicago, Reactor Operations Nuclear 
Support Branch 90/04/IB 7pp 

8006030203 Responds to IE Bulletin 79-17. Revi s ion 1. Item 6 Visual Insp 
sallsfac tor i ly completed on Unit 1 In Apr 19BO No corrective 
actions necessary 
GILBERTS. D C Northern Stales Pouier Co 80/09/06 Ip 

8006110436 Forwards nonproprietary version of IE Insp Rept* 
90-2B2/BO-07 fr 80-306/80-07 on 800428-0302 Notice of 
violation withheld Cref 10CFR2 790) 

HIND, A (legion 3, Chicago. Safeguards Branch NRC 80/09/33 
2pp 

--B006110444 Nonproprietary version of IE Insp Ropts 30-282/BO-07 fc 
50-306/BO-O7 on 80042S-O5O2 Noncomp 1 lance noted some vital 
area physical barriers not maintained tt alarm devices 
not tamper-indicating Details withheld <ref 10CFR2 790) 
HIND.J A Region 3, Chicago. Safeguards Branch CREED, J R 
PIRTLE.O L Region 3i Chicago. Office of the Director 80/05/81 
2pp 

8006130076 Addl response to FOIA request for sii categories of 
documents re CPC Forwards documents listed In app 
FELTON, J M Division of Rulas and Records SO/O-i/ES 3pp 

8006130099 Foruards response to updated memo received on 000313 re util 
Interrogatories re proposed imposition of civil penalty. 
Cover sheet of IE imp rept encl, 

KEPPLER.J Region 3, Chicago, Office of the Director 80/03/21 
2pp 

B006130120 E.cerpt of IE Insp Repts 50-282/75-01 t. 50-306/73-01 
conducted on 790204-06 & 12-15 Noncomp 1 iance noted. design 
change packages were not prepared &/or implemented in 
accordance ul/lieensee administrative control directives 
CHOULES, N c , HUNTER, D R Region 3, Chicago, Office of the 
Director JORDAN. E J Region 3, Chicago, Reactor Operations 
Nuclear Support Branch 75/03/25 Spp 



B006E00024 Final Part 21 rept re mixed heat of steel supplied by US 
Steel from uihich 4-inch elbouis It 2-inch tees uer* mfg to 
A234UPB requirement Investigations conducted t closed *t 
46 lilted facilities 
8EAY, J L Chemtron Corp , Tube Turns Div 80/06/06 3pp 



DOCKET 80-309 MAINE YANKEE ATOMIC POWER PLANT 

F Security, medical, emerpency & fire protection plans 

8006090487 Foruards proposed rule entitled. "Fire Protection Program 
for Nuclear Power Plant* Operating Prior to 790101 " Rule 
adds new Section 50 43 fr App R to 10CFR90 t, is expected 
to be published in FR by end of Hay 
EISENHUT, D Division of Llcenilng 80/08/19 46pp 

8006130063 Foruards revised Pages 1-14 & nftui Page 14a for proposed 
rule 10CFR50 "Fire Protection Program for Nuclear Pouer 
Plants Operating Prior to 790101." transmitted by NRC 800919 
Itr Page 14* not encl 
EISENHUT, D Division of Licensing 80/03/82 73pp 

QOD603039S Recommends that FEMA receive notice of dicitioni made at 
forthcoming seminar re uie of potassium iodide for radiation 
emergencies Ideas mill be incorporated into stati 
contingency plan 
COTE.L A Maine, State of 80/OS/23 Ip 

8006170S59 Advises that 791019 changes lo approved security plan are 
consistent w/lOCFRSO 54 provisions Plan withheld (ref 
10CFR2 7901, 
CLARK, R A Operating Reactors Branch 3 BO/OS/29 2pp 

8006230386 Informs that next revision to Facility emergency plan mill 
be submitted by 800801 
GROCE, R H Maine Yanfcee Atomic Pouer Co 80/06/18, Ip 
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Q Ad jud icatory iorr4ipandcn.ee 



fl006060-H7 Mation For eftension until BOQill to respond to Sensible 
ME Power BOD42a specific contention* received on BOO 302 
Licensee counsel presently Involved in various cam 
Intervenor ha* no objection tn motion W/Cert it icate of Svc 
DIQNAN, T , SAD, R K Maine Yankee Atomic Poujer Co DIGNAN, T G 
Rqpti 4. dray 00/03/06 3pp 

8006130331 Response to intervenor Sensible ME Power Contentions Ha> 
through (d).Cf) through til '/ < k ), flUt. S, 6, 7.3. 10. 1 1 & 13 
ihould tie admitted Notice of appearance of EJ Reis on 
bnlialf of NHC f. Certificate of Svc encl 
REIS.E J Hearing Branch 3 BO/06/11 20pp 

B006 180274 Response to Sensible ME Pousr specific contentions Objects 
to certain contention* on grounds that spent fuel pool 
eipanslon cast is not forum for rel 1 1; i gating issues alt-eady 
resolved when DL issued W/Certif icate of Svc 

DIQNftN, T Q , OftD.R K flame Yankee Atomic Pouer Co DIQNAN. T 
Rapes tt Gray BO/Q6/11 llpp 



Motion to postpone first prehearing conference until 801001 
Licensee i-s presently involved in considering alternate 
proposal! 1 implementing NHC suggestion re TMI incident 
Certificate of Svc encl 

DIONAN-T , GAQ.ft K Maine Ysnlee Atomic Pour Co DIQNAN.T 
Ropes I Or aij 80/06/11 3pp 



H Oenaral correspondence 



8006130339 Respond* to 600307 Itt re changing situation for nuclear 
power plant emergency preparedness NRC is uorkins closely 
u/FEMA to develop coordinated federal guidelines Criteria 
For Interim use outlined in NUHEG-0634/FEMA-REP-l 
DIRCKS.H J Office of the Eiecutive Director for Operations 
BO/Q3/27 2|ip 

600613QS33 Urges that all federal guideline* re drafting peacetime 
nuclear cant Inge net; plans for filed nuclear facilities be 
completed b promulgated quickly Final design requirements 
ihould ensure that all ttates can accomplish objective! 
BREWWJ.J E Haine, State of 60/05/07 lp 



B00630041Q Forwards "Fnd-of-Cyc 1 e 1 Fuel l> CEA Eddy Current Insp Rept 
I960 ME Yankee Refueling Outage," & "ME Yankee End-Of~Cyc le 
4 Summary of Fuel Insp Results," per NRC B00307 request 
Repts withheld (ref 10CFR3 7901 
VANDENflURGH, D Maine Yankee Atomic Power Co BO/Q6/04 9pp 

6006170241 Forwards implementation schedule t summary abating 

commitments in response to NRC BOO307 Itr re addl 
requirements from TMI Action Plan 

MDODY, u E Maine Yaniee Atomic Pouier Co BO/06/09 5pp 

6006200424 Forwards "End of Cycle 4 Fuel & CtA Eddy Current Inap Rept 
I960 Refueling Outage," ( "End of Cycle "1 Summary of Fuel 
Insp Results," nonpropr ietary versions 
GRC-CE.R H Maine Yankee Atomic Power Co BO/06/11 Ip 

9006200426 "End of Cycle 4 Fuel *. CEA Eddy Current Insp Rept 1980 
Refueling Outage," nonproprietary version 
Combustion Engineering, Inc CEN-12?(MJ-NP 80/03/24 12 PP 

--3006200428 "End of Cycle 4 Summary of Fuel Insp Results," 
nonproprietary version 

* Combustion Engineering, Inc CEN-131 (M)-NP 6O/03/31 37pp 

8006300398 Forwards prgposed Tech Specs Change 66,Guppl 2 consisting of 
addl changes to App A of License DPR-36 rs administrative 
controls Sup pi delineate* offslte & plant organi lational 
structures t, titles associated ui/positions 
THURUOW, E U Maine Yankee Atomic Power Co BO/06/2O 3pp 

0006300360 Proposed Tech Specs for administrative controls 
Changes more clearly delineate offiate d plant 
organiia tional stiuctures & titles associated u/each 
post tion 

* Maine Yankee Atomic Pouter Co 00/06/20 2Bpp 

Q Inspection reports, IE Bulletins ft correspondence 

S006030106 Forwards IE Insp Rept 30-309/00-05 on B00317-S1 No 
noncompliance noted 

BRUNNER.E J Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch BO/04/32 2pp 



80O627O3S1 Forward* util HOOS11 fc 03S3 responses re evacuation time 
stimatBij in response to 791221 request 
GRIMES, B K Emeraenci| Preparedness Program Office 90/06/09 lp 



J Insurance t* indemnity information 



8006120275 Advises of investigation Into P fiipton claim re radiation 
c on tarn int ion uhati air hose separated from face mask during 
imp loyment u/faclllty 780701-0513 
HARWARD, J E American Nuclear Insurers BO/OB/14 lp 

P Operating license stage documents & correspondence 

6004Q901ig FoTuiardi addl THI-2 related requirements to operating. 
Tvactori Licensees requirements for TKI Action Plan include 
shift manning, 1 Iccnsing eiams ti llcinsae diisemlnatian 
of operating eiperlence* Response requested within 30 days 
EISENHUTiD Division of Licensing BO/03/07 ISOpp 

60061301Ba Requests comments on NUP.EQ-0577, "Potential for Lou Fracture 
TaughnBii Xc Lamellar Tearing on PHf) Stum Oenerator li 
Raaetor Coolant Pump Supjiorts " Proposed revieu procedure fc 
Implementation tchedule- ncl 
EIBENHUT.D Division of Licensing BO/09/19 72pp. 

3006090271 Describes proposed hydrogen monitoring sys to b 
imp lBmr tsdr in iesponse to NRC 791030 Itr re TMI short-term 
Lessons Learned requirements Evaluation of acceptability of 
proposed lija requested 
GROCE.R H Main* Yankee Atomic Power Co 80/06/04 2pp 

8006090260 Responds to NRC 300508 Itr re complete or parti*! loss at 
offslt power events Utm Q 0030 4 Itr responded to identical 
set of quntloni contained in NRC 791127 Itr re offsite 
pouer lost I i rBiubmitted 
OAQCE.R H Kalno Yankee Atomic Power Co BO/06/04 lp 

B00&t30106 Notification of 800610 meeting u/util in BethesdaiHD to 
dicusf e-ffecti of fuel assembly buildup on reactor 
parameters t, chemical treatments for removing crud 
NELBON,C C aperatino Reactor! Branch 3 80/06/04 3pp 



--8006030109 IE Insp Rept 5t>-3O9/BO~03 on B00317-2I No none omp 1 lance 
noted Major areas inspected licensee emergency procedures 
responding to small breafc LQCA, follouiup on LERs (/ reviem of 
monthly operating rept* 

MARTIN. T T Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch LAZARUS, H Region 1, Philadelphia, Office of the 
Director 80/04/17 7pp 

B006060QB7 Ack receipt oF S00423 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-309/80-04 
BRUNNER,E J Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch BO/05/09 2pp 

B006060030 Responds to NRC QOO328 Hr re violations noted in IE Insp 
Hept SO-309/8O-04 Corrective actions revised procadure to 
require evaluation of purchases equipment or tvcs for future 
utlHiatlon retirements 
MOODY, D E Maine Yankee Atomic Poiuer Co 80/04/23 lp 

8006060032 Forwards IE Insp Rept 30-307/00-04 on BOOH18-22, 27 , 
0304-O7 i notice of violation 

BRUNNER.E J Region 1, Philadelphia. Reactor Operations Nuclear 
Support Branch HO/03/28 2pp 

8006060034 Notice of violation from Insp on 800216-22.27 fc 0304-07, 
* Region 1. Philadelphia, Office of the Director 80/03/27 lp 

B006060035 IE Insp Rept 30-309/00-04 on 000210-22,37 *, 0304-07 
Noncomp 1 lance noted responsibilities (. procedures not 
detailed fr cleanup of RC8 u/o procedure 

MARTIN, T T Region 1. Philadelphia. Reactor Operations Nuclaar 
Support Branch LAZARUS, W J , SHETLAND' P D Region 1. 
Philadelphia, Office of the Director 00/03/27 7pp 

8006090402 Responds to IE Bulletin 80-09, "Hydramotor Actuator 
Deficiencies " Determination made that no sapetu-related su.s 
or component uses AH-90 or NH-90 series hydramotor actuator 
mfg by ITT General Controls 
OROCC,R H Maine Yankee Atomic Power Co BO/OS/14 lp 

BOQ&09045O Responds to IE Bulletin 79-01B re evaluJitlon of environ 
qualif icationt of Class IE electrical equipment Due to 
eitenslve in-house reviews required, unable to complete 
responses on time Completion by 800530 
CROCK, R H Yankee Atomic Electric Co SO/05/ 19 lp 
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8006170735 At k receipt of 9O0307 1 tr informing NRC o* implementation c-f 
IE Bulletin 79-19 related training program 

SMITH. H Region 1> Phi lade 1 pfi 1 a, Fuel Facility & Materials BaPetg 
Branch BQ/Q5/21 Ip 

80-06170739 Responds t-n NRC B00213 1 tr re queitlons on implementation 
re training requirements In IE Bulletin 7*7-19 tt IE Insp Rift 
5Q-309/7-9--19 Corrective actions training program ll underway 
tr ui] I 1 be fully Implemented bg Ju 1 1930 
MOODY, D Maine Yankao Atomic Power Co 90/03/07 3pp 



8006060469 Distunes IE Bulletin 79-03A, "Longitudinal Maid Defects In 
ASME SA-312, Type 3<H Btatnliu Bteel Pipe " Bulletin 
describe* minor desion d ef ic 1 enc I eg* rather than generic 
prob lema 
HEIDER.L H Yankee Atomic Electric Co 80/08/29 2pp 



orLuards response to IE Bulletin 79-OIB, "Environ 
Qualification of Class IE Equipment " Periodic revisions 
urtll be forwarded 
VANOENHUR-OH, D E Maine Yankee Atomic POLJBP Co 80/O6/02 3f? 



B006t7O744 Forwards IE Insp Rept 50-3O9/79-19 on 791139 & 30 No 
noncompl tatice noted 

GRIEfliB H Region 1. Philadelphia, Office of trie Director 
BQ/Q2S13 2pp 



SQOillOOOB "Environ. Qualification of Safety-Related Electrical 
Enuipnvjnt J t Maine Yankee Atomic Fouler Co hl 

UnDANQUSKI-S F , TSOUDEROS, Q , BAXTER. F Q (lain* V.nlee Atonic 
Power Co YAEC-1217 SO/Qt/02 150pp 



B006I7075O IE Insp Rept 50-309/77-1'? on 791129 Ic 30 No nontomp 1 iani e 
noted Major areas inspected licensee response to IE Bui 1st in 
79-19 including review of DOT tr NRC onsite regulations, 
procedural 1 personnel training 

PLUHLEE. K E Region 1. Philadelphia, Office of the Director 
CROCKER. H W Region 1. Philadelphia, Fuel Facilitg It Materials 
Safety Branch BO/O2/O6 llpp 

8006130076 Addl response to F01A request tor sii categories of 
documents re CPC Forwards documents lifted in ap p 
FELTON, J M Division of Rules and Records 00/05/23 3pp 



SOOtloOIlO Responds to IE Bulletin 80-12 Procedure for plant cooldoun 
contains provision* tor blocking safety injiction actuation 
sijii uhich automatical Ig bloc ks containirnt spraiji containment 
isolation t ECCB recir c ulat ion 
VANDENDUROH. B Maine Vanlee fttotnic POUJET Co 60/0,/09 Spy 

R Periodic operating r -sport) b re-lated cDrra*pondinc> 

8006030221 Fcruards "Biological rtonitorLng Rep t, 1979 " 

H Maine Yankee Atomic POWBT Co 80/03/27 Ip 



8006130097 NoticB of violation from insp on 780925-29 ( 1010-11 
* Reoion 1. Philadelphia, Office of the Director 78/12/38 



--3004020239 "Biological Monitoring Rept 1779 " 
* Maine Yankee Atomic Pquer Co BO/O4/30 



400pp 



3006030179 Forwards inservlce Insp exam rept for 

GRQCEiR H Maine Yankee Atonic Pouiar Co 80/09/23 



Ip 



BQ 06030 36 8 Foruiariii diicharje monl toT ing rspt for Apr 19BO 
OARftlTY.J II Maine Yankee fttonlc Power Co 30/03/38 2pp 



BOO6030102 InierviEt insp eiam rept for aOOllB-0307 Dvtcrlbes exams 
performed during 11 BO refueling outage 
* Mains Yankee Atomic Power Co BO/09/20 3Bpp 

BQQA3QOO43 Foruardi IE Circular QO-lDi "Grid Strap Damage in 
Ueitl-nghouse Fuel Anemblies ' No urltten response required 
OfltER.B H Region 1, Ph i Utffrlph la. Office of the Director 
0O/05/3B Ip 

aOOi.230373 Ack receipt of B00423 I tr informino NRC of ttepa tahen to 
correct violations noted in IE I nap Rept 50-307/00-02 
SMITH'S H Region 1, Philadelphia. Fuel Facility h Hatariali Safety 
Branch 30/O9/aa Ip 

B00623037? Responds to NRC S00407 Itr re violatloni noted in IE Insp 
Rept 50-309/80-02 Corrective actions modified Procedure 
O-03-ti matli equipment i svc purchase, requirlnB evaluation to 
determine whether anldl procedures needed 
MOOQY.D E Maine Yankee Atomic Pouier Co BO/04/B3 Ip 

8004230369 Ac k receipt of BOO307 Itr informino NRC of steps tafcon to 
correct violation* noted in IE Insp Kept 5O-3Q9/BO-02 
SMITHiG H Fieglon 1, Philadelphia, TUB 1 Facility, h Materials 
Safetu. Branch ao/04/07 Ip 



800ti0303i9 Discharge monitoring rept for Apr 19BO 

FLANDEHS.H Maine Yankee Atomic Power Co BO/05/19 



Spp 



BOO&1706D? Foruardi month I "j operating rapt for Haij 19GO 
MOODY, D E Naine Yankee Atomic Pouiar Co 60/06/13 Ip 



aOOc,170d96 Monthlij operating rapt for Ha 19HO 

BEERS, F C Maine Yankee Atomic Power Co BQ/Oi/12 6pp 

3 Reportable occurrences. LERi ft relatid correspondence 



Foruaros LEU 80-012/O3U-0 
WDDD,E C Haiti* Yankoe Abomic Pouer Co 



8006090337 tER BO-012/03L-0 on B00306. during monthlij surveillance best 
procedure, lou power safety injection loop 3 header stop 
valve failed to operate as required Caused by broken weld in 
coupling of operating ei tun-si on ihaft 
DRINXLER.J E Maine Yankee Atomic Power Co 60/06/03 Ip 



B0061 10189 Foruarns LER 80-013/03L-0 

WOQD,E C Maine Yankee Atomic Power Co 



-800&230440 Responds to NRC 800221 Itr re violations noted In 1C Insp 
Rept 50-309/80-oa Corrective actions incorporated procedure 
Far operation of lain level radiuaste compactor into Health 
Phijiici Procedure 9 1 17 
MOODY- D E Maine Yankee Atomic Power Co 80/03/07 Spp 



--8006110200 LER BO-013/Q3L-0 on B00907. dkfrirg routine power e-perationr 
auiillarg operator noticed ^-charging pump uas not lined up 
u/renulred degree of separation Caused bij per-tonnel error 
Surveillance teit procedure revlssd 

E Maine Yankee Atomic Pouer Co 80/04/04 Ip 



--eOQ6330-H& Forwards IE Insp Rept 50-309/80-02 on B00121-25 !< notice of 
violation 

SMITH.M H Region 1, Philadelphia, Fuel Facility t Materials 
Safety Branch 60/02/21 2pp 

3004230-151 Notice of violation from intp on 600121-25 

Resion 1, Philadelphia, Offic* of the Director BO/OB/U, tp 

8006230-133 IE Insp 3O-309/BO-02 on B00121-23 Noncomp 1 ianc e noted 
failure to establ ish, revieiu t linp lament procedure for baling 
machine 

KNAPP.P J Reoion 1, Ph i ladalph ia. Fuel Facility t. Malarials 
Bdfetij Stanch THQNU3,LH Region 1, Ph i tade 1 p-hla, Office of the 
Director 80/02/14 Spp 

8006050333 Inform* that utll is in process of addr*ttna IE 
Bulletin 79-03A Response ftai rsnuirod diversion of 
angiriaering reiourcsa from identified safety issues 
HEIDER.t H Yankee Atomic Electric Co 90/OS/29 2op 



S006II0334 RO 80-014/01T-O pre 1 iminarij reiulti from venel uall 
Irradiated surveillance capsule indicates higher ihlft than 
originally predicted Follouiup rept will a forwarded uSan 
all data i> received i. evaluation made 
HODDiE C Maine Yarkee Atomic Pourer Go BO/O6/04 Ip 



DOCKET 50-311 BALEM NUCLEAR GENERATING STATION. UNIT 2 
F Security medical, emergency 1* fire protection plans 

B0091303I7 Forwards elarl f icat inn of NRC requirements far emergency 
r*tpon*e facilities defined in 790713 Itr. Ad ill specific 
criteria for facilities under development 
EIBENHUT.D Bivislor of Operating Reactors 90/04/23 alpp 

5006120528 nquests that TEMA review of statt ti local imergtnci/ plan 
be provided 1 consistent u/enc 1 tchadule to avoid poteiltial 
delags in licensing dccltions 
AHEAHNE, J F Commission, 80/05/13 2pp 
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BOQ619064Y Inform* NHC af decision to delay -activation of Quintan 
training futility as nearsite emergency operations facility 
until open issues have been addre-ised lat! factor lly 
SCHNEIDER. F W Public Service Electric ! Gas Co of Neui Jersey 
BO/OA/13 lp 



SOQ6Q3036O Withdraws B00514 request tor amend to License DPR-75 re 
relief from Tech Spec shift manning requirements Requests 
return of Fee 

SCHNEIDEfi.r U Public Service Electric & Gaa Co af Netu Jersey 
BO/03/27 lp 



Adjudicator^ correspondent! 



3006020323 Order granting ?> tension until 800602 for Commission to 
elect idhetnifr to revisu Director'* dec i slon, DD-80-17, ta fceci 
under 10CFR2 306 

CHILKiS J Office at the Secretary of the Commission BQ./O5/23 
IP 

H00623017& Foruard* revise.,! pases to Director's Decision DD BO-19 
Decision l-ssued 800429 denied 1 petition reqei-etttng certain 
actions re storage of spent fuel at site< Corrections 
nverl onVeil 

DENTOH, H R Office of Huclear Reactor Regulation, Director 
BO/03/23 If 

B 00623 01.60 Advises that version of DD-8O-1? signed It not version 
concurred on Forwards cover ltv> errata sheet listing change* 
& two revisions of Director's Decision Correction* should be 
Issued bij 300513 
MURRAY, J P Office of the Eiecutlve Legal Director aOVOS/07 



Notifiai that Ofc of Nuclear Reactor Regulation Director's 
denial under 10CFR2 206 af request re spent fuel storage is 
Final 

CHILK.S J Office af the Secretary of thr Commi Sfl ion 80/09/29 
lp 



SO06090366 Requests that audit of installed electric sys & equipment 
be performed per 791129 Itr Revlcui sample may be limited to 
SX of installed equipment & cable; 
5CHWENCEH, A Licensing Branch 2 BO/03/29 2pp 

B006090507 Notification of 000605 meeting ui/util in Qethesda. MD to 
discuss licensee propo-sed engineered aafetg feature design 
for autamatic suiitchover from injection modo to 
rec ire ulat ion mode 

Liconjing Branch 3 BO/05/30 2pp 



B00il20203 Foriuards request for Class Jit amend to License DPR-73 
consisting oF Tech Spec changes re special test aneptiom 
position indication sys, shutdown section 

L1BR1ZZI.F P Pudlic Service Electric V Gas Co of Neui Jersey 
BO/06/06 lp 



8006120310 Requests Class III amend to License DPR-79, al lowing 
suspension of Tech Spec 31325 (position Indication 
sys-shutdouin) during performance of rod drop time 
measurements & callbr uihen operable during rod withdrawal 
ECKERT.R M Public Service Electric (, Gas Co of New Jersey 
Spp 



Q004120214 Rsvlsod Tech Specs for License DPR-73 ra position indication 
s-ys shutdown 
* Public Service Electric ', Oas Co of New Jersey 80/06/06 



80-06200899 Responds to S00523 request for advance notice of activities 
re facility which involve- NRC or State of MD Public Svc 
Commission NRC it not Involved In proceeding Notification 
Tnuesjt ihould be directed to MD Public Bvc Commission 

K Office of the Eiecutive Leg* I Dine tor BO/06/04 lp 



6006170450 Commits to implement NUHEG-0660 re addl TMI-2 related 
requirements, per BOO 507 Itr 

LIBRIZKIiF P Public Service Electric tt Gas Co of New Jersey 
SO/06/O9 lp 



B 00620 0567 Requests advance notice of mettingi. conf renc . depoi itiona, 
hearings or appearances re facility Involving WHC or State 
of MD Public Svc Cammiiifan Alia requests all relevant 
tit imtmij fc CDrreipondvnce rtnalvef bg HHC 
WETTER KAHN.H J Conner, Moore b Cariier GO/0&/23 2pp 



8O0625QO& 1 ? Notification of 800610 meeting ui/util in Bethesda.MD to 
discuss licensee r Bluest for Toch Spec change on control 
rod position Indication 
KERRIGAN, J Licensing Blanch 3 BO/06/09 3pp 



H Oeneral correspondence 



BOOit200H9 Rsspanifi to Itr to DDE re constituent inquiry about 
relationship of Merrill Crack Project to fdcilltliR NRC has 
na Info re re 1-a biomh lp Facilities us wattr from DE Rlvar 



DIRCK3.U J 
SQ/05/30 



Office of the Etec-utive Director for Operations 



Q00i300037 Notifies licensee that Insp ports must be Installed In stiain 
generators V Rou 1 tubes must be plugged prior to startup 
after first refueling Ho Info presented that potential 
cracking nenr top of Rou 1 U-bend can be avoided 
GCHHENCER, A Licuniinj Branch 2 80/06/09 2pp 

8006240309 Forwards Amend I to License DPR-75. safety evaluation fc 
notice of Issuance t- availability 
SCHWEWCER.A Licensing Branch S 00/06/11 2pp 



BOOiI20242 Advises that NRC 300523 extension of tlmt to tonfjidtr Ofc 
of Nuclear Reactor Regulation dun la 1 of request for stay of 
OL issuance hav elapsed Denial It fintl action 
CNILK.8 J Office of the Scret*rij of the Commission ao/Ot/10 



800i2'10aiO Amend 1 to License DPR-75, suspending limitations of Tech 
Spec 3 1 3 2 2 during performance of individual full-length 
rod testing '/ rod position indication sys callbr, 
SCHWENCEfi, A Licensing Branch 2 80/06/11 5pp 



J Insuranc* & Indemnity information 



9 062 10 'H 4 Safety evaluation supporting Amend 1 bo License DPR-73 
* Office of Nuclear Reactor Regulation, Director 80/06/11 2f>p 



B006 11 0097 Forward* Endorsements 31,4 & 1 to MAELU Policies MF-90, XB-60 
& XB-72rr*s{iectivBlu 

CDRREA, M A Marsh & McLBEin^n, Inc , M fc M Hue 1 air Consultants, Inc 
Div 60/04/04 6pp 



HOQ624044B Notica of issuance t, aval lab 1 1 i ti; of Amend 1 to License 
DPR-73 
ECHUCNCER.A Licensing Clranch Z 80/06/11 2pp 



BOOilSOSO? Foruarils eivcuted Amend 8 to Indemnity Aoratment B-7-1, 
daltting Item 3 tc substituting license numbers 
GRIFFITHB.fi Public BervlcB Electric & Cat Co of Ntui Jersau 
BO/06/12 2pp 

P Opirating license- stage documents h corraipond*nce 

-- - ~ --- , _-*. -- ,**~.*M ---- ,^-.^^-,^ -- - -- . VVH ^^. ----- , 

eoofi090143 Forwards add! Tril-a related requiramentt to operating 
reactors Licensee* requirsmetits for TMI Action Plan Include 
shift manniTiff, licensing tiaras * licensee dliiemlnation 
of operating experiences Reiponse rqueted ultMrt 30 daiji 
ElBEUHUr, D e Division op Licensing BO/O3/07 



Request! commenti, on NUHEO-0977, "Potential for Lou Fracture 
TouBhr,e-*s fc LamalUr Tearing on PWR Steam Oinerator ti 
Reactor Coolant Pump Supports " Proposed review nroetdur & 
Implemtnlatlan schedule encl 
EISENHUT.DO Divitfon of Licensing QO/05/17, 72pp. 



Notification of 80061B meeting u/utll in DethesdaiMD to 
discuss auilllary fcediiiater sys 

Licensing Branch 3 80/06/12 2pp 



B006SS03QB Notification of BO06I9 meeting u/utlls in Gethida,HD to 
discuss Issuance of full pauer license for facilities 
DfHmEFilCX.A H Licensing Branch 1 KERRIGAN, J D Licensing Branch 
3 STAHLE, C R Licensing Branch a BO/06/16 ipp 

Inspection reports, IE Bulletins !, correspondence 

8006030086 Forward 5 IE Insp Rept 50-311/80-06 on B00327-28 No 
none ompl lance noted 

CrtliLSOH.fi r Region 1, Philadelphia, Reactor Construction & 
Engineering Support Branch 80/04/16 2pp 
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aOO6O30Q9O IE Insp Fiept 50-31 1 /80-06 on 800327-28 No noncomp 1 lance 



ultrasonic eiam of reactor 
luding observations & discussions 



noted Majoi areas inspt 

uf 1 i c ensee 

THIPPiL L Region 1. Ph i lade Iph ia. Reactor Construction & 
Engineering Support Branch MCHREARTY, R A Region li 
Philadelphia, Office of the Director 80/04/16 3pp 

BOOfciaOOS3 Forwards IE Insp Repfcs 50-272/00-07 I, 50-311/00-03 on 
000302-29 No noncompl lance noted 

BHUNNERi E J Region 1. Philadelphia- Reactor Operations Nuclear 
Support Branch BO/04/29 2pp 

--BOOMB0056 IE Insp Repts SO-272/80-07 t, 50-311/00-03 on B00302-29 No 
noiitomp 1 lance noted Major areas Inspected plant operation!, 
logs 1 rec orris, LEHs, per lod Ji rept9< sma 1 1 break LOCA 
guidelines \ previous Insp items 

KETMIQ-R R Region 1, Philadelphia. Reactor Operations Nuclear 
Suppoit Branch NDRftHGLM, L J Region I, Philadelphia, Office of 
the Director 00/04/23 IBpp 

BOO61B0121 Forwards IE Insp Repts 50-272/SO-Q7 S- 50-311/BQ-03 on 
SO0303-29 No noncompl ianca noted 

BRUNNER,E J Region 1, Philadelphia, Reactor Operations Nuclear 
Suppc-rt Branch 60/04/29 2pp 

8006 1 SO 1 36 IE Insp Repts SO-273/00-07 1 50-311/80-03 on BQ0302-29 NO 
noncomp 1 ianc e noted Major areas inspected plant operations 
including facility tours.log t. record reviews, 1 icensee 
events review & review of periodic rep Is 

NOKRHOLM.L J Region 1, Philadelphia, Office of the Director 
RE 1 11 10, R R Region i, Philadelphia, Reactor Operations Nuclear 
Support Branch 130/04/33 10pp 



U Congress lonal/Eiecu live Correspondence 



BOQ6120074 Responds to 800409 Itr requesting info re new safety itdi w/ 
which facility must comply prior to OL issuance Facility 
response to post-TMI improved safety recommendations 
reviewed License to load fuel 4 test Issued 800418 
DIRCKS.W J Office of the Eiecutive Director for Operations 
80/05/23 2pp 

BQOM20079 Requests info re neui "strict safety std*" w/which facility 
must comply prior to OL issuance 
ROTH, WV Senate, Governmental Affairs 30/04/09 Ip 



DOCKET 50-312 RANG HO SECO NUCLEAR GENERATING STATION 
F Security, medical, emergency >j fire protection plans 

B0060904B7 Forwards proposed rule entitled, "Fire Protection Program 
for Nuclear Poiuer Plants Operating Prior to 790101 " Rule 
adds new Section 50 48 & App R to 10CFR50 tt It eipected 
to be published in FR oy end of May 
EISENHUT.D O Division of Licensing 90/05/19 4ipp 

8006130063 Forwards revised Pages 1-14 fc neui Page 14* for propoiti) 
rule 10CFR30 "Fire Protection Program For Nuclear Power 
Plants Operating Prior to 79O1Q1, " transmitted by NRC BOQ519 
Itr Page 14a not encl 
ElBENHUTiD G Division of Licensing HO/05/22 73pp 

Q Adjudlcatory correspondence 



BOO620OO29 Foruards IE Circular BO-13, "Orid Strap Damage In 
We st i nghouse rue! Assemblies " No urltten response ronulred 
OfllER.B H Region I, Philadelphia, Office of ths Director 
8Q/O5/20 Ip 

eoOillO23l Responds to violations noted in IE Imp Repts 50-372/00-04 
50-311/aO-Ol on SOOI28-31, 0201,04-07 fr 11-13 Corrective 
actions waster equipment list mill eipand cilitlng methods 
of compliance Hi/requirements of GA program sijs b components 
SCHNEIDER, F U Public Service Clgctric k Oas Co of Nau Jersey 
SO/06/03 8pp 



8006060273 Discusses matl needed to respond to CA Energy Commitiion 
Interrogatory 6 Forwards complete lint of BiiW feedwater 
transient! up to 791026 Requests that project manager* 
complete summaries of transients by 791127 
CAPRA.R A TMI-2 Dulletins t Orders 79/11/23 2pp 

Q006160049 Motion by CA Energy Commisiion for eiUntion until BDOS01 
to file proposed findings of fact t conclusions of law 
Suggests 300711 for licensee findings. B00822 for NRC 
findings (< B00903 for licensee reply W/proof of 8vc 
ELLIBON,C California, Stats of, 80/06/04 3pp 



BOO63OO2S2 Responds to 1C Bulletin BO-O5. "Vacuum Condition Resulting 
in Damage to Chemical Vo 1 Control 8ys Holdup Tanks " 
Facilities have had vacuum breakers installed on holdup 
tanks to prevent collapse in event vacuum is generated 
SCHNEIDER, T W Public Service Electric % Gas Co of Neu Jersey 
QO/Q6/O6 Ip 



Q00626015B Forwards Director's declilon per 2 206 t FR notic* in 
response to Friends of the Earth 791 034 petition to require 
preparation of supplemental environ statements on CHn 9 
accidents at Diablo Canyon, Rancho Beco tt Palo Virdt 
DENTQN.H R Office of Nuclear Reactor Regulation, Dirtctor 
00/06/19 2pp 



Responds to IE Bulletin S0-12r "Decay Hat Removal Bu 
CJporabllity " Sequence of events at Davis-BeasB which 
reBulted in automatic transfer of suction to empty 
containment sump will not occur at facilities 

SCHNEIDER, F W Public Service Electric t. Oas Co of Neui Jerseu 
8Q/Q6/O9 4pp 



9006260159 Responds to /91024 petition requesting preparation of 
supplemental EIB re impact of Class 9 accidents at 
Facilities No special circumstances eilst which uiould 
warrant reopening proceedings Request dinltd 
DENTON.H R Office of Nuclear Realtor Regulation! Director 
80/06/19 2pp 



3 Reportable occurrences, LERs & related correspondence 



8006540443 Foriuardu LER BO-001/03L-0 
L1DRIIZI.F P Public Service Electric 
90/0-6/1B Spp 



6as Co of New Jersey 



-S006S60161 Director's decision per S 06 denying Frl*nd of tin Earth 
7910S4 petition to require preparation of supplemental EIS 
an Class 9 accident! No special c ircumotanct s eilst which 
would warrant reopening environ proceeding* 
DENTQN.H R Office of Nuclear Reactor Regulation Director 
BO/06/19 17pp 



90062,10449 LER 00-OOI/03L-0 on S00522,iuhen DL rece 1 ved, f ire barrier* 
mere open due to recent removal of electrical cab lesi pipes 
lc uiBldino cable* Cause not stated Harriers were verified 
sealed prior to core load 

MURPHY. M J Public Service Electric ! Oas Co of New Jersey 
80/Oi/IB Ip 



eOO'6300477 Forwards LER 80-002/03L-0 

LIGR!IZ1-F P Public Service Electric & Oas Co 
BO/0&/2S 3pp 



of New Jersey 



B006300487 LER BO-002/03L-0 on 800926. during routine surveillance, 
em-ergencij dlesel SB could not be fully loaded Caused by 
three pins stucli in fuel injectors Pins were unstuck tt 
diesel tested satisfactorily Insp order has been initiated 
MURPHY.M J Public Service Electric - QBE Co of New Jersey 
80/0*1/23 Ip 



-0006260163 Notice of issuance of Director's (fecit ion pr S B06 tfenylflB 
Friends of the Earth 791024 petition to require preparation 
of supplemental EIS re Class 9 accidents 

DENTOU.H R Office of Nuclear Reactor Regulation, Director 
SO/06/19 2pp 



I Financial information 



8006030330 Annual Financial Rept 1979 

* Sacramento Municipal Utility District 79/12/31 



21pp 



8006130337 Forwards Annual Financial Rept 1979 

MATTIMOE.J J Sacramento Municipal Utllitu District 00/06/09 Ip 

P Operating license stage documents If correipondence 



80060602B3 Foruards documents for Auxiliary Bys Branch review of 
auxiliary feedwaiter reliablllti/ analysis for BtW operating 
plants U/o ends 
CAPRAiR A Light Hatai Reactors Branch 3 BO/01/17 3pp 
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B00630O06B ForuarMs BOQ314 memo re 7SQ320 transient at facility known 
ai "light bulb Incident " Transient could nave led to 
results s serioui as TM1 Re-quests comment! on memo 
u/icnphasli on safety problems In Items 1-3 
EI6EHHUT.D Q Division of Operating Reactors BO/04/03 4pp 

B00b200074 Advises of alternate sequence of evtntt for 700320 incident 
it facility that could have retulted in outcome as serious 
ai THI Priority should be given to study of sequences in 
uhlch successful coca cooling mail be in question 
BERNEHO.R n , ROHSOME.F H Probabilistic Analysis Stiff 
90/03/14 5pp 



Forward! add] THI-3 related requirements to operating 
reactor* Licensee* requirements for TH[ ftctlnn Plan Include 
shift manning. 1 Icens Ing eiams t licensee dissemination 
of operating eipenences Response requested within 30 dags 
EI6ENHUT.D Division of Licensing SO/03/07 ISQpp 

9006130123 Requests comments On NUREO-0577, "Potential for Loui Fracture 
Toughness ft Lamellar Tearing on PUR Steam Generator t> 
Reactor Coolant Pump Supports " Proposed ravteui procedure k 
imp 1 ementat i on schedule enc 1 
E1SENKUT.D -Q Division of Licencing BO/05/19 72pp 



800625017'? IE Insp Rept SQ-312/80-12 on B004Q7-OB (. 10 No noncomp 1 iance 
noted Major ai eas inspected environ qualification of Class 
IE equipment per IE Bulletin 79-O1B 

DODDS.P T Reoicn 5, San Francisco. Reactor Construction t< 
Engineering Support Branch EL1N.J Q Region 5, 9an FranciscOr 
Office of the Director BQ/05/O9 4pp 

BQ06250116 Forwards IE Insp Ropt 5O-312/8O-09 on B00407-H No 
nnncomfi 1 iance noted 

CREWS, J L Region 5. San Francisco, Reactor Operations Nuclear 
Support Branch BO/05/19 3pp 

--B006250124 IE Insp Rapt 5O-312/00-09 on 800407-11 No noncomp 1 iance 
noted Major areas inspected fire protection mods.onsite 
organl latiar, 4. administrat ion, receipt, storage Si handling of 
equipment & followup on IE bulletins t> circulars 
FAULKENBERRY, H Region 5, San Francisco, Reactor Operation! 
Nuclear Support Blanch ZWETZIQ.Q B Region 5, San Francisco, 
Office of the Director 80/09/19 9pp 

SQQ62501BI Forwards IE Insp Rept 5Q-313/SO-16 on 900401-30 No 
noncomp 1 ianc e noted 

CREH5. J L Region 9, San Francisco, Reactor Operations Nuclear 
Support Branch 80/Q5/2O 2pp 



9006030342 Notifies of BOO 3 07 leak test of teal injection & makeup *us, 
letdown sy* * HPIS tuMle performing SP 207 04 at hot 
shutdown prior to returning to power No leakage found 
rIATTIKQE.J J Sacramento Municipal Utility District BO/QS/22 Ip 

BOQ6110069 Respandt to B005OI Itr re facility compltanca u/CategoriJ Ai 
NU SEC -0578 ittms Bus uill arau liquid samplet from RGB cold 
leg t< from containment sump via dtcay het syi Analysis 
described In BOO 411 Itr 
MATTIMOE.J Sacramento Municipal Utility District BO/05/30 



BD0611O131 Forwards Revision 1 to "ASHE Code Class Valve Testing 
Riqulramentj" Pp fl-S & 4-A re program changei resulting from 
79Q71H operational review for implementation of ln*rvice 
bitting program Requests -addl relief due to changes 
MATTIMOE.J J Sacramento Municipal Utility District BO/OS/30 



90062501B4 IE Imp Hept 50-312/80-16 on B004O1-30 No noncomp 1 ianio 
noted Major areas Inspected long-terra shutdown activities d 
loss of non-nuclear instrumentation power 

FAULKENBERRV, H Region 5, San Francisco. Reactor Operations 
Nuclear Support Branch CANTER, H L , Q'DRIEH. J P Region 5, San 
Francisco, Office of the Director BO/OS/20 7pp 

BOO&090512 Ack receipt of BOO 4 21 Iti responding to Items of 
noncotnji 1 iance in BOO401 notice of violation & payment of 
civil penalties in amount of $25,000 in response to SQ0401 
notice of proposed imposition 

STELLO.V Office of Inspection '/ Enforcement. Office of the 
Director 00/05/37 Ip 

9006200053 Forwards IE Circular BO-13. "Grid Strap Damage in 
We*tinghouse Fuel Assemblies " No mritten response required 
ENQELKEN.n H Region 5, San Francisco, Office of the Director 
BO/05/2B Ip 



8004240488 Foi-uards position on selected NUREQ-06iO action items a 
required by NRC 300307 Itr 

MATTlHOEi J J 9acramentQ Municipal Utility Diltrlct BD/O6/1B 
top 



B00il30339 Forwards B00505 Itr to Region 3 re utll responses to IE 
Bulletin 79-OIB, "Environ Qualification of IE Electrical 
Equipment " 
MATTIMDE, J J Sacramento Municipal Utility District BO/06/04 Ip 



Inspection reports. IE Bulletin! { correspondence 

aOOi060600 Ack receipt of 7-91213 memo forwarding revision to SHUD repti 
"Analyiii Suinmarij in Support of Early Reactor Coolant Pump 
Trip " Informal copy of rapt uai incorporated Into 
evalkution of IE Sulletin 79-05C INUREG-0633) 
CAPRft.R A TMI-3 Bulletins (. Orders 7'?/lE/13 Ip 

BO060iOt03 Foruardi 791O24 revision to "Analysn Summary in Support of 
Early Reactor Coolant Pump Trip " Hatl should b* uted to 
evaluate responses to IE Sulletin 79-05C 
JOHDAH, E L Division of Reactor Operations Inspection) 79/12/13 



B00609Q49S Forwards IE Insp Rept 30-312/00-14 on 800335-27 No 
nancompliance noted 

SPENCER. 0, 5 Reg-ion 5, Ban Francisco, Reactor Construction t, 
Englneeiing Support Branch BO/04/24 Epp 

8006090503 IE Insp Rent 50-312/60-14 on B0032S-27 No noncomo 1 iance 
noted-Major areas inspected activities performed in response 
to IE Bulletins 79-02 *. 79-13 (. eiam of uelU cracking 
problem during valve installation 

DDDDS.R T Region 3, San Francisco, Reactor Construction I 
Engineering Support Branch NARBUT.P P Region 3, San Francisco. 
Office o the Director 60/04/23 5pp 

B00616063B Responds to Item 6 of IE Bulletin 79-13. fievii ion 2, 
"Cricking in Feeduater Sys Piping " Visual insp of all main 
t> auxiliary feeduater si|i piping support) k snubhers 
performed during refueling outage to verify operabllity 
MATTIKDE. J J Sacramento Municipal Utility District BO/04/2Q If 



B006130341 Foriuards response t-o IE Bulletin 79-010, "Environ 
Qualification of IE Electrical Equipment " Responses, 
including equipment required to function under postulated 
accident conditions. available in Central Files only 
MATTIMOE.J J Sacramento Municipal Utility District BO/05/03 
7pp 

Q006250051 Ack receipt of 800602 llr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-312/80-10 
CREWS, J L Region 5, San Francisco. Reactor Operations Nuclear 
Support Branch SO/06/12 Ip 

QQ062500S4 Responds to NRC B00423 Itr re violation noted In IE Imp 
Rept 50-312/BQ-10 Corrective actions held training session 
in/crane operators >t reviewed & updated raalnt procedures 
WAUDRIDOE.U C Sacramento Municipal Utility District aO/06/OS 
2pp 

9006350037 Forwards IE Insp Rept 50-312/BO-10 on B00303-31 i, natice of 
violation 

CREWS, J L Region 5, San Franclsto, Reactor Operations Nuclear 
Support Branch 80/04/32 2pp 

B006250060 Notice of violation from insp on B00303-31 

* Region S. Ban Francisco, Office of the Director SO/04/21 Ip 

6006850066 IE Insp Ropt 50-312/BO-10 on 800303-31 Noncompl iance noUd 
movement of objects over fuel transfer canal ui/o approved 
procedures 

FAULKENBEfiRY. B Region 3, Ban Francisco, Reactor Operations 
Nuclear Support Branch CANTEP, H L Region 9, San Francisco, 
Office of the Director 80/04/21 7pp 



B0062B0174 Forwardi IE Inap Rept 50-312/80-12 on 800407-00 V 10 No 
norcompl lance noted 

BPENCEFI.O a Hejlon 5, Son Francisco. Reactor Construction t< 
Engineering Support Branch 60/05/12 2pp 



R Periodic operating i eports 1- related correspondence 

8006190636 Coriuards monthly operating rept for May 198.0 

naDRlQUes.R J Sacrampntn Municipal Utility District 80/06/05 
4pp 
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--80041904,41 Monthly operating rept for May 19BO 



COLOMBO, R C 
4pp 



Sacramento Municipal Utility District 60/06/05 



3 Reportable occurrences, LERs ': related ci 



spondonce 



0006030361 Forwaids LER QO-O25/03L-0 

MATTtMQE, J J Sacramento Municipal Utility District 80/05/20 
2pp 

-"8Q0603Q3B7 LER BO-025/03L-0 on r,005O2, revi eul of applicabilty of IE 
Info Notice SO-13 revealed 29 GE type SUM switches in 
safety-related suilchgear Fight cracked in cam followers 
Caused by exposure to hydrocarbons in mfg process 
COLL'HBO. R W Sacramento Municipal Utility District BO/O3/20 
lp 

6006160010 HO review of safety feature actuation sys indicates that 
uihen Inverter A or li are removed from sue single failure nf 
other inverter during accident wi I 1 prevent sys operation 
Inverters mill be treated as safety features equipment 
MCCOLLIGAtl. J V Sacramento Municipal Utility District 80/06/09 
IP 



8006090407 Forwards proposed rule entitled. "Fire Protection Program 
For Nuclear Power Plants Qpeiatlng Prior to 79O101 " Rul* 
add* new Section 5O 4B >j App R to 10CFR5O & is mpected 
to be published in PR by end of Hay 
EISENHUT.D Division of Licensing BO/O3/19 46pp 

8006130063 Fnruiards revised Pages 1-14 & neiu Pa-ge 14a For proposed 
rule 1QCFR50 "Fire Protection Program for Nuclear Poutr 
Plants Operating Prior to 790101," transmitted by NRC 800519 
1 tr Page 14a not enc 1 
EISENHUT. D G Division of Licensing 00/05/22 73pp 

8006110342 Forwards revisions to proposed util safeguards contingency 
plan per RW Reid 900111 request Plan withheld (ref 
10CFR2 790) 
TRIMBLE. t> C Arkansas Power & Light Co 00/05/30 lp 

8Q061B0510 Ack receipt of NRC 800519 Itr requesting info on security 
personnel training i qualification plan Requests copy of 
draft NUREG-0674 dealing w/sub ject. pr lor to response to Itr 
TRIMBLE, D C ArVansas Power , Light Co BO/Oi/13 lp 



H General ct 



Bspondence 



BQ06250237 Forwards followup LER 79-Q21/Q3L-1 

WALBfMDGE.k C Sacramento Municipal Utility District BO/06/16 
3pp 

6006250230 Followup LER 79-021/03L-1 on 791216, error In ref heat 
balance resulted in error for effective full power days 
calculation Caused by possible eroaion uear on flow nonle 
Monies uii 1 1 be replaced during neit refueling outage 
COLOMBO, R W Sacramento Municipal Utility District 00/06/16 
IP 



8006300394 Forwards LER 80-03Q/01T-0 

NATTIKOE, J J Sacramento Municipal Utility District 



B006300405 LER BO-028/01 T-0 an B006O 1 ?, revl eu of safety features 
actuation sys revealed that if one inverter was out of svc, 
failure of remaining inverter would disable sys Operational 
restrictions placed on inverter nperability 
COLQMBO.R W Sacramento Municipal Utility District BO/06/19 



B006270171 Responds to B0043O rBquest to comment on R Laceuell concerns 
re spent fuel storage pool eipanslon Util indicated that 
no plans for expansion anticipated until 1903 or 19B3 NRC 
approval & public consideration would precede eipansion 
D1RCKG.U J Office of the Eiecutiva Director -for Operations 
90/06/09 2pp 



P Operating license stage documents i correspondence 



8006060379 Forwards util 791031 Itr re auiiliai-iy emergency feedwater 
control sys Sys being developed ay D!W appear! to be -fully 
responsive to NUREG-0578 concerns re separation from 1CB & 
auto -start cap ability 
CAPRA,F1 A TMI-2 BullotinB & Orders 79/12/10 lp 

BOO 60602 B3 Forwards documents for Auiiliary Bya Branch rnvitui of 
auxiliary feeduator reliability analysis tor B&M operating 
plants IJ/o encls 
CAPRA.R A Light Hater Reactors Branch 3 80/01/17 3pp 



B00630052B Forwards LCR BO-Q29/04T-0 

MATTIMQE, J J Sacramento Municipal Utility District 



00/06/19 lp 



0006300533 LER 80-029/OAT-O on 000519, May I9BO effluent monitoring 
charts indlctaed effluent pK eiceaded B 5 Tech Spec limit 
Caused by pH fluctuations in dilution unter, common 
phenomenon in summer month 5 

COLOMBO, R H Sacrafnenta Municipal Utility District 00/06/19 
IP 



T Hearing transcripts on non-antitrust matters 



8006030180 Forwards NRC proposed transcript corrections per ASLB order 
re post-hearing schedule In proceeding Certificate of 8vc 
cnc 1 
BLACK, R L Hearing Branch 1 HO/05/30 3pp 

9006030191 Proposed corrections to SOOP28, 0303-06, 040B-1 1, 0414-lSt 0417 
0506-10 4 0512-14 transcripts 
4 Hearing Branch 1 QO/05/30 29pp 

8006110336 Forwards stipulated mods to parti es, proposed transcript 
corrections * stipulated addl proposed transcript 
corrections Parties suggest 'hat ASLAB issue order adopting 
S00530 corrections as amended Certificate of Svc encl 
BAXTER, T A Shaw, PiHman, Potts 4 Trouibriilgo 80/06/09 4pp 

-- BC06I103-1I Stipulated mada to 1 i censee. NftC fc CA Energy Commission 
proposed transcript corrections 
Shaui, Plttman. Patts Troubrtdge 00/O6/O9 Spp, 

B0061 10350 Stipulated addl proposed transcript correction*, 
Shaui, Plttman, Potts t Troubridge 80/06/09 lp 



a0060?0165 Forwards addl TMI-2 related requlremntl to operating 
reactors Licensee requirements for TMI Action Plan include 
shift manning, I icons ing exams f licensee d illumination 
of operating experiences Reiponse requested uitnln 30 days 
E1SENHJT, D Division of Licensing 80/05/07 ISOpp 

B006130122 Requests comments on NUREQ-Q377, "Potential for Lou Fracture 
Toughness t- Lamellar Tearing en PUR Steam Oenirator Ii 
Reactor Coolant Pump Supports '' Proposed review procedure Ei 
implementation schedule encl 
EIBENHUT. D Division of Licensing BO/05/19 72pp 

B006090032 Requests meeting ui/utll on 800604 in BethetdaiMD to tlUcusi 
Interim reliability evaluation program Program it associated 
ui/veliabll i ty engineering ti rish assessment task included In 
NUREG-0660, "TMI Action Plan " 
EISEHHUT.D G, Division of Licensing BO/05/23 5pp 

B006130112 Summary of S00322 meeting u/util r* 800510 reactor 
coolant pump seal leak event 
VISSING. O Operating Reactors Branch 4 80/06/02 6pp 

8006240165 Notification of S00612 meeting w/util* In Bethesda.MD to 
discuss interim reliability evaluation program. 
QLSHAN.l- H Operating Reactors Branch 1 BOX06/09 2pp, 

8006170700 Forwards response to NRC 900905 Itr re loss of offslte 
pouier events 
TRIMBLE, D C Arkansas Power d Light Co BO/QA/11 3pp 

BOO61BOS2B Responds to NRC 800505 Itr re lass of offiitt pouier evinti 
Details of 750222,1205 J, B00407 events indicate ueathir 
conditions were responsible on all occasions Only momtntary 
lasses of pouier uisre experienced 
TRIMBLE.D C Arkansas Potuer t Light Co BO/OA/11 3pp 



DOCKET 30-313 ARKANSAS NUCLEAf) OIJE, UNIT 1 

F Security, medical, emei goncy V fire protection plans 



B006090027 Forwards request for addl info re security personnel 
training i qualification plan Crtc 1 uithheld (ref 
10CFRB 790) 
REID.R !J Operating Reactors Branch 4 00/O5/19 2pp 



0006S502QB Forwards Amend 45 to License DPft-51, safety evaluation ti 
notice of issuance ( availablity 
REID.R M Operating Reactors Branch 4 BO/O6/12 2pp. 

BQ06230390 Amend 43 to License OPR-31, mod ifylng Tac Spocs re 
surveillance requirements For hydraulic snubben 
REID.R M Operating Reactors Branch <I SO/06/12 Spp 
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8006-250291 Safety evaluation supporting Amend 45 to License DPH-51 
Operating Reactors Branch 4 BQ/Oi/12 3pp 

B00625029i Hotice op issuance >< availbility of Amend 43 to License 
OPR-51 
REID.fl 14 Operating Reactors Branch A BO-/06/12 2pp 

B0063000Q6 Discusses licensee plans to increase on-lite uaste storage 
Rq.utsti reviews of onsite storage additions in ninthly 
operating rapt following period in uhich. evaluation uas 
completed NRC nnaite storage licensing p-oaitlon end 
REID.R M Operating Reactors Branch 4 BO/O6/12 lOpp 

BO 0635 03 a Forwards safety evaluation supporting util justification of 
continued operation at facility u/reactor vessel 
surveillance program conducted at Davls-Besse Unit 1 Related 
Tech Specs should be proposed 
RE1B.R W Operating Reactors Branch 4 BOfQt>/\t> 2pp 

90Qi2S03B2 Safety evaluation supporting util jus. t if 1 cat ion of continued 
facility operation u/reactor vessel surveillance program 
conducted at Davis-Basse Unit I Related Tech Spec* should bt 
proposed 
Operating fieactors Branch 4 BO/06/16 2pp 

8006230-101 Submits response to BOO5Q7 request for commitment td TMI-2 
related requirements Response to Items II K 3 35.27 & 44 
uill be de-laued because util did not receive errata sheets 
until eOQatfi 
TRIMBLE.D C Arkansas Power t Light Co BO/06/ IB 3pp 



3006240186 Responds to NRC Itr re violations noted in IE Insp flepts 
90-313/90-Q5 t, 50-36S/BO-05 Corrective actions revised 
Procedure 1304 33 i 2304 13 requiring specific sign-off for 
each leal rate tefit following containment entries 
TRIMBLE, D C Arkansas Power Si Light Cn BO/O5/09 3pp 

8006200489 Responds to IE Bulletin BO-12, "Decay Heat Removal BIJS 
Qperability " Analyses of procedures for safeguarding 
against loss of sys capability should be completed by 

aooeis 

CAVANAUQH, W Arkansas Pot-ier ', Light Co 00/06/12 3pp 

BOOA300319 Forwards evaluation of BOQ41 1 . 16, O5O4 fr 21 responses to IE 
Bulletins 79-05A 1, D Requests that util conform to 
provisions or provide sufficient justification for proposed 
deviations from gu I dance 
NOVAK, T M Reactor Systems Branch 60/06/13 22pp 

R Periodic operating reports ?j related correspondence 

Q006110142 Foruiards "Annual Environ Monitoring Rept " 

TRIHHLE.D C Arkansas Poiuer '. Ligh' Co BO/O5/12 Ip 

8006110154 "Annual Environ Monitoring Rept " Oversiie drawing encl 
* Arkansas Power i Light Co BO/OS/12 400pp 

BQQ611Q001 Foruiards results of intake impingement monitoring during 
during month of Apr 17BO 
TRIMBLE. D C Arkansas Power t Light Co BO/05/29 Ip 



E006300045 Discusses fsas far review of APL-TOP-IA, " QA Manui 
Operations " Requests payment upon receipt of Invoice. 
HILLER.W License Fee Management Branch BO/Oo/23 Ip 



3006110002 Results of intake impingement monitoring during month of Apr 
19QO Computer cards encl 
* Arkansas Poujer 1 Light Co BO/05/P7 17pp 



Q Inioection reports. IE Bulletins & correspondence 

800606O132 Notifle's NRC that limited response to lEBulUtin 79-27. 
"Loss of Non-Clais IE Instrumentation &. Control Power Sui 
Bui During Operation," uLll be subnltte-d bg BOQ>42i Response 
uilll be limited to ac power supply to UNI buses 
TRIMBtE. C Arkanaai Power t, Lijht Co BO/04/Ot Ip 

B00604O051 Rgipandi to IE Bulletin 79-27, "Loss of Nan-Class IE 
I nitr umentdtion >f Control Pouer Si|i Bui During Op-erdtlon " 
Revieu identified need to increase reliability of ai poiuer 
supplied to non-nuclear instrumentation sgs 
TRIHBLE,D C Arkansas Power & Light Ca 30/01/33 5pp 

BOO6240036 Forwards IE Insp Hepts 30-313/BO-O6 > f 50-363/80- Ofi on 
B00322-042 1 E. notice C-f violation 

MAD8EM. O L Region 4. Dallas. Reactor Dpe-rationi Nuclear Support 
Branch BO/O3/O3 2pp 



B006170ciB6 Forwards monthly operating rept for Mau 19QO 
TRIMBLE, [> C Arkansas Power 4 Light Co BO/06/13 Ip 

B00619O6B9 Monthly operating rept for Hay 1980 

BRAIILETTiL S Arkansas Pouer J Light Co BO/Ot/13 7pp 



Repc 



goO60503?6 PNQ-IV-BO-021C on BOOS15: fo 1 lowing purge of reactor bldg, 
fans uere left on to continue ventilation EPA officials 
indicated that no radiation levels uere detected offsite 
Util samples Indicated that 4 out of B had traces of Xe-133 
HESTElMAN. T F . MADSEM, L Region 4. Dallas. Office of the 
Director BO/05/16 Ip 

BOQ6230434 Foruards updated t-ER 79-017/03X-! 

TRIMBLE, D C Arkansas Pouier ' Light Co BO/OS/22 Ip 



BOO6S4Q042 Notice of violation tram insp an BO 0322-0421 

* Region 4. Dallas. Reactor Operations Nuclear Support Branch 
8CV05/02 3pp 



Woticojnpl iance noted no control of combustibles !t finding 
that uaste control operator entered high radiation areas u/o 
using radiation survey instrument 

HESTERHAN. T F Rtfton 4, Dallas. Reactor Operations Nuclear 
Support Branch ao/OS/03 lipp 

BOO&0&0597 Foruiards IE Bulletin 80-11. "Maionru Wall Deflgn " Requiras 
action !: urittffn response IE Info Notice 79~29i 
"Ovirloaditig of Structural Elements Due to Pipe Support 
Load*" encl 

SEYFRIT. K V Region -1, Dallas, Office uf the Director BO/05/08 
tp 

8QOfi050317 Forwards IE Dulletin BO-12, "Decaij Heat Run oval Stj i 
Operjlillitij " Requires actions 'j response within 30 days 
IE Info Notice 9O-20. "Lnsa c-f Decaj Heat Removal Capability 
at DviS"Betse Unit 1 Mhile In Refueling. Mode" encl 
SEYFBir, K V Region 4^ Dallas, Office of the Director SO/ OS/09 
IP 

S0060S0331 Retpantis to violations noted in IE Insp Repts 50-313/60-04, 
It 30-3&B/BO-O6 Correitive actions doors to high radiation 
arias locted or repaired ti laded Comtujstib les removed from 
prohibited areas & maint personnel notified 
TRIMBLE, D C Arkansas POUIBT V Light Co SO/OS/2? 4pp 

8006340184 Act receipt of 800606 Itr informing NRC of step* taken to 
correct violations noted in IE Imp Rcpts 50-313/80-05 t, 
50-349/80-03 

MADSEH. O-C Region 4, Dallas. Reactor Operations Nuclear Support 
Brtnth 60/06/O4 Ip 



3006230439 Updated LER 79-017/O3X-1 on 79091 1, dur ing monthly test, 
diesel generator 1 tripped on lou oil pressure after approi 
3 minutes of operation Caused by inadequate corrosion 
inhibitor resulting in eifoliation type solder corrosion 
SH1VELV.C H Arkansas Pouer '- Light Co 80/05/2? Ip 

BG06130264 Submits follouiup actions to F1CP seal failure on 600510 in 
response to NRC request Following cooldoujn to cold shutdown, 
HCP Seal -C cartridge was remo.ad * transferred from 
containment bldg to hot insttumsnt shop 
TRIMBLE. D C Aricflnsas Pouier >. Light Co BO/05/30 2pp 



9006130277 Forwards LER SO-O1Q/01T-0 

TRIMBLE, D C Arkansas Power !, Light Cc 



--300612029-3 LCR aO-OlS/OlT-O on B00524, during investigation per IE 
Bulletin BO-08. di screpancy in records of weld Insps found 
Cauiad by failure to properly review mold record 
documentation for particulai weld during const 
BRAMLETT.L 5 Arkansas Poiuer I Light Co BO/06/05 Ip 

SOC-624Q096 Forwards request foi- addl infn re veactor coolant pump seal 
leak event on B00510 
REID.K u Operai-lng Reactors Branch 4 80/06/09 4pp 

6006170623 Forwards LTR BO-O1//031-0 

THIMBLE, D C Arinnsas Power I Light Co 9O/06/13 Ip 

B00il70630 LFR 90-O17/0-JL-0 on 800SI-5, wh I) e opening reactor bldg bypa 
dampers, damper 7410 would tint operate Caused by hoist still 
being cnnnected to dampoi Damper roset f, hoist removed 
QRAKLETT.L b Arkansas Power l> tigdt Co BO/O6/13 Ip 
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DOCK.ET 50-315 DONALD C CODH NUCLEAR POWER PLANT, UNIT 1 
F Security, medical, emergency *i file protection plans 

BOOAO'JO'IB? Forwards proposed rule entitled, "Fire Protection Progr-am 
for Nuclear Pouer Plants Opmating Pr i 01 to 79Q1O1 " Rule 
adds new Section 50 -18 ' App R to 10CFR50 fe is eipected 
to be published in FR by end of May 
EISENHUT.D G Division of Licensing 90/09/19 46pp 

BO06O30O71 Notification of BOQ537 meeting ui/util in Methesda.MD tn 

review design of proposed technical support c tr & emergency 
operation! facility 
MINFlf, S Operating Reactors Branch 1 8O/O5/21 2pp 

SO06130O&3 Forwards revised Pages 1-14 It new Page 1 4a for proposed 
rule 1OCFR50 "Fire Protec t-ion Program fop Nuclear Pouav 
Plants Clperating Prior tn 790101," transmitted by NRC 8005-19 
Itr Page 14 a not and 
EISENHUT. D G Division of Licensing 80/05/33 73pp 

H General correspondenc D 



BOO&27O18I Responds to B00427 request for info re M LeMiere inquiry 
about amount of nuclear waste disposed in State of MI Spent 
fuc I from four operating MI leactors stored onsite NRC 
evaluated status of uasfce mgt In 1777 W/relatcd FR eicerpts 
DIRCKS.M J Office of Ihe Executive Director for Operations 
BQ/O6/O 1 ? lOpp 



J Insurance !< indemnity Information 



rds payment For indemnity fee for B00926-B1052S 



8OOS210?55 For 
U/o encl 

E Indiana t, Michigan Electric Co BO/O9/li ip 



8006050037 Responds to NRC 000418 Itr re evaluation of ultimate 
strength o-f facility containment bldgs Requests updates 
of ongoing NRC ujork le hydrogen generation ! containment 
capacity studies. * opportunity to comment on results 
DQLftN, J E Indiana t- Michigan Electric Co 80/05/30 2pf> 

8006170309 Reminds licensee that 000324 request tn use divers to cut 
studs uelded to bottom liner 5 supports in replacement of 
racks in spent fuel pool is subject to payment of fees Fees 
should be submitted within 19 da^s 
MILLERiW O License Fee Management Branch 80/06/02 Ip 

B0062flOOB7 Confirms 800702 meeting ui/util in Neiu York, NY to discuss 
proposed resolution of several operational fc QA problems 
Problems mare previously discussed at 800415 mgt meeting 
KEPPLEf). J ft Region 3, Chicago, Office of the Director BO/06/1O 
IP > 

B006230407 Responds to A Schmencer 900429 info request re facility GE 
lou pressui-e turbine Discusses site specific & generic 
questions re QE 1 oui pressure turb tne. Serial 170X412 
DOLAN.J E Indiana & Michigan Electric Cn BO/06/16 9pp 

$ 

B0062304B7 Foriuards proposed Tech Spec 3 5 In response to NRC B0041Q 

request 

DOLAN.J E Indiana I> Michigan Electric Co BO/06/16 Ip 



SOQc.23049 i Proposed Tech 
Tech Specs enc I 
Indiana !< Michigan Electric Co 



c 3 5 re criteria for operabtllty Related 
80/06/16 7pn 



80063&O177 Uibhdrauis 790319 ( BOOSia Tech Spec change requests re rod 
position Indication ays Ji steam generator uater level lou 
1 ouj reactor trip/engineered safntij features actuatinn 
sotpolnts Rod position indication sys change unnecessary 
DOLAN.J F Indiana (. Michigan Electric Co BO/06/17 3pp 



P Operating license stage documents i correspondence 



Forwards addl TKI-a related requirementa to operating 
reactors Licensees Tequliements for TMI Action Plan include 
shift manning, 1 itenslng erams t licensee dissemination 
of operating experiences Response requested uiithtn 30 days 
BISENHUr, D G Division of Licensing BO/03/07 ISOpp 

BOO&130I22 Requests comments on NUREQ-0977, "Potential for Loui Fracture 
Toughness !t Lamellar Tearing on PUR Steam Generator b 
Reactor Coolant Pump Supports " Proposed review procedure ii 
Implementation schedule encl 
EIBENHUT.D Division of Licensing BO/05/19 72pp 

6006130192 Forwards Amends 37 4 SO to Licenses I)PR-9P fc DPR-74. 
i aspect ivety, safety evaluation I notice of issuance ti 
aval lability 
VARGA, S A Operating Reactors Branch 1 SO/OS/23 3fp 

--B006I30I96 Amends 37 fc 20 to Licenses DPR-58 & DPR-74, rosp ecti VB ly. 
providing one time only oitenslon of time for testing Unit 3 
ice condenser louier inlet doors & revising uil thdraiual 
schedule for reactor vessel surve 1 1 L.ince capsulos 

S A Operating Reactors Branch 1 HO/OS/S3 14pp 



B 006240471 Ratifies that fourth refueling outage initiated on BQ0530 
Sta?'tup date for Cycle operation scheduled for 800731 
DOLAN.J E Indiana t, Michigan Electric Co 80/06/1B 3jjp 

B0062404B2 Forward! response to MRC 800507 Itr re addl TMI-B rslated 
requirements Procedures for feedback of operating experience 
to plant staff ulll be reviewed Licensee lull! provide info 
to l-lestlngh-Quse for generic rept 
HUMTER.R S Indiana k Michigan Electric Co BO/06/20 6pp 



Inspec tl-oit reports' IE Dulletins t. correspondence 



B006170044 Fnruards IE Insp Repta 5Q-313/BO-07 I SO-316/flO-Oi of 
meeting on 900415 No noncompl iance noted 

KEPPLER.J & Region 3, Chicago. Office of the Director 80/04/20 
2pp 

BOGfcl70052 IE Insp Rupts 50-315/80-07 ft 50-316/90-06 of meeting on 
800415 No noncompl lance noted Mflijor areas inspected 
implementation of utll QA program t. regulatory 
p orf ormanc s re pcrionnel error t- adherence to procedure 
DOVD, Q C , HASSE-R E Region 3, Chicago. Office of the Director 
HEISHIIAN.ft F Rogiqn 3, Chicago, Reactor Operations Nuclear 
Support Branch 80/04/34 2pp 



B00613Q2Q1 Safety evaluation supporting Amends 37 i 20 to Licenses 
DPfl~9B & DPR-74. respectively 
i Office of Nuclear Reactor Regulation, Director BO/03/S3 3pp 

SOO61302O6 Notice of issuance i- availability of Amends 37 t 20 to 
Licenses DPR-5B l> DPH-74. respec ti vel y 
VrtROA.S A Operating Reactors Branch 1 6O/Q5/23 2pp 

B006O302H-1 Forwards remittance in response to SQ04Q9 1 fcr raquesting 
processing FBB for NRC reviDiu of ultl 800334 submiltal 
Requests that NRC review & retonsider whether fee Is 
necessary 
HUNTER, R S Indiana !i Michigan Electric Co BO/03/2B 2pp 



6006170749 Discusses NRC 791228 Issuance of Info Notice 79-37 re crack! 
in key uaij I bore sections of discs In Uestinghouse lou 
pressure turbines Addl info concerning info notice 
requested Response due within 3D days of receipt of Itr 
SCHWENCER.A Licensing Branch 2 BO/04/2? 3pp 



Forwards IE Insp Ropts 90-313/60-04 (. 30-316/80-03 on 
B00111-O331 & notice of violation 

HEiaHHAtl. R F Region 3. Chicago. Reactor Operations Nuclear Support 
Qranch SO/QS/02 3pp 

BOOc.130173 Notice of violation from insp on BOOH 1-0331 

* Region 3. Chicago, Office of the Director BO/04/30 Ip 



S00603O300 Forum ds addl info k Tech Specs re util 791317 re*pone to 
NRC 790808 Up on adequacy of station electrical 
distribution sys voltage 
DOLAI1. J E Indiana i Michigan Electric Co BO/OS/28 llpp 

eo060a03Ol Tech Spec 3/4 8 3 re alternative ac power sources 
fl Indiana i Michigan Ele-cfci-ic Co 80/05/2H Spp 



9006130199 IE Insp Repls 30-315/30-04 fc 50-316/BO-03 on 800111-0331 
Noncompl iance noted spent fual pit concentration found to be 
belou mill level on B 003 17 

MABBe.S E . DUDRV.N E , nOYD, D C Region 3, Chicago, Dffica of tha 
Director 80/04/30 12pp 

8006030261 ForuiflT-ds remaining responses to IE Bulletin 79-Q1B re 
environ qualification of Class IE equipment H/o E "cl 
HUNTER.R 8 Illinois Pouur Co 80/05/07 4pp 
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800606001'? Provides Supplemental response to IE Bulletin 79-010. 
"Environ Qualification of Class IE equipment " Forwards 
modified list of equipment to leflect reft, to qualification 
charts List proves adverse envirah qualification 
HUNTER. R 9 Indiana & Michigan Electric CD 60 /O 5/07 tQOOpp 

BOQ6200196 Fdrurards IE Insp Repts 50-315/BO-06 t, SO-3S6/BO-05 an 
BOOH21-25 No noncnmp 1 ianc e noted 
KEPpLER.J Region 3. Chicago, Office of the Director 80/05/13 



8006300502 Forwards LER BO-O11/O3L-0 

V Indiana '- Michigan Electric Cc 



--8DO63D05QB LER BO-011/03L-O on 0O0531.u/unit in shutdown mode, 
containment atmajphere air parllculate '* gaseous radiation 
monitoring si^s pump tripped on low (I out Caused by inaccurate 
floumetef Floumeter replaced 
DHLQNG.B D Indiana > Michigan Eleclrtc Co 60/06/33 2pp 



~ 0006200199 IE Inf Repts SQ-315/SO-Oi, !< 5O-316/BO-05 on 600421-35 No 
none omp I iance noted Major areas inspected radiological 
environ protac t i on 

FSSIO.T H , GREER.R J . MASSE. R Region 3> Chicago, Office of the 
Director, BO/Q8/ia BP 

5006130076 Addl response to FCJIA request far si) categories of 
documents re CPC Forwards documents luted in app 
FELTON. J M Division of Rules and Records BO/Q5/23 3pp 



Foritfartls response to updated memo received on BOO3L3 re util 
I nterrojafcor i es re proposed imposition at civil penaltg 
Caver sheet of IE insp re.pt I ncl 
KEPPLER.J Region 3. Chicago, Office at the Director BO/03/21 



BQQ6130111 IE Insp Rept 50-315-/77-34 on 7712&6-07 Hnneompl i ance noted 

both containment spray sijs out of svc 

BAUER, K R , MARNICKiR F Indiana fc Michigan Power Co 7H/01/04 

3pp 

3006130113 RO on 771118 while performing routine surveillance teat, heat 

exchanger inlet valve uias discovered closed Caused by 
personnel error Valves mere opened upon discovery 
CH(\DUELL,H M Indiana t, Michigan Pouer Co- 77/11/33 Ip 

B00613011S Confirms 771118 verbal rent r-e cloed containment spray heat 

exchanger inlet valves Fnllouup rept mill be provided b\i 

7712O1 

SHALLER.D V Indiana %. Michigan POUIET- Co 77/11/1B ip 

8006180594 Acfc receipt of BOQ512 1 tr infof-mina NRC of steps taken to 
correct nuncomp I lance notod in IE Insp fiepfcs 50-315/90-05 & 
SO-316/BO-04 Corrective action mill ba eiamined durlns 
future insp 
HIND, J A Reoic-n 3. Chicago. Safeguards Branch BO/06/03 Ip 

SOOiia060O Forwards response to NRC BQCH17 Itr re noncomp 1 iance 

irfenttfind in IE Insp Repts 5Q-315/90-O5 & 50-316/60-04 

Ruaonse withheld (re* 10CFR2 79O) 

DQLAN,J E Indiana ', Michigan Pousr Co BO/O5/12 Ip 

9006190383 Ae k receipt of B0092a Itr informins NRC of stspa taken to 
correct violations noted in IE tnsp Repts SO-313/BO-01 t 
BQ-314/aO-Ol 

HSISHMAN, R F. Region 3. Chicago, Reactor Operations Nuclear Support 
Branch SD/C&/OS Ip 



Reiponoi to NRC BODS05 Itr re violations noted in IE Insp 
Riati 30-315/BO-Ol I- 50-316/BO-Ot Corrective ac t i on- Cla* I 1 
cotnponant list uill be continually upijateil as ad ill 
component) are identified 
DDL* HP J E Indiana & Michigan Foyer Co BO/O3/2B 5pp 



DOCKET 90-316 DONALD C CQOK NUCLCftR POWER PLANT. UNIT 2 
F Security, medical, emergency, & fire protection plans 

6006090487 Forwards proposed rule entitled, "Fire Protection Program 
for Nuclear Pouer Plants Operating Prior to 790101 " Rule 
adiJs neui Section SO 4B >< App R to 10CTR5O ti is expected 
to. bo published in FR by end of Man 
EISENHUT.D G Division of Licensing 90/05/19 46pp 

00 6030091 Notification of 300527 meeting ui/util in Bethesria.HD to 
review design nf proposed technical support c tr 6 emergency 
operations facility 
MINER, S Operating Raactors Branch i 8O/05/21 2pp 

8006130063 Forwards revised Pages 1-14 >* neu Page Ifla for proposed 
rule 1QCFF150 "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 79OI01," transmitted by NRC BOO319 
Itr Page 14a not enel 
E1EENHUT.D G Division of Licensing SO/OS/32 73pp 

P Operating license stage docunents 'i correspondence 

B006O90165 Forwards addl TM1-2 related requirements tn operating 
reactors Licensees requirements for TMI Artion Plan include 
shift manning, licensing ejams !. licensee d isaemination 
of operating eiperiences Response requested within 30 daijs 
EISENKUT.D G Division of Licensing 60/05/07 ISOpp 

9006130122 Requests comments on NUREG-O577, "Potential for Lou Fracture 
Toughness i. Lamellar Tearing on PUR Steam Generator fc 
Reactor Coolant Pump Supports " Proposed revieu procetfure & 
implementation schedule end 
EISENHUTiD G Division of Licensing BO/05/1 1 ? 72pp 

6006130193 Forwards Amends 37 t 20 to Licenses DPR-5S t. DPR-74, 
r espec t tvelyp safety evaluation ', notice of issuance & 
availability 
VARCA. S A Operating Reactors Branch 1 BO/09/23 2pp 

aOO6130!9A Amends 37 S 20 to Licenses DPR-5B t DPR-74, respec t ive ly, 
providing one time onli; eitension of time tar testing Unit 2 
ice condenser lower inlet doors t/ revising uii thdrauia 1 
schedule For reactor vessel surveillance capsules 
VARGA.S A Operating Reactors Branch 1 00/05/33 14pp 

"8006130201 Safety evaluation supporting Amends 37 % 30 to Licenses 
DPR-3B 1 DPR-74, respectively 
it Office of Nuclear Reactor Regulation, Director BO/05/23 3pp 

3006130206 Notice o.f issuance t availability of Amends 37 6 30 to 
Licenses DPR-58 & DPft-74, respec tivel y 
VARGA,S A Operating Reactors Branch t SO/05/33 2pp 



6006240072 Responds to IE Bulletin 79-01B. "Environ dual if ica tion of 

Clais IE Equipment " Forwards corrected tr/ar addl pages to 

Attachments 5 Si A to util BOO5O7 second set of responses 

HUNTEfl.R S Indiana & Michigan Electric. CD SO/06/O5 35pp 

R Periodic operating reports ( related correspondence 

fl00617O521 Forwards monthlg operating rept for Hay 1900 

SMALLER, D.V Indiana It Michigan EtectrU Co BO/06/11 Ip 

8006170350 Monthly operating rept for May 19BO 

OILLETT.M T Indiana & Michigan Electric Co 30/06/03 7pp 



B006I20465 Advises that uti! 79I51B application accepted as being 
suppleirentarij to 7B05I9 app 1 tea t ion, based on addl info 
provided by Qfc of Nuclear Reactor Regulation No addl fees 
required 
MILLER, W O License Foe Management Brancft 00/05/27 Ip, 

8006030284 Foiuiards remittance in response to 800409 1 tr requesting 
processing fee for NRC review af util BO 03 3 '1 submittal 
Requests that NRC review tj reconsider uhether fee Is 
necessary 
HUNTER, R S Indiana t Michigan Electric Co 80/03/38 Spp 

8006030300 Forwards addl Info 1 Tech Specs re util 791217 response to 
NRC 790BuB Itr on adequacy of station electrical 
distribution sys voltage 
DOLAN, J E Indiana ', Michigan Electric Co 00/05/23 llpp 



9006030301 Tech Spec 3/4 8 3 re alternative ac power sources 
Indiana t Michigan Electric Co BO/O5/S8 Spp 



8006030037 Responds to NRC BOO'llB Itr re evaluation of ultimate 
strength of Facility containment blilgs Requests updates 
of ongoing NRC uiork re hydrogen generation i containment 
capacity studies i oppoi tuniiy to comment on results 
PdLAN, J E Indiana '< Michigan Uectric Co SO/05/30 2pp 
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9006170309 Reminds licensee that B00324 request to use divers to cut 
studs msldcd to bottom liner & supports In replacement of 
racks In spent fuel ponl is subject to payment of fees Fees 
should be submitted uiithin IS dags 
MILLER, W License Fee Management Branch 80/06/03 Ip 

80062400B7 Confirms 800702 meeting m/uttl in HEW York, NV to discus* 
proposed resolution of several operational d QA problems 
Problems mere previously discussed at BOQ4IS mgt meeting 
KEPFLER, J G (legion 3, Chicago, Office of the Director BQ/O6/10 
IP 

BOO6230'187 Foiwards proposed Tech Spec 3 S in response to NRC B00410 
request 
DOLAM, J E Indiana i Michigan Electric Co BQ/O6/16 Ip 



Proposed Tech Spec 3 O 5 re criteria For opirabilitg Related 
T*ch Spec B enc 1 
a Indiana t Michigan Electric Co 80/06/16 7pp 

9006260177 Withdraws 790319 * 80O522 Tech Spec change requests re rod 
position indication sgs t, steam generator yater level low 
1 c-u reactor tn p /eng I neered safety features actuation 
setpoints Rod position indication sgs change unnecessarg 

. J E Indiana & Michigan Electric Co 90/06/17 3pp 



8006240433 Forward* response to NRC 800507 Itr re addl TMI-2 related 
r eq.u irementt Procedures far feedback of operating eiparlence 
to plant staff will be reviewed Licensee will provide info 
to Wei tinghouse for generic rept 
HUNTER, R 5 Indiana t> Michigan Electric Co BO/06/20 6pp 

Q Inspection reports, IE Bulletins & correspondence 

80061700114 Forwards IE Insp Repts 5O-31S/BQ-07 ! 50-316/SO-06 of 
meflting on BQ0413 No noncomp 1 lance noted 

HEP P LEO, J C Region 3, Chicago. Office of the Director 30/04/20 
Hop 



SQQ61B060Q Forwards response to NRC 800417 Itr re noncomp 1 iance 
Identified in IE Insp Repts 50-319/80-05 It SO-316/80-04 
Response withheld (ref IOCFR2 7 TO) 
DOLAN. J E Indiana 6 Michigan Power Co 80/09/12 Ip 

BOO619Q3B3 flc k receipt of 6O05BB Itr informing NHC of steps taken to 
correct violations noted in IE Insp Repts 50-31 3/BO-01 tc 
50-316/BO-O1 

HEIEHHAW, R F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 80/06/03 Ip 

B006190336 Responds to NRC 900505 Itr re violations noted in IE Insp 
Repts 50-315/SO-01 5O-316/SO-01 Corrective action* Clan 1 
component list mill be continually updated as addl 
components are identified 
DOLAN, J E Indiana t- Michigan Power Co BO/05/3B Spp 

B0062-40072 Res-pond* to IE Bulletin 79-OIB. "Environ Qualification of 
Class IE Equipment " Forwards corrected ti/or addl pages to 
Attachments 5 4 6 to util 800507 second set Of responses 
HUNTER, R S Indiana ! Michigan Electric Co 90/06/05 35pp 

R Periodic operating reports- & related correspondence 

8006170698 Forwards monthly operating rept for Mag 1980 

SMALLER, D V Indiana t> Michigan Electric Ca BO/O6/11 Ip 



8006170704 Monthlg operating rept for Mag 19BO 

01LLET.VI T Indiana t Michigan Electric Co GO/06/03 



S Reportablc occurrences , LERs 4 related correspondence 



9pp 



3006230-112 RO 50-316/BO-01 8 during investigation per IE BullBtln 80-09, 
discovered reactor bldg Flue<d head penetration utld 
FW-P-51-1 had not been repaired to correct fusion defect 
Wtld defect uii 1 1 be repaired prior to power optratian 
O'HANLON, J P Arkansas Pouiar * Light Co 80/09/37 Ip 



--BOOA170032 IE Insp Repts 30-31 3/BO-07 Si SO-316/SO-06 of meeting on 
B0041S No noncompliance noted Major areas inspected 
implementation of util Qt\ program t regulatoTg 
performance re personnel orror (. adherence to procedure 
EOVD. D C , MASSE, R E Region 3, Chicago, Office of the Director 
HEISHMAM, R F Region 3, Chicago, Reactor Operations Nuclear 
Suppor t Branch BO/04/24 2pp 

800613018*7 Forwards IE Insp Rept* 50-31 5/BO-O-l fr 50-3I6/BO-03 on 
30O1 11-0331 5. notice of violation 

HEISHMAN, R F Region 3, Chicago, Reactor Operations Nuclear Support 
Branch BO/05/02 2pp 

e00613Ol'?3 Notice of violation from Insp on BOO111-0331 

* Region 3, Chicago, Office of the Director 80/04/30 lp 

800A130198 IE Insp RepU 50-315/BO-04 fc 50-316/BO-03 on 800111-0331 
Noflcornp 1 lance noted spent fuel pit concentration found to be 
brloiu min level on BOO317 

MASSE, R E . DUBflY.N E , BQYD- D C Region 3i Chicago, Office of the 
Director 80/0*1/30 I2pp 

(1006030231 Foruiards remaining responses to IE Bulletin 77-01B re 
environ qualification of Class IE equipment W/o end 
HUNTER, R S Illinois Power Co 80/OS/07 4pp 

8006060019 Provides supplemental response to IE Bulletin 79-01H, 
"Environ Qualification of Class IE Equipment " Forwards 
modified list of equipment to reflect reft to qualification 
charts List proves adverse environ qualification 
HUNTER, R 8 Indiana i Michigan Electric Co 90/05/07 lOOOpp 

8006H0019& Forwards IE Insp Repts 50-315/80-06 t< 50-316/80-05 on 
809431-25 No noncompliance noted 

KEFPLER.J Ro D lon 3, Chicago. Office of the Director 80/OS/13 
2pp 



80O6050306 Forward* LER 90-022/03L-0 J. updated LEU 77-041/03L-1 
SMALLER, t) v Indiana Michigan Electric Co 80/06/O2 Ip 

800A05.031S LER 60-023/03L-O an B00503, rad iatlon monitor R-ll *larmid 
during normal operation Sample pump For R-I1 lc fi-lK uould 
ndt remain running Caused bg uiear of pump Pump replaced & 
air sampler tested Entire iys uill be replaced 

O Indiana & Michigan Electric Co 60/06/02 IP 



SOOAO5031H Updated LER 77-O41/03L-1 on 791 101, hydrofl tn rnombiner 1 
Failed to Increase temp to 1,200 F within 3-h Cauisd bg 
incorrect electrical connection of one heater element Wiring 
corrected t~ controller gain Ii bias adjusted 
WIZNEfl, D O Indiana *, Michigan Electric Co BO/OA/02 IP 



BQ0612Q300 For wards updated LER 80-001/03X-1 
3HALLER.D V Indiana &. Michigan Electric Co 



00/06/04 lp 



--3006-120303 Updated LER 90-OOI/03X-1 on B001 19. w/approi IOX powtr levlj 
steam generator* fed too much feed water flow resulting in 
temp tf pressure drop Caused by attempt to recover low itvam 
g i nera tor level 
MURPHY, C.E Indiana & Michigan Electric Co BO/06/04 if 



800617066? Forwards LER BO-O23/03L-O 

SMALLER, D V Indiana 't Michigan Electric Co 



80/06/10 Ip 



B006170677 LER 80-023/03L-O on 800316, during norm*l operation, loin flow 
alarm for containment APD R-I1 tt R-12 uas received Sample 
pump would not restart & R-ll t> R-12 uer tftclared 
Inoperable Caused by Inaccurate flow meter. Meter replaced 
RieCHLIWQ,0 L Indiane 5. Michigan Electric Co BO/06/1O 2pp 



300624O462 Foruardt LER BO-024/O3L-0 

SMALLER, D V Indiana b Michigan Electric Co 



80/06/1"? Ip 



B006SO0199 IE Insp Ropts 90-31S/BO-OA * 50-316/80-05 on 800421-23 No 
noncomp 1 lance noted Major areas inspected radiological 
environ protection 

ES8IG, T H , OHEER.R J . MASSE- R Reoion 3, Chicago, Office of the 
Director 80/09/12 4pp 



S006E40476 LER BO-024/03L-O on 800520, w/turbine drive auiiHarg 
feeduater pump in nonrunning itandbg position, alarm rvoived 
that pump tripped Probablg caused b<] control linkage 
disconnecting from throttle valve 
LEASE R-S Indiana & Michigan Electric Co, 80/06/19 lp 



3006180594 Ack receipt of B00512 Itr informing NRC of steps taken to 
correct nancompl iance noted tn IE Insp Repts 50-31 5/BO-OB tt 
50-3lci/ao-Q4 Corrective action uji 1 1 be siamined during 
future Inap 
HIND, J A Region 3, Chlcagor Safsguards Branch BO/06/03 lp 
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DOCKET 50-317 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 1 
F Security, medical, emergency tc fire protection plans 

BQQ6Q401*fa Forwards rsquott for add! info re Incomplete fire protection 
items per review required by 791113 5ER Response should 
Include commitments necessary tc resolve all items hij BO1001 
It b* submitted within 3O dau,s 
CLARK. R A Operating Reactors Branch 3 BO/OS^t 1 ! 23pp 

aoQ60'?O4B7 Forwards proposed rule entitledi "Fire Protection Program 
*or Nuclear Pouier Plants Operating Prior to 7901O1 " Rule 
addi neu Section SO 13 !. App R to 10CFR50 (, is expected 
to ba published In FR by end of Ma 4 
EIBENHUT.D Q Division of Licensing BO/05/1 1 ? 4frp-p 

BOOA13QOo3 Forwards revised Pages 1-14 & neiu Page 14,a for proposed 
rulo 10CFRSO "Ffr Protection Program for Nuclear Pouer 
Plants QpBraltng Prior to 790101." transmitted bg NRG SOQ517 
Itr Pagt 14a not end 
E1SENHUT-D G Division of Licensing BQ/O5/2a 73pp 

6006030237 Respond* to NRC B00331 1 ti- re LNQ contingency plan Informs 
HRC that due to d i f f icul t, t ime consuming nature of cable 
routing, Installation of monitor eipected to ba completed k 
iijl operational bij 500613 
LUNDVALL.C. E Baltimore Gas !. Electric Co BO/05/3Q Ip 

HQuAOaOat? Requests eitensior. to B00715 for submission of guard 

training & qua! i P [cat i on plan revisions 6 add] info 
requested t>u NRC BOQ513 1 tr 

EVANS, V R Baltimorj Gas tc Electric Co BO/06/03 Ip 



SOQ6Q2Qm9 Responds to HRC Itr re request for addl info on partial loop 
operation Info renuired in support of 790405 application for 
amend to OLs to allow operation m/less than four reactor 
coolant pump a 
LUNDvftLL.A E Baltimore Gas '- Electric Co BO/O5/27 IQpp 

6006O90317 Notification of B00605 meeting u/util in Bethesda.MD to 
discuss improvements in offside power sources for 
facilities 
CONNER, E L Operating Reactors Branch 3 BO/05/27 3pp 

B006O30a4'l Notifies that imp lemtntat ion of eraergenci| procedures !. 
retraining re accident 5 >s transients mill be completed 
uithin thres months of NRC review ', approval of guidelines 
submitted on BO 040 L 
LUNDVALL, A E Baltimore Gas t Electric Co SO/O5/30 2pp 



Submits oddl info requested bg NRC re application for amend 
of Licenses DPR-53 i DPR-69 El ectropo 1 ish ing method mill be 
used in decontaminating racks ReanaVysis of spent fuel pool 
structure indicates no problem exists u/increasad loads 
ASH.R F Baltimore Gas r, Electric Co BO/05/30 Ip 

BOOA1B0104 Discusses review of 800521 proposal Proposal is satisfactory 
re NUREG~057Br Category B requirements for high range 
affluent monitors Monitors should be provided for release 
Tiaths measuring from O 1-10OO uCi/cubic centimeter 
CLARK, R A Operating Reactors Branch 3 8O/06/O4 2pp 

80Q624O1A5 Notification, of S006I2 meeting uJ/utlls in Bethcsda.MD to 
discuss interim reliability evaluation program 
QL6HAN.L N Operating Reactori Branch I BO/Oi/09 2gp 



flOOA 170439 FortiJJTiJs revised emergency response plan Plan upgraded pi 
draft NUREG-O694 requirement* Summary of relationship of 
plan to draft NUREO enc I 
LUHDVALL, A E Baltimore G-as & Electric Co BO/06/ 10 43pp 



0006270011 Submits trip rept of participation in (ID Commission on 
Intergovernmental Cooperation B006O3 meeting in Annapol 1 s. MD 
re nuclear uaste mgt & disposal 
CONNER. E L Operating Reactors Branch 3 SO/06/13 2pp 



8QO&17044L Revised ffmerjfncij response plan 

* Baltimore Oa t, Electric Co BO/06/3O 330 pp 



BO'DaZ1O320 Faruards response to Items 3 1 13.3 S 1.3 S 2,3 3 4 
of NRC eOOSl 1 ? Itr re fire protection saFatij evaluation U 
amends to DL Certification itatemtnt -for fire detection & 
suppreiiion alarm siji end 
LUNDVALL, A E Baltimore Gas t Electric CD BO/Oi/20 lOpp 



Insurance i indemnity Information 



BQOilS035B ForuarQs Endorsements 13 b 13 to HELIA Policy NS-343 
SHOEMAKER. C L Baltimore Oas Electric Co BO/O6/13 3pp 



9006270016 Requests participation in MO Commission on Intergovernmental 
Cooperation B00603 S 17 meeting in AnnapoliSiMD re nuclear 
uasts mgt problem Bpaciflc questions enc 1 
EASTER, J H Maryland, Btat-e of BO/04/28 Syf 

aOO&270O!B Confirms arrangements for participation in HD Commission on 
Intergovernmental Cooperation hearing in Annapolis, MD re 
spent fuel storage Revised agenda encl 
RDBART.A Office of State Programs. Director flO/Og/29 Spp 

S006270O20 Testimony at MD Commission on Intergovernmental Cooperation 
BOOii03 Searing, in Annapo!i*,MD re spent fuel storage Outline 
of EL Conner comments encl 
LONGrS H Georgia, State Of SQ/Ot/03 Qpp 



P Opirating license staje documents b c orreipondence 

90Q6O 20532 Comments on proposed rule 10CFR30 Items o* lesser importance 
should not be mixed w/requ Iremsnts to report items of actual 
potential haiard to public Separate !/ distinct reporting 
mechaniim should be established 
RUBS ELL. L a Ha 161 mo re Cat I- Electric Co 00/09/03 Spp 

BOOAO9016S Forwards ddl TMI-2 related requ i rements to operating 
reactors Licensees requ iTementt for TMI Action Plan include 
shift manning i 1 icens i ng ciams li licensee d issuminat ion 
of operating eiperiences Response requested within 30 days 
EISEMHUT.D Q Division of Licensing QO/05/O7 ISOpp 

aOOi!30122 ReqtiBsis comments on NUREG-0977, "Potential for Loui Fracture 
Toughneii & Lamellar Tearing on PUR Steam Oene-rator d 
Reactor Coolant Pump Supports " Proposed revteu procedure t- 
ImplBjnBntat ion schedule encl 
EIBENHUT, D Division of Licensing BO/OS/19 72pp 

B006H40-OB5 Confirms 900533 Eel con re plans to establish adequate 
neutron inoni torSng program in support of required entries 
into reactor bldg ALAR A evaluation must be established & 
documentation submitted to Region 1 

DRIER, B H Region 1> Pfcl lad&lph ia. Office of the Director 
BO/05/23 2p(i 

6006340063 Advises that interim reliability evaluation program 
r*ultlng from TMI action plan mill be implemented Requests 
attendance at 900604 meeting in BetPieida^MD to discuss 
d.Uils 
EISENHUT, D & Division of Licensing 9OV05/E3 Spp 



800623027O Submits respo 
B005O7 request 
LUNOvftLL,A E Baltimore Gas t Electric C D 



to addl TMI -2 related requirements per 
QO/06/IB, 3pp 



Q Inspection reports, IE Bulletins i correspondence 



B006170B10 Forwards IE Insp RepttJ 50-31 7/8Q-03 S. 50-318/80-03 on 
B00310-2Q No noncorap 1 iance noted 

BRUNNER.E J Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch QO/O4/25 2pp 



8006270027 Testimony at MD Commission on Intergovernraentflt Cooperation ! 

BOOiOS hearing re spent Fuel storage Dackgrourid info for ! 

hearinj one 1 
CRITZ.H O Energy. Dept of 80/06/03 41pp 

900618Q26O Responds to NRC B00515 Itr requesting info ro possibility of 
cracking In loui pressure turbine discs Site specific generic 
info,nominal uater chemistry ft steam generator chemistry is 
prov ided 
LUNDVALLiA E Baltimore Gas ! Electric Co BO/06/ I fa Bpp 

e0063i0001 Notification of SOOfelB meeting u/utll t, NEB In Dethesda.MD 

to discust structural design of proposed mods to spent fuel 
pool 

CONNER, E L Operating Reactors Branch 3 SO/04,/16 Ip 

600)6190530 Forwards nonpropnetary info re LQCA portion of application 
for amend to DL Affidavit oncl Proprietary version Withheld 
(ref 10CFR2 790) 
OLSQN.R C Baltimore Gas f< Electric Co 80/06/17 "7pp 
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80O617O'S16 IE Inup Repts 50-3 17/HO-03 ( 50-31B/BQ-03 on BO03IO-2B No 
noncomp 1 lance noted Major areas Inspected control room & 
accessible portions of aui i 1 lai y, turb ine, svc t. intake bldgi, 
radiation protcc t ion, phy s i cjil security & fire protection 
ARCHITZEL.R Region I. Philadelphia, Office of the Director 
MCCAHE, E C Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch 80/04/24 Qpp 

B006370239 Forwards IE Insp flepts 80-317/00-04 !< 50-318/ao-Q4 on 
BOO317-21 1 notice of violation Notice of violation 
withhold def 10CFRH 7901 

MARTIN, IJ G Reg i on 1. Philadelphia. Safeguards Branch HO/O5/O5 
anp 

BOO&27O245 IE Insp Repts 9Q-3 I 7/BO-04 & 90-31B/BO-04 on BOO317-21 
Ncncomp I lance noteiJ failure to repot t changes to security 
plan tf failure to positively control access ta vital areas 
Details withheld (rcf 1QCFR3 7TO> 
DEVLIN, J W Region 1. Philadelphia, 
BftlLEV.H J . MCHEOUN.L M Region 1, 
Director 30/05/01 2pp 



Safeguards Branch 
Philadelphia, Office of the 



SOQfe210OlI Responds to IE Bulletin 79-031 re longitudinal ueld defects 
in ftBME SA-31? Type-304 stainless steal pipe Stress 
calculations per formed on specified pipe Results indicated 
no pieces loaded to any value greater than code allowable 
LUNDVALL. A E Baltimore Gas 5 Electric Co BO/O5/SO Ip 



6006050413 PNO-I-eo-OaiA on H00530, manual reactor trip bias initiated 
because of high turbine bearing temp resulting from los of 
both svc uister iqs Licensee procedures have been modified 
to require add! checking 

MCCADE, E C , HnUNNEH.E J Region 1' Philadelphia* Office op the 
Director ad/OS/Sa IP 



600605003.8 Forwards LER BO-O24/O3L-0 

HUBSELL, L Baltimore Gas & Electric Co 



BO/03/30 tp 



6006050035 LER 60-024/031- an H00430, uhl le making containment lnip< 
discovered cracked meld on 1 IB reactor coolant pump control 
61eedoff line Caused bij metal fatigue induced by vibration 
Pipe -replaced >i ueld repair performed 

DAVIS, 5 H , HUSEBY, D E Baltimore Gas t, Electric Co 60/09/30 
IP 

SOOilBOAia PNQ-I~at)-OB6 on eOO602,util B informed NRC of tornado utch 
in vicinity of plants For-ecast included potential for mvere 
thunderstorms, large hail >i dam-aging minds Licensees 
Imp 1 emeu ted energencij proctitJures 

MCCAQE.E C , nHUNNER.E J Region 1. Philadelphia, Office of the 
Director aO/Oci/O2 2pp 



8006090314 Forwards LE.R BO-O27/O1T-O 

RUBSELL.L B Baltimore Oa s * Electric Co 



If 



Updates response to IE Bulletin 79-01B, "Environ 
Qualification of Class 1C Equipment " Forwards list of 
safety-related equipment Installed beloui elevation 16 ft 10 
Inches Outstanding insp Items Id be completed bi| SOO63O 
LlfUDV/ILL- A E Baltimore Gas t Electric Co SO/O5/27 3pp 



BOOiO<?034a LER BO-087/01T-0 on B0032O. f o I lowi no. routine tube cleaning 
on saltuiator side of svc mater heat eichanger 12, low 
pressure alarms mere received on subsys 11 tt 12 Caud bi; 
Foiled tube in exchanger 11 instrument compregaor cooler 
DAVIS.S M Baltimore Gas i. Electric Co fiO/Oi/03 3pp 



SOOA2Q003a Foruiarde IE Circular BO-13. "Grid Strap Damage in 
Wes fcing house Fuel Asseinb 1 ies " Mo lurltlen responiB required 
GRIERpB H Region 1, Philadelphia, Office of tho Director 
BO/O3/2B Ip 

B0063O0313 Forwards response to IE Bullotin BO-12, "Doeag Heat Removal 
Si;s Operablllty " Scenat io of Davis'Dssse Incident would not 
cause loss of shutdown coaling ui/alr binding of sus at 
fac i llties 

(,' Baltimore Gas * Electric Co 80/06/O9 Spp 



6006240339 Forwards addl response to IE Info NotlCB 79-04i pr ovi d ing 
verification of accuracy of electric distribution sy* 
voltage tests Results confirm calculations 
GL80.N.R C Baltimore Gas * Clectric Co 80/O6/20 2pp 

S ReportablB occurrences, LERs t- related correspondence 

B0060605S? fiO on 800416, NRC Div of Project Mgt advised util of poiible 
generic deficlericg In FBAR Beet ion 4 3 Horon dilution 
incident analysis does not analyie uhen RCB may be drained 
to middle of hot leg u/lX shutdown margin 
BAVIB.B r! Pacific Gas I Electric Co 80/04/li Ip 



Forwards LER BO-O26/G 1 T-O 
RUSSELL, L D Baltimore Gas & Electric Co 



0006090368 LER SQ-Q36/O1T-O on 800S20, uih i le in hot t tandb g, ral lonmint 
of contfensate storage tanfc header supply valvei rtiultid In 
isolation of uiatcr supply tn auiiliary feeduater pumps 
Cauacd by error of transposed valve numbers in log, 
DENTON.R E aaltlmoi-e Gas fc Electric Co BO/06/O3 3pp 



8O061B0433 Forwards LER 80-02a/O3U-D 

RUSSELL, L R Baltimore Gas & Electric Co 



BO/Oi/13 Ip, 



-- 80061BO443 LER SO-02B/O3L-0 on 800515. during performance of routin 
test,dlesel generator 12 failed to reach rated tpeed in lei 
than 10-s until third attempt Caused by intermittent female 
pin ft crack in botelite spacer of anphenol connector 
HEIDEU.R P , BAUER.E R Daltlmore Oas & Electric Co 80/0&/13 



DOCKET 50-316 CALVERT CLIFFS NUCLEAB POWER PLAMT, UNIT a 
F Security, medical, emersencij t> tire protection plans 



BuOSl'!0447 Forwards comments re NUREG-Q6!)4, "Criteria far Prflparation 
i, Evaluation of Radiological Emergency Response Plans Si 
Preparedness in Support of Nuclear Power Plants " 
LUNDvALU.A E Baltimore Gas (. Electric Co BO/OS/13 20pp 

300605-0063 PND-I-SO-OS1 on BOOS21, while taking routine rtad ingif ucti on 
pressure for aumllary feed pumps discovered reading lero 
Incident under Investigation 

MCCABE. E C , BRUNNER, E J Region 1, Philadelphia, Office of the 
Director 00/09/21 Ip 

BOOfiO'?0451 PNO-I-BQ-081 Oil 800520, au< ( liary fBeduater *us used tu 
romo 'e reactor decay heat loads Operator reported tliflt 
suction pressure on auxiliary feed purrips u f reading lero 
BRUNNER.E J Region 1, Philadelphia, Reactor Op&vations Nuclear 
Support Branch MCCAHE, E C Region 1. Philadelphia. Office of the 
Director BO/O5/21 2pp 



8006040 If? Forwards request for addl info re incomplete fire protection 
items per review required tnj 791113 8ER Respo-nae should 
Include conwltments necessary to reiolve all items 6y B01001 
ti b( lubmltled within 3O days 
CLARK,R A Operating Hoactors Branch 3 QO/O3/I9 23pp 



Forward* proposad rule entitled, "Fire Protection Program 
for Muclear Power Planbs Operating Prior to 790101 " Rule 
adds neu Section 90 48 & App R to 1-OCFRSO Sc li expected 
to be published in FR by end of May 
EISEIJHUT.D 0. Division of Licensing, BO/OS/19 4fipp 

8006130063 Forwards revised Pagei 1-1-4 fc neui Page lAa for proposed 
rule 10CFRSO "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 790101," transmitted by NRC 900519 
Itr Page 14a not end 
EISENHUT, D & Division of Licensing 30/03/23 73pp 



800&1202&2 RO on 800920, uih i 1 e operating at Full pouer. locj pranure 
alarm on 11 t- 12 svc uatpr subsys annunicated Reactor 
manually tripped Both sus air bound Caused by tube 
degradation in 11 instrument air compressor 
RUSSELL. L H Baltimore Gas t. Electric Co BO/OS/21 Ip 



8O0603O237 Responds ta NRC 800331 Itr re LNG contingency plan Informs 
NRC that due to dif Ficu 1 1, 1 1 me consuming nature at cable 
routing, installation of monitor expected to b* completed & 
lys operational by 800613 
LUNDVALL.A E Baltimore Gas i Electric Co SO/05/30 Ip 



SOO&12O276 RD on BOOSPO, sue ti on pressure for auxiliary feed pump read 
lero Caused by imeropei valve realignment following manual 
trip due to degradation of svc water sys Valves properly 
realigned * verification check list formulated 
RUSSELL, L B Baltimore Gas t. Electric Co 90/05/21 3pp 



9OO 60603 17 Requests extension to G0071S for aubmiaeion of guard 

training & qualification plan revisions & addl Info 
req.ueted bu NRC B00913 Itr 

EVANS, V R Baltimore Qn* & Electric Co 60/0^/02 Ip 

SO0617O43? Forwards revised emergency responie plan, Plan upgraded per 
draft NUREC-0634 rsqul r^munt Summarij of relationship of 
plan to draft NUREO enc 1 
LUNDVAUL.A E Baltimore Oas - Electric Co SO/06/1O 43pp 
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--BOQ6170441 Revised emergency res-ponse plan 
Baltimore &as (, Electric Co BO/O6/30 



35Qpp 



8006240320- Forwards response to I terns 3 1 13,3 2 1.3 2 H, 3 24 fc 3 2 5 
of NRC BOOS I 1 ; Itr re fire protection safety evaluation & 
jminds to OL. Certification statement far fire detection L 
sup-prei i inn alarm lys encl 
LUNDVALL.A E Baltimore Gas S. Electric Co BO/06/2O lOpp 

J Insurance *A indemnity information 

BQO61B-033B Forwards Endorsements IS & 13 to MEL I A Policy H9-34B 
SHQEKAKER-C L Baltimore Gas 1 Electric Co BO/04,/13 3pp. 



-B006270014 Requests pai tic ipation In MD Commission on Intergovernmental 
Cooperation B00603 17 meeting in Annapol i s. MD re nuclear 
waste mgl problem Sp&clfic questions encl 
EASTER. H Maryland, State of 8O/Q4/2B 2pp 

-8Q06B7001H Confirms arrangements for participation in MD Commission on 
Intergovernmental Cooperation hearing in Annapolis. MD re 
spent fuel storage Revised agenda end 
ROBART, A Office of State Programs, Director BO/O5/29 5pp 

-B00627002O Testimony at MD Cnmmitsiofi on Intergovernmental Cooperation 
B00603 hearing, in Annapolis. MD ye spent fuel storage Outline 
of EL Conner comments encl 
UQNQ.S H Georgia, State of BO/Qfi/03 Bpp 



P Operating license stage documents fc correspondence 

8004020932 Comments or proposed rule 10CFH5O items of lesser Important 
should not be nixed ui/requ irements to report items of actual 
potential haiard to public Separate fe distinct reporting 
mechanism should b* established 
RUSBELL.L B Baltimore Gas 1 Electric Co BO/03/Q2 5pp 

8004090165 Faruards addl TMI-3 related requirements tn operating 
reactors Licensees requirements for TMI Action Plan include 
thift manning. 1 icensing e tarns V licensee dissemination 
of (Spiriting eiper ience* Response requested within 3O days 
EI8ENHUT. D Division of Licensing 90/OS/O7 15Opp 

8006)130122 Requests comments on NUR.EO-QS77. "Potential for Low Fricture 
Toughniss *c Lamellar Tearing on PWR Steam Oenerotor & 
Reactor Coolint Pump Supports " Proposed nvieu procedure t> 
Implementation schedule encl 
EtSEHHUT.D Division of Licensing BO/05/19 72pp 



Confirmi B00522 telcon re plans ta establish adeq 
neutron monitoring program in support of required entries 
into reactor bld>g ALAR A evaluation must be established & 
documintatton sutmitted to Region 1 

OHIER.B H Region 1. Phi ladelphi a. Office of tft t Director 
90/OS/2Z 2pp 



B006270097 Testimony at MD Com-nission on Intergovernmental Cooperation 
B00403 Tiearing re spent fuel storage Background info for 
hearing encl 
CR1TZ.H 6 Energy. Dept of BO/06/03 41pp 

9006360001 Notification of 80O61B meeting u/util t KES in Hetliesda.MD 
to discuss structural design of proposed mods to spent fuel 
pool 
CONNER. E L Operating Reactors Branch 3 SO/06/16 lp 

BOO&1<?0530 Forwards nonpropri etary info re LDCA portion of application 
for amend to OL Affidavit encl Proprietary version withheld 
<ref 10CPR2 790) 
OLSON, R C Baltimore Gas & Electric CD GO/06/17 9pp 

QOOAB30270 Submits responses fco addl TM1-2 related requirements per 
B-00507 request 
LUNDVALL.A E Baltimore Qas , Electric Co 80/06/18 3pp 

Q Inspection reports. IE Bulletins 'y correspondence 

BO-0&170S10 Forwards IE Insp Repts SO-317/BO-O3 tc SO-3iB/BO-O3 on 
S0031O-2B Ho nontompl iance noted 

BRUNMER.E J Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch BO/04/25 2pp 



800624004,3 Advise* the* interim reliability i valuation program 
resulting from TMI action plan will be implemented. Requtfas 
attendance at B006O4 meeting in QetfienJn, MD to ditcusi 
det'ilt 
EI8ENHUT.D Division of Licensing 90/05/23 5pp 

9006020149 Rcipondi to RC Itr re request for addl info on partial loop 
operation Info required in support of 790405 application for 
amend to OLs to allow operation ui/less than four reactor 
coolant pump i 
LUNDVALL.A E Baltimore Cas S. Electric Co BO/03/27 lOpp 



Notification of 800&OS meeting u/utll in Btthndi.MD to 
discuss improvemtntt in effiite pouer sources for 
facllltlei 
Cbh4NER.E-L Dpn-atinj Reactor* Branch 3 BO/05/27 2pp 

BOOA030S44 Moti<fies that Imp 1 ementat i nn o* *merancu procedurs b 
retraining ri accidents & tranilents mill be completed 
within three months of NRC revieui & approval of guidelines 
submitted on BO04O1 
LUMDVALL.A E Baltimore. Oa* 4 Electric Co 8O/05/30 2pp 

BO06040B09 Submits addl info requested bij NRC re application for amend 
of License* DPfi-53 fc DPfi-69 El ectropol ish Ing -method will be 
uit-d In decontaminating racks Fteanalijsis of spent fuel pool 
structure indicates no problem eiisti ui/increasBd load) 
ASH. R F Baltimore Qas t. Electric Co BD/05/30 lp 

8000130104 Discusses review of BOOS21 proposal Proposal Is satisfactory 
re NUReo-OS7BiCte)ory B requ 1 remtnti for high range 
f fluent moni tors. Monitors slic-uld tie provided For release 
path* measuring from 1-1000 uCi/cubic centimeter 
CLARK.fi A Operating Reactors Branch 3 80/O&/04 2pp 

8006130435 Forwards "Summary of Startup Testing for Third Cycle " 
E Baltimore Das t Electric Co BO/Oi/12 Epp 



3006170H16 IE Insp Repts 90~317/BD-O3 & SO-318/BO-03 on 000310-28 No 

noncompl iance noted Major areas Inspected control room & 
accessible portions of nun i 1 iaru, turb me, svc (. intake bldgsi 
radiation protec tion, phys i cat security !< fire protection 
ARCHITZEL,H Region 1. Philadelphia. Office of the Director 
MCCABE..E C Region 1, Philadelphia. Reactor Operations Nuclear 
Support Branch SO/04/24 Spp 

B006270239 Forwards IE Insp Repts 50-317/BO-04 * 50-31B/BO-04 on 
S00317-21 t notice of violation Notice of violation 
withheld Iref 10CFR2 77O) 

HARTIN.U D Region 1, Philadelphia. Safeguards Branch SO/09/05 
2j,p 

BQO&270245 IE Jnsp Repts SO-317/BO-04 i SO-31B/SO-Q4 on B00317-21 

Noncompl iance noted failure to report changes to security 

plan & failure to positively control access to vital areas 

Details withheld Cref 10CFR3 790) 

DEVLIN, J W Region 1. Philadelphia, Safeguard* Branch 

BAILEY,!) J , MCKEOUN.L Region 1. Philadelphia. Office of the 

Director BO/05/01 2pp 

S006240D11 Responds to IE Bulletin 79- 03 A re longitudinal uleld defects 
in ASME BA-312 Type-304 stainless steol pipe Stress 
calculations performed on specified pipe Results indicated 
nn pieces loaded to any value greater than code allouabli 
LUNDVALL.A Baltimore Gas & Electric Co 80/03/20 ip 

BOO&240020 Updates response to IE Bulletin 79-01B, "Environ 
Qualification of Class IE Equipment " Foruards list Of 
saf ettf-rela&ed equipment installed below elevation 16 ft 10 
Inches Outstanding Insp items to be completed by B0063Q 
LUNDvALL.A E 'Baltimore Qas & Electric Co BO/05/27 3pp 



Foruiards IE Circular BO-13. "Grid Strap Damage in 
UestinghousB Fuel Assemblies " Mo uintteei response required 
OftlER.B H Region 1. PhiUdelphia, Office of the Director 
30/05/2B lp 



8004JBOW6 "Bummarij of Startup Testing for Third Cycle ' 
* Biltlm-ore Oas U Electric Co BO/O6/12 7pp 

8006370011 Buoiftlts trip rt.pt of participation in MD Commission on 
tntlrgavernmintal Cooperation 8004-03 meeting in AnnapoliliMD 
r* nuclear u*tte mgt lit disposal 
CONNER. E L. Operating Reactors Branch 3 BO/Q&/13 a PP 



SD06300313 Forwards response to IE Bulletin 00-12, "Decay Heat Removal 
Sifs Operability " Scenario of Davis-Hesse incident would not 
cause loss of shutdown cooling w/air binding of sys at 
facilities 
OORE.J (J Baltimore Has */ Flectric Co SO/06/0"? 3pp 

8006240339 Forwards addl vesponsc to IE Info Notice 79-04, providing 
verification of accuracy of electric distribution sys 
voltage tests Results confirm calculations 
OLSON, R C Baltimore Oas t> Electric Co BO/06/20 3pp 
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3 Reportable oc 



lated correspondence 



BQG60iOSe2 HO an BOO'Hi.NRC Di -f of Project Hgt advised util of possible 
generic deficiency in FSAfJ Section ! 3 Boron dilution 
incident analij" does not analyie when RCS may be drained 
to mid-die of hot leg ui/1'/ shutdown margin 
DflVIS,S M Pacific Cas t, Electric Co 00/04/16 Ip 



9006040347 For 
RUSSELL , U B 



ards LER 80-O27/O3L-0 
Baltimore Gas '. Elect 



9004020106 Request* that badge! assigned by Unit I t, I! security bi 
returned Immediately, to util Security Unit II<in Mlddletouni 
PAi due- to employment term i nation 
MAUGHAM, F J Metropolitan Edison Co BO/OS/15 Ip 

BOO-6090487 Forwards proposed rule entitled, "Fire Protection Program 
fop Nuclear Power Plants Operating Prior to 790101 " Rule 
adds neiu Section 3O 4S t App. R to 1OCFR50 d it up set id 
to- be puollihed In FR 6 y entf af Hay 
EISENHUT. O G Division of Licensing BO/05 /I 1 ? 4&pp 



8006010353 LEfi 80-0?7/03L-0 on 600506. dur ing performance of 

surveillance test Ing. d 1 ^covered channel B aiial flu< offset 
not indicating properly Caused bu, dirtg connector on 
deviation card A-5 Connector cleaned 

LAQIEWSKI.J S , HtNKLE.L S Baltimore Gas t Electric Co 
SO/06/02 IP 



Forwards LER BO-Q2B/Q31-0 
RUSSELL. I- B Baltimore Oaa Electric Co 



B0040SOO45 LER BO-Oaa/&3L-0 on B0051 3, during steady state operation, 

discovered plant computer had failed Caused by I/O poui-er 

failure due to generation c-F noise spike 

LAOIEUSKl.L . HWKLE.L S Baltimore Gaa t. Electric Cn BO f Ob JOS 



8006160612 PNQ-I-BO-QB6 on ao0602,utils informed NF1C of tornado watch 
in vicinity of plants Forecast included potential for severe 
thunders toTmj. large hall & damaging tuidds Licensee* 
implemented energency procedures 

HCCAB6.E C , DRUNNER.E J Region 1. Philadelphia, Office of the 
Dint tor BO/06/oa 3pp 



Foruiardi LER SO-O31/O3L-O 
RUSSELL, L B Baltimore Ga-s (. Electric Co 



BO/06/13 Ip 



900iilB048C- LER 8Q-031/03L-0 on BQQ533, contal nment gaieou* fc particulate 
radiation monitors failed Caused bij electrician accldently 
oroundlriB motor phaie. caus I ng pumps to trip Control circuit 
failed due to armature not being replaced in solenoid valve 
DAVIS, S M . BAUER, E R Baltimore Qas & Electric Co SD/06/13 
Zpp 



BO061801B3 Forwards LER BO-Oa9/03L-0 

RUSSELL, L [9 Baltimore Gas fr Electric Co 



SOOAIB04?0 LER 80-029/03L-0 on Q005I S. during routine urv*il lance te 
reaictor coolant hot leg lamplc valve indicated intermediate 
position Valv position could nut be veriPind Cause not 

determined 

DAVIDS M . HINKLE.L Baltimore Oa i Electric Co BO/Oi/13 Ip 



6006180313 Forwards LEfi BO-Q30/O3L-0 

RUSSELL.L B Baltimore Oas & Electric Co 30/04/13 



BOOAlaOBIB LER BO- 030/031 -0 on 900917. confc4 inmtnt gaseous d particulat* 
monitors failed due to ground in instrument control pouer 
Caused by Ulster in plant page unit Monitor pumps bridged to 
keep pump i running while trouble shooting continued 
DAVIS, S M . DAUER.E R Dultlmore -Oat i Electric Co BO/06/13 
Ipp 



BOOA130O63 ForuiariJa revised Paiges 1-H ft neu Page 14 for proposed 
ru-le 10CFR50 "Fire Piotection Program for Nuclear Pouer 
Plants Operating Prior to 790101, " trantmittDd by NBC B00517 
Itr Page lla not encl 
EIBENHLJT.D 6 Division of Licensing 60/05/22 73pp 

aOOAH007t Forward* util BOO 5 27 Itr to PA Dept of Environ Reiourcii n 
request for open burning permit in order to conduct training 
for THI fire brigade personnel Due to mall amount of fuel 
i nvol vedi e-nviron impact an I I be minimal 
HERDE1N.J G Metropolitan Ednon Co 80/06/04 3pp 

80061 101B2 Faruardc util B00537 Itr sent to- PA Dept of Environ 
Resources requesting permit to conduct firs fighting brigade 
training EKpecti minimal environ Impact due to inidll amount 
of fuolr g nsoll ne & lumber used 
HERBEIN.J O Metrapolltan Edison Co BO/06/04 4pp 

a0060603i)2 Correction to llcenleei' BOO'lEB brief on dispoiitlon of 
alleged Deficiency 1 Certificate of Svc e-ncl 

alLBERQ. J E Metropolitan Edison Co SILBEflO, J E Mi tea If 1 Eddy. 
RADER<R hi Conntr, Moore & Corber 80/05/20- 3pp 



Q Adjudical 



correipondenc 



a0060500'50 Advises -of intention n 
Certificate of Svc ent 1 
CARTER, K M Pennsul vjinia. State of 



to file poit-hiarlng mamorandun 
60/04/30 3pp 



800609O199 Memorandum re aircraft crash probab 1 litij Usue Urges 
consideration of inue in proceeding OL muit be uithdraun 
for reasons advanced in JE Sharfman dissenting opinion teen 
ALAD--186 Certificate of Svc end 
KEPFORD.C Kepford, C 80/04/30 9pp 



800606O245 Request far eKtenilon until eODiia for parties. e> c ept NHCi to 
lubmlt pott-hear! rij memoranda re radon Issue Record length*/ 
If Intervenors have other commitments made prior to Feb 198O 
Certificate of Svc eni 1 
KEPFORD. C Citlien* for Bafe Environment BO/05/20 -Vpp 

Q 00 6 060 26 2 Correction to licensees' 600438 brief on dhspoiitlo-n of 
alleged Deficiency 1 Certificate of Svc t-nc 1 

SILDERB.J E Matropol itan Edison Co RADER. R M PhiUdelphli 
Electric Co HADER. R M Public Service Electric b Oil Co of Niu 
Jarseij 90/05/20 5pp 

B00d0ii0g47 Rotpons* to Infcervenors, Vorlt C-ommittee for Bfe Environ t, 
C it liens For Safe Environ request far BI tin* Ion until 
800618 to file prcpaieif findings of fact in generic rid on 
proceeding Manij d-elayi In proceedingi are cause for conct-rn 
CQNNEit. T B Philadelphia Electric Co CONNER. T D Conner. Moors b 
Coreep TRAyiEBO-DIA! Metropolitan Ed i ion Co 90/03/23 llpp 



DC-ORET 3O-3BO THREE MILE ISLAND NUCLEAH BTAT1QH, UNIT 3 

D MRC Draft/Final Environmental Statertienti. suppls d correspondence 

BO06130315 Foruards Dechtel Drauilng FSK-TC-OOO-10, Revl H on A to assist 

in preparation of programmatic CIS for TMI-2 recaverlf 
operations Oversize drawing available in Central FU8 on 1 g 
LEHMAMiL J tlatropol 1 ton Ediion Co BO/06/09 Ip 

F Security, medical, emergency '' fire protection plans 



BOO91303I7 Foruards clarification of NIC requirements for 
reiponie facilities defined In 770913 Itr Add! specific 
criteria for facilities under development 
EISENHUT.D Division of Operating Reactors BO/04/29 



61pp 



BQQ&O40532 Buffi to BOOS 15 motion to qual-h subpoenas- for expedited 
com Ider* tion Encl subpoena of JO Herbeln Indicates Grind 
Jury Investigation is ine i tricably intertulned m/790329 
incident at THf 

VOIOT.H I. Ketrapo-Utan Edison Co VOIOT.H L LeBotuf, Lamb. Lilbu 
t< KacRae BO/05/27 Spp 

GOOfi060S62 Subpoenn For JO Herbeln to appear at UB District Court in 
HarrtiourgiPA on 800538 Certificate of Svc end 
O'hALLEY.C M Pennon IvanU, State of 80/05/16 2p(i 

SOOi0204B9 Memorandum & order denying motion bo quash IE S0050E 
subpnenai directed bo ill util employees lo give testimony 
on 600320 -21 re particular knowledge of 790323 incident 
CHILK, S Off Ice of the Sucretarg of the Commission BO/05/29 
9pn 



B00612052B Requests that FEMA re- view of itate li local tmeraencu, plan 
t* (rovideil consistent u/encl schedule to avoid potential 
delays in licensing ietlslons 
AKEARNE, J F Commission 80/05/13 2pp 



8006020550 Order granting extension until SOOA18 for York Committee for 
Safe Environ . CitUens for Safe Fnviron to file pronoied 
findings af fact & conclusions of IBUI NRC findings due on 
9007O3 i intervenors ' t applicants' responses on B0071B 
BISHOP, C J Atomic Safety and Licensing Appeal Panel BOY09/EB, 
Sap 
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BQQ-602O320 Corrective notice directed to recipients nf Commission 
600328 memorandum t order CL I under title should be 
CLI-SO-S2 
* Docfcelsln) ( Services Branch BO/05/2 1 ? lp 

600603021*? Forwards first officer of US Flight 17O undated Itr re info 
on aircraft crash probability issue MRC mill amait aircraft 
pilot rapla prior to charat ten i ing affect on Johnsrud 
test Imonij or offering Itr in evidence 
CHANDLER. L J Hearing Branch 1 BO/05/30 2pp 

BOO&O30Sa4 Denies that BGQIS4 statement attributsd tn MS Air Flight 170 
pilot mat made b"j JR Dryar or other craw member* Direct 
flights over plant are rarely, if everiitia.de 
DRYER. J R Affiliation Unknown BO/OS/O1 lp 



B006340343 Joint motion Per reconsideration of 000613 order! for 
temporary mod of license Orders do not consider possible 
presence of rarf ionuc lides ether than Kv-B5 in containment 
atmosphere DJ Dross B00619 Itr to SC Sholly encl 

SHQLLYiSC Aff i 1 ia t ion Unknown CUNNINGHAM. J Neuberry Township. 
York Haven. PA HOSSLER.D People Against Nuclear Energy BO/06/23 
Hpp 

BQQ6240470 Response in support of State of PA B0061 1 petition to 
participate in OL amend proceeding Certificate of Svc encl 
CHANDLEfl.L J Hearing Branch 1 BO/O6/23 3pp 

B006S50224 Requests hearing per 10CFR2 714 bo address temporary mod of 
Tech Specs imposed bi; temporary order 
KILLER, K L Affiliation Unknown 00/06/23 2pp 



800603-0233 Confirms belcon re 90012'! US Air Flight 17D from 
Pittsburgh to Harris* urg Urges response to J Jabnirud 
testimony alleging that plane fleu directly over TMI-2 
facility Pages 6107-609 of testimony end 
CHANDLER. L J Hearing Branch 1 BO/04/29 4pp 

BQQ6090013 Discusses aircraft crash probability issue It testimony re 
US Air- Flight I7O over TMI Ltr from first officer of Flight 
17O & NRC eOOIB 1 ? inquiry encl NRC will not comment an Itr 
Until) reply from pilot is received 
CHANDLEfiM. J Hearing Branch 1 80/05/30 Spp 

SOO&11O1&0 Hot set advising that SOO7O7 special prehearing conference 

mill be held in US Federal Bldg (j Courthouse in Harrleburg. 
PA 

WOLF i J F Atomic S-afety and Licensing Board Panel 60/06/04 lp 

BQ06160Q78 Notices of appearances in QL amend procseding Certificate 
of Svc encl 

TfiaWBRIDOE.Q F , CHURCHILL, B W . RIDCUAV.D A Metropolitan Edison 
Co 50/06/11 5pp 

600(1190549 Petition for Commonwealth of PA to participate as interested 
state Notice of appearance & Certificate of Svc and 
CARTER. K M Pennsylvania. State of 80/06/11 4pp 

B006t 90537 Order amending Toe Si Specs. App Bisection 2 1 2 to ict forth 
nai individual eipoiures- 

CHILE. B J Office of thB Secretary of the Commimon 00/O6/12 
6pp. 



aoOtaii0209 Memoraniluni & order advising that Sterling issue is no longer 
germane to consolidated proceedings yhere radon isiue 1* 
being determined Ecology Action cause for late intervention 
iwit be riled by BOO702 

BISHOP, C J Atomic Safety and Licensing Appeal Panel BO/06/23 
3pp 

BOOfo27O216 Response in opposition to KL Miller 800630 postmarked Itr 
requesting hearing & reconsideration of order for temporary 
mod of licenc-e Order reflects Commission careful 
consideration of record including public comments 

TRQKBFIIDOE.Q F Metropolitan Edison Co TROUBRIDOE. O F Shaw. 
f>lttman< Potts h Troiubr idge BO/06/24 Spp 

8006270220 Requests hearing re Commission BO0612 order for temporary 
mod of license Certificate of Svc encl 
MILLER. K L Affiliation Unknown BO/O6/20 Spp 

B00i300346 Order denying intervenors' 000623 joint motion for 
reconsideration of Cnmmisnon B00612 memoiandum S. order. 
CLI-BO-2Siii aecnmpanijing order for temporary (nod of license 
ta permit faster purge Evaluation of B00612 rept encl 
CHTLK.S J Offlco of the Secretary of the Commission SO/06/S6 
t4pp 



H General correspondence 



B00ol90413 Siscusaes 77032S accident at facility Submits history of 
penonal eiposure fa radioactivity 
UUNWAM.L E Affiliation Unknown 79/O3/31 Spp 



Memorandum & ord&r directing decontamination of TMI-3 
containment atmoiphere to be carried out promptly by 
purging method recommended by NRC Separate virus of PA 
Bradford ancl 
< Dffi-ce of the Secretary of the Cammiislon BO/06/12 13pp 

B0061B0534 Answer stating no objection to State of PA 800611 petition 
to participate as interested state in proceeding 
Certificate of Svc encl 

TRGygRICOe, G-F Metropolitan Edison Co TRQWBRIDGE. Q F Shaw. 
Pittinan.. Potti Si Trouibri-dge BO/Oi/13 3pp 

800630O304 Forward* SOOii2 memoraniluin l< order & negative declaration re 
ralaaie of Kr-B-3 from reactor bldg atmosphere bij controlled 
purging 
8WYDER.B J TMI Program Offict 6O/Oi/l3 4pp 



Manorandum S order authoriling commencement of controlled 
purging D f rractor blilg atmo*ph*r to remove remaining 
radloacfclvi K.r-B5 Separate vleus of Commissioner Bradford 
incl 
CHILK.B J Dffice at the Secretary of the Conmitsion BO/OA/IH 



B 004300 311 Negative declaration re proposed decontamination of Unit 2 
reactor bldg- atmosphere Action u-ill not result in any 
significant health effects or environ impacts 
SNYDEFJ.B J 7111 Prooram Office BO/Oi/13 Spp 

6OG61903&3 Statement of policy, "Further Commission Guidance for Pouer 
Rac*or OL* " 

CHILKiS J Office of the Secretary af the Commission 30/06/16 
Upp. 

6006240422 6uppl to request for hearing !* petition to intervene 
submitting cantcntloni alleging that design pressure set in 
Tech Specs it no longer valid due to *i traur dinari; 
accurrenca tc that neutron flu* should be monitored 
LOCHSTET'M A Affiliation Unknown BO/Ot/17 2pp 



auOdiaO-535 Responds to B00135 Itr to President Carter urging startup 
of nuclear pnuer plants Action plan is being prepared re 
steps to be taken for protection of health Si safety prior 
to startup 

OENTQN.H R Office of Nuclear Reactor Regulation. Director 
BO/04/ 11 7pp 

B00i,020157 Responds to 800326 Itr to President Carter re licensing 
nuclear plants Provides statement made by President on 
791207 NflC is in process of preparing action plan specifying 
actions fur revieu I, approval 

DENrON.H R Office of Nuclear Reactor Regulation. Director 
BO/04/21 2pp 

B006020162 Responds to BG0220 Itr U President Carter re licensing 
nuclear power plants Provides President's statement made on 
7912O7 NRC it in process af preparing action plan specifying 
actions for review & approval 

DNTQM,H K Office of Nuclear Reactor Regulation. Director 
BO/04/21 Spp 

8006020181 Responds to encl S0022B Itr to President Carter re licensing 
nuclear plants Provides statement made by President on 
791207 WUC is in firoce-at of preparing action plan specifying 
precise actions to be taken for revieu & approval 
DEfJTON.H R Office of Nuclear Reactor Regulation. Director 
89/04/21 4pp 

G006170I9S Forwards proposed response to end JA Steyart Q00401 Itr re 
Harr isburg. PA City Council resolution an emergency planning 
DlRCKSiH J Office nf the Executive Director for Operations 
80/04/24 5pp 

BOO.&300244 Responds to 800339 Itr rs nuclear energy after TMI NUREQ- 
0662. addressing krypton venting encl M/o encl 
DEMTON.H R Office of Nuclear Reactor Regulation, Director 
BQ/05/08 Spp 

-SQ0630O270 Questions f utut a of US nuclear energy program after TMI, 
Bequests Info on Kr-S5 venting 

Affiliation Unknoum QO/03/39 4pp 
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QOOA170250 Discusse 
cleanup or Till-? 
appreciation r or 
app ea r ed p I 101 



SH1DER.B J Till Program Offu 



fJRC participation in 80051-4 panel discussion re 
pactor Ctips = pes\e EPA deserves public 

; 1 1 n g 



BO/05/20 



2pp 



BOO6300224 F01A request tor ui'itten communications between NRC & 
Congress since B00322 concerning f ac i 1 1 tg 
FIDELL.E Fi Lclioeuf, lamb, Leibg ! MacRao 60/05/31 lp 

8006020O39 Responds to encl QOQ403 Itr to President Carter concerning 
safetg of nucleai pouel plants roru-ards TMI~2 Action Plan, 
implementing recommendations of Piesident's Committee on 
TH1 W/o encl 
YOUNSSLDOD, B J Licensing Branch I SO/05/22 3pp 



BOQ6300491 rormards J Loot S00107 Itr re loan of crgogenic processing 

SIJE ta remove Kr-B5 from facility raactor bldg Requests 

comments JL Qnng SOO'IOI Itr to Congress I* reinonse ene 1 

ERTEL. A E House OF Rep BO/O3/1S 5p p 

- -80O63001S-1 Forwards S Wartir 800311 Itr re monitoring of radiation 
levels around Facility Requests review %c comment 
VATRQN, House of Rep 00/01/14 2pp 

80Q6300'1B8 Responds to 30041-1 Hr to C Hammerer re 8 Martin H00311 1 tr 
re monitoring of rad icac 1 1 vi tg Levels around facility EPA ti 
utll monitor area around facility Lists responsible 
organt ia t i ons to monitor releases If purging Is authortied 
DIfiCKSiU J Office of the Eiecutive Director for Qperationi 
30/06/03 2pp 



8006020126 Responds to 8003c>4 Itr to DDE eipressing dismay at decision 
to reinstate licensing of nuclear pouter plants Criteria for 
improved safety have been developed fo! lowing TMI-2 
accident Eveiu effort being made to ensure public safety 
neHiai.M-I.R Office of Nuclear Reactor Regulation, Director 
SO/OS/22 lp 

BQOAQ6032'! Act receipt of 800406 Itr to NRC commenting on NLJFiEG-0662 

Comments f i om pub 1 ic . state t- local officials i federal 

agencies till 1 1 be addr essed in final environ assessment 

DEMTGK'i H R Office of Nuclear Reactor Regulation, Director 
BO/O5/22 lp 

QQ06130366 Acfc receipt of 800403 Itr to President Carter re concern 
that no action has been taken to make existing nuclear 
reactors sate Enc 1 action plan implements recommendations & 
stuflles issulting from accident U/o end 
YCUNODLOnD.D J Licensing Branch 1 00/05/23 3pp 

aODi2O0500 Responds to GOO'ISB Itr to President Carter re concern that 
safety of nucleai pouier is not being properly perceived 
from ags safetg design standpoint NRC action plan responds 
to Presidential Commission rept on Tt1I accident 
MATTBON.R J Division of Safety Technology BO/03/2? 3pp 



9006300503 Forwards CW Hostetter 900327 raqvost concerning hgpothetlcal 
fual melting accidents addressed in Recommendation D 4 of 
Keneng Rept Requests revieui >, comments 
KAhMERER.C Dffice of Congressional Affairs BO/04/11 Bpp 

B006300505 Forwards J Pictolo 800307 Itr re purging of krgpton from 
Facility Requests revieu) to comments 
GDODLIIJQ, B House of Rep 80/03/51 2pp 



BOO630051O Forwards E Conleg aOOflld Itr re posallilo relationship 
between deaths of several farm animals t> farm location near 
facility Requests review >s ccmmanti 
QQODLIIIO, B House of Rep BO/04/ Id. 3pp 

H00i300515 Forwards Tecoril af H Donleij B0032-1 telcon re conflicting 
Info about uhether facility is in cold shutdown condition 
Requests revieu I> comments 
QDQDL1NO, D House of Rp 8D/Q1/17 Spf 



Foruariis record of Helloy B00327 telcon re removal of 
hrgpton in reactor bldg by vacuum pumps Si long-term storage 
in containers Requests revicu I comments 
ERTEL. A E House of Rep 90/03/29 Spp 



aO(H.20059i. Responds to B00425 Itr to HS Kenton requesting Heidelberg 
Hopfc MUREG-06&S >j NUREG-0673 end NRC commDnts In response 
to Heidelberg Rept mill be issued in late June ! may be 
purchased from GPO W/o encl 
SNVDEH.B J TMI Progrnm Office BO/06/03 IP 

-~BOOi3O0599 Requests copies of Heidelberg Rept t EIS study re TMI 
HdOH.S.P A Affiliation Unknown 80/O4/25 lp 

6006190634 Ack receipt of 1 ti supporting Wr-BS venting Analyses af 
alternatives to remove Kr-85 are complete Decision mill be 
made promptly 
HEMDRIE, J M Commission QO/O6/O4 1p 

60061 90d44 Supports Kr-85 venting Plant should be cleaned up & 

maintained as soon as possible, to lower cost of olectrlclby 

for cus tome i s 

SHANNON. H D Affiliation Unknown 80/06/03 lp 

B00627004b Ac k receipt of Itr supporting venting of Kr-83 from bldg 
atmosphere 
HEIJDHIE.J M Commission 80/06/04 lp 

6006370052 Supports venting of Hr~99 from plant State of PA needs 

nuc 1 ear energy 

SHANNDM, M D Affiliation Unknown BO/06/03 lp 

0006270115 Responds to 800110 Itr re J Snufer telcoti expressina concern 
about safe removal of krypton gas from reactor bldg 
Cyrogenic process mould not be ready (or operation for at 
laat 20 months Decontamination should be eipeditod 
DIHCKS. W J Office of the executive Dlreitor for Operations 
30/O6/O3 3pp 

B006B10168 Ack receipt of Hr eipresstng concern about delay in TM1-1 
restart Commission ordered that TMI-1 remain in cold 
shutdown condition until further order by NRC t, stated that 
public healing be held prior to restart 

DEMTOM, HR Office of Nuclear Reactor Regulation, Diroctor 
fl 0/06/10 Spp 

BOO63OO-173 Responds to FOIA request for all written communicationi 
between NRC t Congress since B00322 re facility F'oriuardi 
docuffi-pnts referenced in App A Search for documents is still 
undartuag List of NRC correspondence to Congress encl 
F ei-TOM. J 11 Division of Rules and Records BO/06/li Hop. 



-8006300523 Forwards BQ0330 Itr re restoration of undamaged reactor at 
facility Requests review &< comments 
SARBAHEB.P S Senate 8Q/04/15 4pp 

-3006300333 Foruards BD04O2 Itr re disposal of krypton gat from 
facility Requests reviem & cominentt 
ODODL1NO.D Houe of Rep 6O/O4/09 4p p 



Forwards H Donleij B00321 request for info re release of 
radioactive gases at facility Requests revlaui ic comments 
SCHUEIKER.R S Senate BO/04/16 3pp 

-8006200531 Forwards B00415 Itr re NRC intentiuns to release 97.000 Ci 
Kr-B5 from facllitu Requests revteu S, comments 
SCHULZE, R T Senate BO AM/23 7pp 

-0006300330 Foruarifs HO Hurst 800411 Itr re quBitiona pot*d concerning 
proposed venting of Kr-S9 from facility Requests review ti 



Spp 



-9006300941 Forwards DE Hattsoii 900417 Ur rs animal problims 
link to) facility Incident Requests revleu ti cominenti 
HEINZ. J, Senate BO/09/14 4pp 



poiittl* 



-SOOA300547 Forwards TA Dehney.HW Fiiher t E Arnold B0040B Itr to 
President re psychological t- financial effecti of TMI 
accidents Requests comment R8 Ujlker 900423 forwarding Itr 
encl 
SEAL.H M President of US 1 Encutlve Offioi BO/OS/12 Spp, 

-SOQ6300551 Foriuards CM Emorlck B00429 Hr re venting of radiation from 
facility Requests revleu 'f comments 
HEINZ, J Senate HO/05/29 2pp 

-BQ06300S57 Forwards RC Oray BOOS21 Itr re issues concerning damaged 
reactor ot facility Req.uets review t, tommonts 
B House of Rep BO/05/EB 3p(i 



-80O4300562 Foruai-ds A Thompson B0021B Itr re dUy In placing facility 
back in operation Renuesfcs revieu fc commantB 
PROXMIRE.W Bnate 90/03/28 4pp 

-BOO630056S ToruardB PJ Bchlundt B00239 Itr re facility restart Request 
ravleui & comments, 
HYDE. K J Senate, SO/03/03 2pp 
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B006300571 Forwards MK Shanien Q00307 revest for review of use of 
irvogenic trap! t RJ Cray radiation monitoring program 

ERTEL.A E House of Rep 80/03/13 3pp 

8004300577 Requ.it for action under 10CFB2 306 re m*tallation of 
cryogenic traps prior to ventin s of radioactive gat from 
containrrtnt bldg 
GRAY, R J Affiliation Unknown 80/02/27 7pp 

B0063Q0220 Addl ruponse to FOIA request for written communication* 
betueen (IRC t, Congress since 600322 concerning facility 
Forward! documents in flop A .,,, 

FELTON.JH Division of Rules and Records 80/06/30 3pp 

B006300231 Forwards announcement re ACRS B00409 technical meeting in 
Uaihington.DC to continue review of NRC ituily on whether 
equipment change* should be made on B(.U plant* Announcement 
uill be sent to news media an B00325 U/o end 
HAMMERER. C Office of Congreisional Affair* 80/03/25 Ip 

3006300239 Forward* announcement re NSC appointment of BJ Snyder ** 
program manager of facility cleanup operation* W/o encl 
KAMMEBER.C Office of Congressional Affair* BO/03/25 Ip 

B006300245 Forward* announcement re NRC publication of notice of 
availability for public comment of draft tnviron sement 
concerning decontamination of facility reactor bid! 
atmo*ph*re H/o end 
KAMHEHEB.C Office of Congreuicnal Affair* BO/03/26 Ip 

"SOO&30Q254 Forward* announcement re ACRE B00409 meeting in Washington, 
DC to diictiu Implication* a I facility incident in relation 
to application* for CPi Announcement will be mailed to neu 
media on BO 032 6 U/o and 
KAMHERER.C Office of Congressional Affair* BO/03/26 Ip 

300o30Q263 Retponds to Subcommittee on Energy, Hue lear Proliferation *c 
Federal Svcs 800313 Itr re GA Uinter concern about facility 
reitert delay Hang problem! oust be resolved prior to 
reitart Decision will posilbly occur in late I 1 ? SO 
KAKMERER.C Office of Congressional Affairs BO/04/01 Spp 

BQQ63Q0315 Ack receipt of SO 032 5 ttr submitted on behalf of J Schmidt 
Rogovin rept Is available for purchase by public at NSC. 
Sale* Hot Ofc in Washington. DC 
KAKMERER.C OfFice of Congressional Affairs BO/04/OS Ip 

8006300321 Forward 1 * announcement re NHC inuanci for public comment of 
Addendum S to draft rept. "Environ A*ie*iment for 
Decontasinatlon TMI-a Reactor Bldg Atmoiphere " H/o encl 
KAKMEBEiR.C Office of Congressional Affair* BO/04/02 Ip 

3006300316 Forward* announcement re V Stella confirmation that IE ha* 
tiien actively pursuing inqulriei into alligation* made by 
H Hartnan. former facility control room operator U/o incl 
KAKMERER.C Office of Cnngrmional Affair* BO/04/17 Ip 

6006300337 Forwards annognceaenti ui/attached NRC determination* that 
facility incident did not constitute ertraordinary nuclear 
occurrinci as defined by Pr ici-Andenon Act It Commitiion 
regulation* H/o encl 
KAMHEHER.C OfFic of Congressional Affair* 00/04/17 Ip 

S0063QQ345 Forward* announcement r WHC approval of util plan* to make 
nannid entry into facility contalnnent bldg H/o encl 
KAKHEfiEfi.C Office of Congrei* ional Affairs BO/04/22 Ip 

8006300352 Reiponds to B00409 Itr re JL Sring concern about venting of 
radioactive gases from containment bldg Venting of 
radioactivi krypton gal from containment bldg it not 
permitted until Conmission holds public meeting 
KAMMEHEH.C OfFice of Congressional Affair* GO/04/U5 Ip 

--8006300334 Act receipt of B00410 Itr re J Hulligan iiiggestion* 
concerning alternative* for disposing of facility irypton 
gai Forward* NBC environ atlesiment coniiderlng alternative! 
for disposing oF Injpton ga* U/o encl 
HAMMERER, C Office of Conjres*f onal Affairs BO/04/28 Ip 

B006300359 Ack receipt of. 80040B Itr re D Aniolut concerns about timing 
of venting of Irypton ga* fron facility containment bldg No 
deciiion has been made re venting of krypton g*i Commi**ion 
ha* been notified of of D Aniolut concern* 
KAKKERER.C Office of Congres* tonal Affair* 90/04/28 Ip 

6006300367 Forward* announcement re NASL8 BOOS13 preheanng conference 
in Harr iiburgi PA concerning propoied restart of facility 
H/o end 
KAMHEREH.C Office of Congreislonal Affair* 80/05/01 Ip 



BOO630042B Responds to 900423 postcard re EJ Sternglais paper. "Infant 
Mortality Changes Following Till Accident " Forwards analyses 
of rad i ob loloo ical , op I denii nl og i cal >-> physiological aspects 
of paper concluding that allegations are not valid 
KAMMERER.C Office of Cong resa I onal Affairs 80/O5/02 Ip 

BOOA3OO-131 Acfc receipt of S0041B Itr re D Thompson request for Rognvin 

rept Rept can be purchased from GPO Sales Program at NRC in 
Hashing toni DC or Njtl Info Svc. Springfield, VA 
KAKHEHER.C Office of Congress lonal Affairs 80/05/05 Ip 

QOOA300437 Ack receipt of B0041S Itr re D Denison concerns about 
facility NRC uas not affiliated u/Pres identl a\ Commission or 
responsible for investigation findings Forward i W Stratton 
Studyi "Alternative Event Sequences " W/o encl 
KAKHERER.C Office of Congressional Affairs BO/03/O7 Ip 

8006300445 Forwards announcement re eitonslon until 800516 for public 
comment on draft environ assessment for decontamination of 
reactor bldg atmosphere tl/o encl 
KAMMERER.C Office of Congressional Affairs SO/05/08 Ip 

9006260130 Responds to 8005O3 Itr re nuclear pouter in US after TM I 
No evidence ensts linking hypothyroidism to radiation leak 
Supporting documentation encl 

DEUTDN.H R Office of Nuclear Reactor Regulation, Director 
BO/O6/23 2pp 

B0063004SO Requests public hearing on Commission BOO413 order for 
temporary mod of license Eipres5es concern re method of 
purging krypton gas 
DOUGLAS. M H Affiliation Unknown 80/06/24 Ip 



1 Financial information 



80061.70711 Forwards 7B09S7 ooerating agreement & 701102 Memorandum 
of Agreement re sharing of facility const cost*i be tuieen 
Met Ed, JCPL t, Penelec 
GEHTIEU.L P General Public Utilities - CPU Service Corp BO/Oi/11 



800^200371 Forward i "General Public Utilities 
For-ecait- June 1^80-Dec 1981 " 
HERBEIH.J G Metropolitan Ediaon Co BO/O6/li 



Cash fc Earnings 
17pp 



8006240303 Forwards "Gieneral Public Utlls Sys Cash t Earnings Forecast" 
for Jim 1980-Dec I9S1 per telcon between util & NRC 
HEHBEIN.J G Metropolitan Edison Co BO/O6/1& 2pp 

B00624O304 "General Public Utlls Si|s Cash & Earnings Foreca*t" for 

Jun 1930-nec 19B1 

* Metropolitan Edison Co BO/06/05 IHpp 



J Insurance & indemnity information 



B006190033 Qranfcs extension until SOO601 for compliance u/Prlce- 
Andcrion Act Financial protection requirements 
DENTQN.H R Office of Nuclear Reactor Regulation. Director 
80/04/09 Ip 

8006O303BO Confirm* that. ef f ec tl ve 790S01 , supp lemental limit of ANI 
Policy WF-220 uas extended in accordance U/B00329 Itr to 
Marih b McLennan Confirms tha t. ef f ac ti ve SOOAOL. 1 lab i 1 1 ty 
limit uilll be restored Ltr to Marsh b McLennan encl 
QUATTRDCCHI. J American Nuc lear Insurer* BO/05/37 Gpp 

6006090315 Confirm* that effective 770501 , MAELU hai citended 
application of supplemental policy limit re TMI *ite In 
accordance u/proviilons in end SOO529 Itr 

Q'CONNELL, J (1 Mutual Atonic Energy Liability Underwriter* 
80/05/29 3pp 



800603D411 Forwards Endorsement 36 to MAELU Policy MF-73 
BERETV.H F Oeneral Public Utilitie* - OPU Service Corp 
2pp 



80/05/3O 



B0060S0346 Responds to NRC S0040B Itr re financial protection Nuclear 
liability insurance pools uill provide tuienty million 
dollars primary insurance for TMI-3 as well as reinstating 
that amount expended for claims J- oipenses 
HER BE I N, J Matropalitan Cdison Co QO/05/3O 3pp 

80D61B0408 Forward i 80061? Itr to I1VM w/endoriemnts that paoli propose 
to use binder to implement coverage contained in 800520 Itr 
to G Bo 11 man Endorsements sent to NRC for consideration of 
financial protection at plane 
GUATTROCCHI, J American Nuclear Insurers 00/06/13 5pp 
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QO04300676 Responds to 800S30 Kr re compliance u/financial protection 
requirements for Unit 2 Since endorsement for addl *20 
million not receivediNRC unable to determine compliance 
Info re alternatives to insuiance r CHUBB ted 
5AUTZMAM, J Utility Finance Branch SO/06/13 2pp 



3006040113 Requests drawings &< specs far evaluation of EPICQR-1I llnr 
re uiaste hand 1 ingi storage, transportat Ion t< disposal Info & 
matls should be received by B00530 to re solve matter 
Forwards BNL rept 
COLLINS, J T Tfl! Program Office BO/03/15 3pp 



Advisory Committee on Reactor Safeguards reports ti corrcipondenc e 

7906290'l t ?6 FoiuaidS recommendations for studies to improve reactor 
s a r e t 'j in areas of accident a n a 1 ij 5 i s i reduction of accident 
probability. operating prneed'jrosi review of design. canst 6 
op erat i an, decay heat removal sys in ECCS ti other items 
CARBON. 11 U ACRS - Advisory Committee on Reactor Safeguards 
79/OB/14 4pp 



Summai ij of ACRS Ad Hoc Subcommittee on TMI-2 Accident 
Implications 300409 meeting In Nasd 1 ng ton. DC re accident 
Implications as relating to CP applications List of 
attendees enc 1 
* ACK5 - Advisory Committee on Reactor Safeguards QO/04/29 32pp 



P Ope rat ing 1 1 ten: 



stage di 



correspondence 



B0061 1OS03 Discusses need to upgrade reliability of power operated 
relief valve i to define function of valve Reliability can 



e y c 

be inprtned S> demonstrated by testing Studies would includ 
input Prom NSSS vendor 1 valve manufacturer 
DIIANNI.D C Operating Reactors Br 
4op 



4 <Pre B0042B) 00/02/19 



000313O1O9 Submits info re LWfl primary coolant syi pressure isolation 
valves as s i gnl t i cant contributor to risk from Event 5 
accidents Outlines data required to determine whether 
license should be modified 
E15ENWJT.D G Division of Operating Reactors 8Q/02/23 AOpp 

BOO&1B0577 Lists sys mods necessary to support fast purge of reactor 
6 I dg identified by licensee Estimate Is optimistic Hydrogen 
control aubsys preferred due to fewer mods required 
GHEENBUHG. M TMI Program Office BO/O4/2B 3pp 

0006090071 Notifies that comment period for NURE<)-0662 nitended until 
BOO316 Ac I receipt of BOO41 1 comments 
AHEARNE, J F Commission 00/05/03 Ip 

B00ii0 1 ?0093 Requests eitenslon of comment period to reflect UCB study on 
Kr-03 venting 
THdRNBURGH.n Pennsylvania. State of 80/04/11 3pp 



BOQ6O40U7 Forwards BNL rept re disposal of first stag* EPICOH-II 

organic resin wastes Other reactor operators Should be 

Alerted for solidification efforts 

BROWNING. R E Division of Waste Management 80/09/03 2pp 

B006O4D11B Toruiards "Status Rept on Leachab i 1 ity, Structura 1 
integrity ', Radiation Stability of Ion Exchange Ritln* 
Solidified in Cement t, Cement U/Add ( bivet " 
SCHWEITZER. D BrookhaveJi National Laboratory DO/OS/OS Ip 

B006O40119 "Status Rept on Lsachafc i 1 i ty , Bfcruc tural InteD^itg * 
Radiation Btability of Organic Ion Eichanjt Reslni 
Solidified in Cement S Cement W/Additives " 

BARLETrA^fl E , DftVIB.f) E . OANOWER, T E Brooihaven National 
Laboratory 6O/OS/31 24pp 

aO06020S21 Advises that NRC will assess published ripts & data re 
animal health effects in site vicinity Requests draft 
pathological symptoms rept by B00606 Paper uill be used in 
larger rept being prepared hi) NRC 

rlULLEF!,!) R Assistant Dlraci-or for Environmental Technology 
QO/03/16 Ip 

S00606O349 Approves 900430 request to use Mine Bafitv < Appliances Co 
breathing units in lieu of Hio Marine Dlo Pak 60 unit* One 
entry may be matfe into roactor bldg Related correspondence 
COLLINS, J T TH1 Program Office BO/05/16 4pp 

BOOi-OtOSSl Request* addl Info to complete 1 rvieu of 800410 ript on 
submerged demlneral i ced ti|9 by Q00ii06 Related 
correspondence 
CQLLIHS.J T TMI Pro a rain Office BO/O3/16 9pp 

SOOillOSlO Forward i request for addl info for evaluation of utll 
B00410 technical evaluation rept re ubmfi*g*tl diminerali ltd 
sys 
COLLINS.J T TMI Program Office 80/03/16 9pp 

800611O519 Respond* to Q00430 request for mod to reactor bldfl ri ute of 
Mine e-fetij it Appliances- Co breathing unit* Orants approval 
to make BOaS2D entry into reactor bldg; Local offlcals 
haul-d be jiven early notification 
COLI-IN8,J T THI Prooram Office SO/OS/16, 4pp 



B006B00529 Forwards A OhU BOO'ISS Itr recommending Hitachi staff membr 
For temporary position w/Met Ed cleanup staff Response 
should be directed to A Oh k 1 at Hitachi re F Nakashlta 
par 1 1 1: i pation 

LAFLEUJliJ D Office of International Programs. Director BO/OS/06 
Ip 

BOOA2O0533 Ack receipt of 000212 Itr to M Hayakaua re TMt cleanup 
program Proposes sending F Nakashlta as participant 
Background & qualification encl Requests details about 
c 1 eanup program 
DHK I . A Ja p an QO/O1 /23 2p p 

a03iO90100 Responds to BOO321 Itr re otil possible financial failure 
Financial failure provides grounds for license revocation 
No contingency plans completed to cover possibility of 
f Inane ial fal lure 
AHEARHS, J F Commission 80/05/07 2pp 

~aootO90loa Inquires as to aftermath of util financial failure 
SHANAMAN,S M Pennsylvania, State of BO/03/21 Spp 



8006020354 Foriuards Vikem Industrlti HOO303 memo re pretint itatui of 
fuel handling fc auilliary bldg decontamination program 
MENCIN8KY, G J Osneral Public Utilities - OPU Btrvic* Corp 
8O/OS/19 17pp 

SOOi)13O12a Refuel t comments on NUREG-0377. "Potential for Lou Fracture 
Toughness d Lamellar Tearing on FUR Steam Oe-nerator & 
Roaetor Coolant Pump Supports " Proposed review procedure t 
Implementat Ion icMdule ncl 
CISENHUT.D G Division of Llcenslnij BO/O5/I9 73pp 

B006030137 Forward* staff repti "Answers to Questions about Removing 
Krypton from TMI-2 Reactor Bldg " Rpt responds In questlon- 
aniuior format to frequently atked question* about venting 
Kr-SS U/o eucl 
SNYDER, B J TMI Program Office 80/05/20 Ip 

80O609OO33 Foruard* guidance for Implementing B00407 inttrlm crltirla 
for radiological effluents from TMI-2 data gathering & malnt 
operations 
BMVDER.B J TMI Program Office BO/O5/20 3pp 



BOOA090165 Forwards addl TMI-3 related requirements to operating 
reactors Licensee requirements for Till Action Plan Include 
shift manning. 1 icensing eiams fe licensee d isseminatlon 
of operating eperiences Jlesponse rea.UBsted withlr) 30 day* 
E1SENHUT. D Division of Licensing BO/05/07 ISOpp 

B006OH0232 Responds to questions posed by <JF Ahearne re propoiad 
purging of facility containment bldg atmosphere Recommends 
that lou purging method be used to assure that doses to 
public are low 

DEMI ON" H R Office of Nuclear Reactor Regulation, Director, 
SECY-90-132C BO/05/08 1 Spp 

aoOc.0400'17 "Decontamination of Kr-B5 from TMI Nuclear Plant." rept to 
Governor of PA 

KENDALL. H W , BEYE/i.J . QRIDENHAUOH, D Union of Concerned 
Scientists GO/05/15 71pp 



BOOA090O3D Submits T Cochran B00507 itatemtnt re TMI-2 containment 
atmospheric cleanup Public health riikf inslignif leant 
TRAvEflS.W TMI Projtam Drfiee BO/05/2O Ip 

BOO&030335 Forwards "Analysis of Hypothetical Accident!, Technical 
Evaluation Rpt, Sutmer ged Domireral i isr Syai" App 1 
calculation* tupporfcing statements In "Technical Evaluation 
Rept' " Chapter 7 
HOVEY, V. Mietropolltan Edison Cn BO/03/27 2pp 

8006030327 "Analijsls of Mijpothetieal Ati i dents, Technical Evaluation 
Rept. Eubnierufld Demlneraliier Byir " App 1 
* Metropolitan Edison Co BO/OS/23 19pp 

B006O70369 Requests specific info far tfltu tc schedule of in*tll*tion 
re Implementation of more sensitive Instrument for 
monitoring of RC8 water chemistry k corrosion control 
COLLINS.J T TMI Program Office BO/OS/27 4pp 
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B00612007S Ac* receipt ot 900-109 Itr describing cryogenic separation 
prBCett for removal g* Ki 95 From reactor bldg All 
contaml nation alternatives are being evaluated Proposal 
balng considered as toinment on NUREG-Q&62 
SNVDER. B J TMI Praoram Office 80/03/37 lp 



aOOift'240034 Provides addl info re questions on HRC-proposed purging of 
containment bltJg atmosphere Recommendations uere given in 
SECY-BO-13SC Supplemental sloti) purge Info end 
DENTON.H R Office of Nuclear Reactor Regulation. Director 
SECY-BO-131'D OQ/03/3O 3pp 



BQ0612007S Discusses cryogenic separation process developed for 
removal of Kr-Q5 from reactor containment bldg Dalit 
procesi scheme la to link cryogenic air separation plant 'to 
bldg atmosphere in closed recycle 
LYTTOII.M Mitre Corp BO/04/09 3pp 



8006030340 "Comparison af Controlled Purge (. Application of Selective 
Absorption Process Alternatives for Detontami nat i on of TMI-2 
Reactor 31dg Atmosphere." preliminary draft 

THOMAS. C D , VOILLEGUEiP G , CLtHEiJ E Sciencs Applications, Inc 
BOV05/3I 49pp 



8006-03036:3 Forwards recovery operations plan Change Request 1 TB 
elimination of BOP dlesels & 13 2lv line surveillance 
relulrem.nt Renuast made sub-sequent to Tech Spec Change 
Request 22 
HQVEY.G K Metropolitan Ed 1 ion Co 80/05/53 5pp 

B0040S0039 Foruarfls final version of Hittman Nuclear Development Corp 
"Rein Sol id i 1 1 cat i on Test Prooran For EPICOR II Resini " 
HOvEV.Q H Me-trcpolilan Edison Co BO/ 05 /SB Jp 

900tO?OOAl Final version of "Resin Solidification Teit Program far 
GPICaU II Ftesitis " 

Hittman Nutlear fc Devolopment Corp (subs HI tlman Corp > 
90/05/26 41p fl 

BQO6091MQ6 Informs thatsince propoied clsanup sys not NRC approved, 
installation & purchase of flcjuipme-nt -at util riik 
Cont ingencij plan re transfer cf untreated uatar to omit* 
tanVl should! be quickly completed 

DBNTOH. H fi Qfftc* of Nuclear Reactor Regulation, Director 
BO/Q5/2B 4ap 



9006300187 "Cnviron Assessment of Radiological Effluents from Data 
gathering *, Maint Operation on TI1I Unit 2 " 

TMI Program Office NUREG-O6B1 80/O5/31 lOpp Available at 
NT18 

80O6110070 Notifies that filter housing purge test haa ben modified 
bo add dynamic test ui/i-ap id closing of inlet to filter 
hous ing p u/au tomati c fan shut off functioning at negative 
15 inches ujater gauge 
HDVEV. G K Metropolitan Edison Co BO/06/03 lp 



Advises that filter housing testing program has been 
modified to add dynamic tesb ui/rapid closing of inlet to 
filter housing u/automatlc fan shutoff functioning at minus 
19 inches mater gauge 
HOVEV.G K Metropolitan Edison Co 80/06/O3 2pp 



8006U0106 Advises that 



sponse to BO0516 request, re submergod 



demlneraliier sus technical evaluation reptiUill be 

submitted by SQOtl3 

KOVEV.O K Metropolitan Edison Co BO/06/O4 lp 



9006120250 ASviftt that approval of submerged deminera 1 1 ler sy-s for 
det o-ntarai nating containment bldg water muit be pric*ded bij 
NRC pragramatic EBBUtli should complete contingency plan to 
tr-inifer untreated uatrer to suitably shielded oinito tanks 
DEMTQM.H R Office of Nuclear .Reactor Regulation, Director 
90/05/26 3pp 

aOO(iOii036B Recovery operation plan Tech Spec Change Requeit 1 re 
rllmlnation of balance of plant diesvLs t 13 S tV line 
luryeillance requirements Replacement Pages 4 B-i to 4 8-3 
to plan end 
HOVEY.O K. Metropolitan ^tflson Co BO/05/H9 3po 

3004050327 Rovists tubmittal date ta lacand quarter of 19B1 for 
long-term solid raduracte staging facility rec oimnendatlon* 
Recommendations uiill be in form ot design criteria rfocument 
HOVEY.O V. Hcti-apoli tan Ediion Co 8O/03/30 lp 

8006030380 Responds to NRC 300*110 Itr re use of term "operable" ai 
applied to single failure criterion for safetij 31 1 in pouer 
reactors Requests -extension until 800930 for TMI-1 Tech 
Spec* change MD change required for TMI-2 

O Metropolitan Edison Co BO/O3/3O lp 



a0060t030'l Responds to NRC 3O0513 request for info re deiign b matl for 
EPICOR n lines & resins info ui 1 1 be provided bg 900630 
K rtfrtropolitan. Ediion Co BO/O3/3t> lp 



BOO 6 07034.4 Respond-* to B00410 Itr re use af t*rm op arable, ap p 1 u ing to 
linol* Fallura criterion for safety sys in power reactor* 
Performing revieti) of Unit 1 Tech Specs to determine need for 
mod Vnit 2 operating unrfer recovery Teih Speci 
HERBEIN, J G Metropolitan Ed ison Co SO/09/30 3pp 

60061 10204 Notifies that date Par submittil of recoffimendit ioni For 
L ong- 1 arm lolid raduiaite staging faci 1 1 ty. ha* been changed 
to second quarter, 1931 
HOVEVi O K Metropolitan Edison Co 30/05/30 2p p 

900&110317 Respond* tn BOO31S Itr raquesting info re design-matl t< 
preparation of specific data concerning EPICOH-II liners fc 
reiins Info ut 1 1 DB provided bcj 30Oi30 
HQVV,O 3 Metropolitan Edison Co BO/05/3O 2pp 

800i30O603 Ac It rocfrlpt of Council fteao 1 wtinn 113 sent to Commi siioner 
Aharne Ait-ure-s that retolution mill be q on si dors 4 NRC it 
currsntlii preparing final environ assessment of alternativB* 
to decontaminating facility 

DENTON.H R Office of Nuclear Reactor Regulation. Director 
BO/05/30 lp 

8004200605 Format-is copy of Council Resolution 113, adopted SOD3S7 
3?o-io]ution memorialises Governor of F>A & NRC to prevent 
further venting of radloac ti vi t<t into environ H/o encl 
SCHWARTIrO X Philadelphia. PA HO/OS/OS lp 



9006110114 Advises c-f intent to remove plant ventilation stack cap t> 
discontinue use of supplemental ventilation sys atop 
amlliarg bJdg on or about 80061O Airborne radioactivity 
levels have decreased to point that sys no longer justified 
HOVEY.G V, Metropolitan Eiiison Co BO/06/O4 3pp 



Foriiiards "Transient Boron Concentration Analysis in TM1-S 
Mini-Decay Haat Removal Sys (MDHRS)," providing results of 
analysis of transient S steady state offotts on boron 
concentration that can be anticipated u/sys in operation 
HdvEY.O K Metropolitan Edason Co BO/06/01 lp 

9006110146 "Transient Boron Concentration Analysis in TMI-2 Mini-Docag 
Haat Removal 8ys IMDHRB) " 
5HEU,J P , JASAMIiK M Metropolitan Edison Co SO/03/23 IBpp, 



9006UO167 Forcuards "Realn Solidification Test Progranh " in response ti 
791221 Itf re proposed method t-or solidification of EPICOR- 
" resins Progress summary !> B003IQ scope of work ui/Hittman 



II 

Nuclaar i. Development Corp end 
HdvEV.e MHtropolitan Edison Co 



BO/06/05 13pp 



B006110179 "Resin Solidification Test Program 
Metropolitan Edison Co 90/05/15 46pp 



6006120374 Foruards EP1COR-11 EO! id i f i cati on progress summary, 
description af scape of uork u/Hittman Nuclear ti Develapnient 
Corp fc Kittnan reoti "Resin Sol nil Fi call on Test Programr " 
par utll 701221 commitment 
HQVEV.G K Metrop-olitan Edison Co BO/06/05 13pp . 

8006120377 H1 flesin Solidification Test Program " ANS1/ABTM stds end 
* Hittman Nuclear & Development Corp (subs Hlttman Corp ) 
80/06/03 4")?? 

SOO&130SS6 Forwards "TMI-2 Planninig &tuify for Phase II - Reactor 
Internals Disassomb ly < Fue 1 Removal t, SIJE Cleanup " Itept 
available in Central Files onlij 
LEHHAN.L Metropolitan Edison Co BO/Ofi/O 1 ? lp 

SOO&170495 Poruards data re General Public Utilfl sys capab i 1 it 1 es> peak 
load, reserve margins, net sya requirements ti interchange 
RUNIE, l-l General Public Utilities - GPU Service Corp 00/Oi/ll 
3pp 

B00t2303'14 Advises thai uiork efforts are proceeding on generating 
design criteria for Interim aolld raduaate staging facility 
Facility ^Jill provide area to assemble 1 ou level radwasto 
prior to offsite shipment Design mill be submitted Jul 19(30 
HdvEr.G K Metropolitan Edison Co BO/06/12 lp 

S006270290 Fortuards Tech Spec Change Request 23, request ing amend to App 
A of License [)PR~73 Amend deletes requirement for 
opera tmnglly Functional Inteiloclc tetuieen HP-fi-223 d/or 
HP-R-226 t, pyrge Bihaust dampers 
ftRNQLD. R C Metropolitan Edison Co BO/06/23 3pp 
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BOCMJ27O296 Application to amend License DPIi-73. cons is ting of Tech Spec 
Change Request ?S Deletes 1 equ it-emeu t for operationally 
functional interlock between HP-R-225 fr/or HP-R-2S6 t purge 
eihauit hampers Amend fee tic 1 
* Metropolitan Edison Co BO/O6/33 2pp 

BOQ637O297 Proposed Tech Spec Change Request 35 re limiting conditions 
tor operation of monitoring ruqu irements 
t Metropolitan Edison Co BO/Ofc/23 lp 



B006Q401M Forwards util 800519 Itr directed to IE re civil p ana 1 tt| 
Imposed on licensee 
SWARTZ.L.L Antitrust Division BO/0&/O2 3pp 

BOOfiO40n2 Forwards plans for achieving corrective actions for 1 terns of 
noncomp 1 lance per util 800304 mealing u/IE re IE 
Investigation Flept 3O-32Q/7930 Corpectlvo action* for Unit 1 
luill be suo j to schedule commensurate u/res tart 
ARNOLD, R C Metropolitan Edison Co &0/05/1? 23pp 



Confirms SW Porter E3O0633 telcon re change in TMI site 



discharge uater 
that con t inuous 
period to 24-h p 

, G M. Metropolitan Ed 



omposite sampling frequencies I/ requests 
ompasile sampling be changed from 4- 



BO/06/23 3pp 



IE Bulletins S correspondence 



0006180059 Foruards Wasco Packaging Insp Rapt HO-24 on B002O4-I3 NQ 
nan camp ] i anc e noted 

BMITH.G H Region 1, Philadelphia, Fuel Facilitg *, Materials Bafetu, 
Branch 00/04/34 2pp 

0Q061BOOH2 Waste Packaging Insp Kept 30-24 on 000204-15 No 
noncomp 1 lance noted Major ai eas inspected compliance of 
waste shipments u/NfiC ', DDT Tegu lati onsi int lud ing vehicle- 
placarding 4 package marking I labeling 

PECK.C C , HOOK, H E Region 5, San Francisco, Fuel Facility J. 
Materials Safety "ranch BQ/Q1/O2 IQpp 

8006190199 Forwards Waste Packaging Insp Rept HO-04 on B001O7-18 
Mo nnncompl lance noted 

SMITH, a H Region 1, Philadelphia, Fuel Facility t, Material! Safety 
Branch 80/04/24 2pp 



3006170583 Infovms MRC that util response to IE Bulletin GQ-12. "Decay 
Heat Removal Sys Operas 1 1 1 ty, " mill be provided 1 by 3 0070 B 
due- fco present workloads 
HDVEi-.O K Metropolitan Edison Co 60/06/09 Bpp 

000.6300689 Responds to IE Bulletin 80-12, "Decaw Heat Removal Bui 
Qperabitity " Portions of sKort-term nature uilll ba 
respondod to h y B007OB Dolaij 6<JE to present uorHoud-1 
HOVEY.G K Hetropoii tan Ediaon Co BO/06/09 IP 

R Periodic operating reports t- related correlpondence 

800*0900^10 Forwards status reft far uk of B00510-17 
CDLLINS.J T TMI Program Office BO/05/17 6pp 

BO06O301 IB Forwards TH1 Program Ofc status rtpt for uk of B00317-23 
COLLINS, J T TMI Program Office 80/O3/27 App 

B006O202 I 75 ForuaTtfc 3iq,uld T, gasaous effluent rcleate repti for Mir 
19SO 8 firit quarter 1960 Tablei 1-S provide atfdl d<ta for 
Uijufd discharses to Suso.ushanna River for I960 
Etplanation of monthly iummarij included 
PORTER, S U Porter-Oerti Consultants, Inc 60/09/27 lp 



600619016-a Waste Packaging Insp Rept BO-0'1 on S00107-18 

No none amp liance noted Major areas inspected compliance of 
waste ihlpments cu/NRC I/ DOT rogulafcions including vehicle 
placard ing, pat kage conditions t. marking Si labeling 
PECK, C C Region 3, Chicago, Fuel Tacilitij & Matoriati Safety 
Branch THDMtS.R D , BOOK, H E Region 9, San Franci.co. Fuel 
Facility t- Materials Safetij Ilranch BO/03/25 7pp 



flck receipt of 800403 Itr informing NftC nf it*pa tnkn to 
correct violations noted in IE Imp Repta 50-320/79-23 ti 



CRIER, D H Region ], Philadelphia. Office of the Diractor- 
BO/OH/27 3pp 

BOQ6090157 Responds to 800305 Itr re violations noted in IE Insp Repta 
5O-32O/79-25 ( 30-239/79-19 RequB*ta aubmittal of 
corrective actions re Item 2 Util BOO2Q9 Itr will fee: 
uilthheld <ref 10CFR2 790) 

CniCR.D H Region 1, Philadelphia, Office of the Dlrectpr 
80/03/19 2pp 

8006090160 Forwards IE Insp Reptt 5O-a20//?-23 t 30-239/79-19 on 
790 ( ?16-21. 24-38 t 1002-04 t, notice of violation Notice of 
violation withhold (ref 10CFR2 79O) 

MARTItJ-W o Region 1, Philadelphia, Safeguards Branch 60/01/14 
app 

BOOd090170 IE Imp fiepU 30-320/ 77-55 50-3B9/79-19 on 790916-21,24-23 
* IO02-O4 Noncompliance noted 1 ic-ensee vehicle not escorted 
in protected area t> safety equipment on vital area physical 
banier not maintained Details withheld (rof 10CFR2 790) 
DEVLIN, J W Region 1, Philadelphia, Safeguards Branch 
LADUIJ,fS H , SHEPHERD, I! Rogion 1, Philadelphia, Qffica of the- 
Director BO/01/09 3pp 



Fonaards lesponEf to IE Imp Rept 5O-320/79-10 per BOO30a 
meeting uj/nnc Recovery moife surveillance procidurei uill be 
reviewed Access to high radiation areas controlled b 
ernergencij monitoring equipment placed at locationt 

C Melropolitan Edison Co BQ/03/19 23pp 



Forwards IE Circular BO-13. "Orid Strap Damage in 
Wasting house Fuel Assemblies " No urltten response required 
CRIER, E M Region 1, Philadelphia, Office of the Director 
80/05/20, lp 

000603035? Responds to NRC 900417 Itr re IE Bulletins for TMI-2 by 
providing guidelines for establishing short-term '/ long-term 
action on current t- future bulletins 
HOVV,Q K Metropolitan Eolson Co 80/05/29 5pp 

800609037-t Foruards response to 800417 Itr re IE bulletins Ouidellnas 
eni 1 for establishing action on paat '-* future tiullofcini 
Sane bulletins are undergoing further invent! gat ion ^ 
classification mill be provided by 800630 
HDVer.O K Metropolitan Ediaon Co 80/03/2? Bpp 



BQOc.020303 Liquid 8- gaseous releases for Mar 1980 b firt quarter IvBQ 
Tablet 1-9 provide addl date for liquid discharoai into 
Suiquehanna River for 1900 Explanation of monthly HJmmaru. 
included 
* Por-ter-Oerti Consultants, Inc flO/05/37 Bpp, 

CiO06ia002? Forward* TMI Program Ofc status rept for tik of BQOB17-23. 
COLLINS, S T TMI Prnoram. Office BO/OS/27 App 

SOO614O165 Poruisrds tatui rept for uik of BQ05S4-30 
COLLINS, J T Tilt Program Office BO/Oo/02 4pp 

9006110103 EPA preliminary rfat-a rept on water sampling tor BOO 5 22 -30 
COSTA, C F Environmental Protection Agency BO/06/03 if 

B00'cil90i.70 Foruavd* status rept for uk of BOOS31-0606 
COLL1NS.J T TMI Proarara QPfice BO/06/O9 6pp 

BOO 623 0335 Forward i status rupt for ut ending 800613 
COLLINS.J T TMI Program Office BO/06/14 &pp 

S Reportable occurrences, LEH * related correspondence 

79(2390093 Confirm* RO 79-71/lP on 781HOB control logic diicrepanc^ 
* listed for mafce-up (KPI3 pumps, 
KUNBER, A MBtropol i tan EdUon Co 76/12/11 lp 

B00fa060197 PNO-TM1-BO-029 on BOOSHO, 1 icenite plans to mail lirt entrij 
Into reactor bldg Personnel airlock will be purgvd on 
BO051? In preparation for sntrij Estimated airlock purge util 
rcleate appror 25 Ci Kr-SS to environ 

KALMAN, , FASANO. h , COLLINS, Region 1. Ph f latfelphi*, Qfflo af 
the Director 80/03/16 lp 

B0061A0144 RQ HO~19/lP'condition ensti where In once- throw. oh itejm 
generator leVfll transnti tErer B is inoperablB Probably caused 
bij plugged leg line Effort underuay to correct problem 
HOVEY, K Metropolllran EdKon Co BO/03/19 ip 



PNO-THI-BO-030 on BOOBBO, 1 iconise aUemptid to enter 
reactor bldg for first tins tine* 790398 accident Procedure 
ua& terminated after repeated attempts failed to open inner 
door Probable causes include corrosion fc suction, 

COIJTE.R J , FASANOi A N , COLLINS, J T Region 1, PhiJdlph 1 B. Of f 
OF the Director 60/05/51 lp 

S00403Q-159 BO SO-30/1P on B0052O. small purgn valve opening on outer 
hatch bulkhead technically violated containment Integrity, 
Caused bu procedural error Valve closed tc procedures will be 
revised 
HOVEV.e K Metropolitan, Ediaon Co BO/OB/a3 3pp 
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HC06130219 PHQ-TMJ-BO-O3! a n 600520. 1 ICBHSBB determined Hat 
containment integrity not maintained FOP period nf S-S 
minutes Caused by purge valve on outer doer left open, 
pBrml ttlng Flow from atmosphere into reactor bldg 

CQNTE, R J - 3HANDAKV. M M . COLLINS, J T Raglan 1, Philadelphia, 
Qffics of the Director 80/05/23 Ip 

9004130226 PNO-TMI-BO-032 on 800523, marker eipeM enc ing chest pains 
lft sit* tn ambulance Diagnosis uas possible heart attack 
Unknown if individual UBS in radiological area 

C-DHTE'R J . SKANGAKY.M M , COLLINS, J T Rag ion lr Philadelphia, 
Office of the Director 30/05/23 Ip 



8006030465 Forward! LER BO-O15/O3L-0 
HDvEY.O K Metropolitan Edlian Co 



BO/03/2B Ip 



8O06Q30472 LEU BO-015/O3L-Q on BOQflaa, bot-ic acid mi tank boron 
cone antr-ac tion exceeded Tech Specs Gamed by c oneentratincj 
effects from evaporation due to use of air sparger nixing 
appiratui Mater added ! me of air sparger di scont Inued 
CHAPLIN, S D Metropolitan Ed nor, Co BO/QS/2B 2pp 



B0060i0263 Forward* LER BO-O14/03L-0 
HOVEV.G K Metropolitan Edison Co 



B00i060271 LER BO-01i/03L-0 on BOOSOl. during r*covenj mode operation, 
fuel oil tank level found belaw Tech Spec requirement 
Caused hu mi irecnrdlng of level during previous check Oil 
added t. imp frequaney increased 
CHAPLMJ. S D Metropolitan Edison Co 80/05/30 3 P p 



B006160024 P 
HOVEY, c K 



iirard* LER BO-OI0/03L-O 
Mebropolitan Edison Co 



3OOA160Q27 LER SQ-Q1B/03L-Q on 800509, uh i le loading uhlte balance of 
plant dlessl generator, osc 1 1 lat 1 ons o-tnervetf in p.enrator 
*rn.uencij. f ol lowed by total loss of frequency Indication 
Caused b-j mechanical shod blowing tua -fuiei Fumi replaced 
CHftPLIN, S D Metropolitan Edison Co BO/Oi/10 Ip 



BOOalEOlH Toriiiai JB ava ilabiltiy list of critical components for 
selective absorptitin GI|S t, assessment of mm time needed to 
install si|6 at facility for Kr-&5 remova 1 , d iscussed in rept, 
(.roparod bi) Carami t tee J. MASA 
ERTEL, /. E House of Rep , 5cion.ce t< Technology BO/OB/OS 3pp 

3006120117 Comments on Kr-89 removal time rea.utremBtits identified bi) 
(IRC overstated Selective absorption ays discussed in enc 1 
memo could be installed ( operating luithin 6 months 
ERTEL.ft E House of Rep . Science i Technology 8O/03/O 1 ? 6pp 

GO 0620 00 B7 Submita requested info far BOD522 hearing re TMI-2 cleanup 
Congreasnian Ertel QO0515 ttr is incorrect in stating that 
MITRE proposal Has never afforded serious consideration by 
NRC Chronology Of NRC cleanup actions being prepared 
SNYDER. J TH1 Pr ogram Of f i ce 80/05/1"? 3pp 

0006200091 Recommends that necessary preparations begin a that 
Cltiiene Advisory Panel for consulting & advising NRC on 
d eiontamination & decommi ss inni ng cf TttI-2 can be 
established Prepared legislative amend enc 1 

KOaTMAVER.F 1 H . UDALL. M V. , LUJAtJ, M House of Rep BO/OS/13 
3pp 

6006130170 Ack receipt of B00519 Itrs commenting on rept to Governor ol 
PA on Kr-SS removal (nathods t providing Mitre Corp proposal 
for cryogenic teparatton process Concerns & info uiill be 
consifler&d ui/public comments prior to final decision 
ftHEARNE.JF Commission SO/O5/29 Ip 

aOO&130173 Di*cuses rept to Governor of PA re Kr-B9 removal methods 
Rept should help NRC In decision method for Kr-83 removal 
ERTEL,A E Mouse of Sep , Scienca i Technology BO/03/15 2pp 

6006130176 Forwards discussion on possibility of eipediting 

installation & use of cryogenic process possibly applicable 

for removal of Kr-85 from reactor Rept should be given fair 

consideration 

ERTELiA E House of Rep . Science fr Technology SO/05/15 2pp 



a0062S01H c PNQ-v-aO-050 on BOOfclO, of 12B drums of Inui level raduaste 
reciivedione had broken lacking ring t> Four had loots 
locking ringt No significant radioactive contaml not Inn UA 
cflTicelleil burial permit & banned utll fvom use of site 
THOMAS.R D Region 5, San Francisco- Office of the Director 
BO/06/10 Ip 



B00623O32A F 
HOVEY, K 



ruiaTds LER 80-019/OIL-0 
Metropolitan Edison Co 



DOCKET 50-331 EDWIN I HATCH NUCLEAR PLANT. UNIT 1 

F Becurityi medicali emergency l> fire protection plans 

B00607G<187 Forwards proposed i-ule entitled. "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 79O101 " Rule 
adds nau Section SO 49 t, Apfj R to IOCFRBO & is expected 
to be publlihed in PR by encl of May 
EIBEI-JHUT.D G Division of Licensing 8O/05/19 46pp 



8006230335 LER BO-019/01L-O on BOOS18. d urlng recovery mode,& once 
through stvam generator level instrumentation became 
Inoperable Apparently caused &q dirt in root valve Sensing 
line baclif 1 iraherii returned to- svc on 800555 
CHAPLIN.S t Metropolitan Edison Co SO/OA/17 2pp 



9006130063 Foruards revised Pages 1-14 t. neu Page 14a for proposed 
rule 10CFR5O "Fire Protection Program for Nuclear Pouer 
Plants Operating Prior to 710101," transmitted by NRG 800519 
Itr Page Ifla not encl 
EI5ENHUT.DC Division of Licensing QO/O5/P3 73pp 



800i240504 Foruiardi LER 80-022/032-0 
HOVEY, O K hlBtropolltan Ediion Co 



Lb.H UU-022/O3Z-O an 60O51B. during retovry mode optratton, 
fu*l handling bldg eihaust flaw discovered belau limit 
CiumiJ by Failure of universal coupling on manual inlet 
damper -for fans AH-E-tOA t- B causing damptr to clou. 
CHAPLIN. S D Metropolitan Ed in on Co 80/O6/I7 2pp 

T H-iaring transcripts c*n non-antitrust matters 

8006 16 020 5 Transcript of 800521 public meeting in Uaihinoton, DC r* 
7MI-2 action plan Pji 1-74 
Codf-l >*ion 80/05/21 7Spp 



9006030S41 Forwards revisnd guard training t, nu 
withhold (ref 10CFR2 7901 
WIDNER.H A Georgia Power Co 80/05/28 Ip 



1 if icatidn plan Plan 



8006240.563 Requests review of emergency plan against evaluation 
criteria of NUREQ-06S4 Addl info required before Emargnty 
Preparedness Revleia Team can conclude that program is 
acceptable Revised plan should be provided by B00718 
REID, R M Operating Reactors Branch 4 BO/06/06 2pp 



[ Financial inf ormat io-n 



OOOA170310 Forwards Annual Financial Repts 1979 
MIDNER.W A Qenrflifl Power Co 80/06/11 Ip 



8006150633 Transcript of 8OO60S public meeting In Halhinjton. DC re TM1 
venting Pp l-tf 
* Commission SO/Ofc/03 Hipp 

8QO&25Q1'?'! Trsnicrjpt of S006I6 APfiTmation Session 80-29 re TMI action 
fltn in Hash ington. DC Pp 1-4 
t Commission BO/Ofc/li 4pp 



,U. Congress tonal/Executive Cor r&spond enc e 



8006120110 AcV receipt of 800509 b 09 Itn providing availability list 
of critic*! component* for selective absorption sys li 
asie-siiment nf min time need el to Install syi at factlitij for 
Kr-B3 removal Ltrs will be considered u/relateil domments 
AHEARHE.J f Commission 80/OS/I4 Ip 



--6006170314 Annual Financial Rept 1979 
fl The Southern Co 00/03/10 13pp 



6006170318 Annual Financial Rept 1979 
Qcnrgla Power Co 80/02/28 3Bpp 



P Operating license stage document* it correspondence 



B006090169 Forwards addl TMI-3 related requirements to opiratlng 
reactors Licensees raqul rementl for TMI Action Plan include 
shlffc manninji 1 iconslng eiamt & license? dissemination 
of operating e<per(ences Reaponl,e requested within 30 days 
EISENHUT.D O Division of Licensing 80/05/07 150pp 
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I0060305I4 Summary of BO(M?2-23 meeting u/Mark I owners group in San 
Jose. CA re conf irma tory analysis ! testing programs 
concerning Mar* 1 c onta i nmeti I long-term program 
SHIMES.C 1 Assistant Director for Plant System* BO/OS/09 Spp 

8006130192 Requests comments on WUflEG-0577, "Potential for Lou Fracture 
Toughness ! Lamellar Tearing oil PWR Steam Generator & 
Reactor Coolant Pump Supports " Proposed review procedure 4 
implementation schedule encl 
EISENHUT,D G Division of Licensing BO/05/19 72pp 

8006040376 Advises that response to OE generic analysis re effect of 
dc pouer supply failure on ECCS pei formance will be provided 
bij 800606 pep HHC B00435 request 
HIDNER.U A Georgia Pouer Co BO/05/3O lp 

B006I10239 Forwards unique analysis rept comparing effects of ac pouur 
failure of ECCS performance u/<JE genei ic analysis 
M10NER.W A Georgia Pouier Co SO/O6/03 6pp 

80063Q0604 Ltr to all BUR 1 iconseoE forwarding "For Comment" edition 
of NUREQ-061?, "BUR Feeduater Nonle >t Control Rod Drive 
Return Line Noiile Cracking " Comments mill be evaluated by 
NJIC prior to final implementation Il/o encl 
EISENHUTi D G Division of Licensing 80/06/O5 SEpp 

3006,1 706 40 Submits info re turbine rotor due cracking In response to 
NRC 800513 request Unit 1 has eiponenced approi SI turbine 
trips S approi five overspends Unit 2 has oineriencod 1 appro* 
53 turbine trips & approi; two overspeeds 
HlDNERiM rt Georgia Power Co BO/06/1O 4pp 



aOOi,I70773 IE Insp Ropts 30-3Sl/BO-ia fr 50-366/90-12 on 800310-19 
Noncompl iance noted failure to start environ monitoring uhsn 
required 

JEflKINS.G R Region 2, Atlanta. Fuel Facility It Materials Safety 
Branch C UNN I NCHAM . A L . HACARTHUR.T C Region 3, Atlanta. Office 
of the Director 90/04/33 "?pp 

BOQ6170779 Forwards IE Insp Repts 50-321/80-15 t, 3O-366/BO-13 on 
E004O2-04 No noncomp 1 iance noted 

MURPHV, C E Region 3, Atlanta Reactor Construction & Engineering 
Support Branch BO/04/30 2pp 

--9006170784 IE Insp Repti 50-321/BO-15 t, 50-366/BO-15 on 600402-04 No 
nnncomp 1 iance noted Major areas Inspected installed 
equipment per IE Bulletin 79-0 IB response 

CONLON. T E Region S, Atlanta. Reactor Construction tt Engineering 
Support Branch HAHDUICK, R J Region 2. Atlanta. Office of the 
Director 60/04/29 Ipp 

8006060575 Forwards IE Bullotin 90-11. "Masonry Wall Design " Require* 
action & written response IE Infe Notice 79-26. 
"Overloading of Structural Elements Due to Pipe Support 
Loads" encl 

O'REILLY, J P Region 3, Atlanta. Office of the Director fiO/03/OB 
2pp 

BOQ6Q40226 Forwards IE Bulletin 80-12. "Decay Heat Removal 6ys 
Operabllity " No written response required IE Info Notice 
80-20, "Loss of Decav Heat Removal Capability at Davii-Besse 
Unit 1 While In Refueling Mode" encl 

O'REILLY, J P Region 3, Atlanta. Office of the Director 00/03/09 
2pp 



0006340193 Forwards Amend 76 to License DPR-S7, saf ety evaluation t 
notice of issuance If availability 
REID.fi W Operallng Reactors Branch rt HO/06/10 3pp 

6006240203 Amend 76 to License DPR-57, c hang ing Tech Specs to remove 
current restriction on operating limit min critical pouer 
ratios 
HEID.R U Operating Reactors Branch 4 BO/06/10 Bpp 

B00624020B Safety evaluation supporting Amend 7A to License DfiP-57 
n Office of Nuclear Reactor Regulation. Director 60/06/10 
1PP 

3004340212 Notice of issuance t availability of Amend 76 to License 
DPR-S7 
REID.R W Operating Reactors Branch 4 80/06/10 2pp 

Q006250269 Forwards Ainenil 75 to License DPR-57 * notice of Issuance 
f, availability 
REID.H W Operating Reactors Branch 4 BO/06/10 3pp 

9006290271 Amend 75 to License DPR-37, requir ing dletl fuel sampling 
at least once every 92 days 
REID.R W Operating Reactors Branch 1 BO/06/10 Spp 

B006250274 Notice of issuance I availability of Amend 73 to License 
DPR-57 
RE10.R W Operating Reactors Branch 4 60/06/10 2pp 

8QO6300321 Forwards draft NRG liconaing position, "Safety 
Com iderati ons for Temporary Onstto Storage," used In 
evaluating loin level waste storage criteria Requests rvieui 
for onslte storage additions In monthly operating reptt 
REID.R W Operating Reactors Branch <\ 80/06/12 lOpp 

Q Inspection reports. IF Bulletins & correspondence 

3006200095 Forwards IE Circular BO-OS. "BUR Tech Spec Incons istaney - 
RoflCtoT Protection Syi Response Time " No uritten response 
required 

O'REILLY.JP Region S, Atlanta, Office of the Director SO/04/1B 
2pp 

9006170767 Forwards IE Insp Repts 50-321/80-12 * 30-366/80-1S on 
SOO310-19 * nolle* of violation 

STOHR.J P Region 2, Atlanta, Fuel Facility t Materials Safety 
Branch 8O/04/S2 Bpp 



B006240066 Foruiards IE Insp Repts SO-321/BO-S1 (- BO-366/BO-21 on 
B0041S-1B No noncomp 1 lance noted 

LEWIS, R C Region 2. Atlanta, Reactor Operations Nutltar Support 
Branch SO/05/12 2pp 

--8006340071 IE Insp Repts 50-321/80-21 !, 50-366/80-21 on 600415-10 No 
norlcompl iance noted Major areas inspected surveillance 
activity on pipe support & rettraint sys, procedure test 
results. Installed restraints d records 

UPRIGHT, C M Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch JOHNSON. A H Region 2, Atlanta, Office of the Director, 
BO/03/06 3pp 

S006130D1S Requests info re ultrasonic insps of lou pressure turbines 
to learn more about underlying reasons for Indications 
found & probable rate of growth, indications & effects on 
turbine disc integrity 
REID.R U Operating Reactors Branch 4 SO/OS/13 Spp 

B006300119 Forwards IE Circular 90-lii "Emergency Diesel Generator Lube 
Oil Cooler Failures " No written response required 
O'HEILLY.J P Region 2, Atlanta. Office of the Director 00/03/13 
2pp 

8006170337 Informs NHC that limit switches used ror position indication 
uere not Included In 49-dau, response to IE Bulletin 7 9-0 ID 
Environ qualification of switches should be addressed AE Is 
in process of specifying qualified replacement luitches 
MANRV, M Oeorgia Pouier Co 60/03/15 lp 

S00609C52B Ack receipt of BOO 4 26 1 tr informing HRC of steps taken to 
corrct deviations noted in IE Insp Repts 80-331/30-06 & 
30-366/BO-06 

LEWIS. R C Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch BO/09/21 lp 

B006090S35 Responds to HRC 800331 Itr re deviations noted in IE Intp 
Repts 30-331/BO-06 d 50-366/90-06 Corrective actions, revised 
Procedure* HNP-1 t- H-1902 & HNP-l fr 2-1904 to dillntate 
Immediate operator action section 
WIDNER.W ft Georgia Pouer Co, 80/04/20 2pp 

8006090540 Forwards IE Insp Rept* SO-32I/BO-06 t> 50-366/80-06 on 
S00219-H1 S notice of deviation 

LEWIE, R C Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch SO/03/31 2pp 

-- -B006090S-12 Notice of deviation from insp on 800219-21, 

* Region 2, Atlanta, Office of the Director BO/03/HB lp 



8006170772 Notice of violation from Insp on B00310-19 

* Region 2. Atlanta. Office of the Director BO/04/22 lp 



-S006090347 IE Insp Repts 50-351/80-06 t- 30-366/80-06 no B00219-21. 
Noncompl iance noted failure Vo ensure that licensed 
operators have committed to memory immediate tmirgincy 
procedure actions 

KELLOQQ.P J Region 2. Atlanta, Reactor Operation! Nuclear Support 
Branch SAUER, R C , ROGERS, R F Region 2, Atlanta. Office of thi 
Director 80/03/29 8pp 
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8006250072 Buramar 1 IBS responses to IE Bulletin 79-01B. "Environ 
Qualification of Class IE Equipment " Based on GE estimate 
for completion of review of GE-supplied equipment, temp let e 
responso will be submitted bij S10403 
UIDNER.H ft Georgia Pouiei- Co BO/O5/22 900pp 

8006090408 Ac k receipt ot 80050-9 Itr informing NRC of steps taken to 
covr*ct violations noted in IE Insp Rept 50-321/BO-13 lc 
50-366/80-13 

MURPHY, C E Region 3. Atlanta, Reactor Construction !< Engineiring 
Support Branch BO>/O5/23 Ip 

8004090415 Responds to HHC 800*21 Itr re violation* noted in IE Insp 
Repts 5O-321/8Q-13 6 50-366/80-13 Corrective actions 
project plan reviewed It found acceptable ft personnel 
prf orraing inap certified 
WIDNER.H A Georgia Payer Co 80/O3/09 2pp 

8006090422 Forwards IE Insp Repts 50-321/80-13 6 9O-366/BO-13 on 
S00311-I4 t> B5--2B & notice of violation 

MURPHY, C E Region 2, Atlanta. Reactor Conmtruction t, Engineering 
Support Branch 80/04/21 2pp 

BOOi.Q I ?0427 Notice of violation from inap on 800311-14 d 25-28 
* Region a. Atlanta. Office of the Director SO/Q4/17 Ip 

B006090435 IE Insp Repts SO-331/90-13 t. 50-366/30-13 on 80D311-1A & 
35-2H Noncomp liance noiotl failure to approve inservice imp 
plan it failure to certify welding b HDE inspectors 

HERDTiA R . CROWLEY. 8 R Region 2. Atlanta, Keaetor Construction t< 
Engineering Support Branch 80/04/17 9pp 

800alBQ317 Ack receipt of 600327 Itr informing NJRC of steps taken to 
correct violations noted in IE Inap Repts 50-321/80-11 tt 
5 0-366 /BO- 11 

LEWIS, R C, Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch BO/06/02 Ip 

BQQJ.1SQ323 Responds to NFtC 800429 Itr re violation! noted in IE Insp 
Reptt 30-321/BO-ll tj 50-366/aO-ll Corrective actions 
control rod movement procedures revised ( large scale ' 

drawings replaced ui/roi c rof 1 1 wed prints in control room 
HIDNER, W A Georgia Pouer Co BO/O5/27 4pp 

8006180327 Forwards IE Insp Repts 50-321/BO-ll EC 50-3d6/BO-l 1 on 
B00202-O3O7 t notice of violation 

O'REILLY.J P Region 3, Atlanta, Office of the Director 
BO/O4/27 2pp 

8006180332 Notice of violation from insp on B00202-O307 

Region 3, Atlanta, Office of the Director OO/04/15 3pp 



80062302^7 IE Insp Repts 50-321/60-18 '. 50-366/BO-1B on B00331-0402 
None omp 1 lance noted failure to perform past-mod testing 
DANCE.H C , BURNETT,! 1 T Region S. Atlanta, Office of the 
Director BO/04/30 4pp 

B0062SQ2I15 AcV receipt of SO0514 f. 27 Itra informing NRC of steps takan 
to correct violatic-ns noted in IE In-sp Roots 30-321 /BO-O3. 
50-36&/BO-03. 50-321/00-16 !, SO-366/8O-16 
KENNA, W Q Region 2, Atlanta, Safeguards Branch SO/06/11 Ip 

--8006250249 Responds to NRC S00418 Itr re violations noted in IE Imp 
Repts 50-321/80-03 ', 5O-36A/BO-03 Requests that 800514 Itr 
be withheld fref 10CFR2 79O) 
UIDNER, W A Georgia Power Co 80/05/29 Ip 

8006350250 Forwards IE Inap Rents 50-321/80-03 fc 50-366/80-03 on 
800107-1 1 t- notice of violation Notice of violation 
withheld ( ref IOCFR2790) 

O'REILLY.JP Region 2, Atlanta, Office of the Director 
80/04/18 2pp 

6006250351 IE Insp Repts 50-321/BQ-O3 t, 5O-36t/BO-03 on 800107-11 
Noncompliance noted failure to follow proceiures for 
documenting security incidents I to perform vital area 
patrols as cotnmitteii Details withheld (ref 10CFR2 790) 
TODlNjU J Region S, Atlanta, Safeguards Branch PERNY, C D 
Region 3, Atlanta, Office of the Director SO/04/OB Ip 

S006350a5B Forwards IE Insp Repts 50-331/80-16 t, 50-366/80-16 on 
BOO 3 26- 2 B t, notice of violation Notice of violation 
withheld tref 10CFR2 710) 
KEMNA, U G Region 2, Atlanta, Safeguards Branch 80/04/29 2pp 

--B006250B64 IE Insp Repts 50-321/BO-16 >s 50-366/80-16 on 800326-28 
Noncompl tance noted failure to control all points of 
personnel access into vital areas & to maintain lighting 
equipment as committed Details withheld (ref 10CFR2 790) 
OILLESPIE.F P Region 2. Atlanta. Safeguard* Branch TILLHAN.A , 
PERN. 1 , C D Region 2. Atlanta, Of fire of the Director SO/04/29 

Ip 

B00i2'10296 Responds to IE Bulletin 60-06, "Engineered Safety Feature 
Reset Controls " Discusses automatic depressurl lation tys & 
hydrogen K. oiijgen analyzer si(5 Forwards details of 
functional tests fc sys testing frequencies per Tech Specs 
A Georgia Power Co BO/06/12 Spp 



S006240325 Responds to Item 2 of IE Bulletin 79-S7 Emergency procedural 
re loss of dc busies t< loss of essential vital Si instrument 
ac bullet eiist Revisions & new procedures re loss of tion- 
esiential ac busses placed in effect 
WIDNERiW A Georgia Power Co BO/O6/17 2pp 



80061HO33B IE Imp Rept SO-331/aO-ll fc 50-36i/SO-1 1 on BOO202-O3O7 

Notitomp] iance noted failure to operate SBCS properly, to 
limit cod moti on ui/RSCB inoperab le. lo evaluat* procedure 
change & to provide updated plant drawings in control room 
ROOERS.R F Region 2, Atlanta, Office of the Director DANCE, H C 

Region 3, Atlantar Reactor Operations Nuclear Support Branch 
BO/04/15 <?pp 

B006230'2[O Ack receipt of 90O527 Itr informing NRC of stp* taken to 
correct violations noted in IE Insp Kept* 90-321/BO-1B fr 
50-36.6/BO- 1 B 

LEMI3,R C Region 2i Atlanta, Reactor Op* rat i Out Nuclear Support 
Branch 80/06/03 Ip 

BQ0423Q2IB Responds to NRC 300430 Itr re violation! not.d in 1C Imp 

Repts 5O-321/SO-1B tc 50-366/HO-1B Written Si approved 
functional teit was not neceiry be-cause aperabi 1 Ity toyld 
have be*n dBmomtratad through existing plant procedures 
A Oeorglii Pouer Co 80/05/27 2pj> 



8006230222 Forwardl torretted cover page for IE Intp Rpti 90-331/BO-1B 
tc 80-366/80-13 on BO0331-O1O2 

LEUISjR C fiegion 2, Atlanta, Reactor Operations Nuclear Support 
Branch 8D/D9/OB Ip 



R Periodic operating reports S- related correspondence 



6006160439 Forwards monthly operating rept for May 1980 
MANRY,H Georgia Power Co 80/O6/10 Ip 



9006180439 Monthly operating vept for Mau i960 

RODEN, J U Georgia Pouier Co BO/06/10 14pp 



S fttpoT tab IB occurrences, LERi t< related correspondence 



B006030367 Forwards LER 80-043/03L-0 
MANHYiM Georgia Pouer Co BO/05/HO 



BOD6030373 LER BO-043/03L-0 on B00503,while at steady state power, 
torus air V water temp recorder was discovered to be 
stamping erratic & upscale Caused by faulty balancing motor 
in recorder Balancing motor replaced 
* GeoroiJ Pouer Co 80/O5/23 2pp 



8006030413 Forwards LEU BO-045/01T-0 

MANRY.M Georgia Power Co 80/05/22 Ip 



-80QaE3022c. Corrected cover peg e for IE Imp Rap ts 50-331/80-18 fc 
50-366/80-18 on B00331-Q"102 

LEHIBifl C, Reckon 2^ Atlanta, Reactor Operatio-ns Nucltjr Support 
Branch SO/O5/OB Ip 

-BO 06230293 Forwards IE Insp R*pts 30-321/BD-1B & 50-366/80-1.8 tin 
B00331~0402 ii notice of violation 

LEWIS, ft C Region S. Atlanta, Reactor Operation* Nuclear Support 
Branch BO/04/30 2pp 



8006030432 LEH BO-015/01T-0 on 800910, ujh 1 1 e operating RHR svc water 
pump, 1E1I-C001B, major bearing cooling uater supply valves 
to pumps A & B found closed Caused unknown Valves for all 
four pumps locked open 
BAXLEY.S X Oeoroia Power Co 8O/05/B2 2pp 



900603045B Foruardi LER BO-011/03L-0 

MANRY.M Georgia Power Co 80/05/22 Ip 



-BO 06 230 233 Notice of violation from insp on 800331-0403 

* Region 2, Atlanta' Office op the Dirtctor 80/04/30 Ip 
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aOO6O3O462 LER BO-044/03L-0 on B00506, dur ing normal full power 
operation, pi unary containment oiijgen concentration exceeded 
al louable limit Caused bij operator failuro to Initiate 
dilMtrogen makeup to dryuell prior to reaching limit 
Georgia Power Co QO/05/22 2pp 



-- B00al90619 LER 80-052/03L-0 on BQOS20, during unit startup. HPCI pump 
was in progiess prior to declaring UPC I operable Caused by 
defective ramp generator on Woodward turbine c on troll Ramp 
generator & EGM control boi replaced 
NlXifl T Georgia Power Co 90/06/11 2pp 



aOOiji303Bl PNO-II-SO-095 on OOQ524, f ac 1 1 1 ty shut down to repair leakage 
past seat of LPC ! valve Licensee previously closed adjacent 
valve to slop leakge 

TftVLpRiP (\ . DANCE. H C Region 2, Atlanta, Office of the Director 
60/05/^7 lp 

5006230548 RO 50-321 / 199O- 033 on 600521, d i scovered that loss of 
essential motor control ctr f (R34-SO! 1 > or loss of diesel 
geneiatar 1A during loss of affsite power will cause RHH & 
core spiay A loops to be inoperable Caused by faulty valve 
MANRV. 11 Georgia Power Co BO/05/27 2pp 



S004O50347 Forwards LER 8Q-040/03L-0 
MANRV. M Georgia Pouer Co 80/Q5/29 



8006200441 Forwards LER BQ-055/01T-0 

MANRV, M Georgia Power Co 80/06/11 lp 



0006200447 LER BQ-055/O1T-0 on 800931, u/Uni t 1 in cold shutdown. inp 
of mechanical snubbers was performed 4 45 out of 61 snubbers 
uere found locked Up Caused by internal corroiion 9nubbn 
replaced 
* Ooorgia Pouer Co 00/06/11 3pp 

9006330530 RO 50-321 /1980-062 on 800613. w/f at i 1 i ty in cold shutdown, 
Investigation began to determine cause of pavemint 
deflection ojhich occurred beneath crane outrigger pad at 
Intake structure Cause of fill separation from pipe unknown 
MANRY.M Georgia Power Co 50/06/13 2pp 



8006050349 LER BO-048/03L-0 on 000509, uih i 1 e performing ASME inservici 
pump operabllity test on plant avc water pump IB, discovered 
that ma i attainable flaw uas 3600 gpm Caused by faulty 
pressure indicator on pump discharge 
* Georgia Pouer CD BO/O5/2 1 ? 2pp 

800633057'! RO 50-321/1980-054 on 000530. nond ivi a i onal cablet 
H21-P173-C010 t, H21-P173-CG13 found routed w/div 1 (. II type 
cables/raceways Caused by design * installation error Design 
Change Request 80-166 submitted for cable rerouting 
MANRY.M Georgia Power Co QO/O5/30 lp 

B006090337 Forwards LO1 80-047/03L-0 

MANHV. M Georgia Pouer Co SO/O6/02 lp 

B006090333 LER 8O-047/03L-0 on 8004O4, during review of normal 
surveillance testing data sheets. RHR pumps A & C flou rate 
did not meet Tech Spec requirements Cauaa not stated RHR 
pump surveillance procedure mill be revised 
BAXLEV.S X Georgia Pouer Co 8O/06/O2 2pp 



90062004S2 Forwards LER QO-097/03L-0 

MANRY.M Georgia Power Co 90/06/13 ip 



B006200461 LER 80-037/03L-0 on B005S5, while performino procedure 
HWP-1-11 14. RHfi shutdown cooling mode, shutdouin cooling 
auction valve failed to open Caused by faulty auxiliary 
contact block Contact block replaced 
NIX.R T Georgia Pouer Co BO/06/13 2pp 

BO 0630 03') 4 EN-BO-23 notice of violation tt notict of proposed impolltlon 
of civil penalty will be issued on or about 000619 Action 
based on alleged nontomp 1 lane e re radiation level! in truct 
cab Will issue newi release 

BRQCKETT, T W , THOMPSON, D Office of Inspection !< Enforcement. 
Office of the Director 80/06/17 lp 



DOCKET 50-3H2 8HOREHAM NUCLEAR POUER STATION 

A Application/construct ion stage document! b corrtipandence 



9O0623O522 RQ SO-321 / 1180-055 on 000531 , snubber 36 an X32-1F7. 1-lnch 
instrument line from rec ircu lat ion A loop. appeared lacked 
up during visual insp Caused by snubbor corrosion Bnubbors 
failing turvelllance tost uill be replaced prior to startup 
MANRV. M Georgia Power Co 80/06/02 3pp 



BO0623011O Advises OUR t< PUR applicants of NRC declilan to mod I f v 
implementation plan presented in Section 4 of NUREO-0577 rf 
adequacy of applicable support structures General operating 
reactor review procedure & acceptance criteria encl 
EISENHUT, D G Division of Licensing BO/OS/SO 13pp 



8006170i7-l Forwards LCR BO-050/03L-0 

MAHRV. M Oeorgia Power Co BO/Oi/03 lp 

8006170680 LEH BO-090/03L-0 on B00514,uhile performing reactor startup, 
reactor core isolation cooling turbine tripped while 
attempting manual start Cause unknown Trip matj have been due 
to overspeed Spec-ial committee will perform in-depth study 
IMX.R T Ocorgla Pouer Co BO/06/O5 3pp 



3004170673 Fowards LGR BO-093/01T-0 
MAHRY. H Georgia Pouier Co EJO/06/06 



900417067? LER QO-053/01T-0 on 800524. dur ing normal operation, 
diicouered that loss of potucr to essential motor control ctr 
I'D u/rec ircutat ion discharge line break would render both 
loops of RHR It loop A of core spray inoperable 
L Oeorgia Power Co BO/06/06 SPP 



B006070S3 1 ? notification of 800613 meeting w/util in Bthttd*iMD to 
discuss specific T-quencher load definition 
WILSONpJtJ Licensing Branch 1 80/05/29 4pp 

8006230001 Summary of 800410 meeting u/Mark II awniri group re 
suppression pool temp response to safety/relief actuation! 
Study concluded that limit on temp not needed Requests that 
applicants submit detailed info for evaluation 
SU, T M Containment Systems Branch 80/05/30, 4pp 

a 006 EO 0067 Forwards requests for addl info to complete review of 
application U/o encl 
YOUNQGLOOD, D J Licensing Branch t, BO/06/02 If 

3006180007 Summary of S0050B-0? meeting w/util In Long Island. NV re 
status of facility const 
WILSON, J N Licensing Branch 1 BO/06/03 6pp 



B006190578 Forwards LER QO-05i/03L-0 

Georgia Power Co 80/06/09 



BOO619O5B8 LCR BO-051/03L-0 on 800514. while Investigating tubing 

layout, run of tubing thai lapes into primary containment not 
supported se i smlcal l<j as required Caused by installation 
error Tubing will be rcsupported per seismic specs 
COGOIN. C L Georgia Power Co 80/06/OB 2PP 

BQ061 1 ?O566 Forwards LER SO-Q34/01T-0 

MANRV. M Georgia Pouer Co BO/06/10 lp 

3006190574 LER SO-034/01T-0 on B00329. while repairing RHH inboard 

injection valve. engineering staff confirmed that cable 
separation problem ousted re containment atmospheric 
control sys Caused by design 1 installation error 
COGS1N.C L Georgia Power Co 80/06/10 2pp 



B00619C-607 Forwards LER 80-052/03L-0 
MANRV. M Georgia Power Co 60/06/11 



800630004" Forwards "For Comment" edition of NUREO-0619, "BUR Fetimter 
Nonle t Control Rod Drive Return Line^Noule CraeMng " 
Rpt provides NRC resolution of Generic Technical Activity 
A-10 W/o encl 
EIBENHUT, D Division of Licensing 80/06/06 3pp 

B006170261 Fortuardi responses to NRC 7903B7 i> 800303 Info request* 
Info provided to be Included in future FSAR amend 
NOVARRO. J P Long [(land Lighting Co SO/06/09 30pp 

SOOilBOfcBl Notification of 800613 meeting w/BWR Licensing Resolution 
Group in Bethesda. MD to discuss progress 
WILSON. J N ticensino Branch 1 BO/06/09 lOpp 

8006350321 Summary of 8005 H meeting ui/utils in Dethsili MD re 

orsaniiatlon * objectives of DUR licensing resolution jroup 
Agenda h vieuigraph encl 

HILBQN.JN Operating Reactor* Branch 4 80/06/17 Hop 
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D MRC D-raf t /Final Environmental Statement i , suppls t correspondence 

800t270040 FES For facility 

Office of Nucltar Reactor Pegulation, Director NUREQ-02B5 
77/10/31 S&Spp Available at NTIS 

F Security, medical, emergency t, fire protection plant 

BOOS 1303 17 Forwards clarification at NRC requ irements -for emergency 
response facilities defined in 790913 Ibr Addl specific 
criteria far facilities under development 
EISENHUT.D 0, Division of Operating Reactors 30/O4/25 folpp 

O Adjudicators, correspondence 



BQ06I3OO2O Notice of -appearance in proceeding Certificate of SVE enc 1 
OlLMARTlri.D J Suffolk County, M BO/O5/03 3pp 

BOQiO&0270) Forwards ASLB BG053Q monioranduia It order re TMI-1 hydrogen 
control contention-* i KRC FR notice on interim policy 
statement re nuclear power plant accident consideration* 
under NEPA W/o nels 

, B Mi Hearing Branch 4 BO/06/04 if 



BO 060902 4 2 Forward? documents on loan basis in response to request to 
Aiiiit MWQold**ith in developing Suffolk County poiition on 
certain contentions U/o enc 1 
QORDEKICK. B H Hiaring Branch 4 HO/O6/05 3pp 

6006110311 Furuards NUREG-066O, "NRC Action Plan Developed as Result of 
TMI-2 Accident." Vol* i V 2, to be used for Shoreham 
Opponititi Coalition Contention 7 U/o end 
BORDENICK, 6 M Hiarlng Branch 4 BO/Oi/OA Ip 

00061^0570 Forwards Shore ham Opponents Coalition & NRC stipulation in 
reipanie to ABLE 300421 order grsntina Bitinslon until 
BOOiOd for lntrvnor to suomit particular! led contentions 
Stipulation cor-ttini rfnuest fur add 1 time 
LATHAM. S B Tuoneg. Lathan (. Schmltt aO/Oi/OA Ip 

9O06130139 Forward* NRC.util li intervenar SuffoU Countg BOOtlO third 
stipulation re certain Suffolk County contentions 
BORDEN1CK. B H Hearing Branch 4 SO/06/ [ I Ip 

9QQ613014? Third (tipulation re certain Suffolk Count ij contention* 
Specifiei contentions that have been reialvtd. contintlont 

tKat haw be*n merged t contentions that are retaineili 

pending NRC action 

DEMP3EV. P Buffnlk Countij. NY REUELEY. W T Long Island Liohting 

Co BOftBENICK! D Harin9 Branch 1 BOX06./10 3pp 



Q0061600S3 Forwards first stipulation re Shoreham Opponents Coalition 
contention! t request for addl time 
GORDENICK, B K HvaMng Branch 4 BO/O6/12 2pp 



B00616OO37 First stipulation r Shoreham Opponents Coalition 
contentlan-i & request far addt time Particular i m eirtaln 
contentions Fur t Jit r meeting necessary to formulate other*. 
Requciti 60-iJay extension to reach final agrevment 
LATHAM, 8 Q ShoTiham Opponents Coalition DQRDENICK, B M 
Branch 4 80/06/12 ?ap 



Hearing 



corrponilnce 



BOO 63004 2 3 Reqv**tt vr if 1 catton of addrcsi Related correspondence 
REVELEY, W T Hunton & Milliam* 30/06/13 Ip 



M Ant i trut correspondence 



8006250202 Forwards IE Insp Kept 50-322/00-05 on B00317-20 No 
none omp 1 la nee noted 

CARLSON, R T Region 1. Philadelphia, Reactor Construction & 
Engineering Support Branch BO/05/14 2pp 

8006250205 IE Insp Rept 50-322/BO-05 on B00317-20 No noncomp 1 lance 
noted Major areas inspected observation of work. review of 
quality records !> action on pievious insp findings 
MCGAUGHY.R W Region 1, Philadelphia. Reactor Construction t 
Engineering Support Branch NARROW. L , PAOLINOrR J Region I. 
Philadelphia. Office of the Director BO/OS/09 fpp 

BQ06300055 Forwards IE Insp Rept 50-322/BO-O6 on B00324-04B7 No 
none omp 1 lance noted 

BRUNNER.E J Region l, Philadelphia, Reactor Operations Nuclear 
Support Branch BO/O5/19 2pp 

BOO&300060 IE Insp Rept 50-322/80-06 on 800324-0427 No noncomp 1 ianc e 
noted Major areas inspected worlc ac 1 1 vi ties, preoperational 
testi ng. procedure reviem & previous insp findings 
KIBTERiH D Region 1, Philadelphia, Reactor Operation* Nuclear 
Support Branch HIOCINS. J C , NICHOLAS, H H Region 1. 
Philadelphia. Office of the Director BO/O5/14 lOpp 

BOQ63OD267 Responds to IE Bulls-tin 80-02. "Inadequate GA for Nuclear 
Supplied Equipment " Improved Interferenca fit spargers t. 
thermal sleeves mfg for facility, but not yet installed 
No performance history available 
HOVARRD.J P Long Island Lighting Co 00/05/29 2pp 

6006250071 Requests lubmlttal of ln*o re actions taken to preclude 
occurrence of trading of jet pump holddouin beams described 
in IE Bulletin 60-07 ut i 1 should also provide commitment 
to adopt long-term solution 
TEOEBCO, R L Assistant Director tar Licensing BO/O6/04 3pp 

BOOM706O1 Forwards "Qrt Program Plan for Inaervice Insp Program, " 
Revision 7, per NRC Request 121 16 
NOVARRO.J P Long Island Lighting Co 9O/06/09 2pp 

B00617O606 "QA Program Plan foi Imervtce Insp Program," Revision 7 
Nuclear Energy Service, Inc BO/05/O9 14pp 

S RBportaole occurrences, LEHs t> related correspondence 

GO 0620 00 2 4 Final Part 21 rept re tniied heat of steel supplied by US 
Steel from which 4-inch elboms f, 2-inch tees were mfg tn 
A234UPB requirement Investigations conducted l< closed at 
46 listed facilities 
SEAV, J L Chemtron Corp . Tube Turns Div 90/06/06 3pp 



DOCKET 50-323 DIABLO CANYON NUCLEAH POWER PLANT. UNIT 2 

A Application/construct ion stage documents 1 correspondence 

3004030195 Forwards Matls Engineering Branch input r water c 
programs U/o enc 1 

T, J P Assistant Director for Engineering 90/04/07 



8006300246 Request! update at antitrust info per nc 1 Reg Quids 9 3 
SALTZMAN'J Utility Finance Branch BO/Q6/16 Ip 

Inspection report*. IE Bulletins b correspondence 



B00i230110 Advises DWR t f PWR applicants of NRC decision to modify 
iiriplenventat ion plan presented in Section fl of NUREG-0577 re 
adequacy of applicable support struclurea General operating 
reactor review procedure & acceptance criteria encl 
ETEENHUT, D Division of Licensing SQ/O3/20 13pp 

aoo-6020345 Advises that installation of Inip port* & plugging of first 
row tubes are not prudent & should nut be required Control 
rod guide tube support pin leplacement haa been completed 
for Unit 1 & uitll be A one for Unit 2 
CRANE. P A Pacific Gaa fc Electric Co QO/05/22 2pp 

BOOi0901SO Di jcusses underclad cracking in reactor vessel nonle* 
Requesti addl info re nonle base metal mat I spec type & 
grade. clad process type, electrode site b number of clad 
layers h heat input for each clad 
SCHUENCER.A Licensing Branch 2 BO/05/23 Spp 



9004030093 Foruiardi IE Insp Rept 50-322/80-04 on BOQ2iB-0323 Ho 
none ompl i 4n c e noted 

BRUNHER,E J Region 1, Philadelphia, Rractor Operations Nuclear 
Support Branch. BO/04/17 Spp 



IE Imp Rpt SO-322/SO-04 on B00213-0323 No noncomp H*n=i 
noted Major arec inspec ted- uiork ac ti vi t i ei> prtop eration* t 
tetting (> plant acti vit les, tours of Fac i H tij. ts t witnrising 
k revieu of training 

}U3VERjH, B Region ! Philadelphia. Htactor Operations Nuclear 
Support Branch HIQGINS, J c. , CHQNU. T U Region 1. PMlddclpAla, 
Office of th* Director 80/04/09 ?pp 



Foruards "Description of Bgs Interaction Program for 
SismlcaI]y-Induced Cvents, " ai suppl to 000507 r*pt 
CRANE.P A Pacific Oas *. Electric Co 8O/O5/27 Ip 



9006020171 "Description ol BIJS 
Induced Events " 
Pacific Gas & Electric Co 



Interaction Program for 
80/05/27 76pp 
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e00603Q330 Requests meeting ui/NRC to discuss H00507 i equest for addl 
info re automatic switchover of ECCS Info not sufficient to 
conclude that switchover is either necessary or desirable 
CRftNE.P A Pacific Gas 4 Electric Co BO/O5/2S 2pp 

6006130119 Notification of 6G06O4 meeting u/util in Bethesda.MD to 
discuss ing t organliation shift staffing requirement * & louj 
power test program 
HvCKLEV. B C Licensing Branch 3 SO/O6/03 4pp 

9006190403 Comments on t-acilitij licensing NF1C should eipedltfl licensing 
of nuclear power plants that meet NRC stds to meet future 
U8 energy needs 
HENDERSON, R Affiliation Unknown BO/06/02 Ip 

80061iOO'lQ Forwards Amend S3 to application for OL re Chapters 4Ai 5 & B 
of Hosgri rept Certificate of Svc Eric 1 
CRANE, P A Pacific Gas f. Electric Co 60/06/06 2pp 



Amend S3 to application for OL, rs Chapters 4Ai 5 81 B of 
Hosgri rept 
LANGLEY.E, B, , CRANE, P A Pacific Gas i Electric Co BO/Q6/O6 



800i.lB0627 notification of 800617-19 neeting u/util In Ban Luis dbispo. 
CA to audit seismic BIJS interaction program 
BUCKLEY. H C Licensing Branch 2 90/06/06 4pp 

B00624Q102 Forwards request for additional infn re shielding design 
review. conta inmonfc monitors & iodine sampling It analysis 
su,s Add 1 Info required to continue review of response to 
NUREQ-O57B 
SCHIJENCER.A licensing Branch 3 90/06/06 8pp 

BOOibl TO'iea Advises that 12-inch containment pressure/vacuum relief 
valves mill be 1 1ml ted pr i or to fuel loading, to prohibit 
opening more ttian SO degrees Limit effective until valve can 
be closed from more open position following postulated LDCA 
CRANE. P A Pacific Gas J Electric CD 30/06/13 Ip 

8006300295 Discusses reorgan i lation af Qfc of Nuclear Reactor 
Regulation t advises that mg t licensing matters w/respect to 
facilities have been assigned to B Buckley Reorgani jatlon 
charts encl 
TEBESCD.H L Assistant Director for Licensing BO/06/13 12pp 

0004340.116 Advises NHC that B00229 rept. "Response to NUREQ-037a Short- 
Term Lessons Learned Requirements.' Is util comprehensive 
response to tMI-2 incident d supersedes Jul 1977 voluntary 
rept 
CRANE, P A Pacific Oas '/ Electric Co QO/O6/1H Ip 



Responds to NDC SQO123 I tr requesting consultation per 
Section 7 of Endangered Species Act of 1973 re effects of 
facility operation on five endangered species Operation not 
Likely, to jeopardlie species Recommends monitoring 

MARTINSON, R K Inter i or, Dep t of, Fish t Wildlife Service 80/06/1? 
IBpp 

F Se:urlli;. medical. emergency t fire protection plans 

300313O317 Forwards clarification of NRC requirements for emergency 
response facilities defined in 770?13 Itr Addl specific 
criteria for facilities under development 
EISENHUT.D Q Division of Operating Reactors BO/04/23 61pp 

60QilS052B Requests that TEMA review of state ti local emergency plan 
be provided consistent w/encl schedule to avoid potential 
tlalays In licensing decisions 
AHGARNE.OF Commission 80/05/13 2pp 

BOO625'iO67 Advises that safeguards conl ingency plan submitted on 
000313 Is acceptable & approved Plan withheld 
(ref 10CFH2 790) 
SCHWE'NCER.A Licensing Branch 3 QQ/06/06 4pp 

SQQ616G039 Discusses location of principal nearsite emergency 
o-perations facility nistnnce factor Is not critical 
parameter In selection of location Approval of location at 
San Lull Obispo County sheriff ofc requested 
CRANE, P A pacific Gas t Electric Co BO/06/09 2pp 



Q Adjudicator^ correspondence 



8006040194 Motion for staij of proceedings pending review of affidavit 
of nondisclosure petitioned per present motion Affld*vit 
implied per ABLAli 000411 second preheartng conference ordtr 
Is uncons 1 1 tu t ional, vinlati ng guarantees of free speech 
JONES, V, I . DALDUIN.W A Ban Luis dtispo Mothers for Peice 
EALDWIM.W A Baldculn. VI A 90/0-1/23 Spp 

B006O40196 Executed affidavit of nond i*c IOSUTB re documents & info 
obtained from PG&E Certificate of Svc encl 
JQNE5, Y I San Luis dfaiipo Mothers for Peace 60/04/04 Spp 

8004040199 Response in opposition to Hendrie BD0421 memorandum rt 
participation in pioceeding KIRC i egulations prevent 
participation of employee uiho had investigatory role on tame 
or related ea-se U/notice of appearance ! Certificate of Bvc 
FLE1SCKAKER, D . JDHNSTOU, M P San Luis Oblapo Mothers for Piatt 
JGHNBTQN.H P Center far Lau in the Public Interest BO/05/O5 
IBpp 

B00611O417 Response in opposition to intervenor Ban Luis Obispo Mother) 
if or Peace motion to stay proceeding's & petition for revliu 
of nondisclosure affidavit Petitioner Failed to satisfy 
burden af proof Certificate of Svc encl 

NORTQN.B , QEHR,A C , FUHDUSH, M H Pacific Oas & Electric Co 
BO/05/05 Spp 

8QO&02O522 Advises that A.5LAP no longer requires elecuted Baldwin 
affidavit since original notarlied affidavit of 
nondisclosure has been received 
TOMPKIN5.il A Atomic Safety and Licensing Appeal Panal 80/05/06 



800&06OO31 Corrects HP Johnston 900505 notice of appearance. Improperl y 
listing Ctr for Law in Public Interest as client Sin Luis 
QbispQ Mothers for Peace, Scenic Shoreline Preservation, 
Ecology Action Club at al are actual clients 
FLEISCHAKER, [} Flei ichader. D 8 QO/OS/21 IP 

8006240313 Gppotei.on behalf of San Luis Obispo Mothers for Peacti 
800519 notice of Intont to permit Nordlinaer jartic Ipatton 
in OL proceeding Potential conflict of interest mau, arlst 
dui to prior involvement uj/ACR8 consultant wjtnessts 
JQNEB.V I Jones, Brown ' Clifford GO /OS/ 23 Spp 

8O06HO210 Motion to revise NRC 800905 response ta joint Intcrvenars' 
niotlons to reopen BOO32B record Presents RL Rothman h PT 
Kuo FJOOB19 joint affidavit as revision to BO090S joint 
affidavit Change involved does not 1 invalidate dt-slgn 
KETCHEN, E O Hearlnu Branch 4 90/06/OA 3pp 

BO06110228 AFfiilavlt pointin-g out error in pravinui ffidavlt filed u/ 
NRC re*pone to Intervenors' joint motion to reopen Imperial 
Valley earthquake data does not Invalidate Nemark design 
response spectra far facility Certificate of Svc tncl 
nUQ.P T . nOTKMANiR Office of Nuclear Reactor FlegirUtlom 
Director 80/05/19 7pp 

8006190519 Advises ASLAB that recent as-built audit denonttratel 
tgnlf leant breakdoiun in utl 1 QA program Breakdouin is 
magnified because pipe support! tr anchors ura supposedly 
100X relnspected In respanae to NRC 1976 fr 78 audits 
FLEISCHAKER, B Fleisc hater, T> S BO/Ofi/lO 3pp 

--a006lBOS22 Responds to I terns 3.3 t 4 of IE Bulletin 79-14. "BeltmU 
Analysis for As-Built Safety-Related Piping 8(J s " Plant 
procedures for ai-built documentation will assure strict 
conformity betueen sys configuration & design document! 
F Pacific Ofli ti Hlectrlc Co BO/04/17 3pp 



B00612O333 Notifies A3 LAB that CA Oovernor EO Drown Intends to 
participate in hearing re security plan issue Brpwn wai 
admitted to proceeding as participant tiif ABLB 791116 order 
HUOWNi H H Hill Christopher & Phillips KLINE.J A . GEOHOIDU, B S 
California, State of 80/06/11 3fp 

BOO* 120334 Submits names pf attys appearing an behalf of CA Qovirnor 
ED Broun for security plan hearing Drown uias admitted to 
proceeding as participant by A5LB 791116 order Certlflcati 
of Svc enc 1 
DROUH.H H Hill Christopher d Phillips BO/OA/11 &pp 

B00613C-371 Memorandum t order CL1-80-24 re interveTior Sin Lull Obispo 
Mothers for Peace access to utll phvslcal security plan 
Endorses ALAB-41D guidelines if-or mating plans av^ilaoltiu/ 
one exception Addl vl*ws of Commissioner Bradford encl 
CHILK. 8 J Office of the Secretary of the Commifslan BO/06/11 
Bpp 
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Mimorandum directed to par t ies, .advisi nj that author 
participation in proceeding does not violate Commission 
regulations or due process requirements Author will continue 
to taV* part in seismic issues 
HENDRIE, JM Commission SO/Oii/lo- 5pp 



-a00604i0516 Requests specific info on granting of DL far facility per 
W Schoenfelder inquiry Constituent believes unused plant 
wastes millions of bariels at oil every month & should be 
opened u/o further de l&y 
LAGQIIARSINOi R House of Rep BO/05/OS Ip 



8006190559 Agrees to intrvenor objectinn to h Wordlinger assignment as 
counul r security plan proc eed i nj, per M NardHnsBr . 

com*! tmmt to in t erven or 
BICKHIT.L Office af the General Counsel BO/Q6/17 Ip 

BQOi230474 Discusses forwarding of public comment's i-e operation of 
facilities Messages tend to be repetitive Fails to see need: 
to inrve on all part it* Ltrs not already, in public record 
should b* placed in PDfi t, local PDR in Sa-p Lu(s ObispOiCA 
BOWERS, E 8 Atomic Safety and Licensing Board Panol BO/Oi/17 Ip 



~BOQ6Q40519 Forwards 8QO402 transcript of in camera hearing on security 
plan in San Luis Qtuspo.CA Applicant concerned that no 
special handling or identi f i rat ion made for security info 
Requests that NRC inform couvt reporters H/o eiicl 
HO.RTCN. B Affiliation Unknown BQ/04/2Q tp 

-6006060522 Requests that facility DL not be granted Too many unansuerod 
questions still remain Ho analysis of effects of Class 9 
accident has been nad 
Affiliation Unknown BO/04/22 Ip 



QQ06230357 Memorandum advising parties that author did not pai-ticipatt 
im Commissioner Kennedy, decision re recusancy fc Commissioner 
Htndri* decision to take part in proceeding Author will tak* 
pirt in other license application natters 
BICKWIT.L Office of the General Counsel BO/06/lfl Ip 



-B00fe06052a Urges early licensing of facility to save rate paying 
citizens of CA added tost for imported oil & to save US 
undesirable consequences of importing approi 20 million 
barrels oF oil per yr 
BASHFOKu.A i, Affiliation Unknown 90/04/29 Ip 



9004260159 Forward! Director's decision per 2 20& t, FR notice in 
reiponii to Friends oF the Earth 791O24 petition to require 
preparation of supplemental environ statements on Clan 9 
accidents at Diablo Caciij am Ranc ho Seca It Palo Verde 
D-ENTON.H R Office of Nuclear Reactor Regulation, Director 
BO/04/19 2pp 



-BO06O60530 Advises that Q004O3 itr is being forwarded to Wash ing ton. DC 
headquarters for- inclusion in appropriate public docket 
file 

HANCHETTiJ C Region 5, San Francisco. Office of the Director 
BO/-Q4/2S Ip 



Responds to 791O24 petilion requesting preparation of 
supplemental E1S re impact af Class 9 act Identi at 
facilities Ho special circumstances eust uihich would 
uiatTanfe i-eo-pen Ing proc eed i ngs Request denied 

DENTOH.H R Office of Nutlear Rsaitor Regulationr Director 
SO/O6/19 3pp 

3006260161 Director's decision p*r 2 2O6 denying Friends of the Earth 
791O24 petition to require pnparation of soppl emtntal E1S 
on Class 9 accidents No special c ircumtance iiiat uhith 
would warrant reopening environ (iroc eeOings 

BENTOH.H R Office of Nuclear flsaetor R*gulatlonr Director 
BO/Ot/19 17pp 

S006'EiOI63 Notice of issuance of Director's decision per a S06 dtnying 
FTienti* of the Earth 791O24 petition to requiT* prparntion 
of supplemental EIB +e Clais "? accidents 

DEWrOH.H R Office &f Nuclear Realtor Regulation. Director 
30/06/19 2pp 

a006H4(>269 Docisioti ALAD-59B, g rant i no intervenor*' motion to reopan 
record to admit Imperial Valley varthquaVe datd Hold* 
decision on remaining Appeal in abeyance until data is 
evaluated Neu data may Effect *sy aaismic FindlngB 
BISHOP, C J Atonic Safety and Licensing Appeal Panel B i O/'06/24 



800i060537 Requests thai- NRC consider feasibility of converting 
facility to natural or methane gas Inherent risk exists for 
nearby population if riucleai accident triggers major 
earthquake or vice vf?r-sa 
CLANCY. P Affiliation UnVnoum 90/04/02 Ip 

9006300663 FO1A request for documents re JM Hendrl e , part ic ipation in 
facility licensing proteed ing, Hosgi I fault or offshore 
faulting '.< US05 studies 

JOHMSTaN-H P Center Far Lau in the Public Interest BO/09/19 
2pp 

800^190375 Opposes licensing of facility due to Hosgri fault & S0052EJ 
earthquake proving that fault Is active Facility licensing 
would be criminally irresponsible 
PAULS, N Affiliation Unknown 8O/G5/29 Ip 

S006190519 Opposes licensing of facility due to location near Hosgri 
fault Earthquake in CA is very real danger 
KtOPPINQ.J Affiliation Unknouin BO/06/02 Ip 

BOO 6 190599 Requests that NiiC reopen seismic hearings before granting 
facility OL due to racent Hosgri fault earthquake Plant was 
not designed to bear force of earthquake Fault might he 
capab le 

A Affiliation Unknouin SO/06/03 Ip 



B00i270305 Response stating no objection to Sovernor EG Broun of State 
at CA participation in security plan hearing before ASLAB r-e 
OL proceeifiri(i Certificate of Svc enc 1 
TOUflTELLOTTE. J Healing Dranch 4 80/06/35 4pp 

80063-OO432 Order directing parties to inform ASLAB. by B007O7. of option 
that should be selected from Commission B0061 1 ruling, 
CLI-SO-2-). remand ing protected info issue to ASLAB R-equnt* 
State of CA vi eus, although not yet pai-ticipart in OL issue 
BISHQP.C J Atonic SaFeti; and Licensing Appeal Panl BOA06/25 
Spp 



900^200540 Responds to end SOQ'118 1 tr to President Carter eiprestinj- 
concern re licensing delays Delays caused by past-TMI 
efforts i subsequent application nf "lessons learned " 
Facility is one of foui high priority plants 

DEMTQM.H R Office of Nuclear Reactor Regulation, Director 
BO/06/02 2pp 

aOOAl?0592 Requests that OL be denied due to earthquake along Hoigri 

fault 

BENNETT, J , DENNETT, M Affiliation Unknouin 80/06/03 Ip 



H Oineral c arre ip ond ence 



HOOA060504 Advises that Q00513 Itr is being forwarded to Washington, 
DC headquarters For inclusion in appropriate public docket 
file 

HAHCHETT.J Region 5- San Francisco, OFficfl of the Director 
BO/05/15 Ip 

SQOfiOoOSO? Su99e. = U that facility CL be granted ai eipedi tlousiu. 31 
poslibla Further rfeldij will tause rotating outages t> 
inconveniences Unused facility burns abundant nuclr fuel 
It wastes precious oil 
BACCI.R R Affiliation Unknouin GO/0&/12 2pp 

H004060513 Sugigests further seiimic research before consideration of 
OL for facility Possibility eiists. for major earthquake ir> 
San LUJLS Qbispo area Opposes opening af plant 
HN&, B AfFIl latlon Unknown 60/05/09 Ip 



0006190597 Urges that QL be denied due to G0052B earthquake on 
Hosgri fau I t 
JOHNSON, I Affiliation Unknown 80/OA/04 Ip 

6006300347 Forwards constituent Anson B00507 comments re mind ipeid 
assumptions used in development of nuclear emergency 
regulations NRC plans for public evacuation based on 
absolute fantasy 
CHANSTON, A Senate EfCl/Oii/04 6p p 

900419046O Opposes issuance of CiL due to prevalence of seismic activlfcu 
in area 
8ANDEROM, J L Affiliation Unknown QO/06/05 Ip 

6006190il6S Forwards HH Leddy BOOSOB Itr ciprcssing concern for plant 
safety due to prorimity to earthquake fault Requests 
response directed to constituent, 
LAODMARSirjO.R J House nf Rep 60/O6/09 3pp 

aOOi!90450 Opposes issuance of C,L due to proiimity of active fault 
STEEUE.F , BTFELE, M Affiliation Unknown BO/06/07 Ip 
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BOOA1BO-12-1 Forwards updated description of util corporate structure, 
reflecting establishment of nuLlear pomer generation dept tt 
or onslte safety review group & mg t oversight group for 
incorporation into FSAR 
CRANE. P A Pacific Gas t Electric Co 00/06/09 lipp 

S0061905H Opposes licensing of facility due to location near Hosgri 
fault NRC criteria recommend that nuclear reactor* should 
not be sited neater than 12 1/2 miles *-o earthquake fault 

Facility is located practically on fault 
CATTOJR.H Affiliation Unknown 8O/O6/10 Ip 

9006230-163 Responds to I tr re position on loui power testing permit for 
facilities Proposed study to consider alternative approaches 
to energy problems will not result in delay in 1 i tensing, but 
ui I 1 give bettei Info an which to base doclsions 
PANETTA.L E House of Rep BO/06/ 13 2pp 

BQ06190441 Opposes granting of QL due to proiimlty to Hosgri fault 
Plant should be converted to non-nuclear fuel Immediately 
HDRATEZ.P Affiliation Unknown BO/Oi/Ii Ip 

3006300662 Responds to FOIrt request for documents re JM Hendrie 
participation in facility licensing proceed ing. Hosgr i fault 
or offshore faulting t USQ5 studies Forwards documents 
lilted In ftpp A '- (JURtG -75/OH7 U/o ends 
FELTCJIJ. J 11 Division of Flutes and Records 80/06/24 3pp 

Inspection reports, IE Bulletins 4 correspondence 

aQOolBQ299 Forwards response to IE Bulletins 79-06A b 79-OoA, Ravi s Ion 
1. "Review of Operational Errors t/ SIJB Misa 1 i gnmanta During 
TMI [incident " Operating procedures have been revised to 
incorporate West inghouse owner a group guidelines 
CRANE.P A Pacific Gas * Clecfcrlc Co 80/05/02 6pp 

S Flepnrtable occurrences. LERs I related correspondence 

BQQ6230O6B PNS-V-80-OQ5 on BQ0602, contrac tor received bomb threat for 
facility from unknown caller Licensee advised t, search 
conduc ted 

SCHUSTEfl.M D , NORIJERHAUG. L R Region 9, San Francisco, Office of 
the Director SO/06/09 IP 



P GpBratin<| License stage documents i correspondence 



8006120503 "Degraded Orid Protection 
OrunsuJick Steam Electric Plant. Unit 
evaluation rapt 

CLEVELAND- C J EG&Q InJahOrlnc TIN A-6236 
12pp 



C lais IE Power Syt at 
tr 3- " technical 



800612O303 SO/02/39 



BOO60WJ163 Forwards addl TH1-E related requirements to operating 
reactors Licensees requirements for TMI Action Plan include 
shift mann ino, 1 1 cens ing eiams ( licensee dissemination 
of operating eipenetices Response requested within 30 days 
E1SEHHUT.D O nivision of Licensing 00/05/07 ISOpp 

300603051.1 Summary of 800423-23 meeting u/Har!i I owners, group In Ban 
Jose.CA re confirmatory analysis !/ testing programi 
concerning Mark I c c-nta inment long-term program 
CRIMES.C I Assistant Director for Plant Systems BO/05/09 Bpp 

Q00613O122 Requests comments on NUREG-0577. "Potential for Lou Fracture 
Toughness (. Lamellar Tearing en PUR Steam Generator It 
Reactor Coolant Pump Supports '' Pioposed review procedure tt 
implementation scftetfule enc 1 
E19ENHUT.D G Division of LicBnslng SO/05/ 1<J 72pp 

8006190126 Rccponifs to B0031B Itr re NRC position on util approach of 
applying AIF position paper for procurement of off-the-shelf 
items NRC does not concur ui/util approach Procurement of 
spare or replacement pjrts subj to OA controls 
HAASS. MP Quality Assurance Branch BO/OS/23 Sff 

3006030470 Application to amend License DPR-6H. i ubmttted as change to 
Tech Specs Fee enc 1 
UTLEY.E E Carolina Power Light CD BO/05/27 2pp 

B006030p|75 Proposed revision tn Tech Spec Table 3 7 5-1 for safety- 
related hydraulic snubbers 
* Carolina Pouier !. Light Co 30/03/27 Ip 

8006030370 Discusses analysis of (tc power supply failure an ECC8 
per Fnrmanc e rcnueatad in NRC 000425 1 tr Analysis ropt mill 
be submitted by 800329 Analysis of ECCS equlpm-ent 
qualification re flooding will he subcnitteil by B00717 
UTLEY.E E Carolina Power i< Light Co BO/OS/29 Ip, 



DdCHET 30-321 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 2 
F Security, medical, emergency 1. fire protection plan* 

9Q0609CHB7 Foruards proposed rule entitled, "Fire Protection Program 
for Nuclear Pouier Plants Operating Prior to 790101 " Hula 
adds new Section 50 IB (. App R to 1OCFR50 !. is eipected 
to be published in PR by end of May 
EISENHUT, D G Division of Licensing SO/05/19 4ipp 

3006130063 Forwards revised Pages 1-M t neui Page Ifla for proposed 
rule 1OCFR30 "Fire Protection Program for Nuclear POUI*I> 
Plants Operating Prior to 770101," transmitted by NRC 800919 
Itr Page 14a not enc I 
EISEWHUT. D Division of Licensing BO/05/22 7Gpp 

9004070562 Forwards request for addl info re review of safeguard* 
contingency p lani sulimi ttad 790323 Info should be submitted 
ulithtn 30 days to maintain review schedule Request withheld 
(rof 1OCFR2 790) 
IPPOLITQ. T A Operating Reactors Dranch S 80/05/37 2pp 

800620 Q 070 Requests participation in NRC studij oF people-related 
problems in nuclear safeguards Involves collection of data 
on licensee security forces (i prac tices. inc lud ing visit to 
facility to interview security mgt personnel 
1PPQL1TQ, T A Operating Reactors Branch 2 80/06/03 2pp 

BQ06E4Q315 Forwards descriptions of plant emergency ctri to mast 
and-of-yr requirements t commitments Util not planning bo 
construct new facllltlii Editing bldgs uill serve 
functions 
UTLEY r E Carolina Power t, Light Co BO/06/1S lOpp 



1 F inane lal information 



BQQ&120011 Re ponds to B0050B request for comment on util 5-7 
registration statement tlevleiii identified no inaccurate 
statements re NRC regulatory requi reman ts or financial info 
filed ui/IJRC 
CHRISTEKOURV, E Hearings Division 80/05/27 Ip 



BQQ6030231 Foruiards revised reiponse to 79123! Itr re implementation 
of ihort-term Lessons Learned Task Force Item 3 3 1 C, shift 
i rejief turnover procedures 
UTLEY.E E Carolina Power & Light Co 80/09/30 2pp 

80Q63QQ&04 Ltr to all BUR licensees forwarding "For Comment" edition 
of NUREO-OAI9, "BUR Feeduater Notile tc Control Rod Drive 
Return Line Nonle Cracking " Comments uill be evaluated by 
NfiC prior to final implementation U/o enc 1 
E1BENHUT, D Division of Licensing BO/06/05 22pp 

BQO6170B4I Notifies of fee requirement for 790620 route approval 
request Invoice will be sent under separate cover 
MILLER. W Q License Fee Management Branch GO/06/06 Ip 

BOO6210S96 Advisos that Qfc af Controller has be*n notified to issue 
Invoice re 79O62B request Far route approval to cover 
shipments of irradiated reactor fuel from HD Robinson 
Plant to facilities 
MILLER, W License Fee Management Branch aO/O6/Oi Ip 

6006270034 Forward i Amends ?B t 51 to Licenses DPR-71 tc DPR-tE, 
respectively i safety e-valuatipn i notice of issuance tc 
availability 
IPPQJUITQ.T A Oparating Reattors Branch 2 00/06/11 3pp 

-- 8006270037 Amends SB k 51 to Licenses DPR-71 t/ DPR-6S, rip actively^ 
changing Tech Specs to est-abllih revised safety b operating 
limits for operation In fuel Cycle 4 &< revising tab It of 
saifety-r elated hydraulic snubbers 
IPPDLITO.T A Operating Reactors Branch 2 60/06/11 179pf 

800f.70039 Safety evaluation supporting Amends 2B Hi 51 tp Lic-tmil 
DPR-71 % DPn-6a, rcspocttvely Suppl 2- to fire arotiction 
safety ova luatlon enc I 
" Operatlno Reactors Branch 2 BO/06/11 5pp 

a 006270042 Notice of issuance i availability of Amend 2B & 51 to 
Licenses l)PR~7l i OPR-63i respectively; 
BEVAN.R D Operating Reactors Branch a BO/06/II 3pp 
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8006330399 Application for amend to Licen.es DPR-71 fc BPR-o!>. c lar if y ing 
tern opjrabU as follouup to 600513 respnnie re single 
failurt criteria for safety sys in pouer reactors 
UTLE/.E E Carolina Pouer - Light Co 80/06/1B 2pp 

BOOA230390 Revised Tech Specs re single failure criteria for safety 
lys in fawir reactors 
Carolina Pouer t Light Co BO/06/ia 9pp 

8006240475 Forward* info re GE turbine disks In response to NRC BOOSli 
ItF Stress corrosion cracks have no* been observed Hater 
erosion found in keuuaut of wheels is being studied Erosion 
process should not require replacenent of wheels 
UTLE/.E E Carolina Pouer ! Light Co BO/06/20 14pp 

Inspection reports, IE Bulletins b correspondence 



8006300266 IE Insp Repts 50-324/BO-lfl * 50-325/80-17 on 900331-0502 NP 
noncompl lance noted Major areas Inspected control room 
obs ervat inns, rad lat 1 on ' fire protection 
OUZTS. J E Region 2, Atlanta, Office of the Director 

KELLDGC.P J Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch BO/O3/2Q 5pp 

B00618O228 Responds to IF Bulletin BO-Oi Adequate response cannot be 
prepared on requested schedule Siity-day ex tens i on. unt 1 1 
BOOB! 1, necessary to alloiu for adequate revi eu of as-built 
drauing* t performance of addl testing 
FUHR, D J Carolina Power It Light Co 80/05/33 lp 

8006030374 Forwards revised "tnservice Insp Pr ogram, Pump fc Valve 
Testing," fc related draiuing-s Info re standby gas treatment 
sgs r.ot included Drawings available in Central Files only 
UTLEY.E E Carolina Pouer 4 Light Co BO/05/27 lp 



8006030573 Forwards IE Insp Repts 50-33^/30-09 !. 50-325/BO-10 on 
800317-20 Ho noncomp 1 i ante noted 

MURPHY. C E Region 2, Atlanta, Heattor Construction (. Engineering 
Support Branch 80/04/14 2pp 

B006020575 IE Insp Repts 50-334/80-09 'j 50-335/S&-10 on 900317-31 No 
noncaoipliance noted Major areas inspected inserviee intp 
work observation tc data review, iniervice Insp program review 
d torus mud work observation 

HERDTi A R Region 2i Atlanta. Reactor Construction & Engineering 
Support Branch BLAKE. J Region 2, Atlanta, Office of the 
Director 60/04/14 23pp 

B006SOOO'J2 Forwards IE Circular 60-09, "BUR Tech Spec Inconsistency - 
Reactor Frottction S^s Response Time " No written response 
nqulrid 

O'REILLV.JP Reoion 2. Atlanta, Office of the Director 80/04/18 
2pp 

B0061BOOOB Forwards Waste Packaging Imp Rcpt 80-Oi on 800414-15 No 
noncomp 1 lance noted 

STCHRpJ P Region 2, Atlanta. Fuel Facility & Materials Bafetg 
Branch SO/05/OI 3pp 

B 0061 BOO IE Haste Packaging Insp Rept BO-06 on 800414-19 No 
noncompl lance noted Major areas inspected shipping paper 
requirements, DOT placarding requirements, radi ation levels Si 
rimDvah le con tan i nation 

TROUP.O L , MCARTHUR.T C Region 3, Atlanta, Fuel Facility & 
Materials Safety Branch BO/OS/Ol 5pp 

eOOiOS0583 Forwards IE Bulletin 80-11, "Masonry Ha LI Design " Requires 
action It uritt*n response IE Info Notice 77-58, 
"Overloading of Structural Elements Due to Pipe Support 
Loads" incl 
O'fiEILLV.J P Region 2, Atlanta. Office of the Director BO/05/OB 



B0040S0311 Forwards IE Bulletin 80-12. ' Decay Heat Retnovil Sgs 
Qplr*bility " Mo written response required IE Info Notice 
BQ-20r "Loss of Decav Keat Removal Capability at Davls-Besse 
Unit 1 llhlte in Refueling Mode" encl 
O'REILLV.J P Reolon a. Atlanta. Office of the Director 80/05/09 



B006O30376 "Insorvitp Insp Program, Pump 1 Valve Tasting " 
* Carolina Pouier (. Light Co 80/05/27 78pp 

BOOA1B0365 Responds to IE Insp Repts 50-32A/SO-1O t 50-325/80-11 
Procedure ulll be implemented by 800701 to assure that all 
procedures are revised to reflect neuily Installed valves 
ulthin tuo uiks of being declaied operational 
TOU,ISON,A C Carolina Pouier '/ Light Co 00/06/10 2pp 



BOO624O047 Forwards notite OF violation k notice of pr 
imposition of tivil penalties re 80O222 unmonitored, 
uncontrol led release gf airboine radioactive matl to 
from facilities 

BTELLO.y Office of Inspection V tnf orceir,ent, Office of th 
Director BO/06/1I Epp 



posed 
environ 



Notice of violation from insp on B00310-H 6 0402-Q3 
Noncompl lance noted failure to determine magnitude of 
release of airborne radioactive matt from auxiliary boiler 
stack & failure to report release to NrtC within 14 days 

* Office of Inspection ', Enf orcumont. Office of the Director 
80/06/11 4pp 

9006240057 Notice of pioposed imposition of civil penalties in amount 
of 24,OQO re BO0222 unmon itqred, uncontro 1 led release of 
airborne radioactive matl to environ from facilities 

* Office of Inspection ! Enforcement. Office of the Director 
80/06/11 lp 



R Periodic operating repoi ts > related correspondence 



B006HOO?2 Forwards monthly operating repts for May 1780 
TOLLISDN.A C Carolina Power b Light Co H0/06i/06 tp 



--G006I10095 Monthly operating repts for May 1980 

MIE.LIS.E Carolina Power * Light Co BO/06/O3 9pp 



S Reportable occurrences, LERs li related correspondence 



60060*0307 Forwards updated l.ER 79-093/03L-3 

TCLUISON.A C Carolina Poiuor (. Light Co 80/05/13 



8006170831 Ack receipt of 800501 supplemental response providing neu 
completion date<s fur revising safety b nonsaf ety-r* lated sys 
descriptions per IE Insp Repts SO-32A/79-02 b 5Q-325/79-O3 
LEWIS, R C Rtg-ion 3, Atlanta, Reactor Operations Nuclear Support 
Branch BO/05/13 lp 



B006O40310 Updated LEU 79-Q93/03L-2 on 791 12O, dur ing startup, rods 4a~33 
tj 26-O7 rod overtravel alarmed uhen withdrawn to notch 4D 
Caused by incorrect placement of uncoupling pin in spud BUR 
6 uncoupling pins will oe used to prevent problem 
TOLLISON.A C Carolina Pouier t Light Co BO/O3/13 2pp 



-- -8006170657 Advises that nine saf atvrela ted sys Jemnptions completed, 
nine rewritten in draft form ti luork on final four in 
progress Reurite uill be completed tiu, 300630 Other 11J 
descriptions uill be completed by 810430 
TOLLISQNiA C Carolina Pc-uer ', Light Co 80/03/01 lp 



BO06030331 Forwards "Meteorological Analysis of Brunsuick Steam 
Electric Plant Release on 800221-23 " Includes oFfsite dose 
calculations 
TOLLIBOM,A C Carolina Power V Light Co SO/05/37 30pp 



8006300128 Forwards IE Circular BO-11, "Emergency Dieiel Generator Lube 
Oil Cuoltr Failures " Ha written response required 

O'REILLY.JP Region 2, Atlanta, Office of the Director 80/05/13 
Epp 



ir addl mfo re cracfcs in keyuay t bore 
house lou pressure turbines 
urlng neit major outag* IE 
documents encl 

s Branch 2 80/05/16 3pp 

50-324/80-14 & 50-339/80-17 on 
ed 

**ctor Operations Nuclear Support 



--S006O30333 "Meteorological Analysis of Brunswick Steam Electric Plant 
Release on 80022)-22 " Includes offsito dose calculations 
* Carolina Power t, Light Co 80/05/37 SflSpp 

8006030392 Responds to B00522 telccn fc submits info i-e scram discharge 
vol float twitch failure on 791 1 H Insp of level switches 
revealed float ball on i'od block switch crushed I Float ball 
stem on high level suite!) bent Hall (, ball stem replaced 
rOLLlSDN.A C Carolina Power t Light Co BO/05/29 2pp 

8006030399 Forwards LER BO-037/03L-0 

TDLLI80N.A C Carolina Power 1 Light Co BO/09/30 lp 
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BD06O3O399 IER BO-037/03L-0 0" 6005O2, uh 1 1 e removing control rod 
driveline for maintimetal bracing fell on cable for 
intermediate range monitor B. causing separation from 
connector Cause not stated Connector replaced 
TOLLISON.A C Carolina Power t, Light CD 90/05/30 Ip 



SQ06240315 Forwards tfescr ipti ons of plant emergency ctrs to 
ond-tif-ijr requirements ', commitments Utll not planning to 
construct new facilities Eilstlng bldgs uilll serve 
f unc t ions 
UTLEYpE E Carolina Pouior ', Light Co 80/06/19 lOpp 



8006090349 Foi-u 
rOLLlSOII. A C 



rris LER BO-G<ia/03L-0 
Carolina Power "< Light Co 



I Financial information 



--80060903&S LEFI SO-C"!3/03L-0 on 900507, dui L rig current refueling outage, 
standby gas treatment operability test was not performed fcij 
required SQO'125 date Caused by odmi ni s tra tive oversight 
Satisfactorily performed on 000507 
TQLLISDN-fl C Carolina PouJer I light Co BO/04./O3 ip 

900-6200034 Final Part 21 rept re mned heal, of sleel supplied by US 
Steel from which 4-lnch elbows i 2- inch tees were mfg to 
AS3WPB requirement Investigations conducted & closed at 
46 1 is ted facilities 
SEAV, J L Chemtron Corp , Tube Turns Div 00/O6/O6 3pp 



BOQ>612OO11 Responds to 900509 request for comment on otll S-7 
registration statement Review identified no inaccurate 
statements re NRC iBgulatory requirements or- financial info 
filed w/NRC 
CHRISTENDURV. E Hearings Division BO/05/29 Ip 



90O61B0496 Forma 
TOLLJSON, A C 



-ds LER 90-044/03L-0 
Carolina power I Light Co 



8006180505 LER HO-044/03L-0 on B00516, uur ing source range monitor (8RM) 
operability PT 1 7 lifull in out indication of SRM A not 
received & SUM D produced erratic indications Caused by 
blouin drive circuit fuse '' moisture in detector connection 
TDLLISON.A C Carolina Power 4 Light Co 80/O6/11 2pp 

OOOA24O134 EN-80-Q2Q on B00613, order Imposing civil penalties Issued 
based on *it alleged Items o f noncompl lance IB BOO 323 
unmon i tored, uncontrol 1 ed release of airborne radiuasto 
BROCKE1T, T W , THDMPEDN.D Office of Inspection & Enforcement, 
Office af the Director BO/O6/11 

BO061BO'123 HO while performinB required msps per IE Dulletln 79-010, 
determined that documentation did not eilst to prove that 
splices connecting Automatic Valve Co solenoids are 
envi ronmenta 1 ly qualified Splices being evaluated 
TOLLIBOiJ-ft C Carolina Power 1 Light Co SO/O6/1B 2pp 

8006350267 RO 2-BO-46 on SO061 1 insp pci IE Bulletin 790910 revealed 
lack af environ qualification documentation of splices 
connecting solenoid pigtail leads an safety-relief valves to 
pauer cables 
TOLLISDN, ft C Carolina Power 4 Light Co SO/Oi/13 2pp 

aOOilBO-555 Forwards LER 00-021 /03L-0 

TOLLfSOH, A C Carolina Pouer d Light CD BO/O.b/13 Ip 

B00frl80465 LER 90-021/03L-0' on 800516, dur ing performance of reactor 
loin pressure channel callbr functional test, sui tches 1 d 2 
of 3-BHl"PS-NaaiD were found out of caltbr Caused by 
instrument drift Switches rec.ilblr 
TOLLIEON.A C Carolina PuniHr Light Co 60/06/13 2pp 



DOCKET 30-323 BRUNSWICK STEAM FLECTR1C PLANT, UNIT 1 

F Security medical, emergency '/ fire protection plans 

6006090497 Forwards proposed rule entitled, 'Tire Protection Program 
for Nuclear Power Plant* Operating Prior- to 790101 " Rula 
4 id a neu Section 50 48 fr App R to lOCFflSO t ii eipected 
to be published In FR bv end of May 
EISEHHUr. f> Division of Licensing 00/05/19 46pp 

300bl300oG Forwards revised Pages 1-14 '- neu Page 14a for proposed 
rule 10CFR30 "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 7?O101," transmitted by NRC 600319 
Itr.Page 14a not enel 
ElSEUHUT,r>0 Division of Licensing 80/05/23 73pp 

6006,070562 Forwards requeit foi- addl info re revieu af safeguards 
contingency plan. submitted 790323 Info aheuld be submitted 
within 30 day* to maintain revieiu schedule Heituest withheld 
(r*f 10CFR2 790) 
IPPOL1TO.T A Operating Reactors Branch S SO/O5/S7 2pp 

Q0062OOQ7O Requests participation in NRC study af peop le-re lated 
problems in nuclear safeguard* Involves collection of data 
on licensee security forces *> practices, including visit to 
facility to interview security mot personnel 
IPPOLITD,T rt Operating Reactors Branch 2 60/06/03, 2pp 



Operating licens 



stage dotuments ii correspondent! 



B006I2O503 "Degraileil Grid Protection #01- Class IE Poiuer Sys at 
Brunswick Steam Eluctr i c Plant. Units 1 i 2, 1J technical 
evaluation rept 

CLEVELAND, c J EGJiO Idaho, Inc FIN A-6256 B006120303 80/02/39 
12pp 

{30O609O1&5 Fopiuards addl TMI-2 related requirements to operating 
reactors Licensees requ 1 rements for TMI Action Plan include' 
shift mannlnj. 1 icenslng eiams I licensee dissemination 
of oporatinj eiperlencos Response requested ujithin 30 dai;s 
EISENWT.D (J Division of Licensing BQ/03/O7 ISOpp 

B00603O514 Summary of 900432-23 meeting w/Mark 1 ouners group in San 
Jose, CA re confirmatory analysis & testing programs 
concerning Mark 1 containment long-term program 
OFUMES.C 1 Assistant Director for plant 9ystema HO/05/0? Bpp 

800&13O122 Requests comments on NUREG- 0577, "Potential for Lou Fracture 
Toughness i- Lamellar Tearing on FUR Steam Generator ! 
Reactor Coolant Pump Supports " Proposed review procedure (c 
Implementation schedule enci 
E18ENHUT.D Division of Llcen-sing 80/05/19 72p[i 

B00602O230 Application For amend to License HPR-71 requesting T(<ch Bp-ac 
changes to complete second refueling 1 begin Cycle 3 
operation "Supplemental Reload Licensing Submlttal for 
QruniuiUk Steam Electrical Plant fnlt 1 Reload 2 P " incl 
UTLEVrE E Carolina Pouer I. Light Co BO/O3/23 Ipp 

9006050237 Tech Spec changes to Section 3/4 2 re pouar distribution & 

average planar linear heat generation rate 1 
Carolina Poiuer t Light Co 80/03/23 9pp 

9006050243 "Supp lem'ntal Reload Licensing Submlttal for Brunswick Stun 

Electric Plant Unit I Reload 2 " 

ENOEL, R E General Electric Co (JEDO-24239 BO/01/31 32pp 

BOO&19O126 Ftesponds to 80O31B Itr r NRC position on uttl approach of 
applying AIF poiltlon paper for procurement of off-the-shelf 
1 fa ems NRC does not concur w/utll approach Procurement of 
sp-are or replacement parts subj to QA controls 
HAAB3- W P Quality Assurance Branch 80/09/23 2pp 

&ODAOS0370 ulccusiei analysis of d c power supply failure on ECC9 
performance requested in NRC 800425 Itr Analysis rept uill 
b submlttad bv 900B29 Analysis of ECCB equipment 
qtrall f ication re flooding will be submitted fti; B00?17 
UTLEY, E E Carolina Power V Light Co BO/03/2? Ip 

8006030291 Forwards revised response to 791331 Itr re Imp lemtntatlon 
of short-term Lesions Learned Tasfc Fore* Item 2 2 1 C, shift 
Si rtlief turnover procedures 
UTLEY, E E Carolina Power fc Light Co BO/OS/30 Epp 

8006090325 Application to amend Tech Spec*, Implementing temporary 

change in lutpoint valuos of three I1BEP-1 safety relief 
valves F*e encl 

UTLEY, E E Carolina Pouer & Light Co 90/05/30, 2pp 

00060903S9 Revised Page 3/4 4 2 to Tech Specs for reactor coolant ms, 

implementing temporary change In tetpolnt values of three 
BSEP-1 tafetij relief valves 

* Carolina Power b Light Co BO/OS/30 Ip 

0006110127 Request* that HKC revleu of outage-related itehnieal Lssues 
be vipsdited so that appropriate license amends can be 
Issued prior to scheduled B0062S crltlcallty 
UTLEY, E E Carolina Power (, tight Co 80/06/04 Ip 
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8006300604 Lcr to all BWR licensees forwarding "For Comment" edition 
of HUREQ-0619, "BUR Feedwater Noule t> Control Rod Drive 
Return Line Hat lit Cracking ' Comments ui 1 L be evaluated by 
HRC prior to final implementation U/o. enc L 
EISEHKUT, D <Q Division of Licensing HO/O6/Q5 23pp 

6006170841 Notifies of fee re^ui rement for 790638 route approval 
nqulst Invoice uill be sent under separate caver 
MILLER, W License F-ee Management Branch SO/06/06 Ip 

9006240596 Advises that Ofc of Controller has been notified to issue 
invoice re 790629 request for route approval to cover 
shipment* of irradiated reactor fuel from HB Robinson 
Plant to facilities 
MILLER. H a License Fee Management Branch 60/06/06 ip 

8006.1BQ4B1 Dtscutsas pp J of 10CPR5O re testing schedule Confirms 
understanding that Typo C testing nay be performed during 
Fall 1980 maint portion of refueling outage 
TOLUISOII.A C Carolina Power 4 Light Co BO/O6/11 Ip 

BOO6270034 Forwards Amends 28 t 51 to Licenses DPR-71 (. DPR-62- 
raipBC t ively, safety evaluation V notice of issuance & 
availability 
IPPOLITOiT A Operating Realtors Branth 3 BO/O6/11 3pp 

9006270037 Amends 2B & 51 to Licenses DPR-71 t- DPR-62, respect ivlij, 
changing Tech Specs to establish revised safety !* operating 
limits for operation in fuel Cycle 4 !. revising table of 
safety-related hydraulic snubbcrs 
1PPOLETQ. T A Operating Reactors Branch 2 80/06/11 175pp 

8004270039 Safety evaluation supporting Amends 28 t, 51 ta Licenses 
DPfl:-71 fc DPR-6S, rESpectivel y Btippl 3 to fire protection 
safety evaluation end 
* Operating Reactors Branch 2 GO/06/11 Spp 



aOOfclSQOOB Formai-cU Waste Packaging Ir,ap Rept 00-06 On 600414-15 No 
none amp I la rice noted 

STCHR.J P Region 2. Atlanta. Fuel Facility J, Materials Safety 
Branch BO/03/01 2pp 

8006100012 Waste Packaging Insp Rept 80-06 on 900414-15 No 
noncomp 1 1 ante noted llajoi area? inspected shipping paper 
req.uir ements, DOT placarding re^ut rements, rad tati on level* & 
removal] le i on t ami nation 

TRDUP. L , MCARTHUR.T C Region, 3, Atlanta, Fuel Facility t, 
Materials Safoty Branch BO/Q5/O1 Spp 

0006060583 Forwards IE Bulletin BO-11. "Masonry Ua 1 1 Design " Requires 
action !- written response IE Info Notice 79-281 
"Overloading of Structural Elements Due to Pipe Support 
Loads" end 

O'REILLY.J P Region 2, Atlanta, Office of the Director 80/05/03 
Spp 

8006050311 Forwards IE Bulletin BO-IS, "Decay Heat Removal Sya 
Qperabilitu, " No written response required IE Info Notice 
aO-20, "Loss of Deca-y Heat Removal Capability at DaviS-Besse 
Unit 1 Uhilff in Refueling Made" enc 1 

O'REILLY, J P Region 2 Atlanta. Office of the Director BO/05/O9 
Hpp 

BQ06170B51 Ack receipt of BOOSOt supplemental response providing neu 
Completion dates for revising safety & nonaaf ety-r e lated sys 
descriptions par IE Insp Repts 50-3S4/79-02 t. 30-395/79-03 
LEWIS.R C Region a, Atlanta, Reactor Operations Nuclear Support 
Branch 0Q/OS/13 Ip 

9006170657 Advises that nine safety -relateQ sys descriptions completed, 
nine rewritten in di-aft form >, uiork on final four in 
progress Rewrite luill be completed by 800630 Other sys 
descriptions will be completed b y 010430 
TQLLISOM, A C Carolina Po^er ', Light Co 00/03/01 Ip 



6004270042 Ho tit of issuance & ava i Ubi 1 i tij of Amends 3B t- 51 to 
LUen*es DPH-7 1 & EPS 62, respec ti v* 1 y 
BEYAN, R & Operating Reactors Branch 2 SD/0&/11 3pp 



BO06300iaa Forwards IE Circular- 30-11. 'Emergency Diesel Generator Lube 
Oil Cooler Failures " Mo written response required 
Q'REI1-LY,J P Region 2, Atlanta- Drfice of the Director SO/OS/13 



Application for amend to Licenses OPR-71 t, DPR-62. c larif y ing 
term operab-le as follouup to 000312 response re tingle 
failure criteria for tafety sus in pouier reactors 
UTLEViE E Carolina Power d Light Co B-0/0&/1S 2pp 

BOOj)S303'90 Revised Tech Specs re single failure criteria for safety 

sijs in power reactors 

* Carolina Pourr S. Light Co BO/Ofa/lS 9pp 

9006240475 Foruarda Info re GE turbine disks in response ta NRC 800516 
Itr Btren corrosion, cracks have not been observed Hater 
trot ton found in keyuavs of utieels is being studied Erosion 
process should not require replacement of lufteels 
UTLEY.E E Carolina Power & Light Co 30/06/20 Hpp 

9 Inspection rportii IE Bulletins li correspondence 

BOQ923033Q Forwards uaste packaging inap refit on BO0313-14 
Ho noncc-mp 1 iance noted 

BTDHRiJ P Rea'on 3. Atlanta, Fuel Facility (- Materials Safety 
Branch BO/O4/07 Spy 

9003230341 Haste packaging imp rept an 800313-14 No noncompl iance 

noted Major arnai inspectsil 1 it ense-sh ip per vehicles 
Inspectei] for compliance u/DDT & NRC regulations including 

hipping paper & DOT p-latarding renuii-ement 

POTTEH.J P Rejion 2. Atlanta, Fuel Facility t Material* Safety 
Branch BQ/O3/2B 4pp 



BO0602O060 Forwards request for atidl Info re cracks in fceyuay fc bore 
sections of discs in Uestlnghoitse lou pressure turbines 
RBCommBnilt ultrasonic insp during next major outage IE 
Info Notice 79-37 < related Documents end 
IPPDL1TO, T A Operating Reactors Branch 2 00/03/16 Spp 

3006300261 Forwards IE !nsp Repta SO-334/BQ- 14 t, 50-335/80-17 on 
0DD33I-05D2 No noncomp 1 iance noted 

LEWIS, H C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 8O/09/20 2pp. 

8006300266 IE Insp Hepts 50-324/80-14 ' 30-325/80-17 on S00331-0502 No 
noncomp liancc noted Major areas inspected control room 
observations, radiation & ftre protection 
OUZTS, J E Region 5, Atlanta. Office of the Director 
KELLOGG, P J Region 5, Atlanta, Reactor Operations Nuclear Support 
Branch GO/05/20 Spp 

6006190220 Responds to IE Bulletin 30-06 Adequate response cannot be 
prepared on requested schedule 81 i ty-day e tons ion, unt i 1 
900B1 1, nee eesary to allow for adequate revleui of .la-built 
drawings * performance of addl testing 
FURR.B J Carolina Pouier & light Co 00/05/23 Ip 

B006030374 Forwards revised "Inse^rvicB Insp Program, Pump it Valve 
Testing," >j related (framings Info re standby gas treatment 
sy< not Included Drawings available in Central Files only 
UTLEV, E E Carolina Poiuer > Light Co BO/05/27 Ip 



B0040S0573 Forward! IE Insp Repts SO-324/QO-09 (. 50-325/00-10 on 
SOQ3I7-2O Mo nnntouipi iance noted 

MURPHY, C E Region 3, Atlanta, Reactor Construction & Engineering 
Support Branch- 80/04/14 2pp 

3006020575 IE Insp Rpts 50-334/80-09 & 50-323/BO-1Q on 800317-2! No 
nc-ncomp I iance noted Major areas inspected Inservice Insp 
work observation & data review, ins ervice inip program revieu 
t torn* mod work observation 

HERDT,A R Region 2, Atlanta, Realtor Construction & Engineering 
Support Branch BLAKE. J 1 Region 2, Atlanta, Office of the 
Director a-OYQ4/l4 23-pp 

6006200092 Foruiaris IE Circular SO-OB "BUR Tech Spec Inconfi istencv - 
R(*ctor Protection Sys Resp-onie Time " No untten response 



6006030376 "Insarvlce Insp Program. Pump i Valve Testing " 
Carolina Power k Light Co BO/05/27 /Bpp 

8006060336 Advises that lang-tnrm mods resulting Prom seismic 
reanalysis re IE Hullotins 79-O7 'r 79-lfl will be completed 
by end of maint outage scheduled for mid-Sept 1980 Revises 
790723 completion schedule 
FURR, B J Carolina Pouter '/ Light Co 00/06/09 2pp 

8006190638 Revises response to IE Bulletin 79-14, "Seismic Analysis tor 
As-Built Safety-Related Piping Sys" & IE Bulletin 79-07, 
"Seismic Safety Analyses of Safety -Related Piping " Mod will 
be completed by end of Bop t 1930 maint outage 
FUBR.B d Carolina Powei " Lijht Co BO/06/O2 Spp 



O'REILLY, J P 
Sop 



Region 2. Atlanta, Office of the Director 
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9006130365 Responds to IE Insp Repts 5O-324/BO-1O '/ 50-325/SG-ll 
Procedure mill be implemented by 800701 to assure that all 
pr-oceduies are revised to reflect neulg installed valves 
within two uks of being declared operational 
TOLLtSdM, A C Carolina Power i- Light Co BO/O6/IO 2pp 



8006110196 tER BO-O'IS/QSL-O on 800503, during normal survei 1 lance, cal ibr 
adjustment screu cap on reactor leva! instrument uas Inking 
water Caused bij inoperable luitch 3 Caliir adjustment icriw 
cap gasket mas replaced t, switch S contacts cleaned 
TD.LLISON.A C Carolina Power I Light Cn BO/06/OS 2p p 



9006340047 Formal ds notice of violation ti notice of proposed 
imposi t ion of civil penalties re BOO222 unraoni tared, 
uncontrolled release of an borne radioactive matl to environ 
from fac 1 1 1 1 1 es 

BTELLO.V Office of Inspection '< Enforcement. Office nf the 
Director BO/06/ M 2pp 

a0062-IOG3l Notice of violation f i om insp on 800310-14 & 0102-03 
Monconvp I lance noted failure to determine magnitude of 
release of airborne radioactive matl from auuiliaru, boiler 
stack U failure tn repoi t telease to NRC tuithin 14 dags 
st Office of Inspection ! Eni-oi c ementi Office of the Director 
1 4pp 



9006240037 Notice of proposed imposition of civil penalties in amount 

of *34,QOO re 80O222 unmon I tored, uncontrol led release of 
airborne radioactive mail to environ from facilities 
Office of Inspection '. Enforcement, Office Df the Director 
BO/06/11 Ip 

R Periodic operating reports i related torrespondenc e 

G006I1O092 Foruards monthly operating repts for May 1990 
TOLLISON.A C Carolina Pniuer * Light Co BO/O6/Q6 Ip 

B006110O75 Monthly operating repts for May 1980 

WILLIS. E Carolina Power '. Light CD BO/06/03 9pp 



5 Rcportable occur 



i-CRs It re lated ^orreipondenci 



Forwards "Meteorological Analysis of Brunauick Btoam 
Electric Plant Release on BQO221-22 " Includes offslte dosa 
calculations 
TGLL.I8ON.ft C Carolina Pouer t Light Co 80/O5/S7 30pp 



BOQ62G0024 Final Part 21 rept re mi led heat of stetl supplied by US 
Steel from uhich 4-inch elbows 1 2-inch tees were mfg to 
A234WPB requirement Investigations conducted tt closed at 
46 1 isted facilities 
SEAY. J L Chemtron Corp , Tulle Turns Oiv 80/04/06 3pp 



6006180-147 Forum 
TOLL. I SDH, A C 



;-ds LER BO-OS2/O3L-0 
Carolina Pouer 4 Llflht Co 



80061B044V LER BO-O52/03L-0 nn B00514, during normal nurvei tUnce, 
primary totita inment oujger. analg ler, l-CAC-ftTH-1259-2. found 
giving erratic indications Caused 'bg corrosion in magnetic 
analijier sample cell Unit replaced & returned to svc 
TOLL I SON, A C Carolina Pouer ', Light Co 80/06/11 Spp 

BO0624O13^ EN-80-020 on BOOil3. order Imposing civil penalties issud 
based on sii alleged items of noncomp lianca re BOOHSa 
unmoni tored , uncontrol 1 ed release of airborne raduaste 
HROCKETT, T U . THOMPSON. D Office of Inspection t Enforcement, 
Office of the Director SO/C6/11 

B006IBO429 RO uhlle performing Tequired insps per IE Bulletin 79-OiB, 
d : otermined that documentation did not eilst to prove ttiat 
splices connecting Automatic Valve Co solenoid! are 
envl r-onmenta 1 Ig qualified Splices being evaluated 
TOLLISO.N, rt C Carolina Power J. Light Co BO/01,/13 Epp 

006250367 RD 2-80-46 on 900Mt,inip per IE Bulletin 79091B rtvealed 
lack of onviron qualification documentation of spllcts 
connecting solenoid pigtail leads on saf etg-rfll ief valvei to 
p-ouier cables 
TOLLISON, rt C Carolina Pouior % Light Co 80/06/12 Spy 



B006IBQ452 Foruaroi LER 80-091/03L-0 

TOLL.ISOH. A C Carolina Pounr !< Light Co 



eOD603O33S "Meteorological Analysis of Orunsuilck Steam El ec tr ie Plant 
Release on 800221-22 " Includes offslte dose calculations 
<* Carolina Pouer d Light Co 00/03/27 243pp 

600ii03039H Responds to 80052S be Icon 'A submits info re scram discharge 
val float switch failure on 791114 I nap of level switches 
revealed float ball on rod block suiitch crushed & float ball 
s tern on high level suiitch bent Hall t ball stem replacBd 
TDLLISaN.A C Carolina Pouier t Light Co BO/OS/HB 2pp 



BO06O1O333 Foruards LCH EiO O47/O3L-0 

TOLL ISDN. A C Carolina Pouer 1 Light Cp 



-- -aOOoO-10337 LER 80-047/031-0 on 800SO1.RHR flow indicator LE11-FI-333B 
an remote shutdown panel shoued A, 2OO gpm u/fli(s shut down 
Caused bi| malfunctioning indicator Indicator & transmitter 
calibp !f sys returned to svc 
TQLLISDH, A C Carolina Pouer ( Light Co BO/QS/S3 IP 



B006030009 Forwards LER aO-03B/03L-0 

TOLL I SON, A C Carolina Pouier i Light Co 



SQOAOSOOIS LER BO-03B/03L-0 on 800501 , d ur ing normal operation, 1A 
reactor recireulat ion pump tripped on motor generator set 
laui nil pressure Caused by PCV-1739 controlling erratically 
during radom periods t> possible sBtpc*int drift 
TDLLISON, A C Carolina Pouter f. Light CD BO/OS/SB 2pp 

800609031-1 fiO S004HS. fire protection alarm fav Zone 9,SO-ft elevation 
of reactor b Idg, annunc la ted J- mould not reset Caused by 
limitation detector reacting to steam Prom local team 
laak Lea*! mill be repaired 
TQLLIfiON.A C Carolina Pouier t* Light Co 80/O6/O2 Ip 

8006090393 Forwards LER 00-049/031-0 

TGLLISDIJ, iA C Carolina Power I Light Co BO/06/O3 Ip 

8006090398 LER BO-049/03L-O on B005I6, d uring routine surveillance, 
position OB for rod 14-13 did not indicate Probably caused 
by ground in prototyplc inlet piping Problem under 
investigation 
TOLLISOW, A C Carolina Pouer ? Light Co 80/06/03 Ip 

SOQ6I1O1B'} Forwards LFR HO-048/03L-0 

TQLLISON.A C Carolina Power 4 Light Co 80/O6/O5 Ip 



300618049'! LER 6O-03I /O3L -0 on 800513, during normal ilirvti lla 
containment atmosphere dilution tank vol observed less than 
required limit Canoed bij fndbllltij to open CAC tank manual 
outlet isolation val ve. CAC-HV-44 
TQLLISON.A C Carolina Poiur t/ Light Co BO/06/13 2pp 



DOCKET SO-327 SEQUOVAH NUCLEAR PLANT. UNIT 1 

A App 1 ication/tons truclion stage documents d torrespondenco 

BOO6190327 Discusses revleui of FBAR Table 17 2-1. "Critical Structures, 
Sgs >A CornponentSr " re operational QA program Foruardi 
request for addl info to be transmitted to util 
HAASS. WP Oualltij Assurance Branch 80/06/05 4pp 

F Security, medicali emergency 4< fire protection plans 

aOOS1303l7 Forwards clarification of NIC requirements for emergeneg 
-riiponse facilities defined In 790713 Itr Addl specific 
criteria for facilities, under development 
EIBEMHUT, Division o-f Operating Reactors 60/04/25 tlpp 

B00606O29') Forwards addl info to training b qualification plan Info 
Withheld Cre* IOCFR2 790) 
MILLS, L rf Tennessee Val lei/ Authorltg 60/06/02 Spp 

SOO6130307 Faruards revised schedule for responses to Auxiliary Bys 
Branch fire pTotection i-evifru questions Proposed Train B 
circuit reroute scheme shown on end marled up ovvrtii* 
drawings Dran) ing i available in Central Pllei onlu, 
MILLS, L II Tennessee Valley Authoritg BO/06/11 lOpp 

SD06260164 Fortuards TVA radiological emergency plan d TN multi- 

j uri'sd 1 ct iona 1 radiological emergency response plan Three 
cros-s refs end 

KILLS, L M Tennessee Val lev Authoritg BO/06/19 60pp 



-B006S60165 TVA radiological emergency plan 
* Tennessee Valley Authority 80/06/09 



23 Dpp 



-B006260166 TN mul tt-jurl sd I c 1 1 anal radiological *<nergncg 
p Ian 
* Tennessee, State of 90/06/19 400pp 
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H Oineral correspondence 

BO 06020 157 Responds to 800236 Itr to President Carter re licensing 
nuclear plant) Provides statement made by President on 
7V 1207 NBC 11 In process of preparing action plan ipeclfging 
action* far rsvieui t, approval 

DENrON.K a Office of Nuclear Reattar Regulation, Director 
90/04/21 2pj 

K Utility Final Safety Analyses Report <FSAR> t> amends 



3006060113 Proposes that facility OL be used as model license for 
clarity 1 enforc eab 1 1 1 ty TasV force frail various depts 
uou 1 d review full pouer license prior to Commission SECY 
is requested to poll Commissioners ', respond by B0031B 
BRADFORD, P Commission BO/O3/1 1 Ip 

B00613O123 Requests comments on NUREG-0577, "Potential for LOUJ Fracture 
Toughness t. Lamellar Tearing on PWR Steam Generator & 
Reactor Coolant Pump Buppoits " Proposed review procedure ft 
implementation schedule enc 1 
EISENHUT.D O Division of Licensing SO/OS/19 72pp 



B006110257 Application POT Amend 65 to Licenses QPR-72 t. CPPR-73, 
containing revlson-s to Chapter 3 of FSAR 
MILLS.! W Tennessee Valley Authority 80/06/06 Spp 

aQQ&110262 Revisions to Chapter 3 of FSAR, provi ding responses to NRC 
request! for add 1 info re foundation engineering dioiel 
aenerators tf inser-vlcc Insp programs Constitutes Amend &5 to 
Lieene DPR-72 6 CPPR-73 
* Tennessee Valley Authority 80/06706 44pp 



6005230276 Foruards "Flood Insurance Stud 4" 'j seven oversiie drawings 
in response to 80O505 Itr to hydrologic engineering 
questions re Eiecutive Order 119BB 
MILLS, L M Tennessee Valley Authority BO/05/20 lOpp 

--B00533Q283 "Flood Insurance Study, " Hamilton County, TN 

* Housing V Urban Development. Pep t of. Federal Disaster Assistant! 
Admin 79/02/2B 49p p 



fl006190391 Forwards proposed revisions to facility F&AR, Quest i on 5 9A 
r> inservice insp program Reviies request for relief from 
ASME Section 11. levering third partg inspector s, pressure 
retaining melds in piping V 5 team generator notlles 
MILLS.L M Tennessee Va I ley Authority SO/Ofa/13 Spp 

Advisory Committee on Reactor Safeguards reports tc correspondence 

E006330327 Notice of ACRS Subcommittee or Sequoijah Nuclear Plant Units 
1 & 2 900428 meeting in Mash ington, DC to continue review 
of TVA application for license to operate 

HOVLE.J C Office of the Secretary of the Commission BO/Q4/04 
3pp 

8006190Z06 Notice of Indefinite postponement of ACRS Subcommittee 
B0042B netting re Squo>jah Nuclear Plant Units 112 
HDYLE, J C ACRS - Advisory Committee on Reactor Safeguard* 
aO/04/16 Ip 

B006250D74 Notice a<f ACRS Subcomtni ttee on Sequouah Nuclear Plant 
SOO&O3 mettlng in W*ihing ton, DC to review DL application 
Somi closed leisioiti maij t>e needed to eiplore matter! 
involvlnj- proprietary info 

HOVLE.J C Office of the Secretary of the Commtsilan 3Q/03/13 
3pp 

80062405-? 5 Notice of ACHS 800603-07 meeting in Mash i ng ton, DC to diicuss 
facility QL ED me closed ss-snons necessary to prevent 
fruvtratian of reipons it 1 1 iti es 

HDYLE, J C Office of the Secretary of the Commission BO/OS/ 1 1 ? 
ipp 



tramci-ipt of ACRB SubcommittBe on Bequo^ah Nuclear Pouer 
Station meeting on 800602 in (Jain ing ton, DC Pp 1-231 
Horning n-stior, VieugrapJii % related matli enc 1 

* ACRE - Advisory Committee on Reactor Safeguards BO/ 06/0 3 



B006030417 Forwards proposal for seismic margin program, requ ired by 
NUflEO-0611 Program provides basis for NRC to complete 
evaluation of seismic qualification of structures & 
equipment necessary for safe shutdaun 
MILLS, L M Tennessee valley Authority BO/O5/27 3pp 

SOOAQ2O17B Application for- amend to License DPR-77 Proposed Tech Spec 
chanjes enc 1, consist ing of mud to several action statements 
to allow entry into Modes 3 t- 4 before completion of action 
listed in O'Reilly BQ0429 Itr 
MILLS, L M Tennessee Valley Authority 80/05/28 Ip 

B006O201B3 Proposed Tech Spec changes re mods to several action 
statements to allou entry into Modes 3 & 4 before completion 
of actions listed tn O'Reilly 000429 Itr 
* Tennessee Valley Authorf^y 30/05/20 Bpp 

0006190779 Submits status rept Plant is currently in cold shutdown All 
imps S> any required hanger re-uork mill be completed by 
800631 Initial cnticalitij Is estimated to be BOO704 One uk 
of std tero power physics tests ulll be conducted 
STAHLE.C Licensing Branch S BO/D6/06 Spp 

8Q0619Q6I5 Advises that Ue stl nghouse responded to NRC questions re 
Barton Lot 2 transmitters In 000321 1 tr, NB-TMA-234B Info 
applicable to unusual behavior of transmitters at plant 
during qualification testing 
HILLS, L iM Tennessee Valley Authority 80/O6/13 Ipp 

8OO&20O32I Application to amend License DPR-77. c lar if y ing meaning 
of term "operable" ! .application to single failure criterion 
for safety sya Reasons It just i f Icat4on encl 
MILLS, L M Tennessee Valley Authority 80/06/13 Ip 



--8006200326 Proposed Tech Spoc 3/1 
operation for License DPR-77 
Tennessee Valley Authority 0O/06/13 



limiting conditions for 
lOpp 



P Qpvra'tlng license stage dnciimenbs & correspondence 

B006090I6S Foruiarrfi add! TMI-3 relatetf requl remen,6i to operating 
reactori Licensees requirements for TMI Action Plan include 
shift mantilnu. 1 1 cent 1 nj >ams ^ licensee if ineminat ion 
of operating eiperdences Response requested within 130 iayt 
EISENHUT, D O Division of Licensing 30/05/07 150pp 

S0060i009S Advises that Dfc of Nuclear Reactor Regulation mill take 
llld In rtvieuing OL prior to authorization of Full power 
Objective! include clarltyenforceabitituiTMI-related 
riq.ur*n\qntii rcvEeu of Tch Specs it movement toward ETS 
DENTOH, H R Office of Nuclear Reactor- Regulation, Director 
BO/09/OB, 3 ff 



BOOf>S5030B Notification of 600619 meet ing tu/utils in Bethesda.HD to 
discuss issuance of full poiuer license for facilities 
DFIOMERICK.A M Licensing Branch 1 KERRIGAN. J D Licensing Branch 
3 STAHLE.C R Licensing Branch 2 BO/06/16 6pp 

8004240323 Foruards revised response to Question 12 16 re employee 
access to high radiation areas Revision Includes description 
of administrative procedures controlling access to areas 
adjacent to fuel transfer tube 
MILLS, L ft Tennessee Valley Authority 80/06/17 Spp 

BOO6S40472 Requests change tn Tech Specs to permit plant heatup u/ 
inoperable hanger RCH-11& located on prossurncr relief 
line 
MILLS, LM Tennessee Valley Authority 80/06/20 Ip 



Advise* that Commission intend! to Lit facility QL as model 
or clarity t snf oreeabi 1 i tij Project manager should 
sen Specs In conjunction in/IE & group working on 
i paper re Tech Specs Memo enc I 

of the Secretary of the Commission 80/04/11 



0004300387 Foruards addl info requested by NRC re changes to Tech Bpec 
2 2 1 for reactor trip sys instrumentation setpoints t 3 9 1 
for boron concentration - refueling 
MTLLS. L H Tennessee Valley Authority 80/06/23 llpp 



jooestion to make Facility DL model license for 
lilltij IE should also be involved to help 
Fting Teeh Specs to fit faciliti/ Marked-up 

Ion 00/Q3/1B 3pp 



800&300391 Forwards revised responses tn Questions 031 127,040 60 
031 1H9 of NRC 790S01 Itr re seismic qualification of Clan 
IE electrical equipment Repts re cable samples t- IEEE-323- 
1774 qualification encl 
MILLS, L M Tennessee Valley Authority SO/O6/23 lOpp 

8006300377 "Delphi Pneumatic Test Procedure " 

LEWIS, Comsip. Inc , Delphi Systems Div 73/06/18 2pp 
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"Radiation Testing of Cell Number BBS, Final Rept " 
WILLIS, D E IBT Corp 79/08/33 7pp 

800630040*} "Seismic Vibiatmn Teat of CIO Series Transmitters " 

SEARS, J A , MCCASLAND.c , RAMGELL, R Acton Environ Testing Corp 
76/O3/22 30pp 

8006300414 "Test Procedure for Seisnic Vibrat ion, Qua 1 1 f ication Test of 
E1O Beiiet MCA/RRW Transmitter ' 

SEARS. J A . MCCASLANU,K Acton Environ Testing Corp 73/09/30 
35pp 



aoo6i70228 IE insp Ropts 50-327/80-10 t so-aae/so-ofi on 

Noncompl lance noted fire fighting procedures not provided 

for all aaf sty-related srea-s 

CONLQIJ. T F Region 2, Atlanta, Reactor Construction & Engineering 

Support Bianch MILLER. W H Region 3, Atlanta, Office of the 

Director BO/0'1/11 7p p 

BOO62302'l<? Ack receipt of aOO323 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-327/BO-14 tc 
30-328/80-08 

MURPHY. C E Region 3, Atlanta. Reactor Construction & Engineering 
Support Branch SO/06/03 2ap 



BO06300422 "Gage '- Differential Pressure Transmitters Type E1O Series 
SCHHE1MER.U , CASAUBOIJ.M . TOLF, [I L Acton Environ Testing Corp 
73/SO/31 lOpp 

BQOi3OO429 "Qualification Test of Electrical Cables Under Simulated 
LOCA/DBE By Sequential Eiposure to Environs of Radiation, 
Thermal Aging, Steam ', Chemical Spray " 

I gamed Hi Inc (subs of Maesfield Enterprises. Inc ) 
7B/Ob/30 42pp 

SO 06300245 Application to amend License DPR-1 1, mod i fy ing Tech Spec 
3 4 lO.re RCS structural integrity to permit plant heatup 
id/inoperable pipe hangei on pressuriier relief line 
Forwards proposed changes to Tech Specs 
MILLS. L H Tennessee Valley Authority 80/06/21 2pp 

8004300257 Proposed changes to Tech Specs Section 34 10 re RCS 
structural integr i ty. permi tl ing plant hi eat Op u/inoperable 
pipe hangBi on pressuriier relief line Reasons & 
justifications for proposed changes encl 
* Tennessee Valley Authority 80/06/2fl 4pp 

Q Inspection report*, IF Bulletins & correspondence 

8004090316 Forwards IE Insp Kept SO-327/BO-13 on BO0301-31 t. notice 
of violation 

LEWIS. R C Region 3, Atlanta Reactor Operations Nuclear Support 
Branch SO/04/2B app 

BOOiO90519 Notice of violation from insp on S003O1-31 

Region 2, Atlanta, Office of the Director 80/04/29 lp 

SQQ&O'JOSHl IE Insp Hept 3Q-327/BO-13 on 800301-31 Noncomp 1 iance noted 
failure to maintain 6 Implement procedure required by Tech 
Specs re fuel loading 

DANCE., H C Region Si Atlanta, Reactor Operations Nuclear Support 
Branch CBTTLE, W T Region 2, Atlanta. Bfflce of the Director 
BO/Q-1/aa 9pp 

8006060159 Forwards IE Bulletin 60-11, "Masonry Hall Desion " No action 
or written response required IE Info Notice 79-28, 
"Over load ing of Structural Elements Due to Pipe Support 
Loadv" encl 

O'REILLY, J P Region 2, Atlanta, Office of the Director BO/Ofl/OS 
3pp 



0006330267 Responds to NRC 300501 Itr re violations noted* in IE Imp 
Repts 50-327/BO-I4 ', 50-32(3/80-09 Corrective actions 
Surveillance Initructiori 1 H will be revised to require 
eiaml nat ion gf Class ? pressure retaining bolting 
MILLS, L H Tennessee Valley Authority BO/05/33 3pp 

BOO6230273 Forwards IE Insp Repts 50-327/80-14 t> SO- 3 28/80 -OB on 
800331-0403 & notice of violation 

MURPHY. C E Region 2, Atlanta. Reactor Construction g- Engineering 
Support Hranch BO/05/01 3pp 

--BO06330341 Notice of violation from insp on B00331-0403 

* Region. 3, Atlanta, Reactor Construction & Engineering Support 
Branch 80/O4/2B lp 

B00623O350 IE Imp Repts 50-327/BO-14 t SO-3aB/BO-OB an 800331-O403 
Hone omp 1 1 ance noted failure to comply u/preservice/lnscrvlci 
insp retiuirenients 4 failure of records to adequately 1 define 
practical en am criteria 

HERDT. A R f) eg I on 2, Atlanta, Reactor Construction It Englnmring 
Support Branch ZAJAC.L D Region S, Atlanta, Office of the 
Director SQ/04/2B ipp 

BOQi2G0099 Ac k receipt of Q00322 Itr informing NRC of itapi taken to 
correct violations noted in IE Imp Repts 50-327/79-34 t. 
SO-aaB/7 1 ?-! 1 ? 

MURPHY. C E Region 2, Atlanta- Reactor Con*truction fc EnglnniPlng 
Support Branch BO/0&/04 2pp 

8006170SB3 Responds to IE Insp Flepts 50-337/80-14 ti 80-328/80-09 All of 
Section 3 of Facility surveillance Instructions 114 ravLiued 
far compliance ill/Section XI of AEME boiler fc pressure vaisel 
coda 
MILLS.L M Tonnetsae Valley Authority BO/06/09 lp 

B00621O234 Responds to IE Bulletin BO- 13 re decay heat renaval *ys 
reliability Forwards rasultt of inveltlgati on Administrative 
procedural changes instituted to require at Imt tuo 
independent me-ani of- supplying adequate heat removal 
CROSS. J L Tennessee Valley Authority BO/06/09 3pp 

B004240260 Forwards response to IE Bulletin 60-05 re vacuum conditions 
resulting in damage to holdup tank* Freeze protection for 
refueling uater storage tank at Sequoyah t. Wattt Bar is 
provided dy redundant heaters & tan* Insulation 
MILLS.L M Tennes-e ValUij Authority 80/06/09 Bpp 



flOOi04O267 Forwards IE Bulletin B0-12i "Decay Heat Removal Gij* 
Dparabi 1 i tij " No written response required IE Info Notice 
BO- 20-, "Loss of Decay Heat Removal Capability at Davit-Basse 
Unit 1 White in Refueling Mode" encl 

O'ftEILLV, J P Region 3, Atlanta, Office of the Director BO/O3/O9 
3pp 

B 006120034 Forwards IE Circulai 00-11, "Emergency Diesel Generator Lube 
Oil Coaler Failures " No written response required 

O'REIl-LY.J P Region 2. Atlanta, Office of the Director BO/OS/13 
3pp 

B00dl70193 Atk receipt of B00506 Hr informing NRC of *tps taken to 
correct deviations noted in IE Insp naptt SO-327/BO-10 i- 
90-328/00- Pi 

HUflPMYrC E Region 2, Atlanta, Reactor Construction & Engineering 
Support Branch &0/03/S3 2pp 

BOOfil7Oail Responds to NRC 800414 Itr re deviations noted in IE Insp 
Repts 90-327/BO-10 d SO-32B/BQ-06 Corrective action*' 
fetalled Instructions 1 procedures prepared Plant Fire 
brlgad'e reconi ti uc ted i Security Instruction 13 revised 
MILt-Si L M Tenne*ee Valley Authority BO/OB/O6, 4pp 

~aO(*il7oaiS Forwards IE Insp Repts 50-337/90-10 t, 50-32B/fiO-Oi on 
300319-21 4 notice of daviation 

MURPHY, C E Region 2, Atlanta, Reactor Construction * Engineering 
Support Branch 00/04/14 2pp 



BOOi 190596 Forwards responte to NRC BO 032 1 Itr re noncompliancai netted 
in IE Insp Flept 90-327/eo-IS Corrective actions detailed 
review of 430 tupporti on safety sys outside containment 
initiated & imp of piping c>onP Iguratlon undertaken 
MILLS, L M Tennessee Valley Authority BO/06/12 2pp 

R Periodic operating report* & related correspondence 

6006030080 "NPDEB Discharge Monitoring Rept for Feb 19BO. " 
Tennessee Valley Authority 60/03/01 lOOpp 

90061302'? 5 For ward i monthly operating rept for Hay 19SO 

BALLENTINE, J M Tennessee Valley Authority SO/06/06 lp 

--BQD6130296 Monthly operating rept for Hay 1930 
Tennessee Valleu Authority 60/06/03 9pp 

S Reportable occuvrencei' LEds tc related correspondent 

B0061JO250 flO on 800427 ,' 2-i ncN containment spray test linen nlyid 
usififl incorrect outside diametei- for pipe re*ultlnj in 
analytital model being more rigid than actual pipe Caused 
bu rror in input not found during checking 
BALLENTINE, J 14 Tennessee Valley Authority 80/05/02 lp 



~800i.I70.32a Notice of deviation from in*P on 800319-21 

* Region S, Atlanta, Office of Ue Director 30/O4/U 
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BOQ6S103ia RO SQRC-5O-327/B004^ &n QOOSl*). insuf f i c lent clearance 
found between Support Guide 1-5IH-316 t 4-inch safety 
injmtian pip* Apparently caused by incorrect installation 
due to misinterpretation of specs Cuide support repaired 
BALLEWTrNE. O II Tennessee Va 1 1 eg Author i tij BO/Q5/15 lp 



80060303?? Forwards LCR GO-Q49/OI T-0 

CALKOUH.J R Tennessee valley Authority 



8006110370 Forwards LER aO-O52/03l.-0 
CALHOUN. } R Tennessee Valley Authc 



- 1 tg 



900611027* LER BO~O52/03L-a, on aoOSOi. svc bldg vent monitor was 
declared inoperable utien alarm would not clear In 
conjunction lu/erratic upscale readings Probably caused by 
high frequency welding Design change has Been initiated 
HEREFORD, J M tennesseo Valleq Authority BO/06/04 2pp 



8006030408 LER BO- 049/01T-0 on 60051 4. suppor t guide, t-5IH-B7, found u/no 
clearance t top k bottom or 4-inch safety injection pipe 
Improper Installation caused bq misinterpretation of 
Initallation specs Support modified 
BWEAR1NBEM. J D Tennessee Valley Authority BO/O5/32 2pp 



B0060304BO Forwards LER 60-047/OIT-0 

CALHOUN.JR Tennessee valley Authority 



HOO&HU173 Forufll-ds LER ao-056/03L~Q 

CALHCM1, J R Tennessee Valley Authority 



LER BO-OS6/G3L-0 on 900503, common circuit breaVer feeding 
radiation monitors found opened , causing loss of electrical 
poiuer Caused by personnel overloading circuit Breaker was 
closod Personnel instructed on pi oper procedures 
HOBINE^P F Tennessee Valley Authoiity BO/06/05 2pp 



0004030490 LEfl Bu-047/OlT-O on BOO913. tun support members found to 
reversed For hangars Caused bg tonfusion of sd* by side 
lines during Installation i subsequent reversal Supports 
removed A reinstalled in proper orientation 
SHEARINO-EH, J D Tennessee Valley Authority BO/Q5/S7 2pp 



3006030'I27 Forwards LER 80-013/O3L-O 

CALHQUN, J R Tennessee Valley Authority 



BQ0611G219 Forwards LER BO-O64/03L-0 

CALHCUIJ, J R Tennessee Valley Authority BO/06/06 lp 

8006110233 LER SO-O64/03L-O on 9Q0508. all lones of ice condenser mere 
giving open door alaims Probably caused by warm air leaking 
Into louer portion of ice condenser Affected doors mere 
blocked cl os ed 
RECORD, D J Tennessee Valley Authority BO/06/06 2pp 



BOO.6030^7 LER eO-Ofl3/O3L-0 on B00430, f 1 om suitches FS-90-21K Jn 141 
found Inoperable Caused til debris collecting on switch 
preventing Situation Switch cleaned * returned to operable 
status Design change request initiated 
HEREFORD, J M Tennessee Valleu Authority 80/03/25 lp 



BOQ6030453 Foruardi LER SO-OS1/O1T-0 

CALHQUN, J R Tennessee valley Authority 



IP 



6006110283 Formards LER 8O-054/03L-0 

CALHOUN.J R Tanness&e Valley Authority 



30061102-94 LER BO-054/03L-O on BO0509. design review reveali 
di tcrepane IBS between as-Installed insulation uieiohts t> 
those actu-allij used during piping s<js analysis Caused by 
unavailability of drawing! 
PREVO, J C Tennessee Valley Authority BO/06/06 2pp 



SOOfi030')6O LER SO-Oal/OlT~0 on BOOSIt, durinj IE Bulletin 79-11 
Imp. discovered that l-CVCH-300 uas improperly designed Pipe 
luji had moved out of hanger due to thermal eipanilcn 
Closed by design error Lugs lengbheiied 
BHEARINCEH. J D Tennessee Valley Authority 30/05/23 2pp 



900620003-1 Final Part 21 rept re mned heat of steel supplied by US 
Steel from uihtch fl-inch elbouis fr 2-inch tees were mfg to 
A234UPB requirement I n\ e s fc i gations conducted 4. closed at 
16 listed facilities 
5EAY, J L Chemtron Corp , Tube Turns Div 80/06/Oi 3pp 



9006030457 Forwards LER BO-041/03L-0 

CAt-HQUH, J, R Tennessee valley Authority 



~BOO*03O46a LER BO-041/&3L-0 on 90043O, uhi 1 e In Hode 5. valve O-FCV-32-1O 
Isolated on lou essential air pressure, causing valvn 
I-FCV-^O-IOB, US, 109, 116. Ill fc 110 to cloie Cau&e unknown 
MCORIFP. J ft Tennessee Valley Authority SO/O5/29 lp 

BQ06050Q24 Forwards first interim deficiency rept re design of spent 
fuel pool gates -not meeting Seismic Category I requirements 
H1LLS.L M Tennessee Valley Authority SO/05/2 1 ? Ifi 

B 004 05 0031 First interim deficiency rept re tpent fuel pool gates not 
dvilgried to Seismic Category I requirements Cause not 
stated Evaluation being conducted Complete corrective 
action mil! be forwarded by Unit 1 initial critlcallty 
" Tennessee Valley Authority BO/O9/K 1 ? lp 



8004140069 NotiFlet of noncorap 1 lane e u/effluent I imi tations of NPDEB 
perinit Operational se'Uiage treatment plant effluent sample 
collected on BOO 521 ciceedeH -IS cno/llter Caused by 
accumulation of effluent in sand niter 
EL-ASHRY,M T Te-nnessee Valley Authority BO/06/10 lp 



3006170554 Forwards LER aO-O37/03L-0 

CALHDUNj J R Tennessee VaSIey Authority 



aOOo!705il LER BO-037/03L-Q on 300512. luhl I e PT-6B-323 out of svc, tense 
line blew loose at compression fitting taking channel out of 
svc 1 leaving less then three operable channel* Reactor 
coolant sys pressure Forced line from fitting 
CURTIS, J W Tennessee valJey Authority BO/04/10 lp 



B004170S3fc Forwards LER BQ-059/O3L-0 

CALHOJN.J R Tennessee valley Authority 



B00t0fi034 Forwards LER SO-Oflff/OST-O 

CALHQUN. J R Te-nnessee Valley Autliariby 



aO/05/29 lp 



9004060403 LER BO-04B/O1T-0 on B00515, ui/Un i t 1 In Mode 3, test sultcht 
on containment purge exhaust radiation monitors were 
diicovend to be In test position mating monitor inoperable 
Caused by personnel error Monitors restored 
OAULT.O M Tennessee Valley Authority SO/05/ B 2pp 



aoc-6170541 LER BO-OS'J/oaL-O on 800514, during routine eiam of process 
Int trutnents, c oo 1 i ng tower b loud own effluent flow monitor 
found Indicating flow graaber than pumps could deliver 
Cause nat stated Flotu element mill be removed & inspected 
CUJ1T1S.J W Tennessee Valley Authority BO/06/11 lp 



6006170685 FOTU 
CALHQUN, J R 



ards LER BO-O63/03L-0 
Tennessee Valley Authority 



3006060412 Forwards LER BO-050/03L-0 

CAf.HQUN,J R Tennessee Valley Authority 



SOOA060116 LER GO-05O/O3L-O on B00505, flow iinitche! FS-90-229 t> 
FS-90-J3* found inoperab I e, uhlc h resulSed in placing plant 
into Action Sf Caused bij debris collecting on flow switch, 
preventing actuation Switch cleaned returned to svc 
HEREFORD, M! M Tennessee Valleu Authority BO/O6./D2 2pp 



~e006l706'?l LER SO-OA3/03L-O on SOO513. operator mistakenly tripped 
normal feeder from 6 9 W L>nit board SO-E) ui/o putting 
lynchroscepe gwitcties to "on" position Loss of pouer to 6 9 
kV shutdoitin board 2A-A resulted Caused by operator error 
RECORD, D J Tennessee Valley Authority 80/06/11 2fip 



Q0061B0521 Forwards LER BO-04^/01T~O 

CALHDUN, J R Tennessee Valley Authority 



BOO 60 9 0330 Fo-rwards Final deficiency rept re Suslrin fire dampers 
MJLI.S, L H Tennessee Valley Authority BO/04/02 lp 

B00a09033>- Final deficiency rept re Ruskln fire dampen fii/ikin 
divelofitd 1 alternate fli to correct problem u/vertical spring 
ctasur t potential for jammed blades 
Tennnsee Valley Authority 60/06/02 3pp 



~B0061B05a4 LER BO-O-14/OI T-0 on OO0507. f our Ruskin Mfg Co fire damp*" 
mere identified that cnuld potentially Fall due to problem 
In spring closure mdchanism Caused by design error in 
reinforcing bracket All four dampers modified 
CRA1GOE, E A Tennessee Valley Authority 60/06/11 2pp 



6006180557 Forward* LER QO-O6?/03L-O 

R Tennessee Valley Authority 
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SQO61S0533 t-ER 80-062/0 iL -0 on 300513. uih 1 1 e in Mode 3,2 pain at 
containment pijrge s.ys lines discoveied open Caused by 
instrument deficiency SOI 30 2A allowing operator to open 
lower purge valjes Valves rinsed upon discovery 
RECORD, D J Tennessee Valley Autdonty BO/O6/11 2pp 



8006240376 Supplemental LER BO-045/01T-1 on 90050?, gate batunen spent 
fuel pool I- cask loading area found not to be designed or 
constructed to Category I requirement! Caused b</ ovirloofcing 
loading effects In seismic analysn 
MAEHR.SR Tennessee Valley Authority 9O/06/IB Zpp 



B006170S43 Forwards LCti ao-OLS/O3L-0 

CALHOUN. J R Tennessee Valley Authority 



BOO6S4032B Forwards final deficiency rept re spent fuel pool gate* 
MILLB.L M Tennessee Valley Authority 30/06/18 Ip 



8006170549 LER HO-OSB/Olt -0 on SOO514, rnd lat mn monitor HM-90-1O1B 
declared inoperable duo to erratic upscale readings Caused 
tia arch In ml c T osiui trh in continuous ad/ance operating mode 



HEREFORD, J 11 



Valley Authority BO/O6/I2 Ip 



SOQ6340330 Final deficiency rept re spent fuel pool g*t*i OA aspects of 
gate integrity lui 1 1 be verified Mtdheight restraints will b* 
attached to pool mall gate to prevent damage to spent fuel 
elements during seiimit event 
* Tennessee Valley Authority BO/06/1B 2pp 



BQQ617O5 1 ? 1 ? NPDES noncomp 1 isnt e notification on H00605, pH value of yard 
drainage disctiaigr 007 eiceedet! ma i peimlt limitations 
Cause i* unknown Investigation mill be made t- co-rrectivc 
measures taken if problem recuis 
EL-A5HRY, M T Tennessee Valley Authority 8O/Q6/12 Ip 



8006340373 Second interim deficiency rept re UHI hydraulic isolation 
valve accumulator weighing ij Review of mod proposed by 
Uestinghouae is not complete Next rept tuill be iubmltt*d by 
B007S4 
MILLS, L H Tennessee valley Authority BO/06/19 tp 



8006180184 For 
CALHC1UIN. J FJ 



LEfl 80~067/03L~0 
nessce Vallcij Autho 



ity 



B006240412 Forward! LER BO-072/03L-0 

CALHQUN.J R Tennessee Valleg Authority 



BQOA1S04S7 LER BO-067/03L-0 on 8O051 5. lUh i 1 e control room emergency air 
cleanup fan B-U uias nut or -svc-D train ventilation sys 
rendered inoperable Caused by need to replace substitute 
equivalent motor w/orLgina] Eiijs leturneif to sVc 
U'ftTSQN.W A Tennessee Valley Authority SO/06/12 Ip 



3006240423 LEH BO-O72/03L-Q on 900S23, esiential rau coolins laa 
effluent monitors Q-RE-9Q-134/141 declared inoperabt* Cfluitd 
by spurious high rad spikes tr high rad alarm Changeout at 
relay 1 Further Investigations planned 
HEIiEFORdJ M Tennease* Valley Authority BO/06/1B Ip 



a00618O530 Forwards LtR 80-O55/O3L-0 

CALHOUIJi J R Tennessee Valley Authority 8O/06/12 Ip 

QOO61S0535 LFH 00-O35/O3L-0 on t)00515, dm i ng Mode 3 testing, Loop 2 
hot leg resistance temp detector found In error by 3 
degrees Caused by hlghei -than-norma I resistance between 
resistance temp detectoi & process instrument rack 
FRVEiM E Tennessee Valloy Authority BO/06/la Ip 



8006200451 Fen 
CALHOl/M. J R 



ards UFH ao-O6i/O3L-0 
Tennessee Valley Authority 



80/06/13 Ip 



3006E00457 LEO 90-066/O3L~0 on 000516, conta inment isolation valves 
FCVl-7i -I4i -25 t -35 determined not protected against steam 
jet resulting frum crack In loop 1 main steam riser Caused 
bu, design error Action initiated to Install proper support! 
SWEARINGEN, J D Tennessee Valley Authority HO/O6/13 2pp 



80062Q04BB Forwards LER QO-O6B/01T-0 

CALHCUN.J R Tennessee Valley Authority 



BO/06/13 



ao062OO1'?7 LCR BO-06B/O1T-O on BO0530, Informed that wide range 
generator level transmitters not qualified to tuith stand 
pot t-flct i dent environ Caused by design error Qualified 
transmitters being obtained fur installation 
REYNOLDS, R M Tennessee Valloy Authority 80/06/13 2pp 



BOO6B601&0 Forwar-di suppl info for deficiency rept r* DBA movt/nent* of 
steel cental nmunt ve-iiel 
MILLS, L M Tennosnee Valley Authority SO/06/1B Ip 

3 006260163 Suppl info for final deficiency rtpt re DBA movvminti of 
steel containment vessel All add! lines rtiiulyitif Htu 
supports fi changes to eiistlng support* needed for RHR ipray 
headier piping 
Tennessee Valley Authority BO/06/19 Ip 



8006240374 Forwards LER BO-074/03L-0 

CALHOUN.JR Tennessee Valley Autflority 



aO/06/l-ii Ip 



8006240380 LER BO-O74/03L-O on B00321 , voltaje t< frequency Failed to 
stablliia uihllo performing surveillance teit on dliltl 
generator 1 1C-B Cause unknoun Diesel alloutd to cool doun for 
1 -h b voltage & frequency ttablliied 
RDMINEiD Tennossae Vatlnu Authority BO/06/19 lj> 



3006340410 Foruiardi LER 80-O61/03L-0 

CrtLHDUN, J n Tennessee Valley Authority 



80/06/19 Ip 



0006240430 LER 80-061/03L-O on 300531, aui i 1 lary btdg.vent radiation 
moni tor, O-nM-go-lOO. declared inoperable due to spurious 
high rad ipikee Caused by dafectlve S4-volt poutr supply 
Power supply replaced >j man 1 tor returned to svc 
HEREFORD, J M Tennessee Valley Authority BO/06/19 tp 



aOOAa00475 Forwards LFH 80-071/03L-0 

CALHOUN.J R Tennessee Valley Authority 



8006200-184 tCFi BO-071/03L-0 on 800517, rup ture disc on boric acid 
evaporator found ruptui od, pi ovi d 1 ng path for contents of 
waste gas decay tank to escape into roam Cause unknown Event 
not immediately discovered due to no radioactivity in tanks 
RECORD. D J Tennessee Valley Authority BO/06/16 SPP 



8006240429 Forwards LER GO-0/0/03L-O 

CALHdUN.J R Tennessee Vallerj Authority 



BO/06/16 



B006300S16 Foruiard* LER BO-Q77/03L-Q 

CALHOUM, J R Tennessee Valley Authority 



60/06/24 Ip. 



BO06300523 LEF1-80-O77/O3L-O on BOOSSSj B train RHR b B tnin containment 
spray pumps mere inoperable because valve FCV-63-73 fallttf 
to open Caused Ay valve Falling to actuate interlock limit 
switch 
RECORD, D J Tennessee Valley Authority SO/06/24 2pp 



V Operator Eliminations 



8004240433 LEfi BO-O70/031 -0 on B00517, our ing cooldown from Mode 3, 
re-fueling mater storage tank water level fell belou required 
limit Caused by falluie to initiate early makeup Makeup 
immed lately initiated 
RECORD,!) J Tennessee Valley Authority BO/06/16 2pp. 



8006S40161 Ac-k receipt of S004H 1 tr requesting revleu of idol training 
for future applicants for licenses Concurs u/propoia! to 
license nine senior operator) at Sequoyah for participation 
as licensed personnel at Watts 3ar 
SCHWENCEH.A Licensing Branch 2 BO/06/03 2pji 



8006240363 Forwards LER 80-075/01T-0 

CALHOUN.J R Tennessee Valley Authority 



BO/06/17 Ip 



S006240369 LER 8O-075/01T-0 on BOO524, au< i 1 iary essential raui cooling 
pump B-B failed duiing surveillance testing Caused by 
personnel error in calculating purap differ en tial prnssur* 
Instrumentation recalibr I. pump retested 
SULLIVAN.JH Tennessee Valloy Authority 60/06/17 Spp 

8006240-30B Faryardi supplemental LER BO-043/OIT-1 

CALHDUH, J R Tennessee Valleu Authority SO/O6/17 Ip 



DOCKET 90-336 SEQUaVAH WUCLEAR PUANT, UNIT 2 

A Applicat lon/construt tion stage documents t> correspondence 

BOO6030417 Forwards proposal for seismic margin program, required by 
NUREG-0611 Program provides basil for NRC to complete 
evaluation of seismic qualification of structures h 
equipment necessary for safe shuldouin 
M1LLS.U M Tennessee Valleij Authority. BO/oS/27 Spp 
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6006190327 Ducusses I-HVISUP of FSAR Table 17 2-1, "Critical Structures. 
3ys t Componen tSr " r-e op eral i onal OA program Foruards 
request For Jiddl info to he transmitted to ut 1 I 
HAASS* U P Quality Assurance Branch SO/06/05 4pp 

8006190615 Advis.es that Was tihgh ouse responded to [JRC questions re 
B-arton Lot a transmitters in 800321 1 tr , US-TrtA-224B Info 
applicable to unusual behavior of transmitter s at plant 
during qualification testing 
MILLS, L H Tennessee Valley Authority 80/06/13 Ipp 

BOO62503QB Notification of BOOM 9 meeting u/utils in n,etheda,MD to 
discuss issuance of full pouir license for facilities 
DROHERICK, A U Licensing Branch 1 80/O6/16 6pp 

S 00624-0323 Forwards revised response to Question 12 li re employee 
accsi to high radiation areas Revision includes d eacrip tion 
of admtnls trati ve proced-ures conti oiling access to areas, 
adjacent to fuel transfer tube 
MILLS., L II Tennessee VaUey Authority BO/Of,/17 2pp 

9006300391 Forwards revised rsiponses to Question! 031 127,040 60 t< 
031 139 of MRC 7SOBO1 1 tr re seismic qualification of Class 
IE electrical equipment Repti re cable sample) & tEEE-323- 
1974 qualification end 
HILLS, L M Tennessee Valley Authority 90/06/33 lOpp 



K Utility Final Safely Analysis Report 1FSAR) fc amends 

80O6HO259 Application for Amend 65 to Licenses DPR-72 (. CPPR-73, 
containing revisons to Chapter 3 of FSAR 

M Tennessee Valley Authority 90/06/06 3pp 



6006110062 Revision! to Chapter 3 of FSAR, provid ing responses to NRC 
requests for add 1 info re foundation engineering diasel 
generators I ins.ervice> in-sp programs Constitutes Amend A5 to 
Licenses DPR-73 I CPPH-73 
* Tennessee Val ley Authoi ity BO/06/06 4"lpp 

0006190391 Forujards proposed levisions to Facility FSARi Quest ion 5 9A 
rs inservice insp program Re/iaes request for relief from 
ASME Bectinn 1 1 > cover ing third partij inspectors. pressure 
retaining uielde in piping '/ steam generator noiiles 
MILLS, LJ1 Tennessee Valley Authority 00/06/13 5pp 



Cl Advisory Committe 



in Reactor Saf eguai ds reports i< correspondance 



BOO&23O227 Notice of ACRE Sub cort,mi t te e on Sequoyah Nuclear Plant Units 
I >i 3 S0043B meeting in Was h ing ton. DC to continue revleui 
of TVA application fc-r license to operate 

HDVLE, J C Office of the Secretary of the Commission BO/01/01 
3pp 



300^300397 "Delphi Pneumatic Test Procedure " 

LEUIS. Comsip.Inc > Delphi System! Div 75/06/1B 2pp 

8006300400 "Radiation Testing of Cell Number BBS, Final Rept " 
W1LL1S.D E IftT Corp 79/QS/33 7pp 

--8006300409 "Seiimlc Vibration Test of EtO Serlet Transmitters " 
SEASS.J A Acton Environ Testing Carp 76/03/32 300 p 

-B006300-) 1 4 "Teit Procedure for Sennic Vib ration, Qual if Intion Test of 
E10 3eiies HCA/RflH Transmitters " 
SEARS.J ft Acton Environ Testing Corp 73/09/3O 25pp 

BOO6300-122 "Safle (. Differential Pressure Transmitters Type E10 Stria* ' 
SCHREineR,W Acton Environ Testing Corp 73/10/31 lOpp 

800630042? "Qualification Teit of Electrical Cables Under BImuUUd 
LOCA/DGE Sy Sequential Eiposure to Environs of Radiation, 
Thermal Aging, Steam fc Chemical Spray " 

* Iiomadu, Inc (subs of Maesfleld Entevpr isi, Inc > 
73/06/30 42pp 

F Securitu, medical, emergency '/ fire protection plans 



B00619G206- Notice of indefinite postponement of ACRS Subcommittee 
B0012B meeting re Sequoyah Nuclear Plant Units 1 i. 2 
HQYLE,J C ACRS - Advisory Committee on Reactor Safeguards 
BO/Qpl/16 lp 

B006250074 Notice oF ACRS Sub corn-ni ttee an Suquoijah Nuclear Plant 
BO06O2 meeting in Wash irig ton, DC to revieu OL application 
Borne closed sessions may be needed to eiplore matters 
involving propr 1 etarcj info 

HDVLE, J C Office of the Secretary nf the Commission 80/03/12 
3pp 

BOQ606060B Transcript of (XCRS Subc ommi ttee on Sequoyah Nuclear Power 
Station maotinj on BO06O2 in Wash ington. DC Pp 1-231 
Morning session Vi eugraphs '< related mat Is encl 
ACRS - Advisory Committee on Reactor Safeguards BO/06/03 
3OOpp 



P Operating license stage documents Ir 



impendence 



QQO&3QQ43Q Requests eiomptlon from performing prenoerational reduced 
pressure containment integrated \ea<t rate test Establishment 
of correlation Set me an full & reduced pressure test? 
unnecessary 
MILLS. L 11 Tennessee Valley Authority BO/06/23 lp 



3005130317 Forwards clarification of NHC requirement* for emergency 
response facilities defined in 790913 Itr Add! specific 
crltot-la for facilities under development 
EieENHUT.D Division of Operating Heactors SO/D4/2S &lpp 

8O06 120529 (lequests that FEMA review of state & local rmlrgrncy plan 
b> provldBif coniit*Jit u/encl schedule to avoid potential 
delays In llcenilng decisions 
AHEARHE.J F Commits i on 80/05/13 2p p 



Q Inspection 



IE Bulletins & correspondence 



BOOA06015? Forwards IE Bulletin 00-11, "Masonry Wall Design " No action 
or written response required IE Info Notice 79-2fli 
"Overloading of Structural Elements Due to Pipe Support 
Loads" encl 

O'REILLY, J P FiBoion, 2, Atlanta, Office of the Director fiO/05/OH 
3pp 



90Qi6QiO294 Forbiards addl infn to training 
withheld (ref 1OCFR2 790) 
HILLS. L K Tenneove Valley Authority 8O/O6/02 



qualification plan Info 
Epp, 



QOO&100393 Forwards IE Insp Ropt 30-328/00-09 on 800421-23 No 
noncompl lance noted 

MURPHY. C E Region 2, Atlanta, Reactor Construction & Engineering 
Support Branch SO/05/OB 3pp 



8006130307 Forwards revised scheduke for i-esponitf to Auiiliarij Si|i 
Branch Flrz probaction revieut questions Proposed Train E9 
circuit reroute scheme shown on encl marked up overiill 
dr*ungi Drawings available in Central Filei only 
MILLS. 1. H Tennessee ViilSy Authority 8Q/06/1L lOpp 

B00o2ii016'l Faruiards TVA radiological emergency plan & TN multi- 
jurisi! 1 c t lona 1 radiological emergency response plan Three 
cross refs encl 
HILLS.L II Tennessee Valley Authority SO/06/S9 nOpp 

6006260165 TVA radlolon ica.1 emirgency plan 

Tennessee Valley Aut(iorU(j 90/06/09 SSOpp 



9006180397 IE Insp flept 50-3S8/BO-09 on BOO421-23 No noncomp 1 lance 
noted Major areas inspected licensee identified items t* QA 
audits 

CAMTRELL.F S Region E, Atlanta, Reactor Construction fc 
Engineering Support Hranch MAC FAR LAND. C R Region 2, Atlanta, 
Office of the Director SO/03/OB Spp 

Q006040267 Forwards IE Bulletin BO-12, "Decau Heat Removal Syi 
Opersbltity " No written response vequlred IE Info Notice 
SO-20, "Loss of Decay Hoai Removal Capability at Davii-Besse 
Unit 1 Uhile in Refueling Mode" encl 

O'REILLY.J P Region 3. Atlanta, Office of the Director BO/05/09 
3pp 



-BOD626Q16& TN multi -jur i sd i ct i onal radiological ernBrgency response 
p Ian 
Tennessee, State of BO/06/19 400jip 



8004.120034 Foruiards IE Cii-cular 80-11, "Emergency Diesel Oenerafcor Lubl 
Oil Cooler Failures " No urttfcan response required 

O'REILLY, J P Region 2. Atlanta. Office of the Director SO/OS/13 
3pp 
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QOO&17O1<?3 Ack receipt ot- 800506 Itr informing NRC of steps talcen to 
correct deviations noted in IE Insp Repts SO-327/BO-10 Si 



/: C E 
Support [Sr 



Region 2, Atlanta, Heactor Construe HQTI. 
ch BO/O5/23 2pp 



Engineering 



BOQ603D378 Final deficiency rept re temp effect on main steam safety 
valve setpomt Ambient temp affects steam generator tamp 
Valve room temp adjusted bu. eihaust fan Thermostat ttddid 
to valve room to limit temp range to 80-120 F 
<t Tennessee Valley Authority 80/03/27 lp 



8006170211 Responds to NRC 80041'! Itr re deviations noted in IE Inap 
Repfca 5-O-327/BQ-1O ft 50-32B/BO-06 Corrective actions 
detailed instructions * procedures prepared Plant fire 
Brigade r ec ona ti uc ted '/ Security Instruction 13 revised 
MILLS, L M Tennessee Valley Authority BO/05/06 4pp 

8006170215 F-orwards IE Insp Repts 50-327/80-10 U 50-328/BO-Oi> on 
80O31B-21 ' notice of deviation 

MURPHY, C E Region 2, Atlanta, Reactor Construction & Engineering 
Support Branch 80/OV14 2pp 

--800617O222 Notice of deviation from insp on BO03ia-Hl 

o RegloR 2, Atlanta, Office of the Director 80/04/11 lp 



9Q06O403O6 Forwards final deficiency rept re omitted piping rupture 
protective devices 
MILLS, U 11 Tennessee Valley Authority 00/05/29 lp 

90O604O30B Final deficiency rept re pipe rupture protective devices 
omitted from 4i aiding of 3-inch upper head Injection line & 
steam generator t-louidoun 1 in* Device: mill be installed 
Drawings uiill be reviled to neflact changes 
* Tennessee Valley Authority BO/05/27 lp 

600-6050026 Forwards first interim deficiency rept ro design of spent 
fuel pool gates not meeting Seismic Category I requirements 
MILLS, L M Tennessee Valley Authority 80/05/29 lp 



BQ0617Q2HB IE Insp Repts 5O-327/00-IO t. 50-338/00-06 on 800318-21 
Noncomp I lance noted fire fighting procedures not provided 
for all safety-related areas 

CONLON. T E Region 2, Atlanta, Reactor Construction (. EngineerinD 
Support Branch MILLER, U H Region 2. Atlanta. Office of the 
Director HO/04/1 1 7pp 

QOOii3303'W Ack receipt of BOO523 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-327/80-14 t< 
50-320/80-08 

HUitPHViC E Region 3, Atlanta, Fleactor Construction ti Engineering 
Support Branch BO/O6'O3 2pp 



7 Responds to NRC BOO5O1 Itr re violations noted in IE Insp 
Repts 3O-327/BO-14 t, 50-320/BO-aS Corrective actions 
Surveillance Instruction 114 mill bo revised to require 
eiaminat ion of Class S pi essure retaining bolting 
HILLS, L H Tennessee Valley Authority 80/05/23 3pp 

H006230273 Forwards IE Insp ftepts 50-327/80-11 tf 30-32B/8Q-OB on 

300331-0403 & notice of violation 

MURPHY, C E Region 2, Atlanta, Reactor Cons tructlon * Engineering 

Support Branch 8O/05/O1 2pp 

BOO623O341 Notice of violation from Insp on 800331-0403 

* Region Atlanta, Reactor Constitution & Engineering Support 
Branch BO/04/2B IP 

aOOc.230350 IE Insp Repts 50-327/30-14 t, 90-32B/DO-Oa on 80O331-0103 

WoncDinpl lance noted failure to comply iu/prBBervlce/in*ervUe 
insp requ li ements ft failure of records to adaquately define 
practical ciam criteria 

HERDT,A fl Region 2, Atlanta, Reactor Construction fc Engineering 

Support. Dranch ZAJAC, L D Region 2, Atlantaj Office, of tin 

Director 80/0'1/2H 6pp 



Ae k receipt of 800922 Itr informing NRC of stps taken to 
rorrect violations noted in IE Insp Rapts 90-327/79-34 fc 
30-323/77-1"? 

MUHPHYpC E Region 2, Atlanta, Reactor Construction & Engineering 
Support Branch 8O/Oi/O4 2pp 



SQO6050031 First interim deficiency rapt re spent full pool gates not 
designed to Seismic Category I requirements Caue not 
stated Evaluation being conducted Complete corrective 
action ui.ll be faruarded bij Unit 1 initial c ri t i call ty 

* Tennessee Valley Authority 30/03/27 lp 

BOO4O9O330 Foriuards final deficiency rept re Ruslrin fir* damptrs 
MILLS, L K Tennessee Valley Authority BO/0/O2 lp 

QOOi09-O336 Final deficiency rept re Ruikin fire damperi. Fluit in 
developed alternate fir to correct problem in/vertical ipring 
closure t potential for j-nrrvned blades 

* Tennessee Valley Authority GD/06/02 3pp 

B004200&34 Final Part 21 rept re niied heat of itnil lupplltd by UB 
Stvel from which 4-inch elbows t, 2-Jnch bees lucre mfg to 
A234WPB requirement Investigations conducted t claitd at 
4 A listed Facilities 
SEAY. J L Ch-emtron Corp , Tube Turns Div aO/Qo/0& 3pp 

800AJ6006 1 ! Notifies of noncompl iance u/effluent limitation* of NPDE3 
permit Operational seuaga treatment plant effluent sample 
collected on S 00521 encoded 43 mg/liler Caused by 
accumulation of effluent in sand filter 
EL-A3HftY,M T Tennessee Valley Authority BO/06/10 lp 

8006170545 Forwards first intnrlm deficiency rapt re deflgn criteria 
for secondary -side pipe bread i Neit rapt uiitl be utimltted 
bu 800904 
HILLS, L n Tennessee Vet lay Authority SO/06/ 1 ( lp 

BO06170552 First interim deficiency rept re deiion crittt-i* for 
secondary ilde pipe breaks Criteria does not provldi for 
propagation of main steam cracks to other lines Evaluation 
underway of pipe rupture Interaction 

* Tennessee Valley Authority 90/06/11 tp 

BOQ6170659 Forwards raviilon to 800927 final deficiency ript re timp 
effect of main iteamvalva setpoint 
MILLSrL M Tennessee Valley Authority SO/06/) 1 lp 



BO06170S82 JlDBponds to IE Insp Repts 50-327/BO-14 & SO-32B/BQ-QH All of 
Section 3 of facility sui vet 1 1 ance Instructions 114 reviewed 
far compliance ui/Bcction XI of ASMC boiler t/ pressura vessel 
cod* 
HILL3, L M Tennasseo Valley Authority 8O/O6/09 lp 



aOQe>17OA72 revision to 000^537 final deficiency rept rt temp effect of 
main steam valve etpnlnfc Heating. vnt ilation tt air 
condi tlonJua ays for t/alva rooms being modified to provide 
narrower temp range of 6Q-1EO F 
Tennessee Valley Autliarlty BO/06/11 lp. 



Q006310260 Forwards i espouse to IE Bulletin BO-OS re vacuum conditions 
resulting in damage to holdup tanks Frceie protection for 
refueling uator atoiage tank at Saquoyah & Watts Bar is 
provided 6 y redundant healers & tank Insulation 
MILl-S, L M Tennessee Valley Authority BO/Ot/09 flPP 



QOO41 70599 NPDES nontomp 1 i anc e notification on 900603, pH value of J*rd 
drainage discharge 007 exceeded mai permit limi tat ions- 
Cause is unknown Investigation uiill be made & corrective 
measures taken If problem recurs 
EL-ASHHY.M T Tennessee Vallou. Authority 80/O6/12 lp 



(1 Periodic operating reports ii related correspondence 

S0060300QO "NPDES Discharge Monitoring Rept for Feb 1980 " 
Tennessee Valley Authority HO/03/O1 lOOpp 

S Reportable occurrences, LERs t related correspondanee 



392 Forwards final deficiency rept re temp effect on main 
steam safety valve setpoint 
MILLS. I. H Tennessee valley Authority 80/03/27 lp. 



8006240328 Forwards final deficiency rept re spent fuel pool gates. 
M1LLS.L M Tennese Valley Authority BO/Oi/IB lp 

8006240330 Final deficiency rept re spent fuel pool gate* OA aspects 
oate integrity will be verified Mi dfi eight restraints will bt 
attached to poo) uall gate to prevent damage to spent ful 
BlemDnts during seismic event 
Te-nnessae Valley Authority BO/O&/1B Zpp 

8004240373 Second Interim deficiency rept re UH1 hyiraglli: isolation 
valve accumulator uelghlng -sijs Reviatj of mod propottd bij 
WestlngNouse ii not complete Next rept mill be submitted by 
B00724 
MILLSiL II Tsnnessee Valley Authority 80/06/18 lp 
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B006360160 FoTTiiards snopl inFo for dencieticy rapt re DBA movements of 
Steel containment vessel 
HILLS- L H Tennessee Valley Authority BO/06/10 [p 

BQ0636Q162 Suppl info for final denci-ency vept re DBA mnvejnents of 
s t l continii)int ^eciel All add 1 lines reanalyied Neu 
supports t- changes to existing supports needed for RKH s-pray 
header p i p i rig 
* Tennises Valley Authority BO/Ofc/lB Ip 



800iiBQ596 Forwards display advertisement re hearing on order For mud 
of CP Advertisement will ha printed in local newspapers Ffl 
notice of hearing r. amended not it if of hearing uere published 
BQ0320 1 052B. respect i"elij 
5CHUEUCCT,A Licensing Branch 3 0Q/Q5/30 Ip 

SOO6110361 Requests permission ror Mapletan Intevvenor consultants to 
attend 900613 meeting 111 He thesfl a, MD 
MARSHALL.W H Affiliation Unknown SO/06/O 1 ? Ip 



DOCKET 50-339 MIDLAND PLANT. UNIT 1 

A App I icat 1 an/cons true 1 1 on stage documents ti correspondcnc e 

0006230110 ftdvues BWR 1. PWR applicants of NBC decision to modify 
implementation plan presented in Section 4 of WREO-0977 re 
adequacy of applicable support structure! Oener-al operating 
reactor rsvieu procedure ! acceptance criteria enel 
E15ENHUT.U O Division of Licencing SO/03/20 13pp 

QOO 6 200042 Notification of BOQ613 meeting u/util in Hethesda.MD to 
ducuii resumption of & schedule far Licensing revieu 
Age-nda & background info ent 1 
HOOD. D S Operating Reactors Branch 3 80/06/03 5pp 

8006250010 Notification 800613 meeting w/ufcil in Betti esda. MD to 
dlicun resumption of schedules for Facility licensing 



review 
HuOD.D B 



Licensing Branch 2 0Q/06/O2 7pp 



BGQi2003Al Forward* neiu application page as replacement for original 
lubmitttd OOO53O Replacement page necessitated by clerical 
error consisting of incorrect amend number 
COOK. U Consumers Pcuer Co BO/Oi/li 2ji p 

-- 9QO62QQ3(.5 rtmend 7B to application far CP t, OL. revising application 
page to correct amend number 
COOK, J U Canaumera Pc-uer Co SO/06/ 1 I lo 

8QDb300SO Kor wards requests far add 1 field eip lora t ions & info Corpi 
of En-jinesn has requested addl borings >j soil data to 
permit verification, of util c one lusvons re plant fill 
settlement problem ', foundation design 

H.NIQHTi J P Assistant DireLtoi for Component! !. Structures 

Engineering aO/O6/S3 7pp 



B00630Q655 Forwards rev 
soil data 
MCCALLIBTEfl, P Army.Dept c-f. Corps of Engineers 



Encl 1 to 80O327 request for addl boi-ingt 
80/O4/30 ipp 



8006340407 fldvisas HFtC that ubil h-ai developed tontative ttmttable for 
submitting cost *< const schedule revisions Info uill be 
incnr porated into HBVISIOH il of enviion rept t- submitted to 
MRC bg BOO915 
COOK, J W Coniumei-s Poiuei? Co SO/Qt>/SQ If 

F Security, tasdiejl, emergency (c fire protection plans 

80Q513Q317 Forwards c lar i f iia tion of- NRC requirements for emergency 
response facilities defined in 790913 Itr Addl specific 
criteria -for facilities under development 
EI3EWHUT. D Divliton at Operating React-ors 80/04/25 61pp 

0006230031 UotiFicatioii of BOQ&l 1 meeting ui/util in Beth*d.a, HD to 
dlicuss f-aclliti) security plan 
HODD. 1J 3 Licensing Branch 3 90/O6/10 3pp 



Response to CPC 300527 motion for partial consolidation of 
discovery (loves tor permission to poatpone furthei response 
until determination of intervention Urges permission for 
800627 filing if postponement denied W/Certif icate of Svc 
RATON, U D Hearing Branch 4 30/06/16 Bpp 

8006330365 Petition to intervene re order for mod of CPs Alleges 
inefficient oiercise of atomic energy use luhich will create 
advene environ etfccts on Cities ai Mid landi Sag inau \t Bay 
Citij Certificate of Svc end 
GILBERT. C Aff il lation Unknown 8O/06/16 3pp 

S00630O423 Hequests admittance as intervenor in hearing re CP mod 
Admittance on previous occasions accepted 
MARSHALL, M H liapleton Intel jenors BO/O6/23 Ip 



H Qenera 1 cor 



Requ 
19fl5 West Par 
COOK, J U CD 



jsts that 
iflll Road, 
isuners Po 



ture correspondence bt 

:,son. ril 

r Co SO/O6/05 Ip 



nailed to M Cook at 



Ad jud ic 



correipondenc o 



B006U025B Praises HRC position r* insp ft testing of safety-related std 
concrete items t, objections due to eice^jtians taken tn 
concrete const Requests info re implication in NRC BQ0532 
Itr to util that eiceptiona in QC requirements made 
MARHSALL.U H Mapleton Intervenors aO/06/OS 2pp 

9006170569 Notifies of inability to attend B00613 meeting in 

Bethesda.MD due to lack of timMy info Requests that tifnolij 
notification be given in future 

(1ARSHALL,N H llaplfiton Intervenors QO/O6/14 Ip 

3006300392 Forwards WH Harshall 80041O Itr re const of facility 
Requests copy of reply 
DUfIENBERGEfl,D Senate. Finance BO/06/ IB Ip 

- -9006 300395 Urges Commission to take action to halt facility const 
Citizen rights are being overlooked by imposing future 
radioactive abuses !* conditions in violation of 
Constitution Ltr uill be sent to all senators neus media 
MARSHALL. UH Aff 1 1 lat i on Unknown BO/O'l/10 2pp 

K Utility Final Safety Analysis Eleport (FSAR1 *4 amend* 

300609030B Foruarif? Revision 2B to F9AR tj. supplemental piping d 
instrument ret diouings Amend 77 to combined CP fa QL 
application one 1 Draumigs available in Central Files only 
com. J W Consudiers Paiuar Co BO/05/3O Ip 

B006O90309 Amend 77 to combined CP fc DL app 1 iiat 1 on. revising (. adding 
info tn FBAR 
COOK, J W Consumers Power Co SO/O'j/^O Ip 

8Q06090312 Revision 28 to P&AR, provid ing changes in various sections 
resulting from routine doslgn developments ! re-review 
program Constitutes Amend 77 to coribined CP I, L1L 
app 1 ication 
* Consumers Power Co ao/OI/30 SSOpp 



800AI20045 Respnnso in oppnsition to H Sinclair 600402 motion to 
produce documents Reserves right to move for protactlve 
ordvr if compel lad to produce Request is too bioad & outside 
scope of proceeding Certificate of Svc encl 

FARNELL'A 5 Consumers Power Co FAHfJELL.ft S Ishamr Lincoln < 
Bsalo QO/05/O7 App 

B00.0500-14 Ansuer In support of NUC 600130 (notion for U nuance of 
amndd notice of hearing re 7912O6 order modifying CPi 
Seconds URC request to serve copies of amendiiuhen granted, to 
all DL proceeding parties Certificate of Svc end 

FARNELL.ft S Consumers Power Co FAHNELL,A E fsham. Lincoln ti 
teale 00/O5/1S 3pp 

SOQ605O5>5 Adviiea that CPC aneuer to HfIC motion for amended notice of 
hearing (t CPC answer to notice of hearing re CP nod h*ve 
been incorrectly served 
SMITHi I M Atomic Safety and Licensing Board Panel 80/05/20 Ip 



uOO61803>2 Forwards Certificate of Svc for Amend 7S to CP tt OL 
appl icationsi consist ing of Revision 20 to TSAR 
L Consumer's Powot Co 80/06/09 Spp 



B00i24039=? Forwards Certificate at Svi for QOOcill Itr submitting Amnd 
79 to application fav CPs OLs. cons 1 st i ng of Revision SB to 
FSrtR 
BRUNNER.J F Consumers Poujer Co 00/06/20 



2pp 



M Antitrust tori es pondence 



B0063303BO Responds to HOO53O 1 tv seeking status of proposed cettlciMnt 
consideration ASUQ unable to predict date of formal decision 
but decision process is entering final phase 
CLARK. M K. Atomic Safety and Licensing Board Panel 00/06/16 Ip 
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Q Inspection 



IE Bulletins 



6006170755 Foruiards IE Insp Repts 5O-327/HO-1O > 50-33O/00-10 on 
800301-29 >, notice of violation 

FIQF1ELLI.G Region 3. Chicago, Reactgi Construction t Engineering 
Support Eranch BO/04/26 ?pp 

BOQ617Q75B Notice of violation from insp on BOQ3Q1-39 

Region 3. Chicago, Office of the Director 90/04/33 Ip 

-- -B006170763 IE Insp Repta 50-3^9/QO-lO * 50-330/SO-1O pn B002O1-39 
Noneompl lance noted failure to piopeily follou uiort 
procedure foi trail fit-up of internal cnre support 
assembly 

KNOP.. (( C - COuK.fl > (legion 3, Chicngo, Offlcs of the Director 
S3/04-22 6pp 

3006060017 Advises that complete teJLeuj of ceitain ASHE safety-re letnif 
plpffs was aulinittod in 7<VO716 response to IE Bulletin 79-03 
Actions '. conclusions described doss out IE Bulletin 79- 
03A 
HQHELLiS H Consumers Pouier Co BO/O5/Q7 Ip 

Q006060223 Foruards corrected pages to IE limp Ropta 50-329/00-09 V 
50-330/80-10 

FIOHELLIr G Region 3. CMcago. Reactor Construction & Engineering 
Support Branch 80/OS/lr' Ip 

--BOO-6O&0226 Corrected Pages I 4 3 to IT Insp Repts 9G-329/SO-0'? t 
5G-330/BQ-10 on 800201-39 

CQQX.fi J i KHOP.R C Region 3, Chicago, Office of the Director 
eG/05/09 2pp 



-SO0636Q3'13 Hesponds to NHC 80O426 1 tr re violation nnfced in IE 
RBpts 50-329/80-09 it 50-33O/BQ-10 Corrective actions 
none omropmanc e rept re failure to approve acceptance 
criteria mod for reactor vessel levelness mas Issued 
COOH J U Consumers Poujcr Co 20/05/23 3pp 



R Periodic operating reports t- related correspondence 



300630043"? Faruaids Dec h te 1 , B&W 4, CPC noncon f nrmancc reptfij Bnchtel 
tinnconf ormanCG rept log shsets ', Qh requests ! CPC 
corrective action repts for month ending B00531 
COOK. J W Consumers Power Co BO/04/13 400pp 



Reportablu 



LERs i mlated COT t esponrtonce 



aOO620000Q Part 21 rept re classification of dampers BechtBl Power Carp 
cl^a^ifias daaiprs AS ttcjns.afeti|-r^latied cq.uiprnent Dampen 
do not have potential to create auhs t.iii t la 1 safety hazard tt 
do not foil under Part 1 reporting requirements 
SLCMN. D E American Warming ', Ventilating, Inc 00/06/03 



app 



aOQ6EQ0024 Final Part 21 rept le miled heat of steel supplied hi; US 
Steel from which 4- inch elbows & 2- inch tees were mfg to 
A234UPD requirement I rives tiga t Ions conducted * closed at 
46 listed facil Ittot 

i J L Chomtron Corp , Tube Turns iv 90/06/06 3pp 



BOOt 18036 6 Interim deficiency rept re internal containment coatings 
having loss of adhesion between successive lagers of coating 
ags Procedures * testing muthods for removal of failad 
coatings under preparation Noil rppt uill be lent bg BO091S 
COOK. J W ConsumBi'5 Power Co BO/06/11 3pp 



G0062S03O6 Forwards IE Insp Repts 30-329/QO-l 1 4 3O-330/BO-12 on 
a004 30-050? No none omp 1 lane B noted 

FlaRELI_l,G Region 3 P Chicago. Reactor C onstruc t ion t/ Engineering 
Support Branch 80/05/16 2pp 



BOD63S03OO Ack receipt of BOO51A inlerim rep t re reactor vassal broVen 
anchor bolts 

F10RELLI.O Region 3, Chicago, Reactor Com true tton ii Engineerinu 
Support Branch BO/0&/1 I Ip 



BOO623Q31O IE Insp Ropfcs SO 3.J9/8Q~ll ' 50-330/BO-12 an B0043O-0902 
No ncncompl iance notoil Major areas inspected ins ta 1 latioti of 
safety-related hungers t- restiamts ' revieui of QC records 
DAMIEL-SONi D H Region 3. Chicago, Reactor Construction 1 
Engineer-mo Support Branch t-IN, 1 T Region 3. Chicago, Office of 
tne Director E!0/05/IS 5p p 

Q006300139 Forwards IE Insp Repts SO-SSWBO-H tr 50-330/00-15 on 
aoo5O2 No noncomp 1 iance noted 

WEPPLFR. J G Region 3. Chicago, Office of the Director BO/O3/22 
2pp 



8006350360 Ac k receipt of 8000E2 interim deficiency rept ro N8B9 
cumponent identification Will revieu final rept on mattor 
upon receipt 

FIQRELLI.O Region 3, Chicago. Header Cnntructlon t Engineering 
Support Branch BO/06/ll Ifl 

BOO&1&OOO3 Interim deficiency rept re Unit 1 reactor vtnal bra-hen 
a-nchor bolt Foruards Addendum 1, "Investigation of 
Pvoaarvice Failure oF Midland Reactor Pressure Vessel Anchor 
Studs " Neit ropt will be sent bg OOODO 1 
COOK, J H Consumers Power Co QO/Ofi/12 2pp 



--B0063C.0152 IE Insp flapts 50-329/aO-H t< 5O'33O/HO-1S on B00502 No 
noncomp 1 innce noted Major areas inspected reactor vessel 
holdouin anchor bolta (, Region 3 findings on allegations re 
heating t ventilation installation 

KNPP. R C Region 3, Chicago. Office of the Director riORELl-I.Q 
Region 3. Chicago, Reactor Construction >t Engineering Support 
Branch BO/05/21 4pp 

8006230-213 Responds to IE Bulletin 79-03A, "Longitudinal WelO Defect* 
in AEME EiA-312.Tupe 304 Stainless Stool Pipe " Further 
revieui of manufacturers of A3ME 8fl-31?.Type 300 8eri 
ueliJeif pipe indicates i of in util B00507 1 tr is incorrect 
CDOK. J W Consumers Poiuer Co QO/06/04 Ip 

80062-10535 Formflrda interim response to IE Bulletin BO-OS. "Vacuum 
Conditions Resulting in Damage to Chemical Vol Control Sys 
Holdup Tanks " Vacuum iclief valves ui 1 1 be covered bg 
periodic maint program 1-ist of Insp tetults end 
CDDK. J W Consumers Power Co SO/06/09 ipp 

GOD6200527 Ack receipt of 80O915 Ur informing NRC of itep taken to 
correct violations noted in IF tnsp Repts 50-337/BO-01 d 
50-330/BO-01 

FlORELLIrO Region 3, Chicago, Roactor Construction ft Cng Ineering 
Support Branch. 00/06/10 Ip 



8006160003 Addendum 1, "Investigation of Pi-e*erviCB Failure of Midland 
Reactor Pressure Vessel Ancfior Studs." for Bechtel Corp 
Toledijne EnolnuerinB Services Tn-33B7-l ADD1 60/06/06 
23pp 

B006ia0469 Interim deficiency rept re camponont nullification test 
d o-cumeiitation re-revieui Util developing prooram d schedule 
to complete rovieui t> provide associated documentation 
ruq,uestad Interim or final rapt will ae te-nt by 5.00919 
CQDK.J H Consumers Pouier Co BO/06/13 60ps 

6006300277 Interim deficiency rept re potential ovirstressed condition 
in letdown cooler supports BtW analqils of nanle Saad* for 
effocta on support structure is complete Loads are confirmed 
to exceed all-ouiable loads Dedesign planned 
COOK, J W Consumers Power Co BO/06/ 1 1 9 Ip 

V Operator Csami natio-ns 

8006310161 Act- receipt of (iO 0-1 l-l Itr rq.ueting revieui of addl training 
for future applicants for licenses Concurs u/proposal to 
license nine senior operators at SBq.uo.ijah for participation 
Ji licensed personnel at Watts Gar 
SCHHENCER.A Licensing B^anc^ 2 80/O6/03 2pp 



--B00o200537 Responds to HRC BOO'llB 1 tr pe violations noted in IE Insp 
Repts SO-ja^/ao-Ol * 90-330/90-01 Carrertive action* freeie 
will be placed on implement trig design changes 9O days prior 
to scherfulod turnover 
COOK, J U Consumers Power Co 80/09/15 3pp 

8006260335 AcR receipt of 800522 Itr Informing NRC of ateps takn to 
correct violation noted In IE Inap Repts 50-329/80-09 & 
90-330/BO-10 

FIORELU1.Q flegion 3, Chicago. Reactor Construction t< Engineering 
Support Branch 80/06/11 Ip 



DOCKET 50-330 MIDMND PLANT, UIJIT 2 

A App Itcation/tOTistrucbion stage documents & correspondence 

8006230110 Advises BUR i PKR applicants of NRC decision to modify 
Implementation plan pre-sonte-d In Section 4 of MUnEQ-0577 re 
adequacy' of applicable -support structures General operating 
reactor review procedure fc acceptance crltei-ia end 
EIBENHUT.O 9 uivision Of Licensing 8O/05/SO I3pp 



142 



DOCKETED ITEMS 



9006200062 Notification of 800613 meeting u/utll in BeUesda, J1D to 
discuss resumption of !< schedule far licensing review 
Agenda t, background into end 
HOOD. D S Operating Reactors 2 ranch 3 80/06/02 5pp 

800fi2500tO Notification SQ0413 meeting u/util in fletfiBida, MD to 
dfieuss resumption o-f schedules for facility licensing 
revi*u 
HOOD, S Licensing Branch 3 BO/Oi/02 7pp 



800-6230365 Petition to intervene re order for mod of CPa Alltgoi 
Inefficient eiercise of atomic energy use tiihich mill create 
adverse environ effects an Cities of Hid land, Sag inau & Bay 
City Certificate of Svc end 
GILBCRTiC Af Fi] latien Ufilncu,ri 80/06/16 3pp 

8006300,123 Roquetts admittance as intervenor in hearing re CP mod 
Adnl ttance on previous occasions accepted 
MARSHALL. M H Mapleton Inteivenors 80/06/23 lp 



B006i20036-l Forwards nan application page at replacement for original 
submitted BO 0530 Replacement page nee eisitatei! oy clerical 
rror {unsliting of incorrect amend number 
COOK.J W Consumers Pauor Co 90/06/11 2pp 

BOO"63003Q5 AmenJ 70 to application far CP t- OL. rrvis ITIJ application 
page to correct amend number 
COOK, J It Consumer! Power Co 39/04/11 lp 

BOOi 160242 Forwards "Independent Piping Anaiyiiii Mi d land Unit 2 
(Current Design Info)." in response to NRC B004IO request 
Over-lire dTautno-s encl 
CODK.J U Consumers Power CD 60/04/13 iOOpn 



Forwards requests For add! field e>p lorationi 1 info Corps 
of Engineer* hai requested addl boring* & soil data ta 
permit verification of util cunt lulont r-t plant fill 
tit Clement problem t foundation design 

HNJOHT. J P Antstant Director for Component* i Structures 
Engineering BOf 06/13 7pp 

0006300653 Formrdi n vised End 1 to HQ0357 request /or ddl boring* 
oil data 
MCtALLIBTEH. P. Armu.uept of. Corps of Enjlneri 30/04/30 &pp 

8006240409 AdviiB* KRC tAat uttl has tfivelaped tentative timtj6)* for 
tubmittlng co-it & canst icbeiJule r*vlilont Info will b> 
incorporated Into R*vlion II a* nvlTDn rapt fr lubmitteil to 
NRG b(j 300913 
COOK, J U Canti/mirt Pouitr Co BO/Ofi/20 tp 



F 8eci>rltu< 



emergency t fire protection 



9009130317 Forwards clarification of MRC requirement* for emergency 
riponi* fairilltiei deflnad In 7-70713 Itr Addl iftcltic 
crlt-iria for facilities under dev*l opmant 
EISENHU1%D Dlvitlon of Opiratlng Reacton BO/04/S5 41 pp 

8006230031 Notification of 800611 meeting lafuiil in Of th*idn, HD to 
diiculi Facllltu leciiritv plan 
HOOD, D. S Licencing Branch 3 80/06/10 3pp 



AS judlcatorj carreapondeinca 



H Oenerjl cor re*pondenci 



8006110073 Renuasts that future c orrespondance he mailed to JU Gaol *t 
1945 knit Parnall Roadi Jac tson- MI 
COOC-J a Consumers Power Co 60/06/05 lp 

BOOAI1035B Praises MfIC position re insp & testing of saf Bty-reUtid tH 
concrete items t, objo-cttons due to eicaptions taken in 
concrete canst Reqiiests info re implication in HKC B00352 
Itr to util that eiceptions in QC requirement* made 
HARHSflLL.WH Maplecon Intersenors 80/06/05 2pp 

6006170569 Notifies of inability to attend 900613 meeting In 
Bothetdfl. HD due to lack of timely info Requests that timely 
notification be given in future 
MARSKALL.H H rtapleton Intervcnnrs BO/Oi/H )p 

6006300392 Forwards WH Marshall S00410 Itr re const nf facility 
Requeits copij of replv 
DUHEWDEROER, Senate, Finance BO/Oi/lB lp 

BCOii3003?5 Urges Cnmmlsuon to take action to halt facility contt 
Citlien rjjhts are being overlooled Oil imposing future 
radioactive ahusci t/ conditions in violation of 
Constitution Ltv will be sent to all senators t* neui media 
MARSHALL.W K Affiliation Unknown BO/04/10 2pp 

K Utilltg Final Bafetu Analgsis Report (FSAR) . amends 

B006Q9030B Forwards Revision SB to F5AR S- aupp lemontal piping <" 
Instrument re? drauilngs Amend 77 to combined CI* t, OL 
application end Drawings available In Central Files only 
COOK F J H Consumers Power Co 80/03/30 lp 

B00609O30 1 ? Amend 77 to combined CP . OL app 1 ie ation. rev! si nfl It aJJLuj 
Info to FSAFt 
COOK.O U Consumer* Poiuer Co 80/05/30 lp 

SOOA09O313 Rcvlsioni SB to FSARi provid ing changes in various itctlanl 
resulting from routine design developments t re-revieu 
program Constltutas Amend 77 to combined CP ti GL 
app 1 icat i on 
" Consumers Power Co BO/05/30 SSOpp 



3006150045 ftespanse in opposition ta M Sinclair BOO 102 motion to 
produce document! Reserves right to move For protectivt 
order if compel led la product Raqueit 1 too broid k outside 
scopt of proceeding Certificate D f Svc end 

FrtRNCLL.A B Contumer Power Co FARNGLL.A 5 IiMm. Lincoln fc 
Beali EO/&5/O7 6pp 

aO40300-4-l Anuer jr mpport of NflC B00430 motion for iiiuanc of 
jxihfndcd notice of hearing re 791206 order modify Inn cpl 
Etcondi HRC rq.ue*t to nerve copin of jmindr mhin granted, to 
all OL proceeding parties Certificate of Bvc etlc 1 

FARNELU.A S Consoraers Poiiei- Co FAfiNELLiA S lohim. Lincoln it 
Bella 80/05/IS 3pp 

B004050565 Aiviiei that CPC answer to NRC motinn for *mnd*d notice of 
hearing It CPC aniuler ta notice of hearing PI CP mod rtflvt 
been incorre-ctlij irvd 
SMITH, I Atomic Safety and Llcetisinj Board Panl BO/03/SO lp, 



Forward* display advrt Hetnent ra hearing on order for mod 
of CP Advertisement wsll be printed in local n>uiipap*ri FR 
notice of hearing & amended no tic* of hearing utre publlvheif 
HO0320 A Q92B, respectively 
SCHWENCER, ft Licensing Branch 3 BO/05/30 lp 



GO Oil BO 3d 2 Forward* Certificate of Svc for Amend 78 to CP & DL 
appl icatlonsi consist ing of Revision 28 to FSAR 
BACON, J L Can turners Power Co 8O/06/0? Sop 

SOQ6S'1O3 H ? [ ? Forwards Certificate of Svc for B00611 Itr submitting Affltnl 
7B to application for CPs t, DLs. consisting of Revision 20 to 
FBA.R 
BRUHMGR.J F Consumers Poiuer Co BO/06/20 2pp 



Antitrust correspondence 



800iB3O3SO fiesponrfs to SOO9CIG Hi- seeking status of propo.ed *ttlrnf 
conJlderation ASLB unable to predict data of formal decision 
but decision process fs entering final pnasi 
CLARK, H K Atomic Safety and Licensing Hoard Panel BO/06/16 l# 

Q Inspection reports^ IE Bulletins 4- correspondence 



Forwards IE Inep Rapt SO-330/80-O9 on 800333-27 No 
noncomp 1 lance no ted 

FJORELLIiO Region 3, Chicago, Reactor Construction I- Engineering 
Support Branch 90/04/96 2pp 



IE Insp Repfc 50-330/80-09 on 800325-27 No noncompllanit 
noted Major areaa Inspected containment preitresslng uiork 
procedures, mork activities fc quality records 

HAVES, D U Rogion 3, CMcago, Reactor Con*truction d Englnerinj 
Support Branch GALLAGHER. G J Region 3. Chicago. Offie* at " 
DirctoT BOYO4/IB Ipp 



DOCKETED ITEMS 
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SOOiil70755 Forwards IE Insp Repts 50-329/80-10 (. 50-330/BO-10 on 
SOOaOI-2? > notice of violation 

FIDHELLIjG Region 3. Chicago, Reactoi Construction te Engineering 
Support Branch 80/04/26 2pp 

000617075B Notice of violation from insp on BOQ201-29 

* Region 3. Chicago. Office of the Director BO/04/22 Ip 

B00il70763 IE Insp Repts SO- 329/BO-IO * 50-33Q/BO-10 on BOOB01-29 

None nmp 1 lance noted failuie to proparlu, folloui uior k 
procedure Foi trail fit-up of internal core support 

HNOP, R C . CODK, R d Region 3. Chicago, Office of the Director 
BO/O4/22 6pp 

0006.060017 Advises that complete i evieiu of certain ASME sat ety-relatsd 
pipe? was submitted in 79O716 response to IE Bulletin 71-03 
Actions I conclusions described close out IE Bulletin 79- 
O3A 
HOWELL, S H Consumers POLJBP Co 80/05/O7 Ip 

BC"Ot.06Q223 Forwards corrected pnges to IE Insp Repts 90-329/80-09 (. 
SO- 33Q/HO-10 

FIORELLIiG Region 3> Chicago, Reactor Construction & Engineering 
Sopport Branch SO/05/12 ip 

8006060226 Corrected Pages 1 I 3 to IE Insp Repts 50-32"7/BO-Q9 ti 

50-330/80-10 on 000201-29 

COOK. R J - KNDP.fi C Region 3. Chicago. Office of the Director 

SO/O5/O*? 2pp 

BQQ4-2SQ3O6 Forwards IE Insp Repts 30-329/80-11 tt 50-330/BO-1E on 
6OO43D-O30S No noncorop 1 iance noted 

FIOHE-LLI.G Region 3' Chicago. Reactor Construction & Engineering 
Support Branch 00/05 /I 6 2pp 

6006350310 IE Imp Rept! 30-329/00-11 * 50-33Q/BQ-12 on 800430-0502 

No nnncomp 1 ionce noted Major areas inspected installation of 
saf e tij-ra lated hangers it restraints > reviou of QC recordi 
DANlELSDNi I) H Region 3. Chicago. Reactor Construction & 
Engineering Support Branch YIN, I T Region 3, Chicago. Office oP 
the Director BO/05/15 5pp 

8006300137 Forwards IE Insp Repts 5O-32 1 ?/BO-I4 t, SO-33O/BO-15 on 
800502 Ma noncomp 1 ionce noted 
KEPPLER, J Region 3. Chicago, Office of the Director 80/03/22 



8006300153 IE Insp Rants SO-329/BO-I4 t 50-33O/BO-1S on 800502 No 
iiancainp 1 lance noted Hajoi areas inspected reactor votiel 
holdnun anchor bolts * Region 3 findings on allegation! re 
heating 1 ventilation installation 

KNOP.R C Region 3. Chicago, Office of the Director FIORELLIiO 
Reglop 3, Chicago, Reactor Construction !< engineering Support 
Branch 80/05/21 4pp 



It Periodic operating reports t, related c orreipon-d ence 

BQQ630O437 Forwards Dechtel.B&U t. CPC noncon f oi-mance rep-t. Bechte I 
none onf ormanc e rept lag sheets !. Qft requests 1 CPC 
corrective action rep fcs for month ending BOQ33] 
CODK i J M Cansurners Pocuer Co BO/06/12 



S Repartable occurrences. LERs >j related correspondence 

B00620OOOB Part 21 rept re classification of dampers. Bschtal Power Corp 
classifies dampers as nonsaf e tu-re lated iqulpment Dampen 
do not have potential to treate substantial safetu haiard % 
dn not fall under Part 21 reporting requirements 
SLOAN.D E American Warming R Ventilating. I nc BO/06/03 So p 

B006200024 Final Part 2t rep fc re mufld heat of stel upplid bu US 
Steel from which 4-inch elbows 2-inch tees luere mfo, to 
A231WPB renul rement Investigations conducted t closed at 
46 listed Facilities 
SEAY, J L Chemtron Corp , Tube Turns Div 80/Q6/O6 3pp 

8O061BO266 Interim Sofictencij rept re internal conta i nniBnt coatings 
having loss of adhesion between, successive laijeri of coating 
sus Procedures it testing methods far removal of failed 
coatings under preparation Me 1 1 rept uiill be sent by BQO913 
CODK. J W Consumers Pouer Co BO/Oi/li 3p p 

800623 O20O Ac fc receipt of HO0516 interim rept re reactor vatitl brokan 
anchor baits 

FIORELLI,S Region 3. Chicago. Reactor Construction b Englnteringi 
Support Branch BO/Oci/ll Ip 

a00623O36O Ac k receipt of B00522 interim deficiency rept ve NSBS 
component: Identification Mill review final rept on matter 
upon receipt 

FIORELL1.0 Region 3. Chicago. Reactor Construction & Engineering 
Support 3 ranch 80/Ob/ll lj> 

B006160009- Interim deficiency rept re Unit 1 reactor vt-inl broken 
anchor bolt Poruardi Addendum 1. "Investigation of 
Pre-iervice Failure of Midland Reactor Pressure Vessel Anchor 
Studs " Not rept mill be vent hu 800001 
COOX,J 17 Consumer! Power Co BO/Oi/13 Zpp 

8006160009 Addendum I, "Inves 1 1 gat 1 on of Prorvlc Fallurt of Kidland 
Reactor Prenure Vessel Anchor Studs. " far Bechtel Corp 
# Teledyne Engineering Service* TR-3BB7-1 ADD! BO/04/0& 
2Spp 

8006IBO4&9 Interim deficiency rejit re component qualification tt 
documentation re-revleu, Ut i 1 davelnping progrim tr ichedule 
to complete review i pr-ovi-dp associated documentation 
requested Interim or final r*pt will be sent by B00919. 
CBBK, J W ConsufflBrs Pguer Co BO/06/13 AOpp 



8006330213 Respond* to 1C Bulletin 7t-O3A. "Longitudinal Maid Defects 
In A3ME BA-3i2,Tupe 304 Stainless Steel Pipe " Further 
Tivieui af manufacturers of ASME EA-312,Tgpe 300 Serin 
melded pipe Indicates ref in util B00507 1 tr is incorrect 
COOK. J U Consumer? Pouier Co BO/O6/O4 Ip 



3006300377 Interim deficiency rept re potential ovtrfcr *d cc 
in letdoun cooler iupportfl BtlJ analysis of noiile loadi for 
effects on support structure Is complete Load i are confirmed 
to dtcetd allouable load* Redasign planned 
COOK. J H Consumers Pouer Co 90/06/19 |p 



8006240595 Forwards interim response to IE Bulletin BO-05, "Vacugm 
Conditions Resulting In Damage to Chemical Vol Control Sys 
Holdup Tanks " Vacuum relief valves will be covered by 
periodic maint program List of insp result! end 
COOK. J U Consumers Power Co 80/06/07 cipp 

HOOA2OOSa7 Ach receipt of B00515 Itr informing NRC of stepi taVtn to 
correct violations not erf In IE Insp Repts 50-329/80-01 & 
30-330/BO-Q! 

FIORELLI.Q Region 3. Chlcagoi Reactor Construction t* Engineering 
Support Dranch BO/06/10 Ip 



DOCKET 50-33! BVANE ARNOLD ENERGY CENTER 

F Security, medical, emergency t> fire protection plans 

3004030247 Nntlflee that nlui telephone syi called Health Ph(j*ic 
Network (HPN) has been installed at site Su.s IntBndtd for 
me during emiroencles tn link all p-ouer plarti (. NRC 
Emtrgency Notification Sys hotline cjlll alio be ut*d 
KGPPL6R,J O Region 3, Chicago, Office of tti* Director 80/04/la 



B006200537 Responds to NRC B0041B Itr re violations ndtaif in IE Insp 
Repts 50-3a?/BO-01 ft 50-330/BO-01 Corrective actloni freeze 
will be placed on implementing design change! 9O dju,i prior 
to scheduled turnover 
CODK i J M Consumers Pouer Co SO/05/19 3pp 

B006a&0329 Ack receipt of 600522 Itr informing NRC of itepi taken to 
correct violation noted in IE Insp Repts 50-329/BO-09 ti 
50-330/80-10 

riQRELLI.G Region 3. Chicago, Reactor Construction !t Enginterlng 
Support Branch 90/06/11 Ip 

H0062iO34S Responds to NRC SOO42& Itr re violation noted in IE Insp 
Repts 80-329/flO-O 1 ? 4 50-330/80-10 Corrective actions 
none crtni ormance rept re failure to approve acceptance 
criteria mod for reactor vessel levelnais uas issued 
COOK. J \1 Consumers Pouier Co 60/OS/22 3pp 



B006040144 Forward* Teviu of ffnersency plan against criteria contained 
in NUREO-OibSI Per 600423 mee ting, a Ian will be revised to 
incorporate NRC revleu t- resubmitbed by B00t23, 
IPPOLITO, T A Operating Reactors Branch 2 60/05/15 lipp 

B00609O4B7 Forwards proposed role entitled, "Fire Protection Program 
for Nuclear Power FUntt Operating Prior to 790101," Rule 
addi ncu Section SO 48 It App R to 1OCFRSO b li expected 
to be published in FR by end of rtay. 
EI9ENHUT.D Division of Licenting BO/03/ t 9 ' 4oap 

3 00603036 5 Forwards fir* protection revleuii I ttra 3 2.3 re fire barrier 
penetration test data, 
HALLrfi E Qrookhaven National Uaboratary 8O/03/22 Spp, 
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B006130063 Forwards rovlsed Page* 1-14 '. neu Page 1 4a for proposed 
ruli 1CCFRSO "Ftre Protection Program for Nuclear POUIBI- 
Plant* Operating Prior- to 790JOI." transnittei! bu NRC BOO519 
1 tr Page l<la not enc 1 
eiSEMHUT.U Division of Licensing 80/05/22 73pp 

3006190113 Flequsits part it i pat ion in study of p sop 1 e-related problems 
in nuclear safeguards NRC repre stntat i v*s will viiit 
facility It interview satuntu, mgt personnel 
IPPOL1TO, T A Operating Reactor* Branch S 00/06/03 2pp 

8006140133 Discusses commitments made during 900430 meeting Revised 
emergency. plan will be -submitted bij B00733 Response to 
NflC 800307 Itr re radiological & environ monitoring mill be 
provided by B00627 
RQOT.L D loud Electric Light I* Pouor Co BO/OA/04 1(> 

EiOQ6iQ122 Forwards status iuramarij of fire protection safety 
evaluation open i-asuesiURC positions on issues t QNU 
evaluations of fire protection review 
1PPCL1TQ. T A Operating Reactors Branch 2 BO/Od/04 5pp 

6006.170&39 Forward* partial response to 791033 Itr re alternate safe 
shutdown capability Heiponse partial ! should be considered 
preliminary Detailed analysis in process of final revle-u 
Final review of analysis should be completed ml th in two- uk* 
RQOT.L D loiua Electric Light b Pouor Co BO/06/05 3pp 



aOQ62502B& Safety evaluation supporting average pouior range monl lor 
channel g<ui adjustments dui ing reactor startup t. appioach 
to Full power 
Operating Reactors Branch 3 BO'O6/11 3pp 

Q00623037O Submits schedule for response to NRC 800423 Itr re *ltc* f.1 

dc pouer supply failuie on ECCS per Formaiice Response dj 1 ] i bt 

pmvitfod bi| E3O0731 
nOOTiL D loua Electric Light ', Power Co 00/O6/16 !p 

S0042305O1 Forwards ptoposeil changes to facilitcj Tech Spa-ts par NRC 
B0041O request & 10CTR30 59 ', 1OCFR5O 9O requirements 
HDOTiL D louia Electric Light '. Power Co BO/06/17 Spp 

--6006330504 Pioposcd reactor Tech Spoc change 121 , amend i nj flp[ rt of 
License [JPR-4 1 ? Reflects request Far more detailed definition 
of "op-arablei" deletes single rec i rcu lat inn loop license 
amsnd ' updates facility staffing aection 
loua Electric Light ', POUJOI- Co 130/06/17 33pp 

Q Inspection reportsi IF Bulletins >> correspondence 

60063O0102 Foruiard? IE Clicular BO-OB, "BUR Tech Spgc I nconsittinei - 
Reactor Protection Sys Response Tine " No lurltten response 
requ i red 
KEPPLCR.-J G Region 3, Chicago. Office nf the Director tlO/01/19 



S0061B0400 Submits ipBci.il rept re standby diaiel generator day tank 
room tin protection sprinkler ys fiept describes, sprinkler 
modi *- corrective actions taVen during SUB inoperabl 1 i ty to 
ensure plant safety 6 re-store sol-inkier sys capability 
MINECK. D L Iowa Electric Light fouer Co SO/Oi/09 2pp 



6OO&1707&1 Forwards IE Insp llept 30-331 /EIO-06 on BOO407-10 No 
none amp liance notetf 

FIOHEt-LI.O Raglc-n 3, Chicaoo, Reactoi Construction fc l-iiglmiriri] 
Support H ran ch QO/05/09 3pp 



SOO&230270 Buranary of 000529 ncetino w/utll in Dotbeida.Hn r emergency 
prnfiaredneis for facility 
HEVERNi T A aperatln>g Reactors Drancn S QOXOi/ll 4pp 

80062401S3 Foriuards page change* to modified amonded mcurlty plan 
Changes uittrthald Irof 10CFR2 7901 
RODTiL D loya Electric Light ! Pouer Co BO/06/17 lp 



Ad judlcatnry correspondence 



8006160091 Order granting eitcnsion until 800625 for C-ommiailon to 
elect whether to review Director's 900213 dec is Ian dsnving 
petition fit Hark 1 containment under IOCF02 HOA 
CHILK, 8 J Office of the Secretary of the Commission QO/-06/11 



P Operating license staje documents >t correspondence 



BOOil707At IE In-sp Rept 50-331/90-06 on BOO'J07-10 No nonce-rip I Itnrr 
noted Major areas Inspected specs* pr ocodures, obsorvo tlan 0* 
uorfci internal torus mods b ultraGonic eiam of jot pump 
beams 

DAtJIELBDNi D H Region 3, Chicago, Reactor Construction t 
Engineering Support llranch HEV. U J Region 3. Chicago. CMlct 
the Director BO/03/02 6pp 



Forwards supplementary response to IE Bulletin 79-10 n 
audibility probl-om encountered during personnel evacuation 
Evaluation of slarni ays in inaccessible areas of plant 
identified two areas where alarm is not audible 
ROOT, 1. D loiua Electric Light t, Power Co BO/03/06 2pp 

a006030'lBO Forurardi response to Item 3 of IE Bulletin 79-26, "Loron 
La-it from BUR Control Blades " Shutdown margin tost verifli) 
that full withdrawal of any control blade from iBnan-Prci 
con ui 1 1 not result in cntlcality 
ROOT, U D loiua Electric Light j Pauer Co 90/O9/OB Spp 



BOOAO?01fi5 Forwards addl TMI-3 related renuiremencs to operating 
reactors Licensees requirements for THI Action Plan include 
shift manning, 1 icensing eiama & licensee d iiiejnl nati on 
o-f operating eipariencas Response requested within 3-0 dags 
EISENHUT.O Division of Llcensinj BO/03/07 19-Opp 



9 00606000 3 Forwards request for addl info re turbine due tTj(hn) tg 
learn more about underlying reasons for indications b 
probable growth rate IE Info Notice 79-37 tt summary of 
aOOlO 1 ? meeting ui/GE end 
IPPOLITO, T A Operating Reactors Branch 2 BO/OS/16 3ff 



SOOi0305-l-4 3ummari/ of 800122-23 meeting ui/MarV 1 auinerl group In Ban 
J-oitiCA re conf irma torij analysis A testing flrogrami 
cancernin.D Mark I containment long-tarm progrBm 
ORIMES.C 1 As*ttant Director for Plant Sutm 00/05^07 Bpp 



0006020062 Acfc receipt of B0050E1 Itr informing fJRC of &t*pi Uttn I* 
correct violations noted in IE imp Rept SO-331/DO-09 
DrtVtS, A B Region 3, Chicago. Tuol Facility !, Materials Sittly 
Branch DO/03/E1 lp 



BOOA1301Z2 flnquetti comments on NUnEO-OS77- "Potential for Lou Fracture 
Toughness t, L-aniBllar Tearing on PUSl Steam Onnerator It 
Reactor Coolant Pump Supports " Propose"] fevieu- procedure 4 
implementation schedule end 

G Division of Licensing 80/Ob/l? 72pp 



B006O200M Rispands to NRC B00421 Itr re violations notil in IE 
n*pt HCJ-33I /BO-OS Corrective actions plant supervisor* givin 
training an notification af unplanned releases !t batch 
sampl lug requirement K 
RQOTpL D toua Electric Light '< Pouier Co ao/03/OO 3pp 



QOOfr300A04 Ltr to all BUR license** formardlno "For Comment" edition 
of NUREO-061 1 ?, "DIIR reBduater No 1 1 1 e 1 Control Rod Drfvo 
Re-turn Line Nonlfi Ctacdiog ' C-oirments uLll be evaluated by 
URC prior to Final Imp lementa t ton ilfo encl 
EISEKHUT, D Division of Licensing flO/Ot/OS EEpp 



H006230205 Ac* i-ecetpt of B00130 Itr informing NRC of Itepi tlin 

correct violations noterl in IE Inup Rept 50-331/00-01 
HEISHMAN.R F Region 3. Chicago. Reactor Operations Nucliir S^i 
Branch BO/ 03/30 2pp 



Baponiis to NRC 600403 Itr re violations noted In IE [ni 
Rept 50-331 /60-CM Coricctive actions plant managers utrt 
advised af requirements of Tech GPHC 6 B 3 lhat temporary 
procedure changes be only minor in nature 
RODT.L D Iowa Electric Light * Pouier Co 80/04/30 3pp 



80DA260255 Rasponds U 1C Dulletin 00-06, "Engineered Safily P 
(ESP) React Controls " Test procedures are being developed 
to tett engineered safety feature equipment Foruiardi 
oversize drauiicigs Diauiings available in Central Files only 
I10OT.L D loma Electric Light t Pouer Co BO/Oi/1/ 3?PP 



B0062AO344 "Reactor Core Cooling Sys " Sheet 42 
* Dechtel Corp 78B1 73/19/01 lp 
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-800626O363 "Reactor Core Cooling Sgs " Sheet 53 
Bechtel Carp 7064 74/01/15 Ip 



-B00626O375 "Nuclear Steam Supply Shutoff S 
(ACTUAL REVISION STATUS DCR 706, BOQ304 ) 
t Bechtel Corp 70B1 74/04/11 1 p 



-6006260401 "Nuclear Steam Supply Shutoff Sgs " Sheet 10 
(ACTUAL REVISION STATUS OCR 708,800219 ) 
* Bcchtel Corp 7884 75/11/17 Ip 



8QOil70665 Updated LER 79-Oit/OlX-l on 790703, reiul ts of testing r 
I Bulletin 79- O2 Indicated potential generic problem 
id/anchor bnlbc not meeting seismic design criteria Caused bg 
faulty installation t Inadequate design 
DUDOST, E loua Electric Light !, Power Co BO/O6/09 Zpp 

8006230432 HO on SOQ519, stand bg diesel generator dag tank room 
sprinkler sys removed from svc for pod Mgd work took longer 
than anticipated It sprinkler sys Inoperable far more than 14 
day] Fire watch established until mod completion 
MINECK, I) L loud Electric Light fc Fouler Co 00/06/09 2pp 



-QO06260431 "Elementarg Diagram Nuclear StE 
Sh e e f 7 
General Electric Co 74/02/24 Ip 



Bupplg Bhutaff Bgs 



0006370250 Forwards LER 60-O21/03L-Q 

MINECK. D L iuua Electric Light & Power Co 



90/06/20 Ip 



000626047? "Elementarg Diagram Nuclear Steam Supplg Shutoff Sgs " 
Sheet B 
* General Electric Co 73/06/15 Ip 



R Per i od ic operating reports i related correspondence 



BOO619O'161 Forwards monthlg operating rept for Mag 1980 

MINECK.D L louia Electric Light & Pouier Co SO/06/13 Ip 



B006190464 Monthlg operating rept For Hag 19BO 
VAN 61CKEL. J lotwa Electric Light & Power Cc 



BO/O6/13 7pp 



S Reportable occurrences, LEHs ( related correspondence 

OO0611O335 00 on 300227. dur ing refueling outage insp of reactor core 
Isolation cooling turb ine, governor end ti pump end journal 
bearings upper caps found partial Ig wiped Cause 
undatermined Governor end 5- pump end journal replaced 
MINECK.n L Iowa Electric Light & Punier Co 80/05/33 2pp 



300.6030277 Forwards LER BQ-018/01T-0 

M1NECK,D L loua Electric Light & POIU 



9006O3029S LER BO-OIQ/OIT-0 on B0051<?.oil drain patcock on hgdraulic 
governor found open u/no oil Indication on sight gl<si Cauie 
unlnouin Petcock closed '/ oil added 
TODKER. D W loua Electric Light it Pouier Co 80/09/27 2pp 

B006030299 Forwards LER 00-O19/01T-0 

MlfJECK.D L Iowa Electric Light t. Power Co BO/OS/37 Ip 

BOOfcO30-141 LER 80-019/01T-0 on BOO520i three 5-amp fuses servicing rti fc 
C annunciator cabinets in panel 1CD3 bleu during shift alarm 
testing Resulted in loss of bath channels of core spraij 
aparger break detection alarm igs Cause unknown 
TOCJKCR.D W Iowa Electric Light If Power Co BO/05/27 2pp 



-~800i,270Eil LER ao-02l /03L-t> on B00524, uh i U performing HPCI operabilitg 
testing, HPC 1 turbine mould not reach rated speed ulthin 
required time Cauied by component failure Leather hgdraulic 
seal in stop valve replaced u/SUNA-N seal 
TOOKER.D W louia Electric Light & Pouier Co 00/06/30 tp 



B006B70a64 Forwards LER 80-OaO/03L-0 

MlfJECK.D L loua Electric Light tt Power Co 



-8006270267 LER 8O-020/03L-O on G00523 
testing of emorpencg bus time detag 
E7D undervoltage relags Found to liav 
Caused by Instrument drift Relags re 
HAGER.M loua Electric Light (. Pouie 



uring normal turvtllUncs 
elays.iaven Oould ITE- 

excessive diligs 
allbr 

Co GO/06/20 Ip 



6006270371 Forwards updated LER 79-004/03X-1 
I1INECK. D L louia Electric Light fc Pouier Co 



BD/06/BO Ip 



800627027^1 Updated LER 79-004/03X-1 on 79031 1, subsequent to startup, 
drguiell to suppression chamber tfif t erentii 1 presturi fill-td 
to achieve psid within required time Caused by Icikagt 
through containment purge tutterflg valve 
DUDOST, E loua Electric Light & Pouier Co BO/0&/20 Ip 



DOCMET 90-333 JAMES A FIT2PATRICK NUCLEAR POWER PLANT 
F Security medlcali emerge<nctj ti fire protection plant 

BO06Q90467 Foruiard* proposed rtila entitled, "Fire Protection Projr*m 
for Nuclear Power- Planti Operating Prior to 790101 " Rule 
adds neui Section 50 48 & App R to 10CFRSO b ii >lp*ctld 
to be published in FR bg end of Hag 
EIEENHUT.D Division of Licensing BO/03/1? 46pp 

8006130063 Forward* revised Pages 1-14 & neui Page Ha for propo*d 
rule 10CFRBO "Fire Protectiofi Program fpr Nuclear Pouier 
Plants Operating Prior to 790101," transmitted bg HRC BO051*? 
1 tr Page 14a not enc 1 
EIBEMHUT, D Division of Licensing BO/OS/32 73pp 



8006030467 Forwards LCD 80-Q17/03L-Q 

HINECK.D L Iowa Electric Light tt Poiuer Co 



8006Q30H73 LER SO-017/03L-0 on B00430. A reactor circulation pump motor 
generator set tripped Caused bg electrical short In motor 
Cause of abort unknown Motor removed & reuiound 
TDDKEfl. D W louia Electric Light it Pouior Co 30/09/27 Ip 



EJ004.07O339 Forwards updated LER 7Q-021/03X-1 
MINECK.D L louia Electric Light V Power Co 



0006090546 Foruiards request for addl info re 800430 Revision 1 of 
safeguards contingency plan Reo,ueit withheld 
Iref 10CFR2 770) 
IPPOLITO, T A Operating Reactor* Branch 2 80X03/38 Bop, 

8006190316 Rxtuents partic ipatior, In NRC studg of peopl-r-elated 
problems In nuclear safeguard! Involves collection of data 
an licensee securitg forces & practices, including visit to 
facilitg Km interview security mgt personnel 
IPPOUITO. T A Operating Reactors Oranch 2 80/06/03 2pp 



80060903-16 Updated LER 7B-Q21/03X-1 on 780401, during performance of 
preventive malnt.tujo control rod tfrive hgdraulic control 
unit water level swi tctios mould not respond Cauied bg switch 
pldsblc float becoming stuck 
DUG03T.E L Iowa Electric Light !. Power Co BD/06/02. Ip 

E500607O371 Foruiarda updated LER 79-016/O1X-1 

HINCCK.D L Iowa Electric Light i- Pouier <?o SO/06/02 Ip 



BOO&30044O Responds to NRC 800603 Itr ra cooperation u/peopll-relited 
acuritg problem studg Interested in participating during 
Fall 19BO after refuelinp outage d for as long as info is 
received 

MALTESE, rt J Pouer Authority of the State of New York 80/06/23 
2pp 



H 0nral co-rrespondence 



BOO6O9O3BO Updated LEU 77-O16/01 X-l on 790725, during normal operation, 
plant heat rates k efficiencies dofcarftiined to be betteT 
than normally eipected Investigation revealed leaking 
instrument causing measurement error 
DUDOBT.E L louia Electric Light & Pouier Co 80/06/02 2pp 



B0062&01BO Requests that follobilng names be included on corrf spondenc* 
distribution list OT Derrg, JP Qagne. OH Wllverd Ing, CM Pratt ic 
RJ Paiternak 

BAYNE, J P Pouier Authority oP Che Btatl of Htui York GO/O6/EO 
2pP 



B006I7O65B Forwards updated LER 79-014/01X-1 
rltNECK.D L Iowa Electric Light t- Power Co 



P Operating llcemso stage documents fe correspondence 

8006070165 Forwards addl TMI-2 related requirements to operating 
reactovs Liceniees requirements for TMI Action Plan Include 
shift manning. 1 icenilng eiann ti licensee dissemination 
of operating experiences Response requested within 30 dags 
EIEEIJHUT, D 4 Division of Licensing 30/03/07 ISOpp 
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9QQAO3Q514 Summary of EQ0422-23 meeting y/Marli I owner* group In San 
Jate.CA re confirmatory analytic k testing program 
concerning Marl 1 containment long-term irogrcm 
ORIMES.C I AsiMtant Director fur Plant Syitem* BO/05/0? Spp 

0004130133 Requests comment* an NUREO-0577, "Potential far Lou Fracture 
Taughne** * Lamellar Tearing on PWR Steam Generator 1 
fi*ctor Co old-tit Pump Supports " Proposed rev! (u procedure Si 
Implementation icheduol end 
EISENHLJT'D 9 Division of Lice riling 90/05/19 72pp 

8006300604 Ltr In all BMR licenseei PoruariJing "For Comment" edition 
of NUREO-0&19. "BUR Fiedwatir Noiilc & Control Rod Drive 
Return Lint Noiil* Cracking " Comments ulll b evaluated by 
NRC prior to final Imp lemantition M/o end 
EISENHUT.D Diviiinn of Licensing BO/Oi/Oa B2pp 

BQOilfiOlS? Advitei that ut 1 1 will provide requlrid info re effect of 
dc power tupply failure on ECCfi performance by 600715 
EARLY, P, J Power Authority of the Stitt of New Vorfc 8O/06/09 Ip 

8006130479 Reipnniit to NHC aoOMO 4 11 requests for info r containment 
Vint 1- purge *ul Lieiniet ui 1 1 inltall (tops to limit: travel 
of SO t 2 Jt- in eft containment vent & purge iy itolation 
valve* to l*n than SO degrees open 

BAVNE, J P Power Autlniplty of tft* Stat* of Neu Vork- BO/Oi/13 
Spp 



BOO A 020 07 3 Act receipt of a 004 02 t 1O Itrs informing NRC of *t(p* 
taten to correct violations noted in IE Insp Hept 
aO-333/BQ-Ol 

GRIERpfl H Region 1, Philadelphia, Office of the Director 
SO/03/03 ]j> 



80OiO20076 Respondi to NRC 800311 Itr re violation! notod in IE 
R*pt 50-333/ao-Ol Curreitive atttons failurs to perform 
shutdown rnargin test discussed ui/operfltions superintendent (. 
hiFt superviior or duty at time of event 

PASTERNAK, R J Power Authority of the State of Klein York 
3pp 



BOOiOSOOSl rtdviies that corrective action pep BOQ40B telcpn to eort 

Item A violation noted In IE Imp Rept 50-333/BO-01 has 
commenced Plaint activity uiill be ductisied uj/operatlng 
ihifti hg 000501 

PABTERMAK, R J Power Authority of the State of Neu Vprk 
0O/04/IO app 

900&Q200S5 Foruardi IE Inap fiept SO-333/80-01 on B00204-OB 1151 

notice of violation 

BRUWNER.E J Region I/ Philadelphia, Reactor Opertioni Nutlur 

Support Branch 60/03/11 2pp 

SO 06020036 Notice Of violation from Imp on SO 020 4 -03 b 13 

* Region 1< Philadelphia, Office of the Director 80/03/04 if 



B004340501 RaqiKiti dlicuitlon u/HRC re aUernitlvii to ttrict 
interpn taticn of jddl THI-2 rrlated requlr*mnti *i 
forwariliif bg NRC BOO 50 7 itr Flciibllltij naienanj in 
inf Lenian tation ch*dulai tor good 1 ctuie tkouin 

SfifHE.J P Poutr Authority of tJiv State of Niu Vork 8 0/04/1 9 
Sf f 

9 .r.f ji tctioJi reporter ieaulltlni it cori-*ifond*nct 

8Ov60304f3 DiicuiiBi IE Imp Rapt 90-333/78-14 ra col Uc tlon. itorage 
nalnt of Qfl record*, Ut II it netting previously ttated 
cammltni-intl Rlq.u>iti tutpfnilon of Imp 1 enent tlon 
rtq,ulre<ntnti until NRC rulti on prapoitd S-^jr *ch*rlut* 
E.EOMARD.J Power Authority, of the State of Neu Vorfc 79/07/06 



-0006050493 Dlicuiiti IE Imp ffipt 50-333/78-14 rt tollectlon *tarag 
Til tit of OA recordi NRC denlei S~\ir iittntlon to Impletnenb 
computerliid i-tco-rdi mgt siji Requeiti alternative corrective 
action. 

CRIER, B H Region 1. PMlaifelph i. Office of thi Director 
79/OB/20 2pp 

-BOQiOSOSOS Dlicuitei IE Imp Rep t 50-333/7B-I4 re cl !: tlon. i torafle 
int of QA record* Full ImplemtnEat Ion of computerized 
rtcord* ngt iui will require 3 ijrf BUS placed In ivc on 
780920, 
LEONARDO D Power Authority of th* State of Nfu Yorl 79/Ofr/33 



BOO 32303 30 ForvArdi uaite packagltip imp rept an 000313-14 
No nanconpllance noted 

BTOHR,*),P fitjton 3, Atlanta. Fuel Facilltv it Hattrlali Bafetu 
Brnch 80/0-1/07 app, 



Wait* p<ch*glng imp rpt an 800313-14 No noncompliance 
noteil Major are** Jnaetd lic*n*e-thlBpr vehicle* 
Inipected for compliance u/DOT fc NflC rtjulationi including 
hipping ffftr tc DOT placarding requirement 

POTTER.J.P Region S, Atlanta. Fuel Facllltg A- Hteriil Safety 
Branch ao/03/aa 4pp 

B004Z00077 Forwardi IE Circular BO-OB. "BHfi Tch 8p*c Inconil i tne - 
Reactor Protection Sui Ripon*e Time." Ho written reipo-nte 
required 

OfilER, B H Ragion 1, Phi IdiTelpA i a, Office ef trhe Director 
9D/04/1B Ip. 



Imp rtpt on 00O3I3-I4.Na 



9QOA1BCM.07 Forward* u*iti pAek 
noncanpllance not*d 

3r1ITtr,9H Region I, Phi laddphla. Fuel F.rlUtg ,Mteri*U B*fetij 
Branch 80/04/24 Sp. 



eOOle061I Ma*t> packaging imp ret nn 800313-14 No noneompl lnt 
noted mjOT tmmt impec ted; ] I cern*-ihlpp ir vehicle! for 
caflpllance w/MRC & DDT r<gulatlom Includlnfl ihlpplng 
paperi'placartflng A radiation Uvlt, 

POTTER, J P , ffROHN-ft A Region 2, rttlinta. Ffml Ficilltij & 
Ht*rll Safety Branch. 80/03/20 ipp 



--B006020093 IE Inap Reo t SO-333/HO-01 on 000304-00 i 15 None Oirpllircr 
noted failure to comply tu/Teth Specs prior to mating control 
rcuS inoperable & to control release of liquid u/pH outild* 
Tech Spec range 

STETKA.T F Region !, Philadelphia. Office of the Director 
KISTER,H B Region 1, Philadelphia, Reactor Operation* Nucliar 
Support Branch SO/O3/04 13pp 

eoOA030a4i. Responds to IE Bulletin 80-07 re BUR jet pump a*emblg 
failure Continued operation to end of current fuel cycle 1* 
jellified Data evaluation doe* not indicate significant 
degradation or Inoperabl 1 1 ty of any jet pump 

PflSTERNrtK.R J Power Authority of the State of Neu York 80/03/07 
Spp 

B0063S01BS Fnruardi IE Insp Hopt 3O-333/0O-04 on 800331-0404 Ho 
noncornpl lance noted 

DRUNNER.E J Region 1, Philadelphia, Reactor Operation! Nuc 1 r 
Support Branch SO/03/07 2pp 

BOO43S0190 IE Insp flept 50-333/BO-04 on B00331-O404 No noticgmp 1 lend 
noted. Major Areas inspected previous insp Items. plant 
operations h IE Oulletin 79-018 

KISTEfl.H B Region 1, P\< i lade] phia, Reactor Operation* Nuclear 
Support Branch STETKA, T F , BAUWACK- W H Region 1, Philadelphia 
Office of thp Director BO/05/05 Bpp 

900^040539 Forward* request for addl info re turbine disc Inttgritu 
fitiponn riqutitid ulbhlti 30 day* of receipt of Itr 
Recommends development of schedule for performing full 
ultrasonic imp of lou preisure turbine during nrt outage. 
IPPOLITO, T A Operating Reactors Branch 3 00/05/16 3pp 

BOOfiOiO990 "Steam Puritu Stre** Corrosion GracUito " 
1 Oaneral Electric Co. GEK-7H2B1 79/OB/31 Ilpp. 

800il30O7t Addl r* * puns a to FDIA requett for in categortf* of 
document* re CPC Forwards document* listed In app 
FEUTOM, J IT Division of Rule* and Record* BO/03/33 3pp ' 

9006130094 DKcvise* IE tnsp Rept 5O-333/75-O3 on 730324-0305 Forward* 
notice of violation Excerpt only end 

O'REILLY. J 1 P Atomic Energy ConnnUsion, Directorate of Regulatory 
Operation* 7/04/li 3pp 

B004B40O13 Advlies that AE ha* undertaken revltlon of rapt reipotidln* 
to IE Bulletin 79-01B, "Environ Oua) if Ication of Cla* IE 
Equipment " Eipects to submit reipon** bg BOO 6 07 

PASTERNAK, R J Power Authority of the Btate of Niu> Vork. 60/05/S3 
Bpp 

BOOo2SOE20 Confirms areas needing clarification in rpon* to IE 
Bulletin 79-01B par 900514 site intp Request* written 
r*iponie uiithln 24-h of receipt of Itr If actual plan< (t 
action* differ from described requirement* 
QttlERrB.H Raglan 1, PM ladelph ia, Office of tht Dlnctor 
80/03/23 Sp p 
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R Periorfic operating reports J. related correspondence 

SQO6110131 Forwards monthly operating rept For May I'VQO 

PASTERKAK.R J Pooler Authority of the State of Neui York BO/06/03 
IP 



0006110010 LEU BO-O49/03L-Q on 800507, duri no plant shutdown fc cooldoun 
for ref tie 1 ing, torus water level exceeded Tech 3p*c limit 
Caused b y release of dryiuell to torus differential pressure 
Addition of water to torus restored level utlthln limit 
CHILDS, W V Pouter Authority of tHe State of UtU York 90/06/06 
IP 



8006110109 Monthly operating rept for Hay I960 

Z.UFEUT.E Power Authority of the State of New York BO/06/03 
12PP 



60061 1OO16 Forwards LER BO-O50/Q3L-0 

PASTERNAK' n J Power Authority of fie Stata of Meiu Yo-rk GO/06/06 



S Reportable occurrences, LEJ1* i related corre jp ondence 



3O06-0203C3 Forwards LER SO-041 /04T-O 

PASTERIJAK.R J Power Authority of the State nf Neui York BO/03/27 



3006110021 LER BO-O50/03L-O on BOOB09. H31V failed Itik tightness limit 
of Tech Spec Caused By packing leakage due to ag* Vtlvt 
repacked 

CHILD9.W V Pouer Authority of the Stabs of Nu York QO/0&/06 
lp 



a00602Q3IB LER BO-Q41/04T-0 on BOO313, during normal refuel Ing. r eUaie 
of 1-131 approx 30X In eicess of ETS occurred folloiuinn 
filling of refueling cavity Cause not stated Release 
occurred via normal ventilation sys to environ 

GUILDS, H V Power Authority of the State of New York BO/03/27 
lp 

8QQ&O203S5 Forwards LEO 80-042/03L-0 

PASTERNAK.R J Pouier Authority of the State of Nem York QO/OS/27 



8006110069 Forward! LEfl 90-049/031-0 

PASTERNAK. R I Power Authority of the Stats of Neui York 



BQ/O6/06 



8O0611O077 LER BQ-oqa/OSL-O on 800S07. personnel dischargid contents of 
laundry drain tank w/o obtaining permit Operating procedures 
ire being modified to mora clearly indicate r*qulrimnt to 
obtain discharge permit prior to itart of discharge 
CHILOB.W V Pouier AuEhoritu of the State of Ne.u York 60/06/06 
lp 



9006020361 LER BO-042/03L-0 on BOQ428, during normal shutdown 
opera* ionsi recorder pen for source-range monitor! D & 
stuck Caused by normal tuear !< tear Bearing replaced & 
rc order reealibr Recorder returned to we within 24-h 
CHILDS.W V Pouer Authority c-P the State of New York 80/03/27 
IP 



8OO6O20367 Forwards LEU 80-046 /03L-0 

PASTERNAHiR J Power Authority of the Btatu 



of Neui York 60/05/27 



BOOilBOSOO Forwards LER 90-0&1 /O3L-0 

PASTERNAK. R O Pouer Authority of the State of N>u York 



8006180503 LER BO-051/03L-O on Q00521. during surveillance testing. 
recorder for SRM channels A i C found operating in dejriifed 
made Caused by instrument drift Recorder recalitr l> tested 
at i sfacfcor I ly in SRM functional test 
* Pouer Authority of the Btate of Neui York SO/06713 lp 



8006020370 LEFt BO-046/03L-O on BOQ430. during normal operation, 
surveillance testing to satisfy Tech Spec 4 2-1 revealed 
tmo shutdown cooling permissive switches were let in eicesi 
of limit Caused by Instrument drift Switches recalibr 
* Power Authority of the State of Ncu York 30/03/27 lp 



BOQ6020372 Forwards LEFI SO-047/03L-0 

J Power Authority of the Stati 



of Neui York 00/05/27 



DOCKET 5O-334 BEfWEf! VALLEY POWER STATION, UNIT 1 

F a*curltgj raedicali emergency fc fire protection plant 

8006090<)B7 Foriiiard* propoied rule ontltledj "Fir* Protection Program 
far Nucltflr Pouier Plants Operating Prior to 770101 " Rule 
adds riDU faction 3O 4B & App R to 10CFR3O k 1) eipieted 
to be published In FR by and of Maij 
EISENHUT,D Division at Licensing. BO/05/ 1 1 ? 46pp 



8006020377 LED QO-047/03L-0 on B00501 , uih i 1 e surveillance testing 
satisfy Tech Spec 4 2-2, reactor core isolation cooling Jilgh 
amSitnt temp switch. 13-TE-899, failed to operate Cauied oy 
uilre broken during hookup of test equipment Mire ripaird 
* Power Authority of the State of Neui York SO/OS/2? lp 



3006020383 Foruard* LER BO-044/03U-Q 

PASTERNAK.R J Pouer Authority of the State of Neu York 



BO/03/S7 



9006130063 Forwards revised Pages 1-14 ! neu Page 14* for proposed 
rule 1OCFRSO "Fire Protection Program far Nuclear Pouir 
Plants Operating Prior to 7<?O101, " tranimlttetf by NRC B00917 
Itr Page 1 4a not encl 
EI8ENHUT.D Division of Licensing 30/05/23 73pp 

BOO&B40S91 Foruardi tuppl to- physical security plan Buppl ulthhild 
(rf 1OCFR2 790) 
DUNN.C N Duquesn* Light Co GD/06/20 lp 



aOO-6020397 LEU SO-044/O3L-0 on 9Q042Br during normal operation 
survci 1 lancei of f-gas timer was set at 19 minutes 20- , 
iltmding Tech Spec limits Caused by accidental bumping or 
loosening of tdjuitment knob lock Timer Wii readjusted, 
* PoWr Authority of the State of Neui York 80/OS/27, lp 



corresfondance 



B006200450 Nottfivi of change In mailing addreit NRC mailing label 
ncl 
aiSSERT.F, O Duquesne Light: Co 80/06/13 2ft 



6006020391 Forunrds LER QO-045/O3L-0 

PASTERNAK, R J Pouier Authority of the State of hfeui York 



8004020394 LER BO-045/03L-0 on BOOflB?. dur ing normal op*rattoni rod to 
bloct monitor A became inoperable when control rod 26-19 uiai 
selected due to inadequate number of lou power rang* monitor 
Inputs Cauied by age Monitor strings mill be replaced 
CHILDS.W.V Power Authority of the State of Mew Yor* BO/03/27 



eQO&02CHlB Forwards LER 80-043/Q3L-0 

PASTERNAK, R J fouir Authority of the State of rJeui York 
IP 



so/os /a? 



BOOO20417 LER SO-043/03L-0 on 800438, dur ing ihutdoun operation*' 
lUTVej 1 lance to satisfy safety requirements of Tech Spec 
4 1-t revealed average pnuier range monitor 6 scram Si rod) 
block setpoint above limit Caused by Instrument drift, 
Pnuinr Authority of the State of Neui York BO/Q8/27 lp 



P Operating license stage document) 1 correspondence 

aOQ6.Q90t.69 Forwards addl THI-E related requirements to operating 
reactor* Licensees requirements for TMI Action Plan Include 
shift manninfli licensing exams 4 licensee d issemlnatlan 
of operating Bxperiance* Response requested within 30 days 
EIEENHUT, D Division of Licensing BO/05/07 190pp 

8006130122 R*questi comment* an NUREO-OS77, "Potential for Lour Fractur* 
To,oghnes fe Lamellr Tewrinj on PW! Steam Generator ti 
Reactor Coolant Pump Support* " Proposed revieu prncidure 1 
implementation ichedule encl 
EIBENHUT.D Division of Licensing BO/OS/19, 72pp 

S00tl7053a Responds to BOO 3 07 1 tr t> schedule for Implementation of 
Tf1I-2-rlated requirements- Discusses shift manning. cope It 
criteria for licenilng eiami procedures for feedback of 
operating B'perlence Si control room habi taHllty 
DUNN-C N Dmtuasne Light Co ao/06/0? 4pp. 



SOOillO006 Forwards LEfi 80-049/Q31.-0 

PASTERNAK. R J Pouier Authority of the State of Neu Vork 



00/Oi/Oo 
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fl 00 62003 10 forwards response to NRC SOOSO1 Itr re adequacy of station 
ellctric distribution sys voltage! LouJ voltage condition 
mill be maintained onlu during operation time- of 
undervol tage relay & uill hava no effect on plant saffltu, 
DUNNiC H Du(uesne Light Co 60/06/17 7pp- 



Q Inspection report*. EE Bulletin* i c orreip oiibmice 



S006190374 Forwards IE Insp Kept SO-334/BO-H on B00415-17 No 
noncomp 1 1 ance noted i 

CWJLSOM, R T Region 1. Philadelphia, Reactor Construction It 
Engineering Support Branch. BO/03/01 2pp 



BOQbl 101*74 "Insp Rept Inside Rec irculat i on Spray Pumps 
SEIDER.J D . CftFIEY.J J Duqueane Light Co HO/05/31 



7pp 



B00fall006l Responds to IE Bulletin BQ-09, "Hyflromotor Actuator 
Deficiencies " No hydromotoi actuators installed at plant 
DUNN i C N Duquesne Light Co BO/06/04 Ip 

flOQ6IlO575 Responds to IE Bulletin 60-04, Tsst for demonstration that 
all equipment remains in emergency mode upon removal d/or 
manual resetting of various isolating or actuation signals 
mill be completed prior to scheduled startup in Jul 
DUNN, C N Duquesne Light Co 30/06/04 4pp 



H00619027B IE Insp Rept 50-334/BO- 1 1 on B004I5-17 No noncompl lane* 
noted Major areas Inspected welding & nondestructive turn 
i-saci<tted u/rec ircu lation if) ray & lou head safety injection 
syi matt 

TRIPPjL E Region 1, Philadelphia, Reactor Cam true t i on tt 
ergineerlno. Support Branch MCBHEARTV, B Re j ion 1, Philadelphia, 
Office of the Director 9O/04/S9 flpp 

900402 00 IS Act receipt of BQQ205 Itr re number of insps/audits being 
performed Inipt are intended to otcur infrequently d uji 1 1 
involve minimal duplication of insp effort 

STELLO, V Office of Inspection ti Enforcement, Offie* of the 
Director BO/05/05 2pp 

80060)30021 Responds to NRC 71l20fl Itr r* performance i ipprtlial 
function Good (UJ of checks & balance via OA audit li 
d ttiribl ffi though pnssiblij too demanding on kei; panonnel 
6CHAFFER.S Duquesne Light CD 60/O2/0& 2pp 

SOOAO70137 Providei add 1 info re uteniioh of time to compute response 
to Item 4, IE Bulletin 79-010 Pursuing progrm to establish 
environ conditions which Class IE electrical squipmtnt may 
uperlence- fallowing HELD b to dttermlnB aging factori 
DUNN'C N Duqueine Light Co QO/03/03 Zpp- 

8006300037 Forwards IE tnsp Ropt SO-334/QO-OB on 600324-28 No 
noncomp llanee noted 

BRUNNER.E J Region 1, Philadelphia, Reactor Operation* Nuclear 
Support Branch 30/03/09 2p p 

9006300043 IE Inp Rept 50-331/50-08 on 600321-28 No noncompliance 
noted Major areas Inspected OA program revliu,OA/QC 
admin iitrat ive design change & mod con trol, maiureinent b 
tttt !t previous insp items 

OSEENKAN,E Region 1, Philadelphia, Riactor Operabloni NucUar 
Support Dr-anch NflPUDA, Region 1, Philadelphia. Of Met of thf 
Director BELHE, U Ouatity Assurance Draneh BO/OS/07 llpfl 



600&30OS5S Responds to [E Bulletin 80-06, "Engineered Safety Fatifr 
(E8F> Roset Controls " Lists equipment that does not remain 
in emergency mode >j lists proposed corvectwo action ti 
imp lamentation schedule 
DUNN. C N Duquesne Liglit Cn 00/06/04 4 PP 

aoOti 10360 Responds to IE Bulletin SQ-12, "Decay Heat Removal Bgs 
Operability " RBVIEIU of LERs completed Operating manual 
procedures mill be modified prior to startup Facility will 
tie adequately safeguarde-d against degradation 
DUNN.C W DuqucBiie Light Co BO/06/06 flpp 

8006340429 Responds to NRC B00321 Itr re violation noted in IE I nip 
Rept 30-334/BO-O6 Corrective artlons maint mark request 
initiated to repair fire doors Closure linkages adjusted 
(i/or replaced u/heavy-duty mechanisms 
DUNN.C N Duquesne Light Co flO/Ofi/lB 3pp 



R Periodic operating imports * related correspondence 



B006060379 Pol-yards NPDES discharge monitoring repl for Apr 19BO 
HOORE, H Duquesne Light Co BO/05/30 3pp 



0006060331 NPDES dischaego monitoring rept for Apr 19GO 
MQORE.O W DuquesnB Light Co BO/ O'J/30 12pp 



9006060390 Foruiardn monthly operating rept for Fob 1900 
DUNM.C N Duquecne Light Co BO/06/02 Ip 



BOOiQ6039I Monthly operating ropt for Tob 19BO 

TIHKO.DR Duq;UDsne Light Co 00/03/07 4pp 



B006160014 Forward* monthly operating rapt for May 19BO 
DUNM.C N Duqueano Light Co BO/06/10 Ip 



8006030256 Ac! receipt of 80042? 1U informing NRC of tps taken to 
corret violations noted ici IE Imp Rept 50-334/00-v-l 
QfllER.B H Region 1- Philadelphia. Office of the Director 
aO/05/10 Ip 

--8006030362 Reipond to NRC B00403 Itr re violations noted in IE tnsp 
Rent: SO-334/BO-O1 Corrective actions operating manual Chang* 
nutlet Issued to provide atfdl check of alarm/trip tetpoint 
Computer scheduling card format uill be changed 
DUMN< C H Duquesne Light Co BO/04/29 6p p 

--B006030S64 ForuardB IE Insj Rept 50-334/30-01 on BOOLI4-020B d notic 
of violation, 

BRUNNER, E J Region 1. Philadelphia, Reactor Opefatloni Nuclear 
Support Branch 90/04/03 2op 

--8006030360. Notice nF violation from in& on 600114-020B 

Region It Philadelphia, Reactor Operation* Nuclear Support 
Branch BO/04/02 3pp 

-~BGOfc03026B IE Imp Flept SO-334/&0-01 on B00114-0209 Moncomp 1 iancu 
noted Inadequate Implementation of administrative controls 
For jumper*/llft*d leads t, radiation monitor setpoints let 
in Biceis of Tecli Spec limits 

MCCADE. E C Region 1, Philade 1 phii. Reactor Qpertlons Nuclear 
Support Branch 8 EC KM AM, D A , RHOABS- ReglOh 1, Philadelphia, 
netir, r,t th. T\<~**^^ ""'04/oa 39pp 



B00il60016 Monthly operating rept far May 1900 
TIMKD.D (1 Duquesne Light Co BO/06/02 4pp 



8 Rfportable occurrences, LERs i related correspondence 

QO 061 2026 B KQ on 000519, d urlng dlesel driven fire pump test. high t(n; 
alarm received Pump ihot doum three times upon activation 
Cause not stated Pump out of we & temporary fire pump 
hooked up 
WERL1N8,J f, Duquesne Light Co 80/O5/20 Ip 



00-06030398 FdruarifS LER BO-026/03L-0 

WEXLIN8,J f\ Duqueone Light Co BO/O5/21 Ip 



6006020362 LER 80-026/O3L-0 on B0049S,pump being used to start llqutJ 
waste discharge observed to have higher than normal floul 
Caused bij leal ins effluent Valves Corrective actions 
scheduled to be completed as soon as possible 
UERLINO, J ft Buqueane Light Co 00/03/21 4pp 

BO 061 20245 RQ on 000921 , during routine containment touri leaking u14 *, 
high point vent nipple found During repali , sue tion valve 
closed cauiing loss of RHR flow Caused by false high 
pressure signal due to instrument loop <f e-energt i tnj 
WERL1NO, J ft Duquesne Light Co 90/09/31 2pp 



9006030406 Foruaril* LHR SO-027/03L-0 

HERLIN'C,J ft Difquesne Light Co BO/03/20 2pp 

--6006030415 LER BO-OP7/03L-O in S00430r during malnt on diessl jtntritcr 
lube oil cooler, intemalt of river water flapper-type check 
valve uere disrovorod In cooler Caused by eroded hins P i n 
guides on valves Valves mill be replaced 
LACEYpW S Duquesne Light Co 00/05/29 2pp 



9006060369 Foruardi LERs 80-O03/01T-Q i- QO-Q30/01T-0 
HESUINO, J, A Duquesne Light Co 00/06/02 Ip 
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-9006060374 LER BO-003/01T-0 on 300124. overs tTBSS condition was 
confirmed to eiist duiing postulated seismic event u/pipe 
support H-9S on component cooling mater sy-s line CC-323 
Caused by use of incoirect mlhod of pl po stress analysis 
LACEY, U S Duquesne Light Co 33/06/02 Ip 



8006240379 Forwards followup to LER 90-025 re status nf work bung 
performed on safety-related tanks Repairs to one or more 
seam utelds on each tank inspected to date should be 
performed 
CAREY.J J DuquEBne Light Co BO/06/18 4pp 



LER BO-030/OIT-0 on 800319. plant operators testing diesel- 
driven fire pump tuhen high temp alarm uas received & 
diesel oveiheated Caused by biittle fan belt slipping 
LACEV.W S Duquesno Light Co BO/Ofa/O2 Ip 



Forwards LERs i30 03fJ/O^L-0 4. QQ-028/03L-0 
WEOLING.J A Duquesnc Light Co 00/06/02 2pp 

S 0060903 Ei2 LEW SO-032/Q3L- O on SOO503, d u p ing control board Insp. vol 
control tank outlet valve ua* found shut Caused bg short 
circuited lead in level comparator Shorted UITO replaced 
IACEY..W 8 Ouquesnc Light Co BO/06/02 Ip 

--8006090309 LER BO-OP8/O3L-O on S00504. power uas lost to vital bus 
inverter 4 due to blown main pouer supply fuse Cause 
unknown Fuse & lectifier replaced Frequency adjusted 
LACEY. IJ S Duquosne Light CD 80/06/02 Ip 

eOOtiiaOi.12 PHD- 1 -BO-OB6 on H00&02.utils informed NHC of tornado match 
In vicliltg ot plants hoicasb included potential for severe 
thurid ers torn>s. 1 arge hail >j damaging minds Licensee! 
implemented onergency procedures 

MCCftBE.t C Region 1. Philadelphia, Office of the Director 
80/06Y02 2pp 



9006110103 Forwards LfR BO-Q40/O1T-0 

WERLIHGiJ A Duquesne Light Co 80/06/01 2pp 



-0006110112 IfcB BQ-OflO/OIT-0 on G00603. quest! ons on quality of 
radlograpfis at facilltg let! to radiograph roinap Caused 
by personnel error in intoi protation of radiograph prints 
Defects repaired It i e -rad 1 ographed 
LACEV.WS Duquesne Light Co 80/06/04 2p p 



B00625026Q RQ 80-037/01T during revieid of radiographs o-f reactor 
containment liner seam me Ids. port ion of one weld Is cod* 
rejectable Authenticity of other seam ueld radiographs 
questionable Investigation continuing 
WERLING.g ft Dunuesne Light Co QO/06/30 Ip 



50-335 BT LUCIE PLANT, UNIT 1 
F Security, medical, emergency t fire protection plans 

BQ06090487 Forwards proposed rule entitled. "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds new Section 50 4B ', App R to 10CFR50 t is eipocted 
to b published in FR bg end of Hag 
C1SEUHUT, D G Division of Licensing BO/05/19 46pp 

B00613Q063 Forwards revised Pages 1-14 d new Page 14a for proposed 
rule 10CFRSO "Fire Protection Program for Nuclear Power 
Plants Operating Prior to 79010!." transmitted by NRC BOO519 
1 tr Page 14a not encl 
EISENHUT, D G Division of Licensing BO/05/2S 73pp 

B00619O301 Forwards security p Ian. Revision 2 
Plan withheld tref 10CFR2 790) 
UHR1G.R G Florida Power . Light Co BO/06/10 Ip 

8OQ6350203 Forwards safeguards contingency plan, Revision 1. In response 
to NRC B00419 request for addl Info Revision withheld 
tref 10CKR2 790) 
UHRIG.R E Florida Power tc Light Co BO/06/19 Ip 



J Insurance t indemnity infornation 



3006110121 Forwards LER QO-031/OIT-0 

WERLING. J A Duquesno Light Co BO/06/04 2p p 



--B004U0126 LER SO-031/01T-0 on B00321,upon finding leaking F1HR tu> 
vent, valve we 1 d. eva luat ion commonced to re-onergiie RHR 
isolation valve In case of gross failure Caused by 
de-energ i ic-d process control ngnat & vent uield leak 
LACEV,U 3 Duqueine Light Co SO/Ofc/04 3pp 

SOO61A0041 RQ an S0052 1 ?, meteorol og ( ca 1 instrumental! ion camputer 
channels found not responding proper ly to automatic calibr 
Eignalt Cauiedl bu output resistors not beino removed during 
E1O0315 move Ilesistors removed i sgs calibr verified 
, J A Ounuesno Light Co BO/06/09 2p p 



B00617O95fl Foriunrds LCIU BO-034/03L-0, BO-039/03L-0 t BO-036/03L-0 
UERLfNO-J A Duquesne Light, Co BO/06/09 3pp 

--BOOA170563 LER BO-034/03L-0 oil D005I2, during air floio lurveilUnce test 
on fire suppression Ggs.appiai SO'/, of sprinkler Hollies 
found plugged Caused bg rut t- unldnntl ti at matl Noizlei 
uiill be cleaned 'A sgc blown douin ui/air 
LACEV.W S Duquene Light Co HO/06/07 If 1 

aOOf.170571 LED 80-035/031-0 on O00513. during fuel bldg surveillance 
toat. internal pressure found to be less than negative 1/Q 
Inch water column lolatlve to atmospheric pressure Caused hg 
unmBrked dampev which drifted shut Damper removed 
LACCV.W B Duqoesno Light Co 90/06/09 IP 

3006170576 1.ER QO-036/01L-0 on BQOS14. boric acid buildup noticed around 
soc-o-lel ueld on RHfl pump . RH-P-1A, Vent valva,RH-211 Pip8 
ueld Pound cracked Caused by vibrat 1cm pipe nipple length d 
valve uelght which combined to provide bend 
LACEV.IJ 3 Ounuesne Light Co BO/06/09 IP 



8006030431 Fnruardi Endorsement 39 to NELIA Policy NF-227 

FIELDER. J Harsh \ McLennan. Inc . H t, M Nuclear Con*ultant, Inc 
Div QO/O5/29 2pp 

S006160113 ForiuardB Endorsement SB to HAELU Policy HF-BB 

FIELDER, j Harsh & McLennan. Inc , M >j M Nuclear Consultant!, Inc 
Div 80/06/09 2pp 



(1 Antitrust correspondence 



B006240137 Notice by Orlando Utils Commission to uithdrau jnttrvintion 
fc request to institute prgceodinj re Commission 78072:7 
order Citg of Orlando, pet i tioner i- util 900606 settlement 
resolved issues U/affidavit t Certificate of Svc 
WISE.W C Orlando, FL WISE, W C Wise, M C BO/06/20 4pp 

P Operating license stage documents (, correspondanci 

8006090165 Forwards addl TMI-2 related requirement* ta operating 
reactors Licensees requirements for TMI Action Plan ineludt 
sMft manning, licensing eiams d licensee dissemination 
of operating eipcrieni es Response requested iiithin 30 daiji 
EISENHUT, D G Division of Licensing GO/05/07 ISOpn 

S006130122 Requests comments on NUREQ-0577. "Potential for Lou Fracture 
Toughness & Lamellar Tearing on PWn Steam Oenerator b 
Reactor Coolant Pump Supports " Proposed review procedure (< 
implementation schedule encl 
EISENHUT.D G Division of Licensing 80/03/19 72p.p 

B006090235 Advises that vendor analyses supporting proposed mod to 
automatic initiation of auiiliarif feeduater syi flow will be 
delayed Submittal eipected by B00620 Operational diU mill 
coincide u/safetg analysis transmit ta) 
UHRIG.R E Florida Pouer fr Light Co BO/05/29 2pp 



aOO623D95/ Forwards LCR QO-03B/03L-0 

WEflLINC. J A Duquasne Light Co 30/06/16, 



2pp 



8006230363 LCR BO-039/03L-0 on 600317. gaseous uaste tank. OU-TK-1A. 
pressure decreased f i om IB to 6 ptig Caused by leaks on 
flanges of f 1 oui orifice i pressure transmi ttar Tanks 
manually isolated until maint t- testing can be completed 
trtCEV, W 6 Duquesne Light Co 80/06/16 If 



8006060310 Forwards five C-E repts re cade for calculating PUR scrim 
act ivities. control element assembly group withdrawal Si 
three-part rept for statistical combination for 
uncertainties Proprietary version ulthheld (re* lOCFfla 790) 
UHRIQ.E E Florida Power E- tight Co SO/05/2? Ip 

B006060313 "CEAW Hethod of Analyilng Sequential Control Element; 
Assembly Group Withdrawal Event for Analog Protected 8v. " 
nonproprietary version 
# Combustion Engineering, Inc CEN-1S61F1-NP BO/O1/31 lOOpp 
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-8004060319 "FJESTft One Dnnen*nmal. TOJO Sroup Space-Time KinetEes Cods 
for Calculating PWR Scran Activities 

DECHEfi-U Combustion Engineering, Inc CEW-1!B3<F) 79/11/30 
73pp 



8006300107 Forward* IE Circular BO- 11, "Efnergancy Diego) Generator UK 
Oil Coolor Failures " No written response required 



O'HEILLV, J P 
2pp 



Region 3, Atlanta, Office of thu Director BO/05/ 1 3 



800*060321 "Statistical Combination of Uncerta t title* Methodo 1 oau, Part 
1 C-E Calculated Local Power Donslty *t Thermal Margin/Lou 
Prmure LSS3 for St Lucia Unit I," nonpropr i etary version 

* Combu*tlon Engineering. Inc CEN-123CF1-NP PT1 79/12/31 
lOOpp 

H006O6O336 "Statistical Comb mat ion of Uncertainties Mstltodol og' Part 
S Combination of Sui Parameter Uncertainties In Thermal 
Margin Analyses far St Lucie Unit !." nonpropr 1 tary 

Combustion Erg ineer i na , Int CEN-123<F)'NP PT2 BO/Ot/31 
lOOpp 

9006040329 "Statistical Combination of Uncertainties Methodology. Par t 
3 C-E Calculated psparture From Nucleate Boiling & Linear 
Heat Rate Limiting Conditions for Operation for St Lull* 
Unit li" nonpropr 1 etary version 

* Combustion Engineering, Inc CEN-133(F)-NP PT3 BO/02/S9 
iOOpp 

B006.19012O Diseussei util 79J 1O9 submittat r* degraded grid voltafl* 
Forwards request for addl Info 
CLARX.R ft Operating Reactors Sranch 3 80/03/29 3pp 



600630024? For-marrfs IE Insp flept 30-333/80-13 on 800429-0502 
No noncompllance noted 

MURPHY, C E (legion 2. Atlanta, Reactoi Canetruction ti nglni*rlHf 
Support Branch 80/03/16 2pf> 

--B004.300273 !E Insp Rept 30-33S/BO-13 on 800429-0502 No none oitipUn(r 
noted Major areas inspected inservice inso ! licensee 
response* to IE Bulletin 79-17 

CUOULEY.D R Region 2. Atlanta, Office of the Director 
HERDT,A R Region 2. Atlanta, Reactor Construction & Engiin-trln) 
Support Branch 80/05/19 4pp 

BOQi0400i3 Act receipt at IQOI1B,O321 05O1 Itrs informinfl HHC of 
steps taken to correct -violationa noted in IE Insp Repti 
SO-a50/79-35. 5O-S51/79-35, SO-335/79-33 ti 50-3S9/79-22 
HURPHY, C E Region 2, Atlanta Raattoi Construction b Engint-irlng 
Support Branch BO/05/19 lp 

B00fi0i)0021 Responds to NRC /912I9 Itr re violations noted In IE Imj 
Repts SO-250/79-35, 50-251 /7?-as. 30-333/79-33 , 50-339/79-3^ 
Corrective actions QA pi ocedurcs mill be revised ui/full 
compliance achieved by 000731 
UHRIG.R E Florida Power '- Light Co BO/O5/01 lp 



6006180471 Forward info re TMI-related rpnolrtments, in ripon*e t-o 
NRC 800507 Itr 

E Florida Power & Light Co aO/Oi/13 3pp 



B006300339 Kotlfitatton of 000620 meeting uj/util J. C-E in Bebhisda.HD 

to dlicutt history Indications << anal^ils of voiding & 
corrective action* re B00611 evfrnt at facility 

CONMERjE L Operating Reactors Branch 3 SO/Oi>/I? 2pp 

B0062401B9 Dlacusas main tteam line break analytii Reiultt iheuf that 
piat containment pro*ur ii not Influenced by assumed 
addition of auiiliry fettuaKtr ruptured itean generator 
Foruards assumpt ions uscil in analysis 
UHRI.R E Florida Pouier & Light Co B0/fi/20 lOjpp 

&006B70311 Apjl Icationi for aneild *o App fl of Licni DPR-67, mod i fg (ng 
definition of opirabDltn & applic*MHHj of limiting 
condition! for operation to coincide W words in BTS per 
NRC SQ04IO Itr 

E Florida Pouer 1 Light Co 90/06/30 IP 



3006040025 Responds to NFJC 791219 I S00220 It's re ulolatlont imttl 1' 
IE Insp RepLn 3O-250/79-35 ?0-231 /79-3S, 30-335/79-33 
fr 50-3B9/79-22 CorrecLi/e actions OA procedures will be 
revised re implementation of 10CFR21 
UHRIO.R E Flat Ida Power ' Light Co BO/03/21 3pp 

B00623O159 Ac k recoipt of 800913 Itr informing NRC of steps tat*n t 
correct vifflatioriE noted in IF Insp fiept 50-335/SO-OB 
LEWIS. R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch a<VO*/O2 lp 

6006230166 Responds to NRC BO04IS Itr re violations noted in IE Inij 
Rept 30-3 35 /BO-OB Corrective actions interim measures talen 
to supply audible flui count to refueling drea 
UHRIO, R E Flnrlda Pouier >> Light Co 80/03/13 2pp 

B004230171 Forwards IE Insp Rept 90-33S/80-OS on SOOfl01-O3 & not 1 1 1 
of violation 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Buppoil 
Branch BOVOA/IB 2pp 



0004H70314 Sifety *v'luation supporting amend to Aft A of Licens* 
DPR- 6.7 
Florida Power t Light Co fiO/06/20 lp 



--8006230173 Notice of violation frora Insp on 000401-03 

* Region 2> Atlanta, Reactor Operations Nuclear Support 
QO/04/IS lp 



3006270317 Revised Tech Spci per proposed amend to App A of Lictnst 
DPfi-A7i modify itg djf Inl t ion* of opir'bllitv t< 'ppl Icatil 1 1 tv 
af limiting conditions for operation to coincide u/words in 
STB. 
* Florid* Fouer I. Lljnt Co SO/06/20 7pp 



--8006230179 IE Insp Rept SO-335/BO-OQ on 800401-03 Noncomp i lane* ne 
failure t have flui monitor indication audible in 
containment during core alterations 

* Region 3, Atlanta, Reactor Operation!, Nuclear Support Branch 
80/04/13 4pp 



Q Inspection reportir If Bulletin! & corrosponiftnce 

BOOA130035 Foruarils IE Insp Rept 50-333/BO-09 on B0040B-10 No 
rontompJ Une noted 

tWflPHY. C.E Realon 2, Atlanta' Reactor Construction ti Englneerinfl 
Bupport Branch. 30/04/30 2pp 

3004130036 IE Imp Rtpt 5 0-335/80-Of on B0040B-10 No noncompl I unc* 
noted Major areas Enspictedi installed iq,ufpm>nt revliu pir 
IE Bulletin 79-O1B 

CDMLOH.T E, Flejion Atlanta. Reactor Com fut tlon t Engineering 
Support Sr*nch. RUFF. A Q fteglan 2. Atlanta, Offlet of thi 
Director BO/O4/29 2pp 

a(H)60i0569 Forward! IE Bulletin BO-H. "Havonrij Uall Design " Requires 
aetlon li uirltten r*spone IE Info Notice 77-2S. 
"Over lairilrg of Structural Elements Doe to Pipe Support 
Loads" ntl. 

Yi J P. Region. 2, Atlantai Office of th* Director. BO/05/OB 



Focwa-rds response to IE Bulletin 80-12 Failure of any 
active component during decay heat removal su,s operation 
mill not result in loss of cooling 
UHRIO, R E Florida Power b Light Co 00/06/11 4pp 

B0063303O7 Responds to IE Bulletin BO-05 Eitsting measur for v 
protection are adequate '- no further mods are required 
UHRIO,R E Florida Power & Light Co BO/06/11 3pp 



R. Piriodlc operating rojioi ts ( related correspondence 



8006170467 Forwards monthly operating repts for Hag 19BO 
SCHMIDT, A D Florida Pouier * Light Co HO/Qi/07 lp 



8QOM70479 Monthly operating rept for May I9BO 

CHILSCN.V T Florida Poiuer t, Light Co SO/06/07 6pp 

S Rgportable occurreitcea, LERs i related correspondence 



a 006030286 Forwards IE Bulletin 80-12, Decau Hut Removal 
Dperablll *U- " Requirei action & respone ulthln 3D f 
IE Info Notfc* 90-30) "Lost of Decay Hr*t Rmovl Ca 
t D*vii-B*nt Unit 1 Mhll* in Refueling Modi" tncl 
O'REILUYiJP. R*gion 2. Atlanta, Office of thi Director 90/05/09 
2pp. 



8006050325 HO 335-BQ-27 on S00514,C-E informed util that partial 
draining of RC5 uhile In Mode 5 is condition not analyied 
for boron dilution *vent Plant operating procedures reviled 
to Increate shutdown margin 
WETHYrC M Florida Power t Light Co SO/05/15 lp 



8006030443 Forwards LER 6O-O27/09T-0 

SCHNIDTiA D Florida Poiter i Light Co 80/05/21 lp 



DOCKETED ITEMS 



151 



--8004030 4 1=5 LER BO-027/09T-O on B00514, dur ing shutdown for matnt.NSBB 
notified util that partial draining of RCS while in Mode 3 
is condition that has not been analyied for boron dilution 
event Procedures revised to increase nun shutdown margin 
SCHQPPMAN.M A Florida Po^ei t, Light Co BO/09/21 2pp 



6QQ&060367 Submits info to reaffirm adequacy of current fire protection 
plant to fulfill SER conmi tments One oversiie drawing end 
COUNSIL.U G Northeast Nuclear Energy CD dubs of Northeast 
Utilities) CGUNSILiW G Connecticut VankBe Atomic Power Co 
50/03/2? Spp 



G00611OO37 Forwards LER BO-O25/01 T-0 

SCHMIDT. A D Florida Pouier ', Light Co 



EOOt.1 IO042 LEF1 BO-025/O1T-O on B00512. dur ing planned secondary ihutdoun 
for turbine ma int. steam header would not depressuriie 
following steam stop closure due to sheared bypass valve 
items Cause undetermined Valve stems replaced 
SCHGPPMftN, M ft Florida POLJBF l> Light Co 80/05/26 Spp 



H Genera 1 correspondence 

6006170164 Advises of personnel change EJ Mrocika relieved JF Opeka as 
station superintendent on SQOfiOl 
MRCCZKA.E J Northeast Utilities 30/06/03 Ip 

P Operating license stage document! li eorres pondenc e 



SOO4170675 Far 
SCHMIDT, A D 



uards LEFI BG-019/Q3L-O 
Florida Powei ', Light Co 



BC06l706Si IER BO-O1^/03L-0 on 600501 1 dui Ing normal refueling 
opera tions, 1 eak check of personnel air lock Indicated 
leakage in excess of Tech Specs Caused by defective air lnc( 
handwheel shaft packing gland Packing gland: adjusted 
SCHOJ'PMAN, M A Florida Pouter & Light Co 80/05/31 Ip 



BOOA17O543 For 
SCHMIDT. A 



urds LER BO-021/03L-0 
Florida Power t- Light Co 



BOOil7O551 LER SO-021 /03L-0 on 800507, dur ing normal surveillance 
post-malnt testing, IA diesel' generator failed to svnchroniie 
to emergency bus Caused bij frequency permissive relay being 
set incorrectly Ralay setpoint corrected 
5CHCPPMAN, M A Florida Power b Lloht Co 80/06/06 IP 



6006170647 Forwards LER BO-020/03L-0 

SCHMIDT. A Florida Power It Light Co 



--B006170&52 LEU BO-020/03L-0 on BOO507, during heatup following 
reJue 1 ing p aui 1 1 iary feed pump governor found out of 
adjustment Caused by drifting of speed sotting 
potentin muter Patent lame tor readjusted 
SCHQPPMAN.M A Florida Power t Light Co BO/06/06 Ip 



8006230493 Foru 
SCHMIDT, ft D 



irds LER 60-023/O3L-0 
Floi iifa Power t Light Co 



auQ6230'}95 LER BO-023/03L-0 on 80051 1 . dur ing power ate ens Ion. control 
element assemblies 19 '/ SB dropped to full insertion Caused 
by failure of 15-volt power supply units Doth control 
element assemblies mere restored 
SCHOPPMAN.M A Florida Power V Light Co BQ/O6/10 Ip 

80063304O5 HO 335-90-2? on 80061 1 , ground occurred on bu* ID dc causing 
containment isolation valve HCV-H-6 to fail closed 
Apparently caused bu, wnter in solenoid Prom steam l*ak 
Caatdo-un continuing Damaged valve seals will be replaced 
WETHY.C M Florida Power t, Light Co SO/06/11 2pp 



0006330464 Forwards LER SO-021/03L-0 
SCHMIOT,A Florida Pouor (, Light Cc 



SOO&090165 Forwards addl TM1-S related requirements to operating 
roactciTs Licensees requirement) for TH1 Action Plan include 
shift manning, 1 icen-slng eians 1 licenieB d 1 isemination 
of operating aigeriences Response requested within 30 days 
EISENHUT,D G Division of Licensing BO/OS/07 ISOpp 



Fracture 



BO06130132 Requests comments on NUREO-OS77, "Potential for Lou 
Toughness I Lamellar Tearing on PUR Steam Qenerator b 
Reactor Coolant Pump Supports " Proposed revieu procedure It 
Implementation schedule encl 
EISENHUT.D Division of Licensing 90/O5/1? 7Hpp 

90OA02OH03 Application to amend LlcenEe DPH-69 iiij incorporating 
revisions to Tech Specs far Millstone 5 in response to NRC 
8O041O req.iibst Proposed changes are necessa.ry for sifi 
operation of facility Millstone S is only unit u/Tech Specs 
COUNSILMJ O Connecticut Yankee Atomic Power Co- CDUN8IL, H Q 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 
BO/05/21 3pp 



a0060BQ2ll Proposed revisions to Tech Spec* for Millstone S, 
incorporating renuirements of WRC B00410 Itr to all pautr 
reactor licensees 

* Northeast Nuclear Energy Co Isuhs of North nil t Utilities) 
BO/OS/31 7pp 

8006060306 Fofuiards p copr i atary version of basic safety ript addendumi 
"Nuclear Uneer fcaint i esi " supplement in} rept Section 4 
De-icribes pouier peaking factor uncertainty analysis used In 
reload fuel design Rept withheld tref 1QCFFJ2 79ffl 
CDUMSIL'IJ Q Northeast Nuclear Energy Co (sub! of Northuut 
Utilities) 80/03/2B 2pp 

aOO6180<!16 Fat-nurds Amend 5B to License DPR -65 d notice of issuinc* t> 
availabilltif 
CLARK, R A Ojcrating Reactor* Branch 3 30/OS/a? 3pp 

8006180417 ftniend 58 to License DPR-65. chanoln) Tech Bpec to permit 
storage at fuel aisembllat containing 3 33X ty weight 
U-235 in high, density spcht fuel storage racts in spent futl 
storage pool 
CLATJK.R A Operating Reactors Branch 3 80/03/39 Spp 

QOD618OA1B Notice of issuance it availability of Amend S3 to License 
DPR- 63 
CLARK, R A Operating Reai tor -s Branch 3 BO/05/29 Bpp 



0006230476 LER BO-024/031-0 on BOQ516, uih 1 1 e shut down for refueling, 
periodic test of engineered safety features showed 10 dieil 
gene-rators load sequence timers were out of tolerance Caused 
btj setpoint drift Maladjusted relags caused other problems 
BCKOPPHAN.M A Florida Power t, Light Co 80/06/13 2pp, 



DOCkvET 5O-33fa MILLSTONE NUCLEAR POWER STATION, UNIT S 
F Security, medical, emergency & fire protection plans 



BOOfi06Q436 Forwai is request for addl info re facilities' efflernenc 
plans Plans should bu evaluated against NUREO-0654 d encl 
conme-nta by 800630 
CRUTCHFIIED, [) M Operating Reactors Drench 8 BO/QS/1E 36pp 



BOO&030474 Faruards addendum to "Basic Safety Rept" re nuclear 
uncertainties, nonproprl etarij ver s 1 on 

COUNSlUiM D Northeast Nuclear Energy Co (subs of Northtait 
ytilltlei) BO/09/30 Ip 

BO06030476 Addendum to "Basic Safety Rept" re nuclear unctrtiintitti 
nonpropr letary version 

North aast Nuclear Enargy Co (subs of Northeast Utilities) 
BO/O3/31 22pp 

800^.1 101O7 Nnfcif ication of BOO 60 4 meeting u/util S< Hutinghoun in 
Bi-bhesdai HO to discuss core pouier di stributlon, setpoint 
cnethodolag U' uncerta i nty analysis it proposed Tech Spec 
changes re Cycle 4 reload DJ/WH t inghnuse fuel 
CONNER, L Operating Reactors Branch 3 50/03/30 Spp 



SOO609Q487 Forwards proposed rule entitlefli "Fire Protection Projram 
for Nuclear Power Plants Operating Prior fco 790101 " Rule 
adifi neui Section SO 4B t/ Ape R to 10CFRSO t- is eipectad 
to be published In FR by end of May 
EISENHUT.D Division of Licensing SO/05/19 flfcpp 



BOOil 10307 Discusses small break LOCA ECCS perfarmanci results 
Primarily effect function of sys charac terlstics such as 
ECCS flout rates, laf-atu, injection tank actuation pressures 
tr core pouiBf level Supporting info encl 
CaUNSIL,!) O Horthest Utilities BO/06/03 14pp 



9006130063 Forwards revised Pages 1-14 & new Page 14a for proposed 
rule tOCFflSo "Fire Protection Progiam for Nuclear Pouer 
Plants Operating Prior to 7<?010I," transmitted by NRC BOOS1? 
Itr Pag I 'la not encl 
EIBENHUT. D G Division of Licensing 80/05/22 73pp 



0006160045 Provides descriptive info It design asse*im*nt of proposed 
loin level reduaite storage facility ontite No tlRC revl eu 
required Facility ulll bo operational late 19BO 
COUNSTL.W O Northeast Nuclear Energy Co (sub* of Northeast 

utilities) ao/06/oa 9pp 



1S2 



DOCKETED ITEMS 



QOO&160047 Forward* 'Reload Safety Analysis," demonstrating that Cuclf 
-1 reload a**ur5 continued conformant e to design & safety 
limit! of facility 

CQUN31L.U Northeast Nuclear Energy Co fsubi of Northeast 
Utilities) 80/06/03 2pp 



8006090191 Forwards IE Investigation Rept iO-B'i'3/HO- 1 i. on BO0305-07 t> 
19-20. in response tn allegations re illegal ihipmpnto of 
spent fuel 

MARTIM. WC Region 1, PI) i lade Iph la. Safeguaida Branch 10/01/10 
IP 



a006UQQfla "Reload Safety Analyji* " 

Northiast Nuclear Energy Co (tub* of Northeast Utilities) 
80/06/30 23[>p 

BOC62405SB Forwards Anendi 68 4 59 to License! DPH-21 !< DPR-&9, 
respectively t, notice of issuance It availability 
CLARA. R A Operating Heacton Branch 3 BO/06/03 4pp 

SOQ6240i04 A^ndi 6B t, 59 to Liconies DPR-S1 t DPR-65, respect) vely. 

deleting Section* 4 I '* 4 a frnm ETS 

CLARK, R A Operating Reactors Drencfi 3 CRUTCHF1ELD, D C 

Opirating Reactors Branch 5 80/06/03 7pp 

8QOi24ui07 Notice of issuance i availability of Amends 6B t, 5? to 
LlcensBi DPR-21 I Dm-65. reapec tivoly 
CLARK.fi A Operating Reactor) Branch 3 BO/06/O3 2pp 



five addl TMI-2 related requirements 
ctors per S00507 request Integrated 
impact of all requirements should 



E5OOil90457 Forwards info 
applying to operating T 
**ieismatit of collects 
be conductld 

CQUNSIL.IJ Northeast Nuclear Energy Co dubs of Hortheait 
Utilities! CQUHSIL.W G Connecticut Vankoe Atonic Power Co 
BO/06/10 30pp 



BQ06250IS3 Forwards 1C Insp RoptB 50-245/SO-O4 V 50-33A/BO-03 on 
800301-29 No noncomp 1 iaiice noted 

HRUNNEn.E J Region I. Philadelphia, Reactor- Operations Nuclonr 
Support Hrancfi 80/05/02 2pp 

--8006250I57 1C Insp Hcpts 50-24S/HO-04 c SO-336/BO-03 on G00301-39 Nr, 
noncompl lance noted Hijol areas inspectad plant ujioral, i nna. 
logs S recorris. firevious insp Fi nd ings, rad i one i i ve ma 1 1 
sh ipments. ma int t, IE bulletins * cuculara 

KEItilG, n R Region 1, Philadelphia. Reactoi Operations Nutloar 
Support Branch aHEDLGEKV, J T , ZIMMERMAN, fl P Ftogian 1- 
Philadelphia, Office of the Director- BO/O5/01 13pp 

B006040011 Responds to IE Itullotin QO-05, "Vacuum Condition Resulting 
in Damage to Chemicnl Vol Conti ol Sys Holdup Tnnks " Ileviou 
of all sys has been completed Adequate wtcuum prnteclion 
eiiits for sys under potentially damaging vacuum conditions 
COUNSIL.UG Northeast Nutlear Enoigy Co Isuhs at Noitlieaat 
Utilities) BO/05/07 Spp 

B006240ill Ack receipt of BOOSOE) I ti informing N(ir of incorrDft 
statements made in IE Insp Rupt 50-H93/BO-12 Corrected nagm 
enc 1 U/o enc 1 
MARTIN, U Region 1, Philadelphia, Sflfouumda tli-ancli HO/03/1'2 



80Q6190602 Forward* "Large Break LOCA/ECC9 Performance Result* " 
Analysis i hound double-endsd cold leg guillotine bralr at 
pump diicharje to be Uniting large breafc Revieiu of results 
dtrmined that applicable fee ua: iubmitted B00509 
CDUNS1L.H O Northeait Nuclear Energu Co (%ubi of Northeast 
Utilities) CGUN.SIL.WG Northeast Ut 1 1 it I PS BO/06/11 Ip 

8036190610 "Large Break LOCA/ECCS Pcrfornance Results " 

* Wortheait Nuclear Energy Co (suos of Northeait Utilities) 
Nort/ieait Utilltie* BO/06/30 3Bpp 

aoOi!9040B Forwards info re de. lgn basil tran.i.nt 1, accident 
conditions providing basii for au.iliary feeduatfr tus flow 
requirements, in response to fJHC 791032 requeit Cased on 
JSn.,2!,*','.*""' 1 *' 1 '' F ' Bduafce '- sy> compile, u/Section 1 4 
COWSIL.M G (Jortheait Utilities COUfiSIL.U Northeast Nuclear 
tnergu Co dubi o* Northeast Utilities) 80/06/16 30pp 



MnH r re low pre.ure 

turbine discs Scheduled insp program at facility uill 
confirn absence of turbine disc cracHno in 1 O u pressure 

co uub ' ""*-* 



CONNER, L Operating Reactor. Branch 3 80/06/1B 29pp 
^ i"!^!!*l n "P oltt - IE Bulletins I, correspondence 






--8006240617 Responds to (IRC B004IS Itr Northeast Nuclear Cnavgij t 
incorrectly Identified as ulil licenaoil to operate Haddam 
Neck Plant 

COUNSIL. W G Northeast Nucleni Energy Co (subs qf Northenit 
Utilities I BO/O5/O8 3pp 

B006200037 Forwards IE Circular 00-13, "Grid SUflp Damage In 
Westinghouse Fuel Aaaemblics " No written response required 
CRIER, BH Region t, Philadelphia, Dffi C[! of tl.o Director 
90/OS/2Q Ip 

R Periodic operating reports t rolatcd con osporuf unco 
B006330S06 roriuards monthly operoting rcpt foi Moil l^BO 

MROCZKA.E J Noithoast utilities QO/OA/UI ip 



8006230515 Monthly operating rept for Maij 17HO 

HDWLETTiG H Northoast Utilities 00/06/02 3pp 

- RO[l ! r !! b l B " = t"y>m:". LEFls i, i clatod corrcoiiundonc 
6006020306 Forwards l.ER BO-OKJ/01T-0 

N NiiMr Fn " p 



7 

inoperablfl Causes bu Inadequate hanger hascplnle tupportt 



6006060275 FormaTds LER BO-OaO/03l -0 

QPEKA.JF Northeast Utilitlen 90/05/29 Sipp 

-B006060205 LER 00-020/03L-0 on B00437. dur ing p OU . r ope, at 1 on, FrCSl 
pressure uas too lou, due to atuc * p,- .,uri< B r spray va j va / 
r^HMrfl tv 'P' led , on <"" *" generator level during | oa d 

u Ca T\^ ' D0sa Vfllve "* v l repaired 
V Northeast Utililiea BO/03/?'? Ip 



8006110246 Forwards LR QO-021/031-0 



ca 









u "", B005( "" ^- a routine t. S t ( r lfl to 

"--^ ".'K; p- fs%; p "i:; p r e :^ts 9 - pi " 

a "! ing laUh lo Fa " C"lt tightened 

' 



8006170657 Forwards LER 80-011/03L-1 



DOCKETED ITEMS 



SQ061/0661 LER SO-O1 L/03L-1 on BOO508, Co 1 1 ou I ng stiutd aun, broken saddli 
clamp bolt found on tiydr.iu 1 1 c snubbei hanger 490002 Caused 
btj fatigue '/ high impact loading Dolts rep laced u/hig-h 
strength bolts for high temp svc 

CLEMENT, C Northeast Nuclear Energy Co <suna of Nor th Gat t 
Ut 1 1 it i e-3 > BO/06 /6 ip 



DOCKET 50-33B NORTH ANNA POWER STATION, UNIT 1 

F Security medical, emerguncij i- fire protection plnns 

aOO6O20Ol I Foiuards req.uest for addl info Tieedud to complete NRC 
review of guard training >f qualification plafli submit ted bg 
util 7SCaiB Itr Info request withheld lief IOCFR279Q) 
CLrtfiK, R A Operating Fieactnra Branch 3 00/05/19 2pp 

BOO6O"?04B7 Foruards proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plant-s Qpciating Prior to 7701O1 " ffule 
add-! noil Section 30 48 >* App Fl to- IQCFHSQ t it eipecte-d 
to bo published in FR bu end of May 
EISEiNHUT.D C Division of Licensing HO/05/19 'lipp 

BQu&l300i3 Forwards revised Pages 1-14 '. ne-ui Page 1 4a for proposed 
rula 10CFFI5O "Fire Protection Program far Nuclear Pouer 
Plants Operating Prior to 79O1Q1." transmitted by NRC BOO519 
Itr Page Ifla not end 
EISENHUT, D G Division of Licensing 60/03/22 73pp 

BO0603Q016 Responds to NRC 300519 Itr rs guard training !< 
requal 1 f i cat ion program Response will be Forwarded by 
600714 
SYLVIA. B R Virginia Electric It Pqucr Co 8Q/O5/2B Ip 

SQQ&1KJO05 Forwards Revision 1 to emergency plan Section fl ulll require 
mod resulting from 8OO3TQ meeting u/NRC t. will be, forwarded 
upon completion Commonweal th o-f VA 0QQ52Q Itr one i 
BAUM.E A Virginia Electric Power Co ao/06/06 5pp 



SOOi>llO&D7 Revision I to emergency plan 

* Virginia Electric ' Power Co BO/Ofa/O? 



IQOpp 



B0063404A9 Foruiartfs addl changes to station emergency p Ian. c omp 1 etino, 
response to IU Roe BOOS IS comments 
BAUM, E A Virginia Electric I. Pouicr Co BO/06/30 2pj 



aOO&240473 Emeigieiici/ p laiir Revi s ion 2 

* Virginia Electric '' Pouor Co BO/Od/lB 



27pp 



Fc-ruiarda Revision 3 to emergency y 1 an. d 1st ifd u/NRC on 
B00620 MEO forwards Sheriff of Hanover County. VA B00405 Ltr 
of aareoment * li^t of changes to emergency plan 
BAUM, E fi Virginia Electric & Power Co OO/Oi/23 Ip 

HOOfa2Al>lB4 Rovision 3 to emefgencif plan, Sheriff of Hannvar CountyiVA 
B006O5 Itr of agreement 'f list a! changes end 
* Virginia Eboctric , Power Co EJQ/Gi/95 23pp 



(S Ad jud i catorij correspondent i 



Notifies that time fiaa elopsod for Commission consltfora t i on 
of petitions fai reviou of ALAB-5IM Since Camm i ssi on h*i 
nut granted pe t 1 t i on. p el i t i on is deemed denied 

CHILES J Office of the SucTotani of the Commission GO/OS/S 1 ! 
IP 

BOOi 180429 Recommends that flSUAD coitipos I tion be changed to remove 
Imbalance between tauijer >j tBchnic^l mombera t, t!iat 
unnecHssarij legalistic bur duns > pr oced ui e\ b requirement* be 
eliminated 
FJEALE.V 1J ValenLine IS Doale 



B006310347 ftdvi3.cs of hange in info- Iri 000324 Itr West i ngho-use eiit 
energij t probability analyse* will not be ready until Oc t 
19BO S&U analyses uilll require sn oddl uiks Cracl alie 
tables withheld Iref 10CFR2 790) 
CIRISTMfiN.J N Hunton i Williams SO/O6/20 Sp p 

H00430-0413 Ac I receipt of 80062') Itr re turbine mi-sailo Lsiue Delaw i 
Heal i nghouse analijsee Is not matter of serioue cone em to 
ASLAB ftSLAD must be prompcli; notified if disk cracking insp 
is postponed beyond Dec I960 
BISHOP, C J Atomic Safety and L icons ing Appeal Panel BO/06/3* 



P Operating license stage documents i correspondence 



B0060?O165 Forwards addl THI-2 related rpqu i romenti to oparatt 
reactor* Licensees requi reraenta for Till flttion Plan include- 
shift manning, 1 icons Ing eiaroi & liceniee d 1 isemi mtlnn 
of operating eipeiiences Response requested uiithin 3O day i 
eiSENHUT,D G Division of Licensing 30/O5/O7 IBOpp 



BQOAQ70925 Forward* Amend IB to License HP 
notice of issuance t. ava i lab i 1 ity 
CLARK. R A Operating Reactors Branch 3 



evaluation t 
2pp 



80O6090529 Amend IB to License NPF-4, torrec ting admin i *trat iwe err 

presently ensting m Teih Specs ro raai rc-spoTuo tijnP 
eipected -from onset of detected degraded offsits powpr iga 
CLARK, Ft A Operating Reactors 9ranch 3 BO/05/19 5pp 

B00ii09053fl Safety C'Valtation supporting Amend 18 to Liconte NPF-4 

* CFfice oP Hut 1 ear Reactor Reffulation. Director 90/05/19 S 

8006090537 Notice of usuance- t, avallabiliti| of Amend 19 to Lictlii 

MPF-4 

CLARK. R A Operating Reactors Branch 3 80/03/18 2pp 

B00613O122 Requests comments on NUREG-OS7"/. "Potential for Loin Fract 
Toughness >j Lamellar Tearing on PMB Steam -eenorator t 
Reactor Coolant Purap Supports " Proposed rovieu protedure Ie 
implemeutat i oti schedule ent 1 
EISENHWT^D C Division of Licensing BO/05/19 73pp 

6006020173 Advises that, c ontrary to date stated in 800429 Itn temper 
post-accident containment atmoapheric sys will be installed 
by B006-30-per NUneo-OS7a Permanent s^s uii 1 1 be installed by 
8101O1 Slstchog one! 
SYLWA.B R Virginia Electric ', Pouei Co BO/&5/S0 4pp 

aQOi.050223 Application to araend CL m/Tech Sp*c Chanje 39. removing 
BnubBer 103. insta 1 led on safety injection iijs In saf*guards 
area. from Table 3 7-4 Propoied Change 3B fc. Clais III f 
nncl 
FERSUSON, J H Virginia Electric t. Power Co 80/06/03 3pp 

8006053227 Proposed Change 3B tc- Teth Sp oc Si removitig Snubber JDJ ( 

Table 3 7-'l 

Virginia Electric S Power Co 3O/Oi/O2 Ip 

BOQ(i2SCQQfa Confirms BOObOS telcmi authoriiing anund to OL Tech Bpici 
t-t-cenEe NPF-4 it amend ed, de let i ng inubber 103. on Pago 
3/4 7-34 Forma] copies of amend t- FR notice t OT tlicoming 
HQVAK.T H Assistant Director for Operating Reactora 



BOOt.110063 Provides commitmBnt tn meet addl TM1-2 related i-Equii-flmer 
idantiPicd m NRC S00307 1 ti . provid i ng equipment procurement 
schedules do not impact implementation of hardware changes 
SVLV1A.Q R Virginia Electric It Pouer Co 8G/0/Oi Ip 

BOOfal3O334 Praposei multiphase elan to address -NHC toncerns re 
mult i structure amplifietJ response spectra being used to 
anaigie piping iga in. low head V high head safobij injection 
lines List of mul tis true ture protilems *t samp 1 ff problem and 
SVLVIA.D H Virginia Electric * Power Co BO/06/0& IBpp 

000623OI39 ForiuaTifs "North Anna Operational Dackground ChnmlstTij 
Rovie-u " Addl InPo concerning Was t i nghouse boric acid 
treatment program to be foruMrded ulthin feu uks 
3VLV1A.B R Virginia Electric S, Pouer Co BO/06/1B ip 

800625O143 "Nortn Anna Dperational Backgrounif Chenvistrv Hviui " 
SAWOCHKA,S , PEftfJL.W L NUT Corp 80/O(,/30 4ipp 

GOO(.3-003BB Confirms agreement re review criteria for control rd bai 
reacfcivitif uiorth tests hodified Table A 2 of VEP-FRD-3i. 
"Control Rod ReactWlty Worth Determination bu Rod Buiap 
Tochnliioe 11 end 
THOMAS, W M Virginia Electric & Power Co 90/06/26 4p(i 

BOOi300<lS6 Forwards histoii/ of ciperlenced total !. partial pouer 
outages at f ac i 1 1 U es, per NRC BOOSO? ceqtiB** 

H Virginia Electric t. POUIBT Co B0/06/2i 4pa 



S Inspection reports. IE Bulletins & corredpdndence 



Forwards tE Inip fiepts SO-33E/BO-16 V SO-339/BO-17 on 
800303-0411 Mo noncompl lanes noted 

LEMIS.fl C Region 2, Atlanta Reactor Operations Nuclear Support 
Branch BO/04/29 Hpp 



154 



DOCKETED ITEMS 



6006160156 IE Insp ftepts 50-339/80-16 t 50-339/90-17 on 600303-0411 No 
noncomp 1 iance noted Major areas inspected short-term Lessons 
Leained <NUJJEO~037Bl,TMI-2 action plan (NUREQ-0660) t plant 
readiness for fuel loading 

KELLQGQiP J Raglan 2, Atlanta. Reactor Operation! Nuclear Support 
Branch KIDD.H 8 Region Z. Atlanta, Office of the Director 
&0/04/29 13pp 

6Q04Q90062 Forwards IE Imp Reptt 50-33B/80-1B t< 50-33?/BO-19 an 
QOO413~14 Nn noncomp 1 lance noted 

LEWIS, R C Region 2, Atlanta. Reactor Operation! Nuclear Support 
Branch 30/05/02 3po 



9006090253 "Special Tests fc Design Changes 1979 " 

Virginia Electric I Power Co 60/06/05 26 pp 



S006120301 Forwards monthly operating repts for May 1900 
SYLVIA, R R Virginia Electric \. Power Co BO/06/O9 Ip 



~- 000613030<I Monthly operating repts for Hay I9BO 

HARVEY, B L Virginia Electric fi Power Co 90/06/02 8pp 



S Reportable occurrences, LFRs i related correspondenci 



-B0060900B8 IE Imp Repts 90-33B/SO-I8 (. 50-339/80-19 on B00413-16 No 
noncomp 1 lance noted Major areas Inspected Initial fuel 
loading nf Unit 2 

UPRIGHT, C M Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch BURNETT, P T . DONftT, T J Region Z. Atlanta, Office at the 
Director BO/O5/01 Spp 



S006130370 PNQ-I 1-90-093 on 80O523, safety injection actuation c 
when vita] electrical but uas lost while plant uas shutdown 
following unplanned reactor trip Caused by C steam generator 
feediuater regulating valve failure to open 

UEBBTER.E H , KELLOCQ, P J Region S, Atlanta, Office of the 
Director BO/05/23 Ip 



B006060513 Foruardi IE Bulletin 00-11, "Masonry Mail Design " Requires 
action & written response IE Infp Notice 79-38, 
"Overloading of Structural Elements Due to Pipe Support 
Loads" >ncl 

O'REILLY. J P Region 2. Atlanta. Office nf the Director 80/05/08 
Spp 

6006200105 Forwards IE Insp Repts SO-33B/BO-17, 50-404/60-02 t> 
30-4015/30-02 an 800409 & 10 No noncompl lanee noted 
MURPHY, C E Region B, Atlanta, Reactor Construction & Engineering 
Support Branch 90/05/05 2pp 

0006200114 IE Imp R*j>t5 SO-33B/BO-17. 30-404/80-03 fr 50-405/00-02 
on 800409 & ID No noncomp 1 lanca noted Major areas inspected 
IE Bulletins 79-17 & 80-09 activities re cracks in borated 
water sys & containment liner penetration welds 

HERDT, A R Region 2, Atlanta, Reactor Construction b Engineering 
Support Branch ECONQMDS, M Region 2. Atlanta, Office of the 
Director 00/03/07 4pp 

800ii04OK4B Forwards IE Bulletin SO-12, "Decay Heat Removal Sys 
Qperablllly " Requires action t, response within 30 days 
IE Info Notice BO-20, "Loss of Decay Heat Removal Capability 
at Davis-flesie Unit I While in Refueling Mode" end 

C'REILLVi J P Region 2, Atlanta, Office of the Director BO/05/09 
Spp 

9006300137 Forwards IE Circular BO-11, "Emergency Diesel Generator Lube 
Oil Cooler F .allures " No written response required 

O'REILLY, J P Region S, Atlanta, Office of the Director 90/09/13 
Zpp 

aOD6E00604 Responds to IE Bulletin 79-27, "Lo*i of Non-Class IE 
Ini trumantat Ion I Control Pouer Sys Bui During Operation " 
No qulpmint on other Initrument b contrnl pouier buses is 
neided to maintain hot or cold shutdown cnnifltlon 
9YLVIA.B R Vii-glni* Electric b Pouer Co 00/O3/3Q S4[ip 

9006340:338 Forwards response to IE Bulletin BQ-05 re vacuum conditions 
resulting In ilamagt to holdup tanks Two potential problem 
artt. Involvinj boron, evaporator bottoms tank i boric acid 
itoraga tanks identified 
SVLVIA.B R Virginia Electric & Power CD BO/06/09 3pp 

B00612O3B& Former d i rasponie ka notice of violation contained in IE 
Imp Repts 50-333/80-30 f, 90-339/BO-2I Corrective action 
all equipment will respond to safeguards engineered 
actuation reieti in FSAR 
5VLVIA,B R Virginia Electric t Pouier Co BO/Oo/IO Spp 

BQQt>3QQ353 Forward* response to IE Bulletin 80-09 Hijdrlmotor actuator 
Modeli AH-?0 & NH-90 are not used at facility 
SYLVIA.B R Vlrslnta Electric t Poiuor Co 80/06/10 3pp 

600)6300235 Forwards responia ta IE Bulletin BO- 12 re decay heat removal 
ins operahlllty Current procedure* provide adequate 
safeguards for redundancy or diversity requirements but will 
be changed IP subsystem is operable 
BVLVIA.B R Vlrsitiia Electric fc Power Co BO/06/il 4pp 

BO04300349 Respondi to IE Bulletin 80-06 requesting revieiu of drawings 
for all ss tervinj saf ety-relateif function* at schematic 
level, verification of controls U propoied design mods 
Actions & schedules delineated in Item 3 
BYLVIA.B R Virginia Electric '* Power Co BO/06/12 lOpp 

fl Periodic operating report* (- related corretpondence 

GOO A 09 02 52 Forward* "Special Teats b Design Changes 197? " 
SYLVIA, B R Virginia Electric t, Pauer Co 80/06/05 Ip 



8006050304 Forwards RO 80-47/01T-0 24-h follouiup rept 

MADISON, H R Virginia Electric & Pouer Co 00/05/27 Ip 

B00605030B RO 00-47/01T-0 on B00923, ac fci vat ion of ECCS was initiated by 
high iteam line floiu/lo-lo Tave signal Vital BUB 1-111 tuas 
de-energ 1 led at time of ECCS initiation Caused by frequency 
oscillations in dc to ac inverter for Vital Bus l-III 
Virginia Electric & Pouier Co 00/05/27 2pp 



8006060107 Foruiarda LER BO-041/03L-0 
CASTWRIQHTi W R Virginia Electric 



Power Co BO/05/30 



B006060410 LER BO-0-11 /03L-0 on 800903, during revieoi of operations 
periodic test schedu I s, quarter 1 y inscrvico inap of B LHSI 
pump check valves determined not performed within required 
Interval Caused by inadvertent deletion from schedule 
CARTURIQHT.W R Virginia Electric t. Pouier Co 00/05/30 2pp 



B0060903S9 Forwards LER SO-047/OIT-0 

CARTWRICHT.W fi Virginia Electric i. Power Co 



SQ060?0361 LER 00-047/01T-0 on B00523, safety Injection occurred due to 
high steam line floiu signal coincident u/lo-lo tave Caused 
by loss of vital Bus l-III which removes power from 
feeduater flaWsteam floy comparator! for steam generators 
CARTWRIQHT.H R Virginia Electric (. Power Co 80/06/O4 flpp 

0006110324 RO several lines In law head d high safety Injection sys 
were not analyied far effect* of fluid temp beloy 70 F 
Review of new noiile loads thawed load on pump eiceeded 
vendor allowable load Multiphase program proposed 
SVLVIA.B fi Virginia Electric t< Power Co 80/06/06 18pp 

000623047? Proposes multi-phase plan to address NRC concerns re 
amplified response spectra curves used as basis for analygea 
when piping s<j Is subjected to more than one spectra 
BYLVIA.B R Virginia Electric . Power Co 80/06/06 llpp 



9006120331 Forwards LER 00-043/03L-0 
CASTWRtOHT.H R Virginia Electric 



Power Co 00/06/09 



--0006120333 LER BO-043/O3L-0 on 800510, uih i le performing monthly 
surveillance tut l-PT-36 I on solid state protection train 
A, permissive P-ll failed Caused by failure of logic card, 
universal card 411 Louie card replaced 
CARTHHJOHT.H R Virginia Electric * Power Co BO/06/O9 Spp 



8006120359 Forwards LER 80-Q44/03L-0 

CARTWRIOHT,W (1 Virginia Electric It Power Co 



HO/06/09 Ip 



0006120363 LER 80-044/03L-0 on 000S10, control power fuses for 
containment partlculate t> gas radiation monitors bleu when 
restarting sample pump Possibly caused by current feedback 
from motor contactor 
CARTHRIOHT.W R Virginia Electric b Power Co, 80/06/0 1 ? 2pp 

8006130174 Deficiency rept re safeguards area eihauat ys Eihaust s 
modified to ensure aperabllitii following seismic event Mod 
consisted of installing mechanical means of opening central 
area exhaust ductwork on auxiliary bldg roof 
SYLVIA.B R Virginia Fiectric t< Power Co BO/06/0? 3pp 

8006230444 Updates 791031,1115,30 * ' 2a0 reptf re safeguards area 
eihaust sys not being entirely seifmlcallu, designed Lists 
essential equipment which might not receive adequate 
cooling Affected equipment modified to assure operability 
SYLVIA.B R Virginia Electric V Power Co BO/06/0? 3pp 
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B006170643 Forwards LER 80-0>13/03L~0 

CARTWfiIGHT,W R Virginia Electric t. Pou 



8006170650 LER BO-045/03U-O on 800513, deviati on of plui 3X between 
auilllarij shutdown panel Indicator LI-1459C i control roam 
indicator LI-1-461 was eiceeded Caused by packing leak on 
isolation valve 1-RC-I39 Valva repaired 
CARIHRIQHT.W R Virginia Electric t, Pouer Co SO/06/11 2pp 



6006330503 Forwar 
CAHTWRIGHT, W R 



s LER 80-04B/03L-0 
Virginia Electric 



Power Co 00/06/18 



1ft 



9006110005 Forwards Revision 1 to emergency plan Section 4 uill require 
mod resulting from 800530 meeting u/NRC b will be forwarded 
upon completion Commonwealth of VA 800SBO Itr *nc 1 
BAUtl.E A Virginia Elettrtc d Power Co BO/06/06 3pp 



B006I10007 Reviiion 1 to emergency plan 

Virginia Electric r. Power Co BO/06/09 



lOOpp 



B006250361 Notification of 800619 site visit to diicui emergency 
operating procedural 
DRQMER1CK. A W Licensing Branch 1 BO/06/17 4pp 



B006230509 LER BO-04B/03L-0 on SOO520. one of tmo floui paths from 
refueling chemical addition tank to RUST was Isolated to 
perform maint on leaking drain valve Caused bg leak through 
valve packing fc valve seat requiring removal of drain valve 
CARTURIGHT, W R Virginia Electric i, Power Co 80/06/18 Spp 



800623O5I6 Forwards LER BO-031/03L-0 

CARTW!GHr,W R Virginia Electric It Power Co 



B006230524 LER BO-051/O3L-0 on 800523, w/uni t at hot standby, fuel oil 

vol in 1J emergency d lose I generator day tank found u/less 

than mm vol of 750 gallons Caused by neither fuel oil 
transfer pump refilling day bank 
CARTWRIQHT. W R Virginia Electric & Power Co 60/06/19 2pp 



8006270263 Forwards LER BO-053/03L-0 

CARTWRIQHT.W R Virginia Electric t> Pouier Co 



BO/06/20 Ip 



B006270265 LEFt BO-053/03L-0 on B00601, w/uni t in cold shutdown, RHR pump* 
de-energiled for mare than 1-ti Caused by need to repair 
valve packing leak resulting from personnel error Pump 
returned to svc following repair 
CAfiTWRIOHT.W R Virginia Electric t, Power Co BO/06/20 2pp 



B006270310 Forwards LER BO-Q49/03L-0 
CARTIJRIGHT, W R Virginia Electric 



Power Co BO/06/20 



8006270313 LER 80-0-W/03L-0 on B00524, in Mode 3, mechanical chiller 
that maintains temp of containment bldg failed Cauied by 
air voids in chilled water, sys due to leaking valves, tt 
previously secured rec irculat ion fans 
CARTWRIGHT.W R Virginia Electric & Power Co 80/06/30 2pp 



DOCKET 90-339 NORTH ANNA POWER STATION, UNIT 2 

E NRC Safety Evaluation Report (SER), suppl* 1 correspondence 

SOO&17Q51S Notifies that utll efforts to satisfy , rrquirements for 
issuance of full power SER r, DL amend uill ba complete 
by early Jul 19BO 
FEROUBDN, J Virginia Electric & Pouer Co BO/06/12 Ip 



B006240469 Forwards adtfl change* to station emergency plan, comp letina 
response to IW Roe 800315 comments 
GAUH,E A Virginia Electric Power Co 60/06/20 Spp 



--6006240478 Emergency plan, Revi smn S 

* Virginia Electric '/ Power Co BO/06/1B 



37pp 



B006260183 Forwards Revision 3 to emergency plan, discussed u/NRC on 
B00620 Also forwards Sheriff of Hanover Countu,VA BO 040 5 Itr 
of agreement 8. list of changes to emergency plan 
BAUtt, E A Virginia Electric It Power Co BO/06/25 Ip 

9006260184 Revision 3 to emergency plan Sheriff of Hanovtr Countyi VA 
BQG6Q3 Itr of agreement b litt of changes encl 
Virginia Electric i, Power Co 80/06/25 23pp 

Adjud icatary correspondence 

S00619001B Notifies that time hax elapsed for Commission conildrtion 
of poll t ions for revieu of ALAB-SB4 Since Commission has 
not granted petl tloni peti tion is deemed denied 

CHILK.8 J Office of the Secretary of the Commission BO/OS/29. 
IP 

B00618042<? Rocommsndi that ftSLAD composition be changed to remove 
imbalance betuieen lawyer '' technical members Si that 
unntcesiarij legalistic burdens, procedures tt requirement* be 
eliminated 
DEALE,V S Valentine B Deale 80/06/09 4p-p 

BO 0624 034 7 Advises of change in Info in 800324 Itr Heitinghouse flit 

energy t/ probability analyses ultl not be ready until Oct 

1980 StW analyses mill require sli addl wks Crack flie 
tables withhold (ref 10CFR2 790) 

CIRIBTHAN. J N Hunton & Williams 80/06/20 2pp 

8006300413 Ack receipt of 800620 Itr re turbine mliillc issue Delay in 
Wsitinghouse analyses Is not matter of serious conctrn to 
AS LAB ASLAD must be promptly notified if disk cracking imp 
I* poiitponed beyond Oec 19BO 

BISHOP, C J Atomic Safety and Licensing Appeal Panel BO/06/24 



F Security, medical, emergency Ji fire protection plans 



P Operating license stage documents tt correipondence 



B0031303I7 Forwards clarification of NRC requirements far emergency 
response facilities defined In 790913 Itr Addl specific 
criteria for facilities under development 
EIEENHUT.D G Division of Operating Reactors QO/04/25 61pp 

800612052B Requests that FEMA levioy of state & local emergency plan 
bi provided consistent ui/enc 1 schedule to avoid potential 
delays in licensing decisions 
AHEARNE. J F Commission BO/05/13 Spp 

B006020011 Forwards request for dd) i tnfo needed to complete NRC 
review of guard training b qualification p Ian, submitted by 
ubil 780818 Itr Info request withheld (ref 10CFH2 790) 

j R A Operating Reactors Branch 3 QO/09/19 2ap 



8006030016 Responds to NRC 800519 Itr re guard training ti 
requalif ieatlon program Response ylll be foriuarded bv 
8007 1 4 
SYLVIA, 8 R VirginlB Electric fc Poiuer Co 90/09/28 Ip 

B006090063 Notification of 800530 meeting u/util in Bethesda, MD to 
discuss emergency plan 
DROIIERICK.A W Licensing Branch 1 BO/05/30 Spp 

8006130155 Summary of 300530 meeting u/util re facility emergency plan 
DROMERICK, A W Licensing Branch 1 80/OA/OZ 4pp 



B006090165 Forwards addl TM1-2 related requirements to oprating 
reactors Licensees requirements for TMI Action Plan Include 
shift manning, licensing mams >t licensee dissemination 
of operating eiperiences Response requeited within 30 days 
EI8ENWT.D Q Division of Licensing BO/OS/07 150pp 

BOO6130122 Requests comments on WuHEG-0377, "Potential for Lou Fracture 
Toughness '/ Lamellar Tearing on PUR Bteam Oeneratar ^ 
Reactor Coolant Pump Supports " Proposed review procedure tc 
implementation schedule encl 
EISENHUT. D Division of Licensing 80/OS/19 7Spp 

80060300B7 Notification of 800528 meeting u/util in Bethesda.MD to 
discuss environ qualifications of Class IE electrical 
equipment if Instrumentation ' 

DROMERICK.A W Liceniing Branch I 80/05/23 3pp, 

8006020173 Advises that, contrary to date stated in B0042B Itrr temporary 
post-accident containment atmospheric *V* uill be installed 
by B00630. per NUFieo-0378 Permanent sys uill be installed by 
810101 Sketches encl 
SYLVIA.B R Virginia Electric & Power Co 80/05/28 4pp 

8006050329 Forwards revised Emergency Procedures 2-EP-I through 2-EP-3 
reflecting recent analyses tt NSSS vendor recommendations 
Submittal also addresses NUREO-0660, I terns I C 7 li I C B 
BVLVIA-3 R Virginia Electric b Power Co 80/05/30 Ip 



8006030330 "Reactor Trip," revised emergency procedures, 

HARVEY.S L Virginia Electric * Power Co 79/12/13 BPP, 
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B006Q50333 "LdCAi " revised emergencg procedures 

HARVEY. S L , CARTHR1GHT.W Virginia Electric 1 Power Co 
80/05/22 2Bpp 



8006170611 Forwards Final Procedures 2-BT-S. 2-ST-l 1 . 3-ST-6 & 2-ST-9 fi 
special (loui power) test prog ram, incarporat ing West 1 nghouse 



SOQ6Q5033 1 ii *'Lois of Secondary Coolanti " reviied 
HARVEY, S L , KELLAKE, J D Virginia Electric 
30pp 



emergencg procedures 
Pooler Co 80/09/23 



8006050339 "Steam Generator Tubs Rupture," revised emergencg 

jrocedur** 

HARVEY, 3 L CARTURIOHTrH Virginia Electric !< Power Co 

BO/05/22 25pp 

0Q06Q50341 "Safety Injoctlnn, " revised emergency procedure* 

HARVEY. 3 L , HELL AM E, J D Virginia Electric t, Potuer Co BO/03/13 
BQpp 

B006I3QQ91 Notification of 800605 meeting iu/util in Louisa, VA to 
discuss use at ntasonrg walls 
DRtlMERICK.AH Licensing Branch 1 80/03/30 3pp 

B0062QQ302 Forwards request for addl info re high range monitor* to 
continue revlau of FSAR Requests submlttal by 800615 
DROMERICK.A W Licensing Branch 1 80/05/31 4pp 

9006200602 Forward* requ&st for add! info re containment sump 
performance Request* info be submitted bg BOO 6 20 
DRDMERICK.A W Licensing Branch I BO/09/31 9PP 

8006130025 Summarg of EOOS2B meeting w/utl I tc S&U re environ 
qualification of safetg-related electrical equipment 
DROKERICK.A W Licensing Branch 1 00/06/03 3pp 

8006070341 Requests that Testi 9, fa fr 9b be deleted from proposed test 
program Proposes to adapt TVA results from testi to 
simulator to augment operator training Test similar to Titt 
9b luill b* performed using dvcag heat 
aVLVIA.B R Virginia Electric t Power Co 90/06/05, 2pp 

Q 004230 06 B Approve* request to withhold BOO 43 9 application 
supplementing 7? 11 07 mbmittal re guide tube wear 
Cref 10CFR2 790) 
YQUNOBLOaD, B J Licensing Branch 1 GO/06/05 2pp 



ents Also fe 



SYLVIA. B R Virginia Electric i Power Ct 



if Testa 3 fc 



3pp 



BQ06170615 "Natural Circulation Verl t icati on ( " final procedure far 
special [loui power) test program 
KAWJ,C A Virginia Electric t, Power Co GO/06/12 flBpp 

6006170621 "Effect of Steam Generator Secandarg Side Isolation on 
Natural Circulation." Final procedure For special (low 
pouier) tost program 
KANNiG A Virginia Electric t. Pouer CD 80/06/12 44pp 

8006170626 "Cooldouin Capability of Chemical I Vol Control 3gs, " final 
procedure for special (low poiuer) test program 
KANN.G A Virginia Electric t. Pouer Co BO/06/13 16pp 

B006170633 "Natural Circulation W/Simulated Loss of Pouer Conditions, 
final procedure for special (low pouier> teat program 
KANN.O A Virginia Electric & Pouer Co 80/06/12 16pp 

S0061GOS32 Forwards description of containment high range radiation 
monitors required per NUREQ-057a, Item 21 B i>i In response to 
NRG 800331 Itr Floor plan draining enc I 
SVLVIAi B R Virginia Electric 4- Pauor Co QO/06/16 4pp 

B00425030S Notification of 80061? masting u/utils in Bethesda, MD to 
discuss issuance of full power license for facilities 
DROMERKK.A H Licensing Branch 1 KEfiRIOAN, J D Licensing Uranch 
3 8TAHLE.C R Licensing Branch 2 GO/06/16 6pp 

8006200460 Submit* suppl to util 800610 Itr re proposed indicator 
circuit relamplng for facilltg control room Further 
discussions have decided re lamp ing unnecessary Lamp failures 
Mill be replaced per B0061O Itr info 
BROWN.B C Virginia Electric t Pouer Co QO/06/17 Ip 



B006190463 Foruiards lafetg analgsls & discussion of required en 
to Tech Specs for speci.il loui pouier test program Requests 
amend to license which would permit performance of special 
test program bg temporarllg exempting certain Tech Specs 
FERGUSQN.J H Virginia Electric * Pouer Co 80/06/18 6Opp 



mp tiona 



800611(1063 Provided commitment to meet addl THI-2 related requiremvntii 
tdsntiflvd in NRC B00507 1 trr provld ing enuipment procurement 
ichadulei do not impact implementation of hardware change* 
SVLVIA, B Ft Virginia Electric & Power Co GO/06/06, Ip 



800630025? Foruiards request For addl info For review of FSAR i 
technical position RSQ 5-1 Requests advisement if info will 
not be available bg HOQ630 
YOUNG-BLOOD, a Licensing Branch 1 BO/06/ IB 5pn 



BO06130334 Proposes multiphase plan tn address NRC concerns re 
mult 1 1 true ture amplified response spectra being used to 
anilqie piping su,s In Ipw head I high head safetg injection 
linn List of mult istructure problems d sample problem incl 
R Virginia Electric & Pouier Co BO/06/06 ISpp 



BOQ&1S03BB Confirms compliance ui^TMl-2 Bulletins b Orders T*t Force 
final ricammendatlnns (Items C. 3 9 through C 3 IS), 
Proportional integral differential controller on preisurlier 
pauivr ept-rated relief valve modified 
8YLVIA.B H Virginia Electric b Power Co '60/06/07 2pp. 

8006120395 Foruiards addl info re NUREO-0579, Item S I 6 a, Integrity Ggs 
Outside Containment Llkelg to Contain Radioactive Matls, 
Lt*t*B* tut results Indicate elimination of leakage after 
nuint i; complete* leakage evaluation fnr NUREO-0660 
SYLVIA.B R Virginia Electric t Poui*r Co GO/06/09 2pp. 



8006300303 Notification of S00626 meeting u/utll in Laui*a County, VA 
to diicust batterg room ventilation sg* 
DRDMERICK.A W Licensing Branch i GO/O6/1B 4pp 

S0062S012B Fnruiards "Electrical Equipment Qua 1 1 f icati on, NUHEG-03SS 
Ravi mi. " in response to NRC B00219 Itr t- B0052B meeting 
in Bethesda. MD Rept Is complete eicept for info not get 
supplied by vendor 
BROUM.S C Virginia Electric Power Co 80/06/HO Ip 

BOO 62 SO 129 "Electrical Equipment Qual if i cation, NUREO-058B Review " 
Viroinia Elettric t Poiuer Co 90/06/20 300pp 

H006E503B? Forwards response to request for addl info for review of 
FSAR Overiiie drawings end 
8YLVIA.B R Virginia Electric b Pouer Co 80/06/B3 13pp 



B006120378 Forwards valuation of batterg room ventiUtic-n syt which 
ih*utt into control room Neither hydrogen accumulation nor 
loss at batterg alcctrolgte will pose safetg haiard or 
control room hibltabilftg problem 
SYLVIA.fl R, Virginia Electric b Pouer Co BO/06/10 ?pp 



Q00625029B "Typical Arrangement Containment Sump Screen " 

* Vlroinla Electric (, Pouier Co 80/06/23 Spp 

BOO 62 5 0300 "Machine Location - Reactor Conta inment. Plan Elevation 291 
Fti 10 Inches " Sheet 1 

* Stone tt Webster Engineering Corp 79/10/11 Ip 



8006250302 "Machine Location - Reactor Conta inment, Plan Elevation 
262 Ft, 10 Inches " Sheet 2 
Stone * Webster Engineering Corp 79/10/11 ip 

a 0062 5030? ''Machine Location - Reactor Containment, Plan Elevation 
241 Ft " Sheet 3 
* Stone fc Webster Engineering Corp 79/10/11 Ip 



8006250312 "Machine Location - Reactor Containment, Plan Elevation 
216 Ft. 11 Inches " Sheet 4 
Stone t Webster Engineering Corp BO/O4/12 Ip 
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BOQ623O314 "Machine Location - fteactnr Contaminant, SBC t ions 1-1, 7-7 1 
B-B i 9-9 " Sheet 5 
Stone 4 Webster Engineering Corp 79/IO/11 Ip 

8006230310 "Machine Location - Reactor Conta inment. Sect lon 2-3 5-5 Si 
.-6 " Sheet 6 
* Stone t- Webster Engineering Corp 79/10/11 Ip 

--0006250316 "Machine Location - tleactor Containment, Sec t ions 3-3 !. 4-4 
Sheet 7 
Stone S Webster Engineering Corp BO/04/12 Ip 

8006250120 Forwards comparison at aunliary feeduater sys w/SRP as 
requiied by NUHEQ-Q660 Submits supplemental Info requested 
bu, NRC Unit ? auiiilary feediuster ays Is essentially 
identical to Unit I sys 
SYLVIA. R Virginia Electric t Pnuer Co 80/06/24 lOpp 

90063001)01 Forwards revision? to Procedures 2-5T-8, 2-BT-9 & 2-ST-tl TO 

natural circulation verification training plan for conduct 
of tests subrol tied 

SVLVIft.B fi Virginia Electric 1 Power Co BO/06/24 2pp 



3006040261 Forwards IE Bulletin 80-1?, "Decau H*t Removal Sys 
Operability " No written response required IE Info Notice 
BO-EO, "Loss of Decay Heat Removal Capability at Dyavii-fle-sie 
Unit 1 Uhile in Refueling Mode 1 end 

O'REILLY, J P Region Z, Atlanta, Office of the Director BO/09/09 
2pp 

BO0630Q137 Forward* IE Circular 30-1 1, "Emergency Dleifl Qenerator Luba 
Oil Cooler Failures " No written response required 
O'F!EILLV,J P Region 3, Atlanta, Office of the Director BO/05/13 



BOO62006Q4 Responds to IE Bulletin 79-27. "Lou of Non-Class IE 
Instrumentation >, Control Power Sgs Bus During Operation " 
No equipment on other instrument i control power buset li 
needed to maintain hot or cold shutdown condition 
BVLVIA, 3 H Viroinia Electric >, Power Co BO/05-/30 S4pp 

BQ06240339 Forward 4 response to IE Bulletin 50-05 re vacuum condition! 
raiulting in damage to holdup tanks Two potential problem 
areas involving bgron evaporator bottoms tank & boric acid 
storage tanks Identified 
SYLVIA, B R Virginia Electric & Power Co BO/0&/09 3pp 



3006300507 Changes to Procedure S-ST-B, "Natural Circulation 
Verification " 
Virginia Electric '/ Pniuer Co SO/06/34 Ip 

8QQ&30050 1 ? Changes to Procedure 2-ST-9, "Natural Circulation 
u/Bimulated Loss of Circulation Verification " 
* Virginia Electric (. Power Co BO/Oi/24 Ip 

H006300512 Changes to Procedure 2-ST-ll. "Effect of Steam Generator 
Secondary Side Isolation on Natural Circulation " 
Virginia Electric 4 Power Co 80/06/24 Ip 

SOO630039B Confirms agreement re r. eview criteria fop control rod bank 
reactivity worth tests Modified Table A a of VEP-FRD-36. 
"Control Rod Reactivity Worth Determination by Rod Swap 
Technique" encl 
THdMAS.W M Virginia Electric t, Power Co 00/O6/26 6pp 



Inspection reports, IE Bulletins fr correspondence 



QOOfiltOlBl Forwards IE Insp Repts 5O-33B/80-1A t. 30-339/80-17 on 
300303-0411 Ha noncomp I lane e rioted 

LEWIS, R C Region 3, Atlanta, Reactor Operations Nucle<ar Support 
Branch 8O/O4/29 2pp 

300614.0186 IE Insp Ropts 5Q-338/BQ-16 t- 3O-339/80-17 on B00303-041 1 No 
noncomp 1 lance noted Major areas Inspected short-term Lesions 
Learned (NUREG-057S) , TMI-2 action plan <NUREO-066O) i. plant 
rvadincss for fuel loading 

KELLGGQ, P J Region 3, Atlanta, Reactor Operations Nuclear Support 
Branch KIDO.M B Region 3, Atlanta, Office of the Director 
BO/04/29 13pp 

BOO60'?OOB2 Fovuiards IE Insp Repts 5O-33B/80-18 & 30-339/80-1"? on 
800413-16 No noncomp 1 lone D noted 

LEUIS, R C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch 80/09/02 2pp 



800612O3S& Foruards reiponsa to notice of violation contained In IE 
Insp Repts SO-33B/BO-2O 50-339/BO-B1 Corrective action 
all equipment uill respond to safeguards engineered 
actuation reset* In FSAR 
SYLVIA.n R Virginia Electric !, Power Co BO/06/10 Spp 

BO06300953 Forwards response to IE Bulletin 30-09 Hudramotor ictuitor 
Models A.H-90 lc NH-90 are not used at facilltg 
SYLVIA. G R Virginia Electric It Power Co BO/06/10 3pp 

B006300235 Forwards response to IE Bulletin S0~12 re dcay heat removal 
tus operabllitg Current procedures provide adequate 
safeguards for redundancy or diversity requiremeuts but uill 
be changed If subsystem is Inoperable 
BYLVIA.B R Virginia Electric i Pouer Co BO/06/I1 4pp 

8006300349 Responds to IE Bulletin BO-06 requeattnj rvi*u of drawings 
for all ags serving safety-related functions at ichenitlc 
leve 1, veri f ication of controls d proposed detlgn modi, 
Action* & schedules delineated In Item 3 
3YLVIA. B R Virginia Electric t Pouor Co BO/0&/1B lOpp 

8006230133 Forwards Hesttnghouse rept re lou pressure turbine disc 
ultrasonic tnsp Imp performed to address concerns (taut 
disc-to-shaft keijuiay cracking detected at other facilities 
SYLVIA, a n Virginia Electric !< Pauer Co BO/Ob/24 43pp 



Periodic operating reports t related correspondence 



8006130301 Forward u monthly operating repts for Maij 1930 
BYLVIApB R Virginia Electric h Power Co BO/Ofa/09 Ip 



80061H0304 Monthly operating repts for May 1980 

HARVEV.S L Virginia Electric ( Power Co BO/06/OS. Bpp 



8 Reportablo uccurrences. LERs L related correspondence 



HOOA0900BB IE Insp Ftcpts 5O-33B/BO-1B fr 50-339/80-19 on B00413-16 No 
noncompl lance noted Major areas inspected Initial fuel 
loading of Unit Z 

UPRIQHT.C M Region 3, Atlanta, Reactor Operations Nuclear Support 
Branch BUfiUETT, P T , DONAT, T J Region 2, Atlanta. Office of the 
Dli-actor 80/09/01 Spp 

aQOi04041B Forwards IE Bulletin BO-11, "Masonry Wall Design " No action 
or written response required IE Info Notice 79-23. 
"Overloading of Structural Elements Due to Pipe Support 
Loads" encl 

O'REILLY, J P Region 2, Atlanta, Office of the Director BO/O5/OB 
2pp 

B006200126 Forwards IE In E p Ropt 50-339/80-18 on B00413-IB Mo 
noncomp l la nee noted 

LEWIS, R C Region 2, Atlanta. Keactor Operations Nuclear Support 
Brjnch BO/05/08 2pp 

80062001S8 IE Insp Rept 90-339/BO-iB On 800415-lfl No noncdmpl lance 
noted Major areas inspected containment & startup testing 
procedures 

UPRKJHTiC M Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch FORDi E J Region 2, Atlanta. Office of the Director 
80/05/OB 3pp 



B0061&O2-61 Part 21 rept re defective emergency dieiel generator eihautt 
silencer support sys Seismic design calculated u/tiaie 
support plate Draulngs did not indicate bate plate Util 
Informed NRC of defect on 790302 Problem corrected 
WILD, P A Stone !< Webster, Inc 80/05/27 3pp 

B00605035L RD BO-IO/OIT-O on 800605, during revleu of ECCS piping, 
loading on low head lafoty injection pump nonlei uai 
discovered to eiceed design stress allouabli Caused by 
deficiency in piping EIJS stress analysis 
Virginia Electric h Power Co BO/Ofi/05 Ip 



8006110252 Forwards LER BO-OIO/OIT-O 

CARTWRIGHT.W R Virginia Electric *, Power Co 



B006110H57 LER 80-010/01T-0 on 9OO523, durin] review of ECCS piping for 
fluid temp belou 70 F, determined that loadings on both lou 
head safety injection pump nonles exceeded design stress 
allowables Caused by deficiency In siji stress analysis 
CARTWRIOHT.W R Virginia Electric & Potuer Co BO/06/03 3pp 

B00611032'1 RD several lines in low head & high safety injection tyt 
were not analyted for effects of fluid temp beloiu 70 F 
Revieui of new nonle loads showed load on pump exceeded 
vendor allowable load Multiphase program proposed 
SYLVIA, B R Virginia Electric 4 Power Co BO/06/06 IBpp 
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BQQ6200024 Final Part 21 rept re mied heat of steel supplied by US 
Steel fron which 4-inch elbouis 'j. 3-Inch tees ueri mfg to 
A234UPB requ irement Investigations conducted 
46 lUtid facilities 
SEAYiJ L Chemtron Corp , Tube Tumi 



cloud at 
80/06/06 3pp 



8006230500 LER BO-01 1/03L-0 on BQO520, personnel air lock door* would 
not seal complBtely, causing air leakage while performing 
surveillance test 2-PT-63 4 Caused bg leakage past seals on 
Inner 6 outer doors New seals were installed 
CftRTURIOHT.W R Virginia Electric I* Power Co 80/06/1? 3pp 



8006230,499 Proposes multi-phase plan to address NHC concerni re 
amplified riponie spectra curves used ai basil for analyses 
uh*n piping ti/s '* subjected to mare than one spectra 
BYLVIA.B R Virginia Electric k Power Co 80/06/06 Hpp 

8006130174 Deficiency rept re safeguards ai ta eihau*t sys Eihaust y* 
modified to ensure operabHity following seismic event Mod 
consisted of installing mechanical mans at opening central 
area ehau*t ductuinrk on auiiliary bldg Poof 
BVLV1A.B R Virginia Electric I Power Co BO/06/07 3pp 

B006230444 Update* 791031.1115.30 b I22B repts rt safeguards ana 
eihaust (V 1 not being entirely BE! smlcal ly designed Llitt 
essential equipment cuh tch might not receive adequate 
cnnllng Affected equipment modified to assure operabilltv 
SYLVIA. fl R Virginia Electric ( Power Co BO/06/09 3pp 

B006U0053 Forwards LEfl 80-OG8/03L-0 

CARTHRIOHTiW R Virginia Electric (, Power Co BO/06/1O lp 

B006160056; LER BO-QOS/03L--0' on 800521, during Mode 3 operation, redundant 
channel protection was lost Caused bi| personnel nut placing 
Teve protection loop failed channel in trip mode within 
required time Failed channel placed In trip mode 
CARTHFMOHT.H R Virginia Electric I Pouer Co QO/06/IO Spp 



B006160076 Forwards LER QO-004/03L-0 
CARTHRIOHT.VJ R Virginia Electric 



Pouer Co BO/06/10 lp 



300616007? LER BQ-CQ4/03L-0 on SOOS19, during Mode 3 operation, stim 
gintrator level channel LT-2475 indicated level 4 lower 
than tuo rt dunditit channals Caused by voltage drift Channel 
uis placid in trip node 
CARTHRISHTjU R Virginia Electric >> Pouer Co 80/06/10 2pp 



0006230534 Forwards LEO SO-O06/03L-0 

CARTWRIOHT.U R Virginia Electric t- Power Co 



8006230537 LER BO-006/O3L-0 on 80052O, dur ing startup testing in Modi 
B steam generator narrow range level channel III uai 
observed reading below redundant level channel* fc drifting 
low Caused bg air pocket in steam generator sensing line 
CARTURIOHT.W R Virginia Electric t, Power Co SO/06/19 3pp 



S006270236 Forwards LER BO-003/03L-0 
CAttTUniOHT.U R Virginia F/lectric 



Power Co SO/06/2Q 



B006170SBO Foruirds LER BO-007/03L-0 

CARTHBIOrlT.W R Virginia. Eltctrtc (< Power Co 



BO/06/11 



8006270241 LGR flO-003/03L-0 on B00528. 2H dicill generator frequency I, 
voltage response uas not verified every 8-h, contrary to Tech 
Spec Caused by faulty lead on monitoring in ti>umntat ion 
Dffiite pouter sources verified t found acceptable 
CARTHRIGHT.W n Virginia Electric t> Power Co BO/06/30 2pp 



8006270270 Forwardt LER 80-015/03L-0 

CARTWRIGHT.W R Virginia Electric h Power Co 



8006270275 LER 80-019/03L-Q on 800523, pl-*onnt 1 *lr lock outer door 
could not be closad due to hydraulic siji failure Caused by 
troken pressure gauge connection Connection repairndi tented 
li returned to vc 
CARTWRIOHT, W R Virginia Electric !* Pouer Co, BO/06/23 2pp 



DOCKET SO-341 ENRICO FERMI ATOMIC POWER PLANT. UNIT 2 

A Application/construction it age documents d correspondence 

8006230110 Advitei BUR h PUR applicants of NRC decision to modify 
Impllmentation plan presented in Section 4 of NUflEO-0377 re 
adea.uacq of applicable support structures Oeneral operating 
rttctor revleu procedure tt acceptance criteria encl 
EISENHUT, D Division of Licensing BO/OS/3O, 13pp 



80061703B7 LER BO-OO7/O3L-O on 800521. during mode 3 opera* ion. channel 
in tivt protection loop- 3 failed in high direction Cause is 
unknown Failed channel uas removed from ivc b replac*d by 



spare 
CARTWfUGHT, W R 



Virginia Electric & Pouer Co 80/06/11 2pp 



8006170694 Forwards LEfl 00-005/03L-0 

CARTHH10HT.H fl Virginia Electric L Pouer CD 80/06/11, lp 



8006120016 Forwards request for addl info For review of FBAR FSAR 
ihould be amended to comply u/encl requirement* Request* 
notification if info will not be available by BOOB01 
BCHHENCER.A Licensing Branch 2 80/09/27, 14pp, 

80061B06S1 Notification of 800613 meeting w/BMR Licenlino Reiolutlon 
Group in Bethesda. MD to discus* progrets 
WILSON, J N Licensing Branch 1 BO/06/0? lOpp 



B006170701 LER BO-005/03L-0 on B00517.20 emergency dieel generator 
tripped after starting & operability of 2H dieiel generator 
un not veriflid within 1-h Caused by evlsting procedure* 
not specifying tilt connection) required to test dleiel 
CARTHfllOHT.W R Virginia Electric d Power Co 80/06/11 3pp 



B006230417 Forwards LER 80-O13/03L-0 

CARTHRIOHT, W R Virginia Electric i. Power Co 



BO/06/1G lp 



E004230418 LER BO-013/03L-0 on 800520 i S7iw/unit in hot standby, 
simple* of onron Injection tank tt "C" boric acid storage 
found to contain lest than 20,000 ppm boron Caused by leak* 
past inlet vatvas MDV-2B67 A & B Switch settings increased 

I, H R Virginia Electric t. Pouer Co BO/06/1B 3pp 



B006250321 Summary of 800514 meeting w/t>tiU in BttfmcU.MD rt 
organliat ion (. objectives of BWfl licensing resolution group 
Agenda It viewgraph encl 
WILSON, J N Operating Reactors Branch 4 BO/O6/17. llpp 

F Security, madical. emergency t fire protection plant 

BOOS 1 303 17 Forwards clarification of NRC requirements for emergency 
retponse facilities defined in 770913 Itr Addl specific 
critgrla for facilities under development 
EISEHHUT.D Division of Operating Reactors BO/04/23 61pp 



H Oeneral corresponilence 



B006330442 Foruiardi LER SO-030/03L-0 
CARTHRIOHT, M R Virginia Electric 



Power Co BO/06/1B lp 



B006230447 LtR BO-O20/03L-0 on 800529. during Mode 3 condition, 72-h 
periodic test of containment personnel hatch Mas not 
accomplished du* to failure of doors to doit Caused by 
failure It llMlt twitch on inner door Stultch replaced 
CARTURICHr.U fl Virginia Electric & Power Co BO/06/18 2pp 



8006330544 Forwards LER BO-009/03L-0 

CARTHfllOHT.g Pt Virginia Electric i- Pouer Co 



BO/06/ IB lp 



B006S3095I LER BO-00?/03L-0 an HOOS22. power supply far main stean 
prenure protection cltannti III failed highicauiing iteam 
llns pressure mismatch Caused bij failed card in poutr 
Supply Garri was replacad d calitar 
CARTWRIOHT! W R Virginia Electric & Power Co 00/06/19 2pp 



8006200504 Forward* IE Investigation Rept 90-341/80-02 on 800121-23 ic 
0211-12 

PHILLIPS, A Region 3, Chicago. Office of the Director, 80/05/23 
IP 

BQ06170231 Responds to encl B0032I Itr to President Carter expressing 
concern u/NRC investigation of media allegations that 
serious problems exist at facility Resume* of certain people 
did contain false mfo but ware not relied on in hiring 
DIRCKS, H J Office of the Executive Director for Operation* 
BO/Q3/29 3pp 

8006190019 Responds to B00321 HP to President Carter r qualification* 
of design personnel Qualifications of design personnel 
adequate although util ha* not established requirement* 
Notice of violation was issued 

THORNBUftO.H P Division of Reactor Construction Inspection 
BO/06/02 7pp 



0006230494 Forward* LER BO-011/03L-0 

CARTMRIOHT.U R Virginia Electric fc Pouer Co 



80/06/19 lp 
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9006340099 Responds to 900327 Itr to President Carter re qualification 
oF design personnel Qualifications were adequate For 
par f ormancc of job f unction, although util failed to 
establish pel sonnel renu iraments 
THDRNHURG.H D Division nf Reactor Construction Inspection 



QOO6300156 IE Imp Rept 50-341 /BO-OB on B 0050 9 No nnncompl lane* noted 
Major areas discussed communications between licensee t 
Region 3 re public affairs 

KEPPLER. J , NOFELIUS,C E Region 3. Chicago. Dffic* of the 
Director F!OHELLI,C Region 3. Chicago, Reactor Com true t ion t< 
Engineering Support Branch BO/OS/2O 2pp 



0006370136 Responds to 80O421 Itr le M0 Nelson concerns about NRC 
investigation of alleged problems at const site 
Investigation revealed that certain util activities failed 
to comply w/small bore piping suspension design controls 
DIRCKS.W J Office of the Executive Director for Operation* 
BO/06/Oa 2pp 

BOQfc270la<? Requests response \a end MB Nelaon 600414 Itr r NRC 
investigation of alleged pi obi eras at const site 
PURSELL. C D House of Rep 80/04/21 3pp 



BOQA2404B1 Submits add! info requested bv NRC 800324 lir ft IE Imp 
Rept 50-341/7 C 7-2S Procedures developed include deviation 
disposition request, corrective ac t ioni project audit response 
I reorgani lat ion 
NINES, E Detroit Edison Co 90/06/09 3pp 

BQ062306B1 Fot-iuards response to IE Bulletin 80-09, "Hydrainotor Actuator 
Deficiencies " Present pi eopera tional testing program 
sufficient to demonstrate functional adequacy 
HINES, E Detroit Edison Co BO/OA/13 6pp 



BO062300?3 Responds to BO0323 Hr to Representative P Findley n 
investigation at const site Investigation prompted bu ABC 
television allegations of unqualified personnel employed as 
designers NHC investigation & util response encl 
STELt-O.V Office of Inspection & Enforcement, Office of the 
Director C BO/06/03 2p p 



I Financial information 



BQ0617O40.1 Forwards Northern Ml Electrics Cooperative, Inc, Wo Iver tne 
Electric Cooperative I Detroit Edison Annual Financial 
Ropts 1?7"? 
THOMAS. E B LeBoeuf, Lamb. Leiby 1, MacRae 8O/06/13 Ip 



6006300566 Forwards 900527 internal memo In response to IE Bulletin SO- 
07 Present preoperational testing program ii sufficient to 
demonstrate hyiframotor actuator adequacy Tut program mod 
not required 
HINES, E Detroit Edlian Co 8O/&6/13 opp 

8004270062 Forward! attachment to util response to IE Insp Rtpt 
5Q-341/80-O2 Attachment uias omitted from origin*! rttpnni* 
due to error 

FIORELLI.Q Region 3, Chicago, Reactor Construction b Enoiniiring 
Support Branch 60/06/17 9pp 

S Reportable occurrences, LEIts i related corresponilnct 



9QOM70HO5 Annual Financial Rept 1779 

* Northern Michigan Electric Cooperative, Inc 80/02/23 30pp 



8006170407 Annual Financial Hept 1979 

J I'olverlne Electric Cooperative BO/03/O1 21pp 



B0t>i.l7040a Annual Financial Rept 1979 

* Detroit tdison Co 80^02/25 4Opp 



P Operating license stage documents & correspondence 

900AO3O514 Summary of B004?2-2a meeting u/MarV 1 ouinrs group in San 
Jose. CA re confirmatory analysis ', testing programs 
concerning Mark I containment long teim program 
CRIMES, c I Assistant Director for Plant Systems BO/03/09 Opp, 

Q Ins-pection reports, IE Uulletins t correspondent i 

BOO6O4O253 Responds to IE Bulletin BO-OS, "Inadequate OA for Nuclear 
Supplied Equipment " Thermal sleeves for feeduiater nonles 
uitrc mfg by Marvin Fngfueerir.g Spargers uere nob mfg bij 
Marvin QE supportive Itr enc 1 
NINES, E Detroit Edison Co BO/OB/ 13 3pp 

8006200256 Foruards IE In a p Rept 50-341/BO-05 on B00421-23 Mo 
none omp 1 lance noted 

HEISHMAN.R F (legion 3, Chicago, Reactor Operation! Nuclear Support 
Uranch BO/OS/H 2pp 

SOC6200266 IE Imp Rept SO-341/flO-OS on 000431-23 No noncomp 1 ince 
noted Major areas Inspected preoperational testing OA 
program ', action on previous inp findings 

LITTUE.U S , BHANSON.E Fl Region 3, Chicago, Office of th* 
Director BJ/OS/12 3pp 

BODt.300030 Forwards IE Insp Ropb 50-341/BO-07 on B00430-OS02 No 
nonconipliance noted 

DAVIS, A D Region 3, Chicago, Fuel Facility & Material! Safety 
Dranc^ SO/05/2O 2pp 

BO06300033 IE Insp Rept SO-341 /BO-07 on Q0013O-0502 No noncOffipl lanct 
noted Major areas inspected environ protect i on, emergency 
planning ( confirmatory measurements 

EB31C, T II . CE&TMAMN, M J Region ^ Chicago, OffiC* of th* 
Director BO/OS/16 Bp p 

8OO&300148 Foriuardi IE Insp Rept SO-341/QO-O8 on 80030B No 
n otic omp 1 lance noted 

HEPPLER, J Region 3. Chicago, Office of the Director BO/05/21 
2pp 



BOQ6270282 Foruiards final deficl*ici| rept re ust of improper (ilimlc 
design criteria for design of OA Level I 3/B-lnch & 5/B-inch 
instrumentation & control tubing 

Detroit Edison Co 80/06/10 Ip 



B0063702H6 Final deficiency rept re us* of improper nilmlc design 

criteria for design of O.A Level I 3/B-inch ti S/B-inch 
Instrumentation ! control tubing Improperly designed tubing 
sys already initallerf will receive appropriate modi 
CASIuLlA,,} H Detroit Edison CD BO/06/10 3ft 

8006330363 Atfc receipt of 800323 interim deficiency rept re cut 
reinforcing bar Will reviau final rept on matter upon 
receipt 

FIORtLLI.O Region 3, Chicago, Reactor Construction b Engineering 
Support Branch BO/04/ 11 Ip 

BOO625036B Ack receipt of BOOS-Od interim deficiency rP* re defective 
UeitlngltDUie suiltches Uill revleu flnil rept on matttr upon 
receipt 

FIQRELLLiO Region 3, Chicago* Reactor Construction t Engineering 
Support Branch 80/06/11 Ip 

8Q062S0370 Ac I receipt of 800314 interim deficiency rept re ititnic 
Category t Instrumentation It control tubing Mill revleu 
final rept on matter upon receipt 

FIORELLI,0 Region 3, Chicago. Reactor Construction li Engineering 
Support Dranch 80/06/11 Ip 

HOQ627033Q Interim deficiency rept r nonseismic equipment initalled 
over or in close proximity to saf ety-related equipment 
Rapalr of affected equipment not yit begun Final rtpt will 
be del*ued until 800713 
FAHRNER.H J Detroit Edison Co 80/06/12 Ip 

8OO&E70330 Forwards final deficiency rept re defective Ueitln|house 
sul tches 
FAKRNER'U J Detroit Edison Co 80/06/13 Ip 

8006270334 Final deficiency rept re defective Hvstinghouie *wltche 

located in distribution cabinits Failuri of luitches United 
to manual operation of opening It closing ii ua* detected 
during normal start-up testing Suiitchei replaced 
* Detroit Edison Co BO/05/1 1 ? Ip 



DOCKET 50-344 TROJAN NUCLEAR PLANT, PORTLAND 5ENERAL ELECTRIC 
F Security, medical, cmergBticij fr fire protection alans 

S0060704B7 Forwards proposed ru3 entltledi "Fire" Protection Pt-ogram 
for Nuclear Power PUnts Operating Prior to 790101," Rule 
add* neu Section 50 48 & App R bo 10CFR50 & ii *lpected 
to be published in Fft by end of May 
EISGNHUT, D Division of Licensing BO/05/17. 46pp. 
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G00613QQ63 Fnruards revised Pages 1-14 t neu Page 14a for proposed 
cull 1OCFR50 "Fir* Protection Program for Nuclear Power 
PUntt Operating Prior to 790101." transmitted bg NRC 300919 
Itr Paje 1 4a not encl 
EIEEHHUT, DO Division of Licenung BO/05/22 73pp 



B00611O33B Responds to NRC 800602 order requesting licensee to supply 
info by affidavit re LEU QO-07 submitted BOQ519 to Region S 
Licensee plans to complete insp bg BQO606 Certificate of Svc 
enc 1 
AXELRAD.M Loiuens te In. Neuman, Rei s, A.e Irad t, Toll BO/06/09 3pp 



BOOA17051o Forwards utll draft responses to NHC t, DR DDE revn 
facility ecoirity plan Results B00626 It 27 meeting w/NFtC t 
Dfl DOE to discuss review tomment response! I proposed 
security plan revisions Plan uithheld (ref 10CFR2 790) 
BflOEHL.D J Portland General Electric Co BO/06/13 2pp 



6006 120 153 States no objections to NRC 500530 proposed correction at 
Footnote 34 on Page 134 of NRC SOD519 proposer) findings 
Concerns analysis of displacements at interface between 
control t turbine bldgs Ceitificate of Svc end 
AXLERAD.M Loiuen5tein:Neuman. Re I s, A*o I rad J. Toll BO/O6/O9 Zpp 



8006240401 Requests presence of C Oaskln at util & OR DOE meeting in 
Portland, OH Requests meeting u/NRC >* CR DDE to coordinate 
responses to area! of concern prior to B007O3 
OOODHIN.C Portland General Electric Co BO/06/20 lp 



Ad jud icatdry c orre spondence 



BOOA17013 1 ? Forwards list of requests far deiign changes associated ui/ 
control bldg design mods proceeding Utll Liill inform ASLB of 
further activities per 79O330 prehearing conference 
W/Certi f icate of Svc Related correspondence 
JDHNSON.R W Portland General Electric Co 80/05/05 5pp 

9006030552 Forwards technical rept re effects of volcanism 1 landslides 
from Mount St Helens on facility KB McMullen affidavit encl 
DENTON.H R Office of Nuclear Reactor Regulation, Director 
BO/03/O9 3pp 

B006030997 Technical rept TB possible impact of Mount St Helens on 

facility in form of affidavit filed uj/ASLB in spent fuel 

pool proceeding 

HCMJU.EN, R B 78/04/12 20pp 

B006030S72 Eipresses concern for public health tt safety due to 

proximity of volcanic activity at Mount St lleUni to 
facility Requests shutdown & relocation of fuiionable mail 
In rvint of impending disaster 
WHITE, Lane County, OR BO/O4/OB lp 

BOO60&0533 Foruiards State of OR proposed finding! of fact !< concluilona 
of lau re rftilgn mads for facllitg (. memo of pointi b 
authorities in support of State of OR proposed findings of 
fact & conclusion! af liia 
OSTRANDER.F H Qreaon, State of BO/05/19 Ip 

8006060539 8tte of OR proposed findings of fact & conclusion! of lau 
ri decign mods for facility If prapotti findings ara 
included tig ASLB in Initial dec 1 s iom State of DR ulll concur 
u/pTOpoitd licensee findings t conclusions 
OSTRAMDERjF U Oregon. State of BO/05/19 7pp 



Memo of points & authorities in support of State of OH 
proposed findings of fact >j conclusions of laur Proposed 
findings are intended to Increase likelihood that modi to 
Facilitg uill meet seismic safety stds 
OSTRANDER.F W Oregon, State of BO/O5/19 6pp 



Order Instituting torrectlons to 000331-0403 k 0416-17 
evidentiary hearing transcripts Pp 3, 640-4, BEB 

WILLERiM E- Atomic Safety and Licensing Hoard Panel BO/05/22 
47pp 



Response to- NRC t State of OR proposed findings of fact & 
eoticluilons af lau Reporting requirement luill detract From 
other licensee respo-nsibil ities f, should not bt Imposed NRC 
agrees to Footnatei 2,3 & 4 Certificate of Svc end 
CARR.A V , AXELHAD, M Portland Oeneral Electric Co CARR, A V 
Lauitn* tein, Newman, Beisr Anetrad & Toll 80/09/29 13pp 

8004030135 Admits t corrects error in NRC B00519 proposed findings of 
facfe & conclusions of lau on control bldg mod, stated 
in Footnote 34 on Page 134 
(WAV, J R Hearing Branch I BO/05/30 3pp 

900&0&0293 Order requesting licensee to supplg affidavit re licensee 
BO0519 rept on iflscovtrg of inadequat* connection in 
airilllaru bldg uall Cause at occurrence fr other related 
matter* should be identified Certificate of Svc encl 
MILLERi-M E Atomic Safety and Licensing Board Panel BO/06/02 



9004110321 CnrtiPies svc of ItciniRe Itr ui/LEfi QO-07 on 800603 
JOHNSON, R M Portland General Electric Co BO/06/02 2pp 



H General correspondence 



8006340632 Eiprosaes concern re proiimity of facility to Mount St 
Helens volcann Facility should be closed douin 
RARD.C Affiliation Unknown BO/03/13 2pp 



I Financial information 



B006190625 Forwards Chase Manhattan Bant 80OS05 ac knouil edgement r 
eitension of credit until 81O309 TR Salllken BOOS15 Itr re 
secondary financial protection also encl 
SNEOECDR.E Portland General Electric Co 00/06/12 3pp 

B0061<7u6i!S Reconfirms obligation on behalf of Eugene Water & Ele 
Board concerning retrospective premiums under Price 
Anderson Act Donnevllle Pouter Adnin 1 s tra 1 1 on obligated to 
pat| retrospective premiums 
HITTLE.L G Energg.Dept nf BO/Ot/03 2pp 



P Operating license ttage documents i correspondence 



8006090165 Foriuards add! TMI-2 related I equirsments to operating 
reactors Licensees requirements for TKI Action Plan include 
shift manning, licensing mama J. licensee dissemination 
of operating experiences Response requested uithin 30 days 
EISENKUT.D Division of Licensing 80/05/07 ISOpp 

9006050536 Forwards request for addl info re review of 791005 & 800223 
Itrs concerning adequacg of station electric distribution 
sgs voltages Response should be submitted uilthln 43 dags to 
maintain review schedule 
CLARK, fl A Operating Reactors Branch 3 BO/OS/14 4pp 

B006060Sit7 Poriuards request for addl info re NRC requirements for 
auxiliary food water sy: Response requested within 45 days to 
maintain review schedule 
CLARK, R A Operating Reactors Branch 3 8O/OS/lfl 7pp 

8006060219 Disregard summarg of 800501-02 meeting u/util & B ec htel re 
wall Li/seismic anchor attached being structurally inadequate 
to resist earthqualro Purpose was to develop evaluation 
criteria for masonrg ualls List of attendees encl 
TRAKMELL-C M Operating Reactors Branch 3 80/05/14 Spp 

8006130122 Requests comments on NUREO-0577, "Potential for Loui Fracture 
Toughness '/ Lamellar Tearing on PUR Steam Generator & 
Reactor Coolant Pump Supports " Proposed review procedure d 
imp lamentation scheduel enc 1 
EIBENHUT, D G Division of Licensing BO/03/W 72pp 

8006060363 Foruards requests for design changes re mod program 
described In rept on design mods. Involving, piping supports 
to qualify piping sys for response spectra 
MCCAKREL, B F Portland General Electric Co BO/05/20 Spp 

8006190166 Ack receipt of 800327 Itr describing program for removal of 
Rous l & 2 U-bend samples from D steam generator Proposed 
steam generator evaluation program found acceptable Provides 
schedule for reporting results of West I nghouso lab analyses 
CLAHK.R A Operating fleactors Branch 3 BO/05/22 2pp 

8006030391 Informs that interim procedural changes for nonconservatlvi 
features Identified in rod drop analysis uill remain in 
effect until longer term solutions have been developed via 
Uesbinghouse topical rept due mid-1980 
GDODWIN.C Portland General Electric Co BO/05/2B 2pp 

8006030321 Forwards application to amend License NPF-1 , providing 
increased operational fleiibilitg to deal ui/steam generator 
tube corros ion, submi tted as Revision 1 to License Change 
Application 20 Certificate of Svc encl 
GOODWIN. C Portland General Electric Co 80/06/02 2pp 
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SQO6050324 Application to amend License NPF-1, incorporating secondarg 
water chemistry monitoring program, submi tted as Revision 1 
to License Change Application 20. in response to NRC 790BOI 
Itr 
OQQDMIII.C Portland General Electric Co 80/06/02 lp 

SGQ60503S6 Tech Spec change request for Tech Spec Section 2 c 11 re 
secondary water chemistry monitoring program. rep lac ing Tech 
Specs Sections 3 7 1 3,4 713', Table 1 7-3 concerning 
limiting condition fc surveillance requirements 

* Portland General Electric Co BO/O6/oa 2pp 

8006240171 Forwards Amend 44 to License NPF-1, safetg evaluation t 
notice of issuance & availability 
CLARK. R A Operating Reactors Branch 3 BQ/06/06 3pp 

BQ0624017S rtmend .14 to License NPF-1 . revi a ing pouier distribution t, 
control rod insertion limits for reactor tore 
CLARK. R A Operating Realtors Branch 3 80/06/06 lOpp 

0006240177 Safety evaluation supporting Amend 44 to License NPF-1 

* Office of Nuclear Reactor Regulation, Director SO/Oi/06 3pp 

8006240179 Notice of issuance V availability of Amend 44 to License 
NPF-1 
CLARK,R A Operating Reactors Branch 3 00/06/06 SPP 

8006160124 Notifies that comments on NURG/CR-1280. "Pouier Platli 
Staffing." will not bo submitted bg B006O9 Requests 60-dag 
etension of comment period 
GOODWIN. C Portland Qoneral Electric Co 30/06/09 2pp 

8006230409 Forwards response to NRC 900507 Itr re imp 1 ("Dentation of 
five addl TM1-2 related action items 
GOODWIN, C Portland General Electric Co BO/06/16 3pp 

8006230625 "Schematic Diagram Atiiiliaru Feeduater Pump Auto Start 
Steam Generator Bloudoun Isolation " Sheet 2 
* Bechtel Corp 647S 7S/1I/24 Ip 

B006230604 Forwards addl info re containment purge igs requested bg 
NRC BO03IB Itv Provides i esponso to question* lc "as-built" 
tabulation of engineered safety features equipment required 
to operate automatical 1 ij following accident 
GOODWIN, C Portland General Electric Co 80/06/16 17pp 



8006230616 "Schematic Diagram Steam Line Drain Valves, " as-built 

* Bechte! Corp 6478 77/01/10 Ip 

8006230619 "Schematic Diagram Reactor Coolant Pumps " 

* Bechte! Corp 647B 7B/Q9/27 Ip 

B006230620 "Schematic Diagram Chemical & Vol Control Sgs Villve, " 
as-built Sheet 6 
Bochtel Corp 6478 77/01/10 Ip 

0006230621 "Schematic Diagram Component Coolins Water Pumps " Sheet 2 

* Bechtel Corp 6478 75/10/21 Ip 

B00623O622 "Schematic Diagram Steam Generator Blouidoun Sample Valves " 

* Bechtel Corp 6478 75/05/30 Ip 

3006230633 "Schematic Diagram Moating & Venti latlan, VJett Diesel 
Generator Damper I Condensate/Rec Irculating Valve Circuit," 
as-built 

* Bechtel Corp 6478 7B/09/2B Ip 

3006230624 "Schematic Diagram Unit Generator Back-Up Protection, " 
as-built " Sheet S 
ii Bqchtel Corp 647B 78/09/20 Ip 

BOO&2306S6 "Schematic Diagram Feed mater Turbine Trip b Rent Circuit " 
Sheet S 

* Bechtel Corp 647Q 7S/08/14 Ip 

8006230627 "Schematic Diagram Component Coolina Hater Pumps " 8ht 1 
4 Bechtel Corp 6478 75/10/21 Ip 

800623062& "Schematic Diagram Chemical t> Vol Control Sg> Valves " 
Sheet 2 
Bechtel Corp 6470 79/11/05 Ip 

8006230629 "Schematic Diagram Feeduater Turbine Trip & Ruet Circuit." 
as-built Sheet 1 

* Bochtel Corp 6470 79/03/29 Ip 

BD06230630 "Schematic Diagram Auilllarg Fetduattr Pump Auto Strt ti 
Steam Generator Dloudaun Isolation," as-built Shut 1 
Dechtel Corp 6478 79/01/18 Ip 



8006230605 "Schematic Diagram Auxiliary Feeduater Pump Dieiel 
Controls. " as-built Sheet 1 
Dechtel Corp 647B 79/01/09 Ip 

0006230606 "Schematic Diagram Feectuater Control Valves," as-built Sheet 
1 

* Bechtel Corp 6478 77/01/10 Ip 

0006230607 "Schematic Diagram Containment Sprag Valve " Sheat 3, 

* Bechtel Corp 647B 79/10/30 Ip 



8006230631 "Schematic Diagram Charging Pump* (Centrif ugil ) " 
Dechtel Corp 6470 75/07/14 Ip 

8006230633 "Schematic Diagram Heating d Ventilation Motor Control Sgii 
Control Bldg " 

* Bechtel Corp 647B 79/12/20 Ip 

BQQ6230634 "Schematic Diagram Auiiliarg FenJuattr Pump Turbine Steam 
Inlet Valves " 

* Bechtel Carp 6470 79/09/05 Ip 



3006330608 "Schematic Diagram Diesel Generate-!- Control," as-built 
Bechtel Corp 647B 78/O6/09 lp 



8006230609 "Schematic: Diagram RHR Pumps " 
* Bechtel Corp 6478 77/01/10 lp 



8006230610 "Schematic Diagram Component Cooking Watar Sgi Isolation 
Valves. " as-built 
* Oechtel Corp 6478 77/01/10 lp 

8006230611 "Schematic Diagram Main Steam Line Isolation Valves, " 
as-built Sheet 1 
Bechtel Corp 647B 77/01/1O lp 

B006230612 "Schematic Diagram Component Cooling Hater Bys Containment 
Isolation Valves," as-built Sheet 3 
Dechtel Corp 6478 77/01/10 lp 



8006230633 "Schematic Diagram Chemical fc Vol Control Sgi Valvei " 
Sheet i 

* Bechtel Corp 6478 79/11/03 lp 

BQ06230636 "Schematic Diagram Sample Isolation Valves, " *i-bullt, 
t Bechtel Corp 647B 77/01/10 lp 

B006230637 "Schematic Diagram Feedulater Control Valvti, " ai-built Sh*t 
2 

* Bechtel Corp 6478 77/01/10 lp 

B006B3063S "Schematic Diagram Feeduiater Bgpas* Control Valvei. " 
as-built Sheet 1 

* BechtBl Corp 647B 77/01/10 lp 

B006230639 "Schematic Diagram' Svc Hater Pump! " Sheet 3 

* BBChtel Corp 647E) 75/10/31 lp 



--B0042306I3 "Schematic Diagram 4,160 Volt Diesel Generator, ACB, " 
a*-built 
Bethtel Corp 6470 77/09/20 lp 



B006S30640 "Schematic Diagram Feeduiater Control Valves." as-built Bheit 
3 
* Hchtel Corp 647B 77/01/10 lp 



8006230614 "Schematic Diagram Component Cooling Wafcr Pump* " Sheet 3 
* Bechtel Corp 6478 75/10/21 lp 

B006230615 "Schematic Diagram Reactor Coolant Drain Tank Sample 
Isolation Valve " 
Bechtel Corp 6478 77/01/10 lp 



8006230641 "Schematic Diagram Main Steam Line Halation Bypait Valves, " 
as-built 
Bechtel Corp 6478 77/01/10 lp 

6006230643 "Schematic Diagram Containment Air Coolers " 
* Bechfcel Corp 6470 74/06/07 lp 



1B2 
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6C<!i330&44 "SEhtr*tie Diagram 3,c Hater Pu-ipi ' Sheet 2 
B.chlel Cfffp 4473 77/02/10 IP 

GCDi239i45 "Schtratic Diagran Contain-ient Iiolition Vlvi. " as-built 

Stift 2 

' QChtl Carp 6473 77/01/10 lo 

--30042306-16 "Schtnatic Ditgrjn Jin Stsn Lint Isolation Valves," 
Ji-built Ghtel Z 

flichttl Coi-d 6473 77/01/10 IP 

BOQ,423Qo4B ScSmjtic Digri Stean Generator Bloudoun Isolation 

Vjtv, 

* Btehtel Corp 447B 75/11/24 lp 



BO06230647 "Schiutic Diaoram Fteduatrr I 
1 
Btchtel Corp 647B 77/01/10 Ip 



-built Sheet 



3006230650 "Schtiutic Dujram Containment Suoip Pumpi Discharge 

loltlon Vlvi MD41SO. j-bult Sheet 3 
Bechtel Carp 647S 77/01/10 lp 

eQQ6330i51 "3cM*tlc Diagram Bvc Water Puaipt " Shut 1 

Bfchttl Corp 6479 77/02/10 lp 

BOOfiS30652 "Schinjtie Dtagr*ai Sf.t u Injection Pump* " 

* BiEdlil Corp 6476 73/06/17 lp 

8035830653 "Schmjtii Diagram ChiHical i fol Control Sui Valves," 
*i-built Sh<t 13 
flfchtfl Corp 6478 77/01/10 lp 

a<W30oS5 -SclitMtte Diagram Ccntainm.nt Sprag Pump*," ai-built 
Bicht*] Corp 647B 77/01/10 lp 



K*"!** D """ n Ch *""" 1 l VD1 Contro1 Valve., 
* Bthtel Cor, 647S 77/01/10 lp 



"80JM2306M -B C h* H t, c DU |rM Cont.inm.n 
Beeht.l Cgr B 6478 77/01/10 lp 



., as-built 



fc K:^ 

Btchtf] Corp 647B 70/O6/09 lp 



m B, 

Bechtel Cor 6478 77/01/10 lp 



:.rn ic D ...... Ch - 1 " 1 - v i 

Becht.I Corn 6478 77/01/10 lp 



* Bechtel Corp M7B 77/01/10 



8004230664 



. 
Bithtil Corp 647B 79/08/10 

B006K0665 .ich.^t Ol i|M . 8 -*.t, 
-* Semtt Corp 6479 77/01/10 



.. 

Itc.t.] Corp 6478 77/01/10 lp 



on Motor 



, " a,-b ullt 



..... 



, BJ 

Btchtel Corp 6478 77/01/10 l, 



Corf 6478 79/08/10 



v-lv<fi 



9006230670 "Schematic Diagram Engineered Safeguards Initiation an 
Preferred or Standby Power. " aa-built Sheet 2 
" Oethtet Corp 647S 7S/06/OS lp 

8006230672 "Schematic Diagram P-CS Valves," as-built Shoot Z 
* BEthtel Cot-p 6478 77/01/1O lp 

9006230675 "Schematic Diagram Safety Injection Bi ( s Valves," as-built 
Sheet 3 
Bechtel Coi-p 6478 77/01/10 lp 

9004230678 "Schematic Diagram Containment Vont lladiation Monitor 
Isolation Valve," as-built 
Dechtol Corp 6470 77/01/10 lp 

9006230679 "Schsmatic Diagram Component Cooling Hater Byi, Conta inmunl 
Isolation Valves," as~built Sheet 4 

* Bechfcet Cor-p 6470 77/01/10 lp 

80Q&2306B2 "Sehsmatic Diagram Containment Room EmorgBTicij Ventlldtlun 
Sys, " as-bull t 

* Bachtel Co-pp 6479 77/Q1/1O lp 

80062306B4 "Schematic Diagram RCS Valves," as butlt Shoot 4 

* Bechtel Corp 6478 77/01/10 lp 

8006230685 "Schematic Diagram Engineered Safety Foatures Initiation on 
Preferred or Standby Payer," ai-buiit Sheet 1 

* Bethtel Corp 6-179 79/10/30 lp 

8006230687 "Schematic Diagram Heating Ventilation Molor Control Ely. 
CB-a,Confcrol Blrfg," as-boilt Sheet I 

* Bechtel Corp 6478 77/01/10 lp 



e *T"* U D '* r- - Engineered Safeguard. Component OooUitfl 
(- Swe Water Solenoid Valves," as-built Sheet 3 
* Bechtel Corp A479 76/10/18 lp 



-buTlt^ Dla9ram Cot >^lnm D nt Puroe Isolation Control 
* Bechtel Corp 647B 77/01/10 Ip 



* Bechtel Corp 6478 77/01/10 lp 



* Bechtel Corp 647B 79/01/0"? lp 

-8006S30707 "Bche m .* 1E Diagram Containment Spray V a iv.," -.-built Qh..t 

* Bechtel Corp. 647B 77/01/10 lp 

MCCARREL.a F Partial General Electric Co 80/06/1B 3pp 

..... 



80/06/17 



" 



.C Portland 
B006H30S97 Tech BpehC* 3/4 7 



* Portland Q B r, Bra l Electric Co, 80/06/19 ll pp 

iirM:^ 

' '"'"- 0-"r.I ElectPic Co 80/06/19 lp 
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B006240331 Application For amend to License NPF-1, submi tted . 
Change Application 97iRevision lichanging Tech Specs for 
limiting conditions far operat i on. survei 1 lance requirement! 
it bases. Safety evaluation enc 1 
CDQOWlti. C Portland General Electric Co BO/06/19 5pp 

0006210333 Toch Specs 3 1 2 7,4 1 3 7.3/4 1 2-3,3/4 7 3-3/4 B 3,3 702 
& 4 7 9 2 for limiting conditions for operation, surve 1 1 lance 
requirements & bases of borated mater d fire protection sys 
* Portland General Electric Co BO/06/19 4pp 

B00624O365 Forwards rosponso tn 00O51S request for infn re turbine disc 
cracking Licensee has developed schedule for performing 
ultrasonic uiheel bore insp of at least one low pressure 
turbine during 19B1 refueling outage 
GOODWIN. C Portland General Electric Co SO/06/19 7pp 



BQOf,2304E3 Responds to IE Bulletin 80-06, "Engineered Safety Featurt* 
<ESF> Reset Controls " Kod to control circuit of steam lint 
drain isolation valves will be completed before conclusion 
of neit refueling outage In 19B1 

LENTSCH,J W , CHFUBTENSEN.6 Portland Oeneral Electric Co 
BQ/Oi/13 3pp 



R Periodic operating reports 4 related correspondence 



0006110273 Forward! monthly operating rept for May 19BO 
YUNDT.C P Portland General Electric CD BO/06/02 lp 



BOQ6110277 Monthly operating rept for May I960 

BAIR.O Portland General Electric Co BO/04/02 



4pp 



Inspection reports. IE Bulletins t correspondence 

B00625Q080 Forwards IE Insp Rept 5Q-344/SO-09 on 800431-24 No 
none amp liancc noted 

CREWS, J L Region 5, San Francisco, Reactor Operation! Nuclear 

Support Uranch BO/05/15 2pp 

8006250083 IE Insp fiept 50-344/BO-Q9 on B00431-24 No noncomp 1 iance 
noted Major areas inspected onsite review commi ttee, QA/QC 
program, procedures, proc urement d test equipment 

STERNBERG-D M Region 5, San Francisco, Reactor Operation! Nuclear 
Support Branch HORN, A J , BAGAGLIOi M J Region 5. San Francisco. 
Office of the Director BO/OS/13 6pp 



Reportable occurrences, LERs 1 related correspondence 



8006030236 PNO-V-BO-037 on B00518,Mount St Helen erupted Unit 2 has 
approx 1/B- inch of ash on ground. some ash dust inside plant 
Filtration sys operabilili; confirmed Monitoring to detect 
abrasive matls in sys components underway ' 

BISHOP, T W Region 5, San Francisco. Dfflce of the Director 
80/05/19 2pp 

900606034B Forwards uttl 900519 Itr directed to NHC Region S n 
discovery of auxiliary bldg wall Inadequately connected to 
interfacing structural elements Detailed rept u/correctivB 
action tr possible simitar conditions ulll be provided 
AXELRAO.rt Uoyenste in. Newman, Reis. Aielrad t Toll BO/OS/SO 2pp 



90063300B8 Forwards IE Insp Rept 50-344/80-10 on B00401-30 No 
noncomp 1 lance noted 

CREWS, J L Region 5, San Francisco. Reactor Operations Nuclear 
Support Branch SO/05/15 2pp 

-- B006230093 IE Insp Rept 90-344/80-10 on 300401-30 No none omp Ha nee 
noted Major areas inspected plant operations, maint, 
surveillance tost ing. physical security, review 4 audit, 
refueling I LER followup 

ETERNBERG. D M Region 9, San Francisco. Reactor Operations Nuclear 
Support Branch MALMRQS. M II . JOHNSON. O W Region 5, Ban 
Franclscoi Office of the Director 80/05/12 6pp 

0006130076 Addl response to fOIA request for sli categorle* of 
documents re CPC Forwards documents listen 1 in app 
FELTOU, J M Division of Rules and Records BO/03/33 3po 

9004130003 Discusses results of special Insp re discovery of pipe caps 
an containment pressure sensing lines Lilts reasons uhy 
imposition of civil penalty for violation would not be 
appropriate 

CREIJS, J L Region 4, Dallas. Reactor Operations Nuclear Support 
Branch 7B/01/04 3pp 

B006200049 Forwards IP Circular BO-13, "Grid Strap Damage in 
Hestinghouse Fuel Assemblies " No yrifcten response required 
ENOELKEN.R H Region 5, San Francisco, Office of the Director 
BO/OS/2B lp 



8006260003 Grants interim relief frop certain inset-vice insp 

ASME Section XI reqlrements in response to util 790BI4 ic 

1324 requests Forwards related FR notice 

CLARK.fi A Operating Reactors Branch 3 BO/06/10 4pp 



testing 



B006260007 Notice of granting of Interim relief from ASME Section XI 
inset-vice insp & testing requirements 
CLARK.fi A Operating Reactors Branch 3 50/06/10 2pp 

B006260036 RoquBtts that end IE Info Notice BO-21, "Anchorage & 
Support of Safety-Related Electrical Equipment," be 
forwarded to facility control bldg licensing board b 
listed parties 
EISENHUTiD o Division of Licensing 8O/0&/12 3pp 

8006260040 Requests written response to IE Info Notice 80-21, 
"Anchorage b Support of Safety-Related Electrical 
Equipment," since deficiencies found at other plants may 
hve bearing on seismic qualification of equipment 
CLARH.R A Operating Reactors Branch 3 BO/06/12, lp 

8006180472 Responds to IE Bulletin 80-06, "Engineered Bafity Feature 
(E8F) Reset Controls " All safety-related equipment remains 
in kmergency mode upon removal or reset of actuation signal 
Concern raised in bulletin not applicable 
DRDEHL-D J Portland General Electric Co BO/06/13 3pp 



--80060603SO Submits followup to 800516 rept re discovery of auxiliary 
bldg wat li inadequately connected to interfacing structural 
dements Detailed rept w/corrective action b possible 
similar conditions will be provided 
BRDEMLi D Portland General Electric Co BO/03/19 4pp 



8006060411 Forwards LER 80-007/01T-0 

DROEHLiD J Portland General Electric Cc 



B006060415 LER 80-007/01 T-0 on Q00316, masonry will in auxiliary bldg 
uas discovered not connected to interfacing structures at 
top Caused bij misinterpretation of design draulngs Positive 
connection being made w/grouted reinforcing steel 
ERICKSQNiL Portland General Electric Co BO/03/30 16pp 



B006090379 Forwards LER BO-OOB/01T-0 

YUNOT.C P Portland Oeneral Electric Co 



BO/05/30 Spp 



B0060903B4 LER 80-OOS/01T-0 on 900516, during refueling operations, 
discovered that containment integrity uas breached Caused by 
personnel error Two separate maint activities uer* being 
performed u/no coordination 
PARRY,JC Portland General Electric Co BO/OS/30 lp 

B006110313 Notifies that effects of uall problem, in LEU 79-i9,h*ve 
been evaluated Changing modes -from 6 to 5 prior to return 
to power operations would not reduce established safety 
margin Certificate of Svc encl 
OOODWIN.C Portland Oeneral Electric Co 60/06/04 pp 

8006240319 Forwrds Suppl 4 to LER 79-15, provid ing criteria b 
methodology for Bcchtel evaluation of out-of-pl*ni loads on 
heavy double uythe masonry walls 
BROEHL'D J Portland General Electric Co BO/06/10 2pp 

8006240321 Sunpl 4 to LEfi 79-15, provid ing interim structural evaluation 
criteria for out-of-plane loads on heavy weight double wythe 
masonry walli Supportive matl encl 
* Portland Oeneral Electric Co 80/06/10 <79pp 

Q0062004<?a Forwards Suppl 1 to LER BO-007/01T-0, providing description 
of engineering revieu, reportable noncomf orm*nci tt related 
evaluition results 
BRQEHL'D -J Portland General Electric Co BO/06/16 6pp 



0006300486 Forwards LER 80-OQ9/Q3L-0 
YUNDT.C P Pacific * * Electric Co 



80/06/20 2pp, 



8006300492 LER 80-009/03L-0 on 800522, fol lowing refuel ing. ipent fui 
pool ua* partially drained while draining refueling cavity 
Caused by personnel error Personnel have been Yeinitrueted 
& procedure changed 
PERRY.J C Pacific Oas t, Electric Co BO/06/2O lp 
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DOCKET 50-346 DAVI3-DESSE NUCLEAR POWER STATION, UNIT 1 
F Security, medical, emergency t fire protection plans 

8006020350 Notifies that neuj telephone sijs callad Health Phijsics 
Network (HPN) has been installed at site Sys intended for 
me during e-fflerjenc i es to link all power plants & MHC 
Emtrgvntij Notification Sgs hotline utll also be used 
KEPPLER, J C Region 3. Chicago, Office of the Director BO/04/1B 



BOOAi?02BO Notification of S00610 meeting u/util t, Dt.W in Bethefida.MD 
to discuss status of findings re fuel assembly hnlddoun 
Spring failures 
GARNER. D J Operating neactois Branch 4 80/06/O4 Spp 

8006300053 Discusses licensee plans to increase onslte uaata storage 
Requests revieius of onsite storage additions In monthly 
operating rept following period in which evaluation uias 
completed Draft NJ1C onsite storage licensing position enci 
REID.fi U Operating Reactors Hranch 4 EO/O&/12 lOpp 



0006060934 Advises that revised 800327 emergency plan meets 
req.u irementi encept foT long-term aniite capability fnr 
detection of inadequate care cooling It far improved accident 
sampling Def i e ianc 1 BI should be elimin-atod by 9101O1 
REID.R H Operating Reactors Branch 1 8Q/05/i9 Spp 

600609O497 Forward* proposed rule entitled, "Fire Protection Program 
for Nudear Power Plants Operating Prior to 7901O1 " Hult 
adds nffiu Section 50) A3 >t App R to 10CFR50 !, is upecttd 
to be published in FR t> tj end of Mai/ 
EISENHLIT,D Q Division of Licensing 8O/05/I9 4&pp 

8006130063 Forwards revised Pages 1-14 >i nau Page ifla for proposed 
role 10CFR30 "Fire Protection Program for Nuclear PniiiBr 
Planti Operating Prior to 790101," transmit tad by NRC B00519 
Itr Pftje 14a not incl 
EISENHUT, D G Division of Licensing 80/Q5/S2 73pp 



6006060303 Forwards addl info % revisio 
plan Encls withheld tref IOCFR2 7901 
CROUSE.R P Toledo Edison Co 60/O&/O2 



for safeguards contingency 
3pp 



6006300440 Notification of B00427 meeting ui/util in Dethecd, MD ta 
dlicuit util propoials for fulfilling NRC raqulrtmBnti re 
emergency planning facilities 
DARKER. DJ Operating Reactors Branch 4 8Q/O6/2O 2pp 



H Otrtral correiponilenc e 



Forwards constituent J Branum BOO 4 07 Itr requesting Info re 
Dipanslon of pouer plant Related correspond nce 
GLENN, J Senate. Governmental Affairs 30/03/30 Spp 

H Antitrust correspondent e 

800606031") Requests that deadline for requests for hearings be eitended 
to 800707 r availability of transmission svc Ettenslon uii.ll 
allou NRC It Intervenor to wo-rt out language discord b*tue*n 
FERC Opinion 84 tt NRC 800513 ordar 

ODLDBEflO.R Cleveland, OH GOLDBERG, H OoldS erg. Filtfmr> & 
Letfcam, P C BO/O6/O3 Spp 

Q00417O535 Motion for mod of HKC 800313 order to require fiUng of 
transmission schedule per FERC S00505 order Renueit-i 
hearing on BOOS 13 ordr if NRC denies mod Certificate of Svc 
encl 
URBAN, J R Justice. Dcpt of 80/06/09 13pp 

P Operating license stage documents & correspondence 

ao060t>Q2B3 Foruiarif* docuinents for AuJiliarij Sijs Branch revieui of 
auilltary feeduater rl iab 1 1 i fry analyst* for B4W operating 
plants H/o ends 
CAPRA, R A Lioht Wetr Reactors Branch 3 BO/01/17 3p p 



900617045i Forwards application for amend to License NPF-3, mod i f y ing 
ETS 
GROUSE. R P Toledo Edison Co 8Q/04./13 Ip 

9006170463 Application for amend to License NPF-3. mod i f y ing ETS 
Eliminate* Sections 2 1.3 2,2 3.3 1. A 0,5 4 1 Part A (. 
changes table of contents, 1 is ts of figures & table, tt 
Section 1 of ftp p D to Tech Specs 
CROUSE.R P Toledo Edison Co BO/O6/13 Spp 

6006170472 Mod to ETS eliminating Sections a 1,2 2,2 3.3 1,4 O, 3 4 1 
Part A & changing table of contents. 1 1 sti of figures J. 
table, !. Section 1 of App H to Tech Specs 
* Toledo Edison Co 9O/06/13 7pp 



Responds to NIJC S0090S request for info re loss of offsite 
pouer Two incidents of total loss t, throe incidents of 
partial loss of offsite poiuor have occurred at facility 
Events mere previously reported in LERs 
CRDUSE.R P Toledo Edison Co 80/06/17 3pp 

S006230460 Forwards info re low pressure turbine wheel tracks, in 
response to NRC BOOS 13 itr 
CROUSEiR P Toledo Edison CD 8O/0&/I8 6pp 

Q Inspection reports, IE Bulletin! % correspondence 

B006170795 Forwards IE Insp Rept 90-34fi/BO~O6 on 800310-14, 17-81,31-80 
1 0401-O4 No noncotup 1 lance notad 

HEISHMAN, R F Region 3, Chicago, neactor Operations Nuclear Support 
Dranch BO/QS/01 3p p 

BOO6I70799 IE tnsp Rept 30-346/80-06 on B00310-1A, 17-21, 24-Z3 fc B0040 
04 No noncompl lance noted Major areas Inspected follouiup on 
cviaus insp findings operational safety info masting u/local 
officials E< radiation protection 

REVES.L A , TAMGLINQ.T N Region 3, Chicaoo, Office of the 
Director BO/O-J/29 7po 

BOOAO50522 Foriuarda response to IE Culletin BO-04 Existing FBAfl 
analysis of reactivity increase following MSLD Inside or 
outside containment considers 'r conservatively models all 
potential water sources 
CRDUBE.R P Toledo Edison Co SO/05/05 4pp 

9006030310 Forwards supp lemontal i-ft-sponse to IE Bulletin 79-97 
Procedure! reviewed & revised to detail operator action in 
event of loss in indication &/or function 
CROUSE.R P Toledo Edison Co 00/05/06 3pp 

BQ0605Q527 desponds to 'E Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation tt Control Power Sys Bus During Operation " 
Design changes raquested to further decrease non-nuclear 
instrumentation/integrated control sys vulnerability 
CRQUaE,R P Toledo Edison Co 8O/05/O6 3pp 



B0060901&5 Forward B add 1 TMt-2 related requirements to operating 
reactors Lion-sees requiTanents for TMI Action Plan include 
idifb mannlngi licentlng eiams 1 licensee if iistmination 
of operating experiences nespanse roqueited within 30 daut 
EIBENHUT.DS. Otvision of Licensing BO/03/07 



0006090S33 Forwards IE Info Notice 79-37 u/arrata sheet RaquastS aid 1 
Info re turbine discs flecnmmenrtf that schedule be developed 
to perform full ultrasonic test of at least one laui pressure 
turbine before next major outage 
REID.n H Operating Reactors Branch 4 80/O5/13 Spp 



BOOA02O11 1 ? Reqciesti extension to 800619 for completion of Activities re 
screening of contractor employee*, 
CROUE5E. R P Tolado E*lor, Co BO/OS/19 Ip 



Foruiards IE Insp Rept 50-346/80-13 on B00430-0502 & notice 
of violation Notice of violation withheld (ref 10CFR2 790) 
HIND, J A Region 3. Chicago, Safeguards Dranch BO/05/21 2pp 



BOOAi301B2 Requests comments on NUREG-0577. "Potnti*l for Lou Fracture 
Toughness b Lamellar Tearing on PUR Steam Oenerator ti 
Reactor Coolant Pump Buppar&s " Propose)) re/view procedure S. 
imp lamentation icheduie end 
EISENKUT.0,0 Division of Licensing, BO/Q5/19 7Bpp 



Confirms arrangements for BQO&04 meeting in 01n Ellyn, IL to 
discuss mgt control t. outage activities 
KEPPLER.J 0. Region 3. Chicago, Office of the Director 00/08/27, 



S006030083 IE Insp Rapt 90-346/80-13 on BQ0430-OS02 Areas Inspected 
physical harriers Si access contrl Details withheld 
tref 10CFR2 790) 

HIND.J A Region, 3, Chicago, Safeguards Dranch MftDEDA. T J . 
CHfUSTOFFER.G M Region 3, Chicago, Office of the Director 

ao/os/ao ip 

BOOA1B0543 Discusses NRC 80O502 Immediate action Itr b util B005SO 
response NRC has no comments or questions ra actions taken 
to correct Items B t/ C NRC comments an Item A contained in 
incl End ulthhelit (ref 1OCFR2 790) 
KEPPLER.J Roslon 3, Chicago, Office of the Director BO/06/09 
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ai)O6230201 Fnruiards response to IE Bulletin BO-12. "Decay Heat Removal 
Sys Operability " Review described in Encl 1 revealed error 
Decay heat pump suction was not Isolated bij containment 
isolation actuation as stated in Page 3 
CRGUEE.R P Toledo Edison Co 80/06/05 Bpp 



BOO616OOBS LER SO-036/03L-1 on S00407. reactor protection syt initiitid 
high flui trip of reactor Channel S trip moduli reflected 
trip signals From on 1 y three of four tys channels Caused by 
failure of trip relay Kl in Channel 5 trip module 
WERNER. B J Toledo Edison Co 00/03/06 2pp 



SO06200379 Responds to Item -ID of IE Bulletin 79-14, "Seismic Analyst; 
for As-Built Safety-Related Piping Bys " Forwards 
description of results of folloui-on analysis identified 
discrepancies for normally accessible safety-related piping 
GROUSE, R P Toledo Edison Co SO/06/16 4pp 



H Periodic operating reports * related ct 



ipondence 



BOC-6030311 Informs NRC thai typographical errors yere discovered in 
section of recently submitted "1979 Annual Environ Operating 
Rapt " Corrected Pages Q-3 t- B-13 enc 1 
GROUSE. R P Toledo Edison Co BO/03/27 2pp 



8006170351 Forwards revised Pag 
MUHHAY, T D Toledo Edison Co 



2 to LER 79-OB3/03L-O 
SO/06/10 Ip 



800617O354 LER 79-OB9/03L-1 Revised Page 2 of LGR 79-08B/03L-Q 
fl Toledo Edison Co 30/06/10 Ip 

8006300333 EN-BO-25 notice of violation ti notice of proposed Imposition 
of civil penalty uii 1 1 be issued on or about B00630 Action 
based on alleged noncom|]l iance re employee ovtrexposure Will 
Issue nous release 

BROCKETT, T W . THOMPSON. D Office of Inspection t Enforcement, 
Office of the Director B.O/06/1B Ip 



O00603O313 Revised Pages B-3 1 B-13 to "1979 Annual Environ Operating 
Rept " Typographical errors corrected 
* Toledo Edison Co BO/05/27 2pp 

0006130274 Forwards monthly operating rept for May 19BO 
HURRAY, T D Toledo Edison Co BO/O6/09 Ip 



3006I3027S Monthly operating rept for May 19BO 
SARSOUR.B Toledo Edison Co BO/06/09 Bpp 



DOCKET 50-34B JOSEPH M FARLEV NUCLEAR PLANT. UNIT 1 
F Security' medical, emergency & ftre protection pl 



S006090487 Forwards proposed rule entitled. "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds neui Section 50 49 & App R to 10CFR90 & Is nipeeted 
to be published In FR by end of May 
EISENHUT.D Division of Licensing BO/05/ 19 46pp 



S Reportabla occurrences, LERs I related correspondence 

QOO60i006I PNO-I II-BO-093 on 800313, t Icensee discovered hold doun 
spring on fuel assembly in core was broken More Insps on 
300316-17 revealed 11 cracked or potentially broken springs 
Plant shut down since aOQ4OS Investigation continuing 
REYES, L A , TAMBLINO-T N , HEISHMAN.R F Region 3, Chicago, Office 
of the Director BO/05/19 2pp 

8OO6030373 Forwards repts NP-02-SO-01 L NP-02-80-OIA to provide 30-day 
written notification of overe iposure repfc W/o NP-02-SO-01A 
GROUSE, R P Toledo Edison Co 80/05/23 Ip 

0006030377 RO on 800430, cheml stry ti health physic* Individual received 
dose of 4 7 rems Cause of exposure was erroneously low 
reading on meter or misreading of Teletector Individual was 
removed from working in radiation controlled areas 
Toledo Edison Co BO/05/23 Ip 



e00612035-l Forwards revised LER 79-11B/03L-1 
HURRAY. T D Toledo Edison Co 80/06/03 tp 



B006120357 Revised 79-1 IB/03L-1 on 791126, when reactor coolant pump 
tripped, reactor protection on sys high flui setpolnt reduced 
to 7B 3X full power, eiceedlng limit Caused by procedural 
deficiency due to Incorrect info 
KOC1S.R Toledo Edison Co 7-7/12/21 3pp 



8006120343 Fc 
MURRAY, T D 



ruards LER QO-041/03L-0 

Toledo Edlion Co BO/06/06 



Ip, 



8006120344 LER 80-041/03L-0 on BOOS11 , <tur ing performance of 3T S071 01 
source range functional tost. source range Channel 1 found 
out of tolerance h declared Inoperable Caused by component 
failure in test module Netu module Installed 
WERNER. J Toledo Edison Co 80/06/06 3pp 



9006120345 Forwards LER BO-042/03L-0 

MURRAY, T D Toledo Edison Co BO/06/06 



8006130063 Forwards revised Pages 1-14 & neu Page 14a -For proposed 
rule 10CFR50 "Fire Protection Program fur Nucltar Power 
Plants Operating Prior to 790101." transmitted by NRC B00519 
Itr Page 14a not encl 
EIBENHUT.D Q Division of Licensing 80/05/22 73pp 

P Operating license stage documents i correspondence 

B006090165 Forwards addl TMI-2 related raquirements to operating 
reactors Licensee requirements for TNI Action Plan Include 
shift manning. 1 icenslnj eiams 'x licensee dissemination 
of operating eiperiences Response requested within 30 days 
EIBENHUT.D Division of Licensing SO/05/07 ISOpp 

8006130122 Requests comments on NUREG-0377, "Potential for Lou Fracture 
Toughness t, Lamellar Tearing on PUR Steam Oenerator ti 
Reactor Coolant Pump Supports " Proposed review procedure it 
implementation schedule encl 
EIEENHUT. D Division of Licensing 80/03/19 72pp 

B006030312 Responds to NRC 80040B Itr requesting addl info re auxiliary 
feeduater sys Clarification of util 791120 response to 
recommendation OB-6 encl 
CLAYTON, F L Alabama Pouier Co BO/OS/27 23pp 

90 Oi 0503 50 Application to amend BL. author i ling change* to Tech Bp*cs 
Tech Spec 3 5 re operabillty of equipment u/o certain 
electrical power sources Is added per NHC requ*st Spec 
3 B 2 2 is in error re number of volt load cts required 
CLAYTON, F L Alabama Power Co 80/05/30 3pp 

S006050393 Tech Spec 3 5 re operablllty of equipment u/o certain 
electrical power sources & Tech Spec 3 8 2 2 re ac 
distribution-shutdown 
* Alabama Pouier Co SO/05/30 3pp 

SOO&110017 Forwards addl Info re seismic qualification of safetg- 
related non-NSSS electrical ! mechanical equipment, in 
response to NRG B00523 request 
CLAYTON, F L Alabama Power Co 80/06/05 59np 



3006120347 LER 80-042/03L on BO0510, dur ing performance of local leal! 
rate test, combined leakage for all penetrations tasted to 
date exceeded combined allowable leakage Caused bij buildup 
on valve preventing good seal Valve teats ulll be relapped 
ROHRER.E H Toledo Edison Co BO/06/08 2pp, 



B006120350 Forwards revised LER 79-124/03L-1 
MUHRAY.T D Toledo Edison Co 00/06/09 Ip 



B006120352 Revised LER 79-12'1/OSL-l on 79120B- dur ino routine pump 
swic thing, component cooling water pump L would not start 
from control room Caused by failure of breaker AC113 on 
essential suibchgear bus Cl to close Breaker replaced 
RUDOLPH, J P Toledo Edison Co BO/01/05 3pp 



0006110032 "Final Seismic Response Spectra, Joseph M Farley Nuclear 
Units 1 & 3,AL Power Co, Containment fr Internal Structure " 
* BechtBl Corp 72/12/31 325pp 

8006110027 "Seismic Response Spectra, Joseph H Farley Nuclear Plant, 
Units 1 & 2.AL Power Co, Auxiliary Bldg " 
Bechtel Corp 72/O8/31 73pp 

8006190493 Advises that response to B00507 request re TM1-2 rtlated 
requirements will be submitted ay B00626 
CLAYTON, F L Alabama Power Co 80/06/12 Ip 



B0061600BH Forwards LER BO-036/03L-1 

MURRAY.T D Toledo Edison Co BO/06/09 
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Inspiction report"* IE Bulletins t correspondent! 



S Reportable occurrences. LERs i related correspondence 



B0060604I4 Forward* IE Bulletin BO-11. "Masonry Wall Design " No action 
or written reiponse required IE Info Notice TJ-SB, 
"Overloading of Structural Elements &ue to Pipe Support 
Loads" end 

O'REILLY.J P Region 3. Atlanta. Office of the Director BO/QS/08 
2pp 

3006060525 Ack receipt o-f 800433 Itr informino NRC of steps taken to 
correct violations noted In IE Imp RepSi 50-346/BO-07 (. 
50-344/00-04 

LEU19.R C (legion S, Atlanta, Reactor Operation! Nuclear Support 
Ennch BQ/OS/QB Bp p 

B006060531 Responds to NRC 800410 Itr re violations noted In IE Imp 
Ripti 30-348/8Q-O7 4 5O-364/BO-O4 Corrective actions 
cloning stainless steel ptpei u/Bc otch-br i te paSm mat 
(topped Cleaning pad! returned to warehouse 
CLAVTOIliF L Alabama Punier Co 90/04/29 2pp 

3006060334 Forwards IE tnsp Repts 50-34S/BO-07 t 5O~364/GO-04 on 
000204-2'? i notice of violation 

LEWIS,!! C Region Si Atlanta, Reactor Operatiuns Nuclear Support 
Branch 80/O4/10 3pp 

--B00a0603i)2 Notice of violation tram imp on 000204-39 

* Rlalon 2. Atlanta, Rsactor Op-orations Huclear Support Branch 
SO/04/02 Ip 

6006060590 IE Imp Rept 30-34B/SO-O7 fc 50-363/30-04 on B002Q4-S 1 ? 
NoncompliancB noted unauthori leJ use of Bcofcch-bvl te pads 
for final cleaning of stalnlois steel pipe surfaces It 
failure to perform uork u/approved procedure; 

MARTIN.R D Reolon 2, Atlanta, Roaetor Operations Nuclear Support 
Branch 80/C4/O2 6pp 

8006200076 Fnruardi IE Imp Repts 50-348/BO-0-) & 50-364/80-0"? on 
B00421-B5 No noncompliance noted 

STOHR.J P Region S, Atlanta. Fuel Facility fc Mattrf*ll Safety 
Branch flO/OS/OB 2p,P 

0006200094 IE In*P Repti 30-348/90-09 A BO-3A4/BO-O9 on BOIH21-23 No 
noncompliance noted Major areas Inspected radwaste mgti 
preooeratlonal tit procedures, chemistry & health physics 
proeidures d leeirrity training 

STOHR, J P Region 3, Atlanta, Fuel Facility S< Hateriali Safety 
Branch TROUP.fi L . WHAY. J R Region 5, Atlanta. Office of the 
Director BO/OS/03 5pp 

BOO i 030291 Forwards IE Dul latin 80-12, "Decav Heat Removal Bij-t 
Qptrablllti; " Requires action i. reioonie within 3D days 
IE Info Notice BO-aOi "Lois of Decay H*it Rtmnval Capability 
at Davlt-Besse Unit I Wliilo in Refueling Mod*" incl 

D'REILLV,JP Region 2, Atlanta, Office at the Director BO/05/07 
Bpp 

BOOiS 00074 Forward* IE Circular 80-11, "Emergency Dleiel Oenirator Lube 
Oil Cooler Failure i " No written reiponte reqirlred 

O'REILLV, JP Refilon 2. Atlanta, Office of the Director BO/05/13 
2pp 

8006290015 Forwards TXponsa to IE Bulletin 8Q-O5 n vacuum condition! 
fn chemical t vol control sy* holdup tanks Vol control tank 
receives letdown from RCB d provides suction for charging 
back into RC5 
CLAYTON, F L Alabama Power Co 80/06/04 3pp 

S006S3QIB2 Responds to IE Bulletin BO-12. "Decaij Hiat Removal Bgi 
Operabtlitg " Redundancy snmi] t provided tii) having two RHR 
traini operable Diversity mag b* provided in Hodei 2-S by 
having operable steam generator* 
CLAYTQN.F L Alabama Poiatr Co BO/06/09 4pp 

8006300572 Responds to IE Bulletin SO -06 Safe ty-r elated components at 

ichemitic leytl have been ravieutd to determine ultether 

q.uipment rm<ins in emergency mode fallowing rtiet of 
ilgnals 

CLAVTON.F L Alabama Power Co 80/06/12 3pji 



B006050033 porujards LEfls BO-O29/03L-0 ii SO-O30/03L-0 
CLAYTON, F U Alabama Poiuer Co 00/03/33 Ip 



B00a050036 LER BO-029/Q3L-0 on SD0130, interned late range NIB channel 
N-35 declared inoperable due to lota of power Caused by 
loose terminal screw on 120-volt vital ac panel 1A molded 
case breaker Hire reconnected 
HAIRSTQM, W Alabama Power Co 80/05/28 Ip 

--8006050043 LER 80-O30/03L-0 on SCO SO 1. ra i iation monitor R25A (fuel 
storage pool area) declared inoperable due to power Ion 
Cauied by blown fuse Connecting I disconnecting tost 
equipment cause for b I o-un fuse Fuse replaced 
HAIFiSTQN.W G Alabama Poiuer Co 00/05/2Q Ip 

8006500034 Final Part 21 rept re mnod heat of steel supplied by US 
St*el from which 4- inch elbow; t> 2- inch tees were mfg to 
A234UPD requirement Investigations conducted & closed at 
46 listed facilities 
SEAVi J L Chemtron Corp , Tube Turn* Div 80/06/06 3pp 

B00617039B Forwards LER BO-O31 /03L-0 

CLAYTON, F (, Alabama Power Co BO/06/1O Ip 

--8006170604 LER BO-O31/O3L-O on BO051 1 , d ig ita 1 rod position indication 
1U* (DRPI) declared inoperable following loss of train A & 
B DRPI Caused by loss of DRPI indication during trouble 
shooting Train A returned to svc following card replacement 
HAIRSTON.W Alabama Poiur Co BO/06/1O Ip 

8006180432 Interim deficiency rept re unreacted lime in ulaste 
settling pond causing pH to exceed upper limit Caused by 
tfEscharge of clarified mater which dissolved calcium sulfate 
layer over lime Discharge terminated fc acid will be added 
CLAYTON, F L Alabama Power Co 80/O6/13 3pp 

800623034B Forwards LER 60-O32/03L-0 *. LER BO-O33/03L-0 
CLAYTON. F L Alabama Power Co 80/O6/13 Ipp 

--BOQ6230303 LER 80-O33/03L-0 on 800316, I-2A dlesel generator declared 
Inoperable due to speed control failure Caused by personnel 
error ti installing dc recorder utilch bleu ac fuse Fuse 
rep laced, personnel instructed 
HAIRSTQN.W Alabama Power Co 80/06/13 Ip 

00Q623037A LER BO-032/03L-0 on B00515,ooth chlorine detectors yere 
Inoperable Caused by plastic strip lodged in B detector tt 
cracked dlaphram in A dotector Strip removed & B made 
operable on 300519 Pump replaced f> A operable on BOOS16 
HAIRBTON.W Alabama Power Co BO/06/13 Ip 

8006240360 Forwards LEfis 80-034/03L-0 *. BO-033/03L-0 
CLAYTON, F L Alabama Power Co BO/06/17 Ip 

0006340375 LER BO-034/O3L-O on 800519, rfiesel generator 1C uas declared 
Inoperable when generator failed to reach rated spaed within 
time specified by Tsch Spec Probably cauied by leaky check 
valve in fuel oil 19* Valve replaced 
HAIRBTON.W Alabama Power Co 00/06/17 Ip 

BOO6240376 LER 80-035/03L-0 on BOO519. d i esel generator 2C would not 
a.uto-ltart >/ ua declared Inoperable Caused by sultch being 
inadvertently placed in run position rather than auto 
position Switch placed In auto 
HAIRBTON.W Alabama Power Co BO/06/1S Zpp 



DOCKET 30-353 LIMERICK GENERATING STATION. UNIT 1 

A Application/construct ion stage document! t> correspondence 

B006030330 Notifies at delaij.untll late June or early Jul 1900. for 
respon*e to NRC 791E1S request for comparison of blast 
response spectra u/ODE response 
uflADLCY.E J Philadelphia Electric Co BO/05/20 Ip 



R Periodic operating reports it related correspondence 



8006100440 Forwards monthly operating rent for May 1900 
CLAYTON, F L Alabama Pouer Co 80/06/09 3pp 



B0062301IO Advises DHR d PWR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUREO-0377 re 
adequacy of applicable support structures General operating 
reactor review procedure b acceptance criteria end 
EIBENHUf, Division of Licensing 30/03/20 13pp 



--80061804-42 Monthly operotina rept for May 19BO 

HAIR9TDH.H Alabama Pouer Co 80/0a/01 Spp 



6006120121 Summary of 800521 meeting u/utll in Bithesda.MO re risk 
evaluation studg per enc I NRC 800306 Itr 
SELLS, D Licensing Branch 3 80/03/23 tpp 
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BOO&23QQ01 Summary of S0041O meeting m/Mark II owners group r 
suppression pool temp response to safely/relief actuations 
Study concluded that limit on temp not needed Requests that 
applicants submit detailed info for evaluation 
SU. T M Containment Systems Branch BO/O5/3O 4pp 



000627023.1 final deficiency rept re defect in 4 kV suitchgear circuit 
braaker auilliarLj switch crank assembly. Imp mill 6e 
conducted an suitchgear !, nuts Will be lecured on ain-mbly 
studs to prevent looseningiby BO 1231 
* Philadelphia Electric Co BO/0t/2O 4pp 



8006170330 Notification of BOOiblc. meeting w/util & General Physics in 
Si Ivor Epring,MD to observe Zi receive orientation on 
s imulator 
SELLS, Licensing Branch 3 30/06/03 2pp 



H General correspondence 



Opt 



8006200056 Notificatlo 
discuss current rnqu 
1 icensing 
SELLS, D E Licensing Branch 3 



of 0006 IB meeting w/util in Betheida.MD to 
amenta for operator qualification tc 

3pp 



BOO6O20O14 Requests public debate re evacuating large populations near 
power plants Opposes plants located in densely populated 
areas 
HAMM.K Affiliation Unknown 8O/03/19 Ip 

QO06O2O33& Comments on evacuation plan for facility area Philadelphia. 
Electric Co should not bo granted license Human safety 
should come before economic consideration 
MdRHIS.S II Affiliation Unknown 80/05/28 Ip 



DOCKET 50-353 LII1ERICK GENERATING STATION. UNIT 2 

f\ Application/construction stage documents d correspondence 

8006030330 Notifies of delay, until Ute June or early Jul l?ao. for 
response to NRC 7712IB request tor comparison of blast 
response spectra u/ODE response 
BRADLEY. E J Philadelphia Electric Co BO/05/20 Ip 



800612OOS9 Responds to Ifcr to DDE re constituent inquirij about 
relationship of Merrill Creek Project til facilities NRC ha* 
no Info re relationship Facilttlo-s use uiater from DE Flivar 
Hdlln 

DIfiCKB.W J Office nf the Eecutive Director for Operations 
90/O5/30 6pp 

B00623046 1 ? Forwards Philadelphia City Council 800539 resolution that 
all const at facilities should cease, to protect health & 
safet-v of area residents l> ratepayers 
SCHWARTZ, G X Philadelphia. PA BO/06/ 10 5pp 

Q Inspection reports. IE Bulletins t, correspondence 

80Q613Q3'IB Respond! to IE Bulletin SO- 02 util feediuater spargers & 
thermal sleeves not mfg by Marvin Engineering Co Equipment 
not Q-listedinor part of or melded to HCPB 
KEMPEfl.J S Philadelphia Electric Co 80/05/20 2p p 

B006240C-91 Forwards Kg t Meeting Repts 90-352/90-06 & 50-333/80-06 on 
B 00321 

CARLSON. R T Region li Philadelphia. Reactor Construction Rt 
Engineering Support Branch 00/O5/29 Ip 

60042400^0 Kgt Meeting flepts 50-353/80-06 t 50-353/80-06 on SOO321 
Arias covered status of F3AR. re ident insp program. QA 
program. recent NIC Insps. c urrent arganiiatlon of llceniee h 
NftC t project status 

CARLSOWiR T Region 1, Philadelphia. Reactor Construction b 
Engineering Support Branch MATTIA.JC , MCOAUOHYrfi W Reolon 1. 
Philadelphia. Office of the Director BO/05/20 app 

S Reportable accurrences. LERs 4 related correspondent n 

B006090O53 Ach receipt of 800424 Itr Foruarding final deficiency rspt 
re vlectrlcal vaceuay eeparatian Rept mill be reviewed li 
(vi 1 uatsd 

CARLSON. B T Region 1, Philadelphia, Reactor Construction *< 
Engineering Support Branch 00/05/14 Ip 



6006230 HO Advises OUR b PUR applicants of NRC dicillon to modifu 
implementation plan presented in Section 4 of NUREQ-0577 re 
adequacy of applicable support structure! Central operating 
reactor review procedure If acceptance criteria *ncl 
EIEENHUT, DO Division of Licensing BO/05/20 13pp 

6006120121 Summary of 800521 meeting w/util in Betheda,HD re risk 
evaluation study per end NRC 800506 Itr 
SELLS. I) Licensing Branch S OO/05/23 4pp 

3006230001 Summary of 8004 1O meeting u/Mark 11 ounen group ri 
suppression pool temp response to saF*ty/rll i ef actuations 
Study concluded that limit on ttrnn not needed RiquBttl that 
applicants lubtnit detailed info for ev-aluation 
SUi T M Containment Systems Branch S 0/05/30 tpp 

S006190330 Notification of 300ii6 meeting ui/util t< 0n*r*l Physics in 
Silver Spring, MD tu observe '/ receive orientation on 
s imulatQr 
SELLS. D Licttislng Branch S BO/Ot/O3 Epp 



H General correspondence 



S0060200M Requa-ste public debate r t evacuating targe papulafeioni mar 
power plants Opposes plants located in densely populated 
areas 
HAMrt.H Affiliation Unknown 00/03/19 Ip 

BOO&Q2033& Comments on evacuation plan for facility are* Philadelphia 
Electric Co should not be granted license Human safety 
should come before economic cons isera tton 
MDRRISiS U Affiliation Unknoun BO/OS/2B Ip 



Respond* to Itr to DOE re constituent inquiry about 
relationship of Herri 11 Creek Project to facilities NRC hat 
no info ve relationship Facilities u*e mater from DE River 
Hasln 

DIFtCKSiU J Office of the Eiecutive Director for Operations 
ao/09/30 ipp 



aoofi0900iS Final deficiency rept re electrical raceway separation Field 
cenit Identified eiposed seismic Clais 1 raceway. condu i t & 
junction boi Caused by QC error QC procedure revised by 
indoctrination of QC engineers conducted 
Philadelphia Electric Co BO/O4/30 -Ipp 



QOOiliO32? Foruards final deficiency rept 
on bacfc pretsure steam isolation dampers 
KEHPER.J S Philadelphia electric Co BO/06/06 



electrical connect! ant 
IP 



aOOil!O332 Final deficiency rept re electrical connections on back 
prassure steam Isolation dampers mfg by American Warming tt 
Ventilatingi Inc Mfg has agreed to 100X lnp & replacement 
program, to be completed by 801231. 
Philadelphia Electric Co 80/O&/06 4pp 

&OOA20OO24 Final Part El rept re mined heat of iteel supplied by UB 
8tel from which 4-ineh elbows k 2-inch tees were mfa to 
AS34HPO requirement Invest igat io.ii* conducted t- closed at 
46 lilted facilities 
BEAY, J L Chemtron Corp , Tobe Turns Div BO/06/06 3pp 



30O62702I7 Forwards Final deficiency rept re defect in 4 tV 
circuit breaker auxiliary suite h crank assembly 
KEMPER.J S Philadolphia Electric Co BO/06/20 Ip 



i tchgear 



Foruards Philadelphia City Council BOO 32 9 resolution that 
all contt at facilities ihould cease, to protect health ti 
Siafety of area residents & ratepayers 
3CKUARTZ.O X Ph i lade Iphiai PA BO/O&/10 9pp 

Inspection re>portsi IE Bulletins d carresponifenc* 

BOO613034e Respondl to IE Qulletin 80-02 Util feeduiter lp*pgrs ti 
thermal sleeves not mfg by Marvin Engineering Co Enuipment 
not 0-Hsted.nor part of or welded to RCPB 
KEMPER.J B Philadelphia Electric Co 80/05/20 3pp 

BOO6240091 Forward* Mflt Meetins Rapls SO-SSH/BO-Oi h 50-393/80-06 on 
800321 

CARLSON, H T Region 1, Philadelphia. Reactor Construction & 
Engineering Support Branch 89/05/29 Ip 

gOOo21009B Mgt HeetinB Repts 50-352/80-06 I 50-333/80-06 on 800331 
Areas covered status of FBAR. resident imp programiOA 
program, recent NRC insps, current oroaniiation of licensti li 
NRC & project status 

CARLSON, R T Region li Philadelphia. Reactor Construction fc 
Engineerlno Support Branch MATTIA.J C , MCOAUOHV.R W Region 1> 
Philadelphia. Office of the Director BQ/03/20 2pp 
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S Reportable occurrences. LERs ! related correspondence 

8006090053 Ack receipt of BQ0424 Itr forwarding final deficiency rapt 
r* electrical raceway reparation Rept uill be reviewed ti 
tvaluated 

CARi-SON.R T Region 1. Philadelphia, Reactor Construction !. 
Englnring Support Branch 80/09/14 IP 

0006090062 Final tie f ic i ency, rept re electrical raceuav separation Field 
const identified exposed seismic Class 1 raceuay. condui t b 
junction boi Caused by QC error OC procedure reviled bij 
indoctrination of QC engineers conducted 
Philadelphia Electric Co BO/O4/3O 4pp 



9006110329 Forward 5 final deficien 
an back pressure steam isolation 
KEMPER.J S Philadelphia Electric Co 



rept re electrical connection! 
eO/Oi/Oi. lp 



8006110333 Final deficiency rept re electrical connection* onoack 
presiure steam nolation dampers mfy bij American Urming t 
Ventilating, Inc MPg na-s agreed to 1 OQX insp & replacement 
program, to be completed by BO [231 
* Philadelphia Electric Co BO/04/06 4pp 

0006300024 Final Part 21 rept re mired heat of steel supplied by U3 
Steel from uhich 4-inch elbows it a-inch tes utre mfg to 
AH34HPB requirement Invcs fci gati on* conducted > closed it 
46 listed facll Ities 
SEAY,J L Chemtron Corp . Tube Turns Div BO/Oi/06 3pp 

0006270217 Forward i final deficiency rept re defect in 4 kV luiitchgear 
circuit breaker auiiliary suited crank assembly 
HEWER, J 8 Philadelphia Electric Co BO/ufc/20 lp 

~- 8004270224 Final deficiency rept re dsfect In 4 kV syltchgear circuit 
brisker auilllary siuitch cranl assembly Jnsn ulll be 
conducted on luitchgear & nuti mill he secured on assembly 
studs to prevent looie-nlng, bij 601231 
* Philadelphia Electric Co BD/06/2O 4pp 



V Operator Eiamlnations 



9004200050 Notification of 8004 IB meeting u/utll in Beth(iFBi MS to 
dlicu current requirenenta For operator qua 1 If icj tion It 
1 Icen* Ing 
SELLS. D E Licensing Branch 2 BQ/06/02 3pp 



DOCKET 50-354 HOPE CREEK NUCLEAR STATION. UNIT 1 

A App 1 ication/conafcruetlon staje documents & correspondence 



S00603055O Order granting eitension until S0061S for York Committee for 
Safe Environ t Cituens for Safe Environ tn file proposed 

B00703 ( intervenors' i applicants' responses on Q0071B 
HISHQP.C J Atomic Bafeti) and Licensing Appeal Panel 90/03/28 



800626020-9 Memorandum i order advising that Sterling issue Is no long-tr 
germane to consolidated proceedings uifiere radon Issue is 
being determined Ecology Action cause ror late intervention 
must be f i led bu 500702 
BISHOP, C J Atomic Safety and Licensing Appeal Panel 00/06/23 



H Genera 1 correspondenc 



ao041300B'9 Responds to Ur to DDE re constituent inquiry about 
relationship of Merrill Crcei Project to facilities NRC has 
no info re relationship Facilities use mater from DE River 
Basin 

D1RCKS,W J Office of the Eiecutive Director for Operations 
SO/05/3O 6pp 

d Inspection reports, IE Bulletins & correspondence 

8006020475 Responds to IE Bulletin 80-02. "Inadequate QA for Nuclear 
Supplied Equipment " Bulletin is not applicable since OE 
has not purchased reactor feeduiater spargers & thermal 
sleeves for facility 

MftRTIN.T J Public Service Electric fr Oas Co of Neu Jersey 
BO/05/12 lp 

BQ04250223 Ack receipt of BOQ418 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-354/80-01 d 
50-35S/SO-O1 

CARLSON, ft T Region I, Philadelphia, Reactor Construction & 
Engineering Support Branch BO/05/22 lp 

--8004250226 Responds to NRC B00314 Itr re violations noted in IE Imp 
Repts 50-354/BO-Oi (, 5O-355/80-01 Corrective actions QC 
procedures mill tie revised to address amended QA manual, 
Section 4 

MftRTIN-T J Public Service Ci Bc fc r i c t- Oas Co of Neiu Jersey 
BO/04/1B 2pp 

--8004250327 Forwards IE Insp Repts SO-354/BO-01 i. 30-33S/BO-O1 on 
B001I4-17 (. notice of violation 

CARLSON. f) T Region 1, Philadelphia, Reactor Construction ic 
Englnerlng Support Branch BO/03/14 Zpp 

90042S0331 Notice pf violation from Insp on 800114-17 

* Region i, Philadelphia- Office of the Director BO/03/11 lp 



BOOo030S14 Bummaru of 800422-23 meeting u/Mari I owner* group in Ban 
JottiCA re confirmatory analusli & tvstlngi pr-ogrami 
concerning Mar*. I containment long-term program 
CRIMES, C I AitUtant Director for Plant Suatemi BO/05/O9 Spp 

5006230110 AdvUei BUR t PUR applicant! of NRC decision to modify 
imp It mentation plan presented In Section 4 of NUREQ-0577 r 
atfetuici; of applicable support structurei General operating 
reactor revleiu procedure &. acceptance criteria encl 
EI6ENHUT.D Division of Licensing 60/05/20 I3pp 

0006240057 Forwards "For Comment" edition of NUREO-0619 Commints 
should be foruarded btj 300707 U/o encl 
EISENHUT.D DivHion of Licensing BO/06/O9 Bpp 



0006250233 IE Insp Repts 50-354/BO-01 t, SO-353/BO-01 on BOOH4-17 
Noncompliance noted failure to take prompt corrective action 
re protection nf equipment from ueather t, rinj grooves left 
unprotected from damage in high activity area 

MCQAUOHY.R U . VARELA, fl A , DATEMAN, W H Region 1- Philadelphia. 
Office of the Director SO/03/11 Spp 

B Reportable occurrences, LERs i related correspondence 

B00fi0a0407 Second interim 1-ept re potential deficiency in primary 
containment relief valves Initial analysis indicates hinge 
block mounting studs Inadequate Revised analysis by B00630 
MARTIN, T J Public Service Electric & Oas Co of N*u Jerseu 
BO/0&/E3 2pp 



8004040262 Correction to licensees' S0042B brief on disposition of 
alleged Deficiency 1 Certificate of Svc encl 

SILBERQ.J E Metropolitan Edison Co SJLBEHQ,J E Mttcalf S, Eddy 
RftDER.R K Conner, Huore * Corber SO/05/20 5pp 



80-06300005 Ack receipt of 800502 final deficiency rept re ueld wire 
documentation 

CARLSON, R T Region 1, Philadelphia, Reactor Construction d 
Engineering Support Branch BO/O6/O4 lp 



Atfjudicatory correspondence 

8004060245 Recast for eictension until fiOOfiia for pjr tie*, except NRC, to 
submit post-hear Ing memoranda re radon issue Record Itngthg 
ti intervinori have otJier commf tmentt made prior to Fb 19BO 
Cirtiflcate of Gvc encl 
KEPFORD.C CItiiens for Safe' Environment, SO/OS/SO 4pp 

8004060547 Response to i ntervetvors, York Committee for Baf Environ b 
Citiieni for Safe Environ riquast for eiteniion until 
B0041B to file propoied flndinos of fact in gin*ri rdon 
proceeding Many delays in proceeding are cause for concern 
CONNER.TB PhiladelpKia Electric Co THAVIESO-DIAZ Bh.u, Plttm-n, 
Potti (. Troiiibriiiae CONNER.T B Public Service Eluctrie i( Oas Co 
of H*u Jrtey 60/05/2-3 llpp 



B006250407 Ack receipt of 800323 interim deficiency ropt re primary 
containment relief valves 

CftRLBON.R T Region 1, Philadelphia, Reactor Construction (. 
Engineering Support Branch SO/06/O4 IP 



DOCKET 50-355 HQPE CREEK NUCLEAR STATION, UNIT a 

A Application/construction stage documents & correspondence 

B006030514 Summary of 800433-23 meeting u/Mark I owners group in Ban 
Jone.CA re confirmatory analysis fc testing programs 
concerning Mark I containment long-term program 
GRIMES. C I Assistant Director for Plant Systems BO/05/09 Bjin 



DOCKETED ITEMS 



169 



B00623011Q Advises BWR t- PUD applicants of NRC decision to modify 
Implementation plan presented in Section 4 of NUREG-0577 re 
adequacy of applicable support structures General operating 
reactor review procedure 6 acceptance criteria end 1 
EISENHUT.D Division of Licensing BO/05/30 13pp 

BOQ6260Q57 Forwards "Tor Comment" edition of NUREQ-0619 Comments 
should be forwarded by 800707 vl/n end 
EI5ENHUT,D G Division of Licensing 60/06/09 2pp 

BQOiQ602i2 Correction to licensees' 600430 brief on disposition of 
alleged Deficiency 1 Curtiflcale of Svc enc 1 

EILBERQ, J E Metropolitan Edison Co S1LBERG.J Metcalf ft Eddy 
fiADER.R M Conner, Mnore B- Corber GO/05/20 Spp 



Adjudicatory correspondence 



B00606Q345 Request For eitension until BG061B for part ies, ex cep t NRC. to 
submit post-hearing memoranda re radon Issue Record lengthy 
& intervenors have other commitments made prior to Feb 1930 
Certificate o'f Svc enc 1 
KEPFdRD, C CitiiBns for Safa Environment BO/05/20 4pp 

8006060547 Response to inter venors, York Committee for Safe Environ & 
Citiiens for Safe Environ request for eitension until 
GOQ61B to file proposed findings of fact in generic radan 
proceeding Many delays In proceeding are cause for concern 
CONNER,! Philadelphia Electric Co TRAVIESO-DIAZ Sham. Pittman, 
Putts !r Troiubridge CONNER,! B Public Service Electric (. Oas Co 
of Neiu Jersey BO/05/23 llpp 

D006O2O55O Order granting eitension -until BQ061S for Vork Committee for 
Safe Environ & Citiiens for Safe Environ to file proposed 
findings of fact & conclusions of laui NRC findings due on 
SO0703 fr intervenars' & applicants' responses on 8007 IB 
BISHOP, C J Atomic Safety and Licensing Appeal Panel 00/03/2B 



3 Reportable occurrences' LERs '. related carrespondenci 



3006300005 Ack receipt of SO 0502 final deficiency rept re ueld wire 
doc umentatlon 

CARLSON. R T Region I. Philadelphia, Reactor Com true t ion & 
Engineering Support Branch BO/06/04 ip 

8006250407 Ack receipt of S00523 interim deficiency rept re primary 
containment relief valves 

CARLSON, Fi T Region 1. Philadelphia, Reactor Construction 
Engineering Support Branch SO/06/06 IP 



DOCKET 50-357 UN1V QF CALIFORNIA 

A Application/construction stage documents tr correspondent 

B0061B0621 Notification of 600613 meeting u/BUR Licensing Resolution 
Gro-up in Bethesda, I1D to discuss progress 
WILSON, J U Licensing Branch 1 GO/06/09 lOpp 



POCKET 50-3BB WILLIAM H ZIMMER NUCLEAR STATION: UNIT 1 

A Application/construction stage documents fc correspondence 

8006020122 Notifies that time of B00604 meeting in Bethisd*, MD in/ 
utll to discuss steps taken to mitigate silting problem at 
facility intake structure has been changed 
PELTIER, 1 Licensing Branch 2 30/05/02 10 

8006230110 Advises BUR & PWR applicants of NflC decision to modify 
Implementation plan presented in Section 4 of NUftEO-0977 T* 
adequacy of applicable support structures General operating 
reactor review procedure fr acceptance criteria end 
EISENHUT.D G Division of Licensing 80/03/20 13pp 



B00636O3O9 Memorandum It order advising that Sterling issue is no longer 
germane to consolidated proceedings inhere radon issue Is 
being determined Ecology Action cause for late Intervention 
must be filed by B007O2 

DISHQP.C J Atomic Safety and Licensing Appeal Panel SO/Ofr/23 
3pp 



H Heno'pal correspondenct 



B00613OOBT Responds to Itr to DDE re constituent inquiry about 
relationship of Merrill Creek Project to facilifcia* NRC has 
no info re relationship Facilities use water from DE Rivr 
Daaln 

DERCKSfH J Office of the Eiecutive Director for Operations 
BO/O9/3Q 6pp 

Q Inspection report!, IE Bulletins ft correspondence 

000fcOaOfl75 Responds to IE Bulletin 00-02, "Inadequate QA for Nuclear 
Supplied Equipment " Bulletin is not applicable since DE 
has not purchased reactor feeduater spargers & thermal 
ileeves for facility 

MARTIN. T J Public Service Electric & Oas Co of New Jrij 
80/05/12 Ip 

3OO&35Q223 Ac k receipt of 800fllB Itr informing NHC of steps taken to 
correct violations noted in IE Insp Ropts 30-334/BO-01 b 
50-355/BD-01 

CAF1LSON.H T Region 1. Philadelphia. Reactor Construction fc 
Engineering Support liranch SO/05/22 Ip 



3006230001 Summary of B0041O meeting u/Marl: II ouiners group r 
suppression pool temp response to safety/relief actuations 
Study concluded that limit on temp not needed Request* that 
applicants submit detailed info for evaluation 
SUi T H Containment Systems Branch BO/O9/3D 4pp 

6006200973 Notifies of change in date & location at 600624 meeting 
u/util in BothesSa.MD re Facility intake structure Mtetlng 
mill be held on BOO&24 in Room 6110 of MD Natl Bank Bldg 
PELTIER, I Licensing Branch 2 BO/06/02 Ip 

BO06Z50I6B Notification of BOO i, IB meeting u/util In Btthisd*. MD to 
discuss OL review schedule 
PELTIER,! Licensing Branch 3 BO/06/10 4pj 

B0061706S2 Submits result oF audit re separation of electrical 
equipment t> sys per NRC 791130 Itr Review shouied on* cable 
in violation of separation requirements! ly ing against fire 
wall Cable tied bat I 
BQROMAMN.E A Cincinnati Oas & Electric Co 80/06/11 2pp 

80 3002 B 7 Requests adviiemant re submittal datl for info requested In 
NRC S00421 Itr re Category 1 masonry uall employed by plants 
under CP J. OL review 
SCHWENCER.A Licensing Branch 2 BO/O6/12 3pp 

B006H50321 Summary of 800514 meeting ui/utils in Bethesea.MD' re 

organization & objectives of DWH licensing reiolution group 
Agenda t vleugraph enc I 

WILBON.J N Operating Reactors Branch 4 80/06/17 llpp 



aOOi2S032i Responds to NHC B003H Itr re violations noted in IE Insp 
Flepta 90-3S4/80-O1 i 50-35B/BO-01 Corrective actions, QC 
procedures will be revised to address amended QA manual, 
Section 4 

MARTIN, T J Public Service Electric S. Oas Co of New Jersey 
BO/O4/1B 2pp 

BO06250229 Forwards IE Insp Repts 50-334/BO-O1 i. SO-353/80-01 on 
B00114-17 ft notice of violation 

CARLSOII.R T Region 1, Philadelphia- Reactor Construct! on fc 
Engineering Support Branch BO/03/14 2pp 

BOOA250231 Notice of violation from insp on 800114-17 

* Region 1. Philadelphia, Office of the Director BO/03/li Ip 



F Security, medical, emnrgency & fire protection plans 

BOO602D22B Notifies that neiu telephone sys called Health Physics 
Network IHPN) has boon installed at situ Syi intends* for 
usa during emergencies to link all power plants & NRC 
Emergency Notification Sys hotline uill also bt uteiF 
KEPPLER.J G Region 3. Chicago. Office of the Director 80/04/1B 
2pp 

900530317 Forwards clarification of NHC renu!remnts for emergency 
response facilities defined in 790913 Itr Addl specific 
criteria for facilities under development 
EIEENHUT. D Q Division of Operating Reactors 60/04/25 61po 



-BOOA2SOS33 IE Insp flepti SQ-3S4/BO-01 ' 50-355/BO-01 on B00114-17 
Noncompl lance noted failure to take prompt corrective action 
re protection of equipment from weather '* ring grooves left 
unprotected from damage in high activity area 

MC&AUOHV.R W , VARELA, ft A , BATEMAN, W H Region 1, Philadelphia 
Office of the Director 80703/11 8pp 
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correspondent 



*s "04170355 Petition to participate in procuding by political 
"subdivision of State if OH having gratet population 
concentration within 10 nil* radiui of plant U/Board of 
County Coimiftiontrf resolution (, Certificate of Svc 
CRCSUELL, R > WEISENHAHN.J C I ernon t County . OH 90/05/12 3pp 

6006130021 flotice of appearance in proceeding Certificate of Bvc encl 
CENNISOfi.A B . HERMAN, T R ECKERSDN.H Zimmer Area Citiieni - 
Zim-nir Area Cituens of KV BO/05/15 4pp 

900iOiO371 Bntf in opposition to applicant B0050B notice of appial 
which requested reversal of A5L8 BO0 122 mtmarandum it order 
& denial of intervenon ' petition Appeal premature tc failed 
to ettablish 90'"' cause Certificate of Svc end 

CENNlSONpA 3 Zimner Area Cltnens - Zieimer Area Citiiens of KY 
BO/03/19 ISpp 

BOOM 401 3 i Ansuer to Clermotit County. GH 800913 petition to participate 
41 interested state in proceeding Urge* (upon t ion of tame 
condition* inpoied on City of Mentor t> State of KV, 1 f 
jarl It lp* tion granted Certificate of Svc end 
CONNER.? H . UETTERHAHN, H J Cincinnati Das t Electric Co 
CONNER.! B Conner. Moore !. Corbir 90/05/23 4pp 



800613013? Forwards 5 LUtlejohn 1 tr concerning facility stntiin 
OLENN.J Senate, Governments 1 Affairs 80/04/1H Ip 



Q Inspection reports. IE Bulletin* d correspondence 



8006200109 Foriuard IE Insp Rept SO-35Q/BO-07 on HOO317-21 & notice 
of violation 

FIORELLI.G Region 3. Chicago, Reactor Construction (. Engineering 
Support Branch BO/04/23 2pp 

9006200111 Notice of violation from Insp or> B0031v~21 

* Region 3. Chicago. Reactor Cona true t ion b Engineering Support 
Branch BO/04/15 Ip 

-BQ062001I3 IE Insp Root 50-35B/80- 07 on 800319-31 Noncoirp 1 ianc e noted 
tuo portable rod uiflrmers not electrically pluggud In Ii QA 
Inttructions deficient 

HUGHEB.J p IJCSCOTT.H M , KNDP. R C Region 3. ChUaflo, OPfics of 
the Director BO/O'l/15 llpp 

80061707^3 Forwards IE Insp Rept 50-39B/80-H on 000-113-17 No 
noncompl iance noted 

HEISHMAN.R F Region 3, Chicago, Roaetor Operations UucUar Support 
Branch SO/OS/06 3pp 



EXW60Z0110 Motion for eitennon until B00616 for Zimmer Area Citiiens 
to flit contentions I NJtC & applicant to fill comment! 
8AP.TH.C A Hearing Branch 3 BO/05/39 Ip 

--BQ04020116 Aek receipt af Iimm.r Area Citiieni B00515 contentioni 
Motion seeking eitennon until BOO616 for Intervennr to file 
contention! b NRC V applicant to file comments has been 
sulaittn! to ASI.B Certificate of Svc encl 
EARTH. C A Hearing Branch 3 BQ/OS/29 3pp 

6Q060201B3 Forwards BOQ313 contentions u/agreed changes Advises that 
NHC movid ASLB for eitension until B00616 for Zimmer Area 
Cltnent to file contentioni CA Barth uill initiate 800611 
conference to discuss contentions M/o encl 
EASTH, C A Hearing Branch 3 90/05/39 Ip 

S00602Q307 Order granting eiteniion until 300616 for Zimmer Area 
Citlllns to file contentioni &. for NRC i, applicants to file 
coBBtnti, pr A5LB 900422 memorandum & order. LBP-BO-I4 
BECHQEFER.C Atomic Safety and Liceniing Board Panel BO/OS/39 
If 

8006020146 R*psonse in support of County nf Clermont B00501 petition to 
participate in emergency preparedness t radiological 
ncnitoring inui Recommendi admission on sane terms imposed 
on State of KV J, City of Mentor Certificate of Svc encl 
BARTH, C A Hearing Branch 3 BO/05/30 Spp 

S0061203S3 Memorandum fc order ALAB-595 re util B00509 appeal fqr 
denial of Zimmer Area Citlieni & Zimmer Area Citiiens of KV 
petition to intervene Appeal is denied w /o prejudice to 
renewal J 

BI8HOP.C J Atomic Safety and Licensing Appeal Panel 80/06/09 
llpp 

8006130272 K.Borandum i order admitting Clermont County. OH as 
intere.ted counti) in proceedings Participation Is granted if 
;.i!;" MI n0t tn rBlltl 9 at * '"" n u-hich hearing Is 



BECHH06FER.C 



Atomic Safety and Licensing Board Panel BO/06/11 



ln 



BAfiTH.C A 



of Zimmer Area Citiiens encl contention! re 
preparedness !, radiological monitoring Reserve* 
irgye on merits fc valldltu M/Certi f icate of Svc 
Hearing Branch 3 BO/06/16 ]3pp 



~ B006170749 IE Insp Rcpt 50-353/00-11 on 900419-17 No noncomp 1 inc 
noted Major areas inspectod fire protection prevention 
program 

BAKER. K R Region 3, Chicago, Reactor Operations Nuclear QuppOPt 
Branch FORNEV. U L , BRANCH. M W Realon 3, Chicago, Office of the 
Director BO/03/09 3pp 

800&3300S3 Forwards IE Insp Rapt 30-3S8/BO-OB on 000403-05,07,08,11, 
14-13,21-24 !, 30 6 notice of violation 

HEIBHMANiR F Region 3. Chicago, Reactor Operations Nuclear Support 
Branch BO/05/13 Bpp fr 

B0062300B7 Notice of violation from Insp on B00403-03, 07, Otl, 1 1 , 1 1-10, 
21-24 It 3O 
* Region 3, Chicago, Office of the Director BO/0&/0 1 ? 2pp 

B006230092 IE insp Rept SO-35B/80-OD on 000403-03, 07. OB. 1 1 , 14-13. 21-3 
1 30 Noncompliance noted failure ID notify NRC in 24-h of 
reportanle deficiency & failure to folloui storap* 
requirements for neui fuol 

TAHDLIN8.T i DANIELS, r T Region 3, Chicfloo. Office of the 
Director BO/09/O9 3pp 

00061BO'191 Respond! to IE Bulletin BO-02 re presence of serious 
deficiencies In QA program of Marvin Engineering Co Vendor 
has not suppllod any NSSS hardware to util 
BOnOMANN.E A Cincinnati Ofli t, Electric Co BO/03/HO Ip 

B0062400&0 Ack receipt of QOOflOg lt r informino NRC of steps Ukn to 
correct violations noted in IE Insp Kept 50-39Q/79-36 

3 ' Chica 01 nenc *r Operation. Nucli.r Support 



-80062^064 Re.pond. to NHC ltr r violallon. noted in IE Imp Rept 
50-358/79-36 Corrective actt ons ' u>e Ided-in relief valves 
properly tagged t, equipment will be obtained for verifying 
relief valve set pressures " 

BDROtWNH.E A Cincinnati G flB (, Electric Co 00/03/03 Sff 

Q006240606 Advi. B , that IE Bulletin BO-07 re crackino of jet pump 
h lddou,n beams at Dresden 3 is fating considered open Itin 
in license review of DWRs R B sponse should be provided for 
encl request for info 



SCHHENCER.A Licensing Branch 2 BO/06/0& 4pp 



, 900515 
jood 



t rj" J P* of 900529 ltr informing NRC of steps take* to 
la ;' orls n te J '" IE tnP ^Pt 30-3DB/BO-07 



' tp " vlol.lion. noted In IE In.p 
actions instructions ,lgn 



correnpondence 



DQROMANM.E A Cincinnati Ons 4 EUctric Co 90/03/28 3?p, 

6006300343 Responds to 1C Bulletin SO-Ofi *... i. , ,., , ^ 

In mid-Jul 1990 Tests F i B aCorrect P''lng mat) Inst 

BOROMANN,E,A Cincinnati Ga , & EUctric Co, 80/06/12 Ip, 
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S Reportable occurrences. LERs 4. related correspondence 

9006070473 Part 21 rapt re mtsoperation of K-AQOB circuit breaker at 
facility Posslblitu of small number of K-6OOB ti K-DQN6OOS 
Circuit brnakers assembled u/ondersl led secondary latch 
bush nig during 1969-77 Results of tests end 
RHOADSpEH Qould-Broum Boven BO/O5/19 Ipp 

900620002:4 Final Part 21 rept re miied heat of steel supplied by US 
Steel from which 4-inch elbcus ti 2-inch tee* uiere mfg to 
A234WPB requirement Investigations conducted & closed at 
46 listed facilities 
SEAY, J L Chumtron Corp , Tube Turns Dtv HO/Q&/Oi 3pp 

8006240034 Ack receipt of BOD5S1 interim deficiency rept re Ruikin fin 
dampers 

FIORELLIiG Region 3, Chicago, Reactor Construction & Engineering 
Support Branch SO/Q6Y1O lp 

0006350366 Ack receipt of 8OO323 interim deficiency rept re mishandled 
piping assemblies Will complete review of matter dui-ing 
future insp 

FIQRELLI.G Region 3, Chicago, Reactor Construction & Engineering 
Support Branch BO/Qi/ll lp 

800630056.3 Ack receipt of 800522 deficiency rept re control rod drive 
pump* Matter will be rsvieued during future insp. 

FIQRELLI.G Region 3. Chicago, Reactor Construction it Engineering 
Support Branch 80/06/18 lp 



9006230319 Forwards add! piping design info requested by Mechanical 
Engineering Branch. In ardor to proceed u/conf irmataru, 
piping analysis 
BASKIN.K P Southern California Edison Co 90/OA/1B Aflp 

8006230526 "Calculation Sheet Shutdown Cooling Line, Histogram " 
Sheet 1 of 2 
BHAH, P R Bechtel Carp 1O079Q03 BO/06/03 lp 

BOOA230531 "Calculation Sheet Shutdown Cooling 1201-017 Histogram " 
Sheet 3 of 2 
KQTKuFF, D N BechteL Corp 10079003 BO/06/05 lp 



Shtet 1 of 1 



"Mechanical Penetration, Type l.NumtiBr 9 
Ametek- Inc 90/06/09 lp 



B006230543 "Piping Assembly," Revision 4 

* Combustion Engineering, Inc 77/01/03 lp 



--8006330347 "Noule Details, 1 
* Combustion Engineering, 



Revision 5 

Inc 76/01/12 



8006230554 "Certification of Design Spec DB-1201,RCS Piping Components 
For San Onofre Nuclear Generating Station, Units S & 3 " 
KINNSCH, D L Bechtel Corp 60/01/31 373ap 

80Q623055B Package of drawings ra pipe support assembly 
Bitchtel Corp 10079 EJO/06/1B lOOpp 



DOCKET 50-361 SAN ONOFRE NUCLEAR STATION, UNIT 2 

A Application/construction stage documents & correspondence 

aO0623OUO Advises BUR S. PWR applicanti of NRC dec ii ion to mortify 
imp lamentation plan presented In Section 4 of NUREG-0577 re 
adequacy of applicable support structures General operating 
reactor review procedure tr acceptance criteria encl 
EI8ENHUT, D Division of Liceniing BO/05/20 13pp 

8006020547 Responds to 800110 1 tt s re environ radiological sampling 
program being conducted at facilities Disagrees u/htarine 
Review Committee allegations that program it Inadequate 
Forwards detailed responses t-o Marine fiovieui Committee rept 
DENTONiH K Bffice of Nuclear Reactor Regulation' Director 
BO/03/23 Hpp 

SD06O20S54 "Detailed Responses to Marine Review Committee Rspt " 
Radiological Assessment Branch 80/05/33 I3pp 



S0062S0214 Forwaids geophijoical drawings ti data of aria offthore from 
site, per S00604 commitment Slitq-nlrie niimlc & sub-bottom 
pro-files enc 1, aval lab IB in hard copy only 
DIETCH, R Southern California Edison Co 80/06/20 70pp 



~ 0004250216 "Shut Point Base Hap " 

HILLrftM6,0 Nekton, Inc SO/06/1? 



~ B00425021B "Shot Point Base Hap " 

HILLIAMS.O HBkton. Inc QO/Ofi/19 



0006210440 Responds to NRC S00421 request for info re uii of concnte 
maionrg walli in anil seismic Category 1 plant structure No 
concrete maionru uiallt etlst in any facility li<nlc 
Category 1 plant structure 
BABKIN.K P Southern California Ed i ion Co, 80/06/34 lp 



medical, emtrgsncij & fire protvction plans 



0006020537 "Radiological Effluent Tech Specs for PUR* " 
* Commission NUREO-0172 BO/02/01 SOpp 

HOO'6020566 Informs NRC that CA Coastal Commi*ion found program for 
monitoring radiological discharges from facilities to tie 
grusslt; inadequate Requests that NRC worl u/Suuthern CA 
Edison to correct d ef ic ienc 1 ef in monitoring program 
FISCHER, M L California, State of 80/01 /iO lp 

S00611O431 Poriuards requests for addl info for reviiui of FSAR Approval 
of CENPD-17B re methods for determining fuel aisemblij loadi 
has bean suspended pending receipt of addl Info from C- 
SCHWEtJCER.A Liceniing Branch 3 BO/09/23 12pp 

B006090037 Approves request for uii thhold tng utll dlocuments containing 
structural calculations <ref 10CFR2 790 > Documents contain 
trade *ecret* (< highly technical calculations that could be 
taken out of context or misinterpreted 
GCHMENCER.A Licensing Branch 3 80/05/38 Spp 

B00606O395 Submits adttl info re Consciences Branch Question 361 A3 rt 
s*imic reflection profiles within 25 km of plant Applicant* 
proceeding to collect addl offshore geophysical data along 
tracl line* Drauings available in Central Files 
DTETCH, R Southern California Edison Co 8O/0&/06 2pp 



BOOS 13031 7 Forwards clarification of NRC requirements for emergency 
response facilities defined in 770713 Hr Addl specific 
criteria for facilities under development ' 

EISENHUT. D Dlviilon of Operating Reactors BO/ 04/2 5 61pp 

8006020340 Advitti that addl 90 days is required to respond! to coMmenti 
In NRC 800425 1 Ir re util 770923 guard training & 
qualification plan Addl time required to establish physical 
e<rcls* program Response mill be submitted by BO 0901 
BA9KIN, K P Southern California Edison Co 80/05/23, lp 



Arfjudlcaitory correspondence 



BOO&110014 Forwards applicants' motion for ummiry disposition of 
inttrvenor Friends of the Earth et al Contentton-i 1 < 9 re 
deuaterlng wells ti U fuel costs 
PIOOTT.D R Chickering t Gregory 80/06/06 lp 

S0061100I7 Motion for summary disposition of Intsrvenor Friends of the 
Earth at al Contention la re deuattring uielU & Conttntion 7 
T> U fuel costs, admitted in proceeding by AB.LB 780127 
Hiemorandum d order Proposed order encl, 

PIQOTT, D R Southern California Edison Co PICOTT.D R, Ban Ditgo 
Oas (< Electric Co PlffOTT.D fi Chickerlnfl k Oregofy BO/06/06 
5pp 



S00613O301 Forwards responses to NfiC Questions 361 63 d 361 64 to be 
Incorporated in Amend 19 to FSAR Oeoptujs leal data 
referenced In Section 2 4 of response to Question 361 63 
ncl 
BASKIN, K P Southern California Edison Co 80/06/11 220pp 

8006250392 Forwards renuest for addl Info far NRC review of FSAR, 
aCHWENCER, A Licensing Branch 3 80/06/16 lOpp 



-9006110024 Brief In lieu of pleading in support of applltantt' motion 
for summary disposition of intervenor Friends of the Earth 
et al Contention la re dewaterlng wells b Contention 7 re 
U fuel costs List of project refs supporting motion encl 
P1GQTT.D tt Southern California Edison Co PIOOTT.D R, Ban Dltjo 
Oaa Si Electric Co PIGOTT,D R Chickering & Origory QD/06/O6 
3Spp 
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-8006110028 Statement of faatl facts 35 to uhich no genuine issue eiists 
to be heard re intervenor Friends af the Earth et al 
Contention la an deula t er iny nisi la Analysis indicates that 
conit cavities have no adverse effect on structures 

PIQDTT.D ft Southern California Edison Co PIGQTT.D F) San Diego 
On t Electric Co PIOOTT.B fl CH ic * ering ft. Gregory BD/O6/06 
Spp 

"B-Q041IOQ31 Statement of matl facts at to which no genuine issue eiists 
to be heard re intervenor Friends of the Earth et al 
Contention 9 on U fuel coats Applicant!' projection of fuel 
colts includes escalation or U prices 

P1COTT.D R Southern California Edison Co PtOOTT.D R San Diegd 
Oss & Electric Co PICOTT.D R Chickerlng t Gregory SO/06/0& 
Spp 



I Financial information 



800A190522 Forwards responses to Questions 1 through 9 re financial 
analytic contained in NRC 791221 1 tr> financial statements 
ti Annual Financial Repts 1779 for Cities of Anaheim S, 
R Ivers life, CA 
ilASKIN.K P Southern California Edison Co 80/06/16 IB3pp 

--3006190525 Annual Financial Rept for yr ending 79O630 
FERRQNE, Anaheim, CA 79/11/16 69p p 

3006190532 Annual Financial Rept for yr ending 800630 far Public Utili 
Dipt 
HOYT, Q IJ Anaheim, CA 79/11/16 S^pp 



-E00611QQ35 A-ffi davit in support of applicants' motion far summary 
disposition of intervenor Friends of the Earth et a 1 
Contention la re debater ing uells Calculated component 
(tress uithln allowable limits W/support ing documentation 
HERSH, L Bechtel Pauier Carp [subs o-f Bechtel Corp ) BO/06/03 
44pp 



--SOOA19O53H Annual Financial RopL for yi ending 790630 
BREWER, H E FUveisid-c, CA 79/11/20 74pp 



P Operating licen 



atage 



spondencc 



8006110039 Affidavit in support of applicant*' motion for summary 
disposition of intervennr Friends of the Garth et al 
Contention la re deuatoring uiells Subsurface cavities will 
have no detrimental effect on seisnic structures 
SARHEKH, J A Uooduard-C 1 yde Consultants, Inc 90/06/03 EOpp 

3006110041 "Rept on Results of Analy-sas Performed on Well 3 at SQNQS 
Units 2 1 3, San Onof re, CA " 
BARNEICH.JA Wooduard-C ! de Consultants, Inc 7B/OB/25 B4pp 

8006110046 Affidavit in support of applicants' motion for summary 
disposition of Intervanor Friends of the Earth et al 
Contention la re deuater ing me 1 1 1 Cavities mill have no 
advene affect on structure ^./supporting documentation 
MCNEILLrR L Sandia Laliorator IBS BO/OA/04 34pp 

8006110047 Affidavit in support of applicants' motion for summary 
disposition af intervenor Friends cf the Earth et al 
Contention la re deuatering ine 1 1 s Supporting documentation 

end 

BHITH.J L Affiliation Unknown BO/O6/02 llpp 

9006110052 Affidavit in support oF applicants' motion for summary 
disposition o-f intervenor friend! at the Earth et al 
Contention la re douatenng wells Subsurface cavities will 
have no adverts effect on structures 
BASKIN.K P American Nucleac Society 80/06/05 7pp 

B006110055 Affidavit In support of applicants' motion for summary 
disposition of Intervenor Friends of the Earth et al 
Contention 9 re U fuel costs U cost component in cost- 
it n* fit analvsis relatively small LJ/suppor ting documents 
BRIDENBECKER.R Southern California Edison Co, 30/06/05 lOpp 

H006110059 Affidavit in support of applicants' motion for summary 
disposition of Intervenor friends of the Earth et al 
Contention 9 re U fuel costs Util ha 5 adequatei-j accounted 
for U price escalation Certificate of Svc end 
JflYE, S S K Stolllr Corp Clubs of Arthur D Little, Int > 
00/06/02 I3pp 



S0061100I1 Requests notification if Aug 19BO issuance of SEIt is not 
achievable Fuel loading fnr San Dnofre scheduled for 81011S 
DIETCH.R Southern California Edison Co BO/05/30 2pp 



Inspection reports. IE Uulletlno 



i pondence 



Motion for ordBT BI tat) 3 i*h ing B007 I 5 preheoring conforence 
PIOOTT, D R Southern Cali-F-ornia Edison Co P1QOTT, D ft San Ditjo 
Oai k Eltctnc CD PIGOTT. D R Cnictering & Greflonj GO/Oo/Oi 
Hpp 



B006030405 Forwards IE Insp Hop t 50-361/00-0-7 on 90O415-17 No 
none amp liance noted 

CREWS. J L Region 5. San Francisco, Reactor Operations Nuclear 
Support Branch BO/05/07 2pp 

BOOfcOSO'Hl IE Insp ftept 50-361/60-07 on H00115-17 No nnnenmp lianc e 
noted Major areas inspected preoperatl onal test program & 
procedur BE 

FVlULKENDEflRY, B Region 3, Ban Francisco. Reactor Oporations 
Nuclear Support Branch JOHNSON, A D , CARLSON, J D Region S, San 
Francisco, Office of the Director 80/05/O5 4pp 

S ncportablc occurrences. LCJIs > related correspondence 

BO 0606033 7 Foruiards final deficiency rept re lack af measuring & tffat 
equipment recal ihr 

T Southern California Edison Co QO/OS/21 Ip 



EJDO&06O340 Final deficiency rept re measuring d tost equipment 

recalibr Records of equipment performance not maintninod t< 
did not transmit to Bochtel performance data reflecting 
condition of equipment c-allbr at receipt Procedures revised 
Southern California Edison Co BO/05/21 Spp 

000iOfi0359 Forwards final deficiency rept re safety related lines in 
proximity tn nonieismlc Category 1 tan Is 
PAPAY.L r Southern California Edison Co BO/O5/29 Ip 

BQ0606036Q Final deficiency rept re inadequate deitgn cona iderations 

for safe ty-relateJ lines In proiimtty to Category 1 tanV at 
plant Design chang-e pack-age Issued defining necessary 
physical changes Review confirms limit of deficiency 
Southern California Edison CD 80/05/3? 2pp 

BOOtlSOO?? CommentE on AO repl to Congress for first quarter CYBO 
Suggests change of uiording re aalttuatci cooling lys pumps 
MICHELSON, C Director's DFf ice BO/O&/04 Ip 



B00611O1O7 flrlt* in lieu of pteadlng in support of motion for order 
stab 1 iih i ng 800715 preheartng conference Failure to license 
facility at const completion date uould result in 
unwarranted addl coibs U/ draft order i- Certificate of Svc 
PISOTT.D R Southern California Edison C-o PIGOTTrD R Ban Bisa 
0i (4 electric Co FTGQTr.D R Checkering & Grgarg SO/Ofo/Ot 



80063003-12 Forwards B0061i "Further Commission Guidance for Pouor 
Reactor DLs, Statement nf Policy " 

J Hearing Branch 1 BO/Ob/23 Ip 



S006260197 Notice tc ordrr for 800717 prehtaring conferance in US 
District Court, San Diego. CA, re further identification of 
tnuei !, actions Recommendations may be served by B00707 
Public invited u/o oppar ton i ti| for participation 
SMITH, I U Atomic Safety and Licensing 3oard Panel 80/O6/S4 Ip 



9 006 POO 024 Final Part 21 rept re miied 'i~at of steel supplied by US 
Steil from which 4-Inch elbous b 2-inch tees uiere mfg to 
A234WPD requirement Investigations conducted & closed at 
4& listed facilities- 
SEAY, J L Chemtron Corp . Tube Turns IHv OO/Oi/06 3pp 

6006190440 Formal ds amend bo 791212 final deficiency rept re. lacl of 
qualification testing Jocumentatl on for repaired OE power 
cable 
PAPAY.L T Southern California Edison Co SO/06/11 Ip 

BOQt.l'!Gfl4'l Amend to 791213 final deficiency rept ra lacV of 
qualification testing documentation for repaired pouer 
cable GE cable uil 1 1 be replaced Neu cable mill undergo LQCA 
qualification testing Testing to be completed by Dec 1900 
Sc-uthern California Ediaon Co 8O/0&/11 3pp 



DOCKETED ITEMS 
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ing transcripts on non-antitrust matters 



(500.6110455 Fai-uiards transcript of 8O0520 meeting u/util.NRC & 
intervenor AS Carstens in Bethesda.MD re need to obtain addl 
offshore sessmic profiles in vicinity of site 
RPDIl.H Licensing Branch 3 80/05/2B 3pp 



--8006230531 "Calculation Sheet Shutdown Cooling 1201-017 Histogram " 
Sheet 5 of 3 
KQTKQFF, D N Bechtel Corp 10079003 BO/Od/09 lp 

BOQ623053B "Mechanical Penetration, Type 1. Number 9 " Sheet 1 o-f 1 
* rtmetak, Inc BO/O6/03 lp 



6006110458 Transcript of 900520 meeting ui/ut 1 1 NF1C 4 intervenor AS 
Carstetis in Bethesda.MD re need to obtain addl offshore 
seismic profiles in vicinity of site Pp 1-16 

Assistant Director for Environmental Technology 8O/05/20 
1?PP 

B0060T0541 Summary of SOO521 meeting u/util t, c onsu 1 tant. USGB, In 
Bethesda.1 Mt> re need for addl offshore eiploration in 
vicinity of site Meeting transcript enc 1 
ROOD. H Licensing Blanch 3 SO/O5/29 3pp 



H0042305'J3 "Piping Assembly. " Re/islon 4 

* Combustion Eng inhering, Inc 77/O1/03 ip 

8006230547 "Noj.le Details." Re/ision 5 

Combustion Eng ineer ing. Inc 76/01/13 lp 

3006230554 "Certification of Design Spec 09-1301. PCS Piping Camponentl 
For San Qnofre Nuclear Generating Qtat Ion, Units 2 & 3 " 
KINNSCH. D L Dechtel Corp 80/01/31 375pp 



300A09O544 Transcript of 800331 meeting w/util & c onsul tant. U3QS. 
in HathBEdaiMO re need for addl offshore seismic profiles 
near site Pp I-H2 
- Division of Licensing 80/05/21 B3pp 



DOCKET 50-362 SAN ONOFRE NUCLEAR STATION, UNIT 3 

A App I icfltion/construc tinri stage documents t. c orrespondanee 

9006530110 Advises BUR t> PU'R applicants of (JRC decision to modify 
implementation plan presented in Section fl of NUREG-0577 re 
adequacy of applicable support structures General operating 
reactor review procedure It acceptance criteria encl 
E1EENHUT. D O Division of Licensing BO/05/2O 13pp 

8006030547 Responds to BOOI10 ItTs re environ radiological sampling 
program being conducted at facilities Disagrees ui/Marine 
ReviBu) Committee allegations that program is inadequate 
Foruiards detailed responses to Marina Review Committee rept 
DENTON.H R Office of Nuclear Reactor Regulation, Director 
BO/05/23 2pp 



"Detailed Responses to Marine Review Committee Rept 
Radiological Assessment Branch 00/05/23 13pp 



BO0602055 1 ) "Radiological Effluent Tech Specs for PWRs 
* Commission NURES-0172 BO/02/01 BOpp 



0006330558 Package of drawings re pipe support assHinbly 
* Bechtel Corp 1O079 BO/0&/IB lOOpp 

BOO625O214 Forwards geophysical drauJings & data of area offshore from 

site.per HD0604 commitment Siity-nine seismic & sub-bnttam 

profiles enc li aval lab le in hard copy only 

D1ETCH.R Southern California Edison Co SO/04/BO 70pp 



B0062S021A "Shot Point Base Map " 

HILLIAI1H, G Ne*tt>n. inc 80/06/19 lp 



SQO&2S021B "Shot Point Base [lap " 

WIL1-IAM3, Nekton, Inc 00/06/19 lp 



B00i240440 Responds to NRC 800-121 request for info re use of concntt 
masonry ualls in any seismic Category 1 plant structure No 
concrete masonry walls e-iist In any facility seiimic 
Category t plant structure 

P Southern California Edison Co 60/06/24 lp 



F Bec-unty. 



emergency & fire protection plans 



0O-0313O317 Forwards c lar i Fi cation of NRC requirtments for tmerBncy 
response facilities defined in 790913 Itr Addl specific 
criteria for facilities under development 
EISENHUT, D Division of Operating Reactors 80/04/33 61p-p 



BOOiOSOSift Informs NRC that CA Coastal Commission found program for 
monitoring radiological discharges from facilities to be 
gremly Inadequate Requests that NHC uiork m/Sou them CA 
Edison to correct deficiencies tn monitoring program 
FISCHER. M L California, State of BO/01/10 lp 

flOQ&H0431 Forwards revests f r addl info for review of FEAR Approval 
of CENPt)-i7B re methods far determining fuel assembly loads 
has been suspended pending receipt of addl info from C-E 
SCHWENCER, A Licensing Branch 3 BO/O5/23 13pp 

B006O90037 Approves request for withholding util documents containing 
structural calculations <rof 10CFR2 79<H Documents contain 
trade aetpets fr highly technical calculations that could ba 
taken out of content or misinterpreted 

Licensing Branch S BO/O5/EQ 2pp 



BOO&OA0395 aubmits addl info re Oeoseiences Branch Question 361 63 re 
seismic reflection profiles within 25 km of plant Applicants 
proceeding to collect addl offshore geophysical data along 
track lines Drawings available in Central Files 
DIETCH.n Southern California Edison Co BO/06/0& 2pp 

30061303O1 Forwards responses to NRC Questions 361 63 i. 361 64 to be 
Incorporated in Amend 19 to FEAR Qeophyiical data 
rofBrenced in Section 3 H of response to Question 361 63 
enc 1 
DASMN. A P Southern California Edison Co 80/06/11 S2Opp 

9006250392 Foruiards request for addl info for NRC review of F5AF1 
SCHUENCER.\ Licensing Branch 3 60/06/16 lOpp, 

B006230S19 Forwards addl piping design info requested by Mechanical 
Engineering Branch- in order to proceed u/conf Irmatory 
p i p i ng ana lysis 
BABKIN. K P Southern California Edison Co SO/O6/1B dff 

-- 9006230336 "Calculation Sheet Shutdoun Cooling Line, Hla fcog ram " 
Sheet I of S 
SHAH. P R Bechtel Corp 10079003 BO/06/O5 IP 



B006OSO340 Advises that addl 90 days IE required to rasponij to commenti 
in NRC B00129 Itr ra ufcU 790923 guard training d 
qualification plan Addl time required to establish physical 
exercise program Response mill be submitted by BOO 901 
DAQKIN.". P Southern California Edison Co BO/03/33 lp 

G Ad jud icatnry correspondence 



8-OO6110014 Forwards applicants' motion for summary disposition of 
intervenor Friends of the Earth et al Contention* la ft 9 re 
dauatirlng wells & U fuel costs 
P10QTT.D R Chickerlng t Gregory 80/06/04 lp 

aQQibJ.10019 Motion for summary disposition of intarvenor Friends of the 

Earth et at Contention la re deiuatering wells & Contention 9 

ft U fuel costs, admitted in proceeding by ASLH 7B0127 

memorandum & order Proposed order encl 

PIOOTT.D R Southern California Edison Co PIQQTT, D R Ban DiBgO 

Oas & Electric Co P1GDTT. D R Chickerlng & Cregaru BO/O6/06 

Spp 

8006110034 Brief in lieu of pleading In support of applicants' motion 

for summary disposition of Intervenor Friends of the Earth 

kt al Contention la re dcuatering uells it Contention 9 re 

U fuel costs List of project refs supporting motion encl 

PICQTT, D FI Southern California Edison Co PIGQTT, D R San Diego 

Oas t. Electric Co PIGOTT.D H ChicHering t, Gregory 00/06/06 

3Spp 

800&11002B Statement of matl facts as to which no genuine i*ue exists 

to be heard re intervenor Friends of the Earth et al 

Contention la on deuatering wells Analysis indicates that 

const cavities have no adverse effect on structures. 

PIGQTT. R Southern California Edison Co PIQQTT-D R San Di <5 o 

OBI t< Electric Co PISdTTiD R CMckertng b Gregory BO/06/06 

Spp 

B006110031 Statement of matl fact* as to uhich no genuine issue siists 

to be heard re intervenor Friends of the Earth et al 

Contention 9 on U fuel costs Applicants' projection of fuel 

costs includes escalation of U price! 

PICQTT, D R Southern California Edison Cd PlOOTTi D R Ban Diego 

Dal & Electric Co PIGOTT.D R Chiikering (. Gregory BO/06/06 
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-6006110035 Affidavit in support of applicants' motion for summary 
disposition of intervenor Friends at the Earth et al 
Corctsntion la re debater i ng- mells Calculatetf component 
itress ulthin allowable limits U/suppnrtiog documentation 
HEFI9H.L Biieftte! Pouar Carp (subs of Bechtel Corp ) 80/06/03 
44pp 



B Reportable occurrences, LERs t related correspondence 

B0060A0337 Forwards final deficiency rept re lacV of measuring If test 
equipment recal 1 br 
PAPAY.L T Southern California Edison Co BO/O5/21 lp 



-B0061IQ039 Affidavit in support of applicants' motion for summary 
disposition of Intervenor Friends of the Earth et at 
Contention la re deua tor ing yells Subsurface cavltui will 
have no detrimental affect on seismic ttruetures 
BARNESCH, JA Uooduar rf-C 1 yde Consultant). Inc 80/06/03 3Qpp 



8006060340 Final deficiency rept re measuring t< test equipment 
recalibr Records of equipment performance not maintained tt 
did not transmit to Bechtel performance data reflecting 
condition of equipment calibi at receipt Procedures revised 
* Southern California Edison Co BO/05/21 2pp 



-8004110041 "Rept on Results of Analyses Performed on Hell B at SONGS 
Units S If 3, San Onofrs.CA " 
BARNEICH, J A Woodward -Clyde Consultant!, Inc 73 /OB/ 25 B4pp 



800606.0359 Forwards Final deficiency rept re saf ety-ralated lines in 
pronmity to nonseismic Category 1 tanks 
PAPAY.L T Southern California Edison Co SO/05/29 lp 



-8006110046 Affidavit In support of applicants' motion foi 
dlipoiltion of Intervenor Friends of the Earth et al 
Contention la re de-watering wells Cavities mill have nc 
advene effect on structure W/supp orting docume'ntatlon 
HCNE1LL,R L Gandia Laboratories SO/06/04 34pp 



BOO i 0603 60 Final deficiency iept re inadequate design cons iderat 1 ons 
for saf aty-rela ted lines in proilmity to Category 1 tank at 
plant Design change package issued defining necessary 
physical changes Review confirms limit of deficiency 
* Southern California Edison Co 90/05/29 Spp 



BOQ6I10047 Affidavit in support at applicants" motion for summary 
disposition at intervenor Friends of the Earth ft al 
Contention la re iewaterl ng wells Supporting documentation 
one 1 
SMITH. J L Affiliation Unknown. B0/0i/0a I4pp 

8006110055 Affidavit In support of applicants.' motion for summary 
disposition of Intervenor Friends of the Earth et al 
Contintlon la re deuaterlno, me 1 1 9 Subsurface cavities will 
have no adverse effect on structures 
BASKIN.K P American Nuclear Society 80/06/05 7pp 

&006110059 Affidavit In support of applicants' motion fur summary 
disposition of Intervennr Friends of the Earth et al 
Contention 9 re U fuel costs U cost component in coit- 
beneflt analysis relatively small M/support ing document! 
BRIDENBECKER.R Southern California Etfison Co BO/06/05 lOpp 

BOOil 10099 Affidavit in support- of applicants' moti-nn for tuinmary 
disposition af intervenor Frlemls of the Earth e* al 
Contention 9 re U fuel coitt Utll has adequateLy accounted 
for U price escalation Certificate of 8vc encl 
JAVE.S S tt Stoller Corp dups of Arthur B Little, Inc ) 
BO/OA/02 13pp 

800611009B Motion for order establ tshin-g 600715 prffhearing c^nftrince 
PIGOTT.D n Southern California Edison Co PICOTT, D, R San Diego 
Oai & EUctrlt Co PTGDTT. D R Chicfrerlng !. Orffgoru 80/06/06 
Spp 

aooil 10107 Brief in lieu of pleading In nupport of motion for orijar 
estad 1 1 ihing B00715 prehearing conference Failure to license 
facility at const completion ditto would result In 
unwarranted adll costs W/tfraft order t/ Certificate of Svc 
PIGDTT.D R Southern California Edison Co PlflOTT, D R 9n Dtcgo 
OAI S< EUctrlc Co PIOQTT, D f) Checkering b Gregory 00/06/04 
ISpp 

fl00630034B Forward* flOOili "Further Commi slon (JuidJince for Power 
Riactor OLsi Stat ement af Pollcij " 
CHANDLER. 1- J Hearing avanc h 1 BO/06/B3 lp 

60062601?? Notice 8. order for 800717 prehearing confrnct in US 
District CourtiSan Diego r CAjre further Id nntl f I cat! on of 
issugi li actions Recomnendat ions may be served b-y 100707. 
Public Invited ui/o opportunity for participation 
SMITH! I U Atomic Safety and Licensing Board Panel ao/Q&V24 lp 



I Financial information 



S00618009'? Comments on AO rept to Congress for first a"arter CVQO 
Sugneits change of wording re saltwater cooling sys pumps 
MICHELSCIN. C Director's Office BO/06/04 lp 

8006200024 Final Part 21 rept re mi.ed heat of steel supplied by US 
Steel from which 4-inch elboua k 3-inch tees uere mfg to 
A234WPH requirement Investigations conducted I closed at 
46 listed facilities 
BEAV.J U Chemtron Corp , Tube Turns Div 00/06/O6 3pp 

8006190440 Pttrujards amend to 791212 final deficiency rept re lack of 
qualification testing documentation for repaired GE pouier 
cable 
PAPAV.L T Southern California Ediaon Co 80/06/11 lp 

B006170444 Amend to 791212 final deficiency rept re lack af 
qualification testing documentation for repaired pouier 
cable OE cable mill be replaced Neu cable will undergo LOCA 
qualification testing Testing to be completed by Dec 1980 
* Southern California Edison Co 80/06/11 Spp 



T Hearing transcripts on non-ant i trust matters 



80O&11O4S3 Forwards transcript of 600920 meeting u/utiliNRC & 
intervenor AB Carstens In Bothes<tai HD re need to obtain addl 
offihore seismic profile's in vicinity of site 
ROOD, H Licensing Br-ancd 3 30/O5/2B 3pp 

B0061l04Sa Tranicript of 800520 meeting u/utllrNRC t> intei-venor AS 
Carstens in Heth edd> I1D re need to obtain addl offshore 
teismic profiles in vicinity o# site Pp 1-16 

I Assistant Director for Environmental Technology BO/OS/30 
17PP 

3006090541 Summary of SOOB21 meeting w/utll % consu Itant, USOS, in 
Bettieida. MD re need for addl offshore exploration In 
vicinity of site Meeting transcript encl 
RODDrH Licensing Branch 3 BO/05/29 3pp 

8006090344 Transcript of 800531 meeting ui/utll 6 consul tant. USGS. 
in Bethesdai MD re need for addl offshore seismic profiles 
niar site Pp 1-B3 
Division Of Licensing BO/OS/al 93pp 



DOCKET 30-363 FORKED RIVER NUCLEAR STATION, UNIT I 

A Appl icafclon/construc t Ion stage documents * correspondence 



8006190532 Forwards rEspontBE to Queltioni 1 through f re financial 
analysis contained in NRC 79123) 1 tr, f inane la! statements 
t* Annual Financial Repts 1979 for Cities al Ant\tim & 
Rivirsltfe.CA 
BASIN,KP Southern California Edison Co 60/06/14 



FJOO&230HO Advises BWR !t PUR applicants of NRC decision to modify 
implementation plan presentod in Section 4 of NUREG-0577 re 
adequacy of applicable support structures General operating 
raactor rsvieui procedure t, acceptance criteria encl 
EISEKHUT, D Division of Licensing 80/05/30 13pp 



-8006190525 Annual Financial Rept for yr endlnj 790iaO 
FERRDUE, Q Anaheim, CA 77/11/16 69pp 

-BD0619053S Annual Financial Rept far ur *ndmg 800630 for Public Utlls 
D.pt 
HOYT.OH Anaheim, CA 79/11/16 27pp. 



Inspection reports, fG Bulletins I, correspondence 



BOO63 00033 Foruiards IE Circular 80-13, "Orid Strap Damage in 
Westlnghouse Fuel Assemblies " Mo written response required 
OHIER.B K Region 1, Philadelphia. Office of the Director 
BO/05/2B lp 



-S006190538 Annual Financial Hept for cjr ondino 790630 
BREWER, K, E Rivridt, CA 79/11/20 7flpp 
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DOCKET 5O-364 JOSEPH H FARLEY NUCLEAR PLANT. UNIT 2 

A App 1 ica tion/construct ion stage documents b correspondence 

6006230! ID Advises BWR >J PUR applicants of NRC decision to modify 
imn 1 ernentat ion plan presented In Section 4 of NUREG-0377 re 
adequacy of applicable suppoit structures General operating 
reactor revieui procedure & acceptance criteria end 
ISENHUT,D G Division of Licensing 60/05/20 13pp 

60060^0034 Request! branches complete revieu of G-list.FSAR Section 

3 a, by sootao 

SCHWENCEH A Licensing Branch 2 80/05/21 tp 



8006030305 Ac k receipt of 800505 Itr requesting uialfcdoun of Id'/, of 
Cla*s IE equipment, cablet 'j associated circuit! More 
complete Jan 198O ualkdcun uill be suramar J i ed in fire 
protection program re-evaluation 
CLAYTON, F L Alabama Poiiier Cn BO/OS/27 2pp 

J Insurance t indemnity information 

BOO6250142 Forwards signed copy of Amend 6 to Indemnity Agreement B-B1 
CLAYTON, F L Alabama Pcuier Co SO/O3/27 2pp 

P Operating license stage document! 4 correspondence 



3006030312 Responds to NRC B00408 Itr requesting addl info re 
feedwater sijs Clarification of util 791120 response to 
recommendation OS-fa anc 1 
CLAYTON, F L Alabama Pouier Co 90/05/27 23pp 



luxiliaru; 8006190163 Notification of 800616-20 meeting u/util in Dothan, AL, to 

discuss human factors having impact on operator 
effectiveness 
KINTNER.L Licensing Branch 2 90/04/O5 4pp 



a006Q302'92 Forwards moilifiedi startup physics test program, confirming 
nuclear design & correct core fuel load ing, val idating 
analytical mode 1 P proyi d ing instrumentation calibr date b 
demonstrating abnormal core condition sensitivity 
CLAYTON, F L Alabama Pomer Co 80/05/E8 12pp 

9004030370 Forwards addl info requested by Hydraulic Engineering 
Branch re Executive Order 11983 questions on floodplain 
mgt Over-site drawings end 
CLAYTON, F L Alabama Poiuer Co BO/05/20 Qpp 

B00611026Q Foruards response to BOOS19 request for Info re util 
responses to radiological questions concerning FBAR, Mln 
quantities of respiratory protection device* added to 
FBAR Tables 12 3-1 & 12 3-3 
CLAYTON, F L Alabama Poiuer Co 80/06/03 4pp 

BOO6110O17 Forward 9 add! info re seismic qualification of safety- 
related non-N58S electrical S. mechanical equipment, in 
response to NRC 800533 request, 
CLAYTON. F L Alabama Power Co BO/06/O3 a"9pp 

6006110023 "Final Seismic Response Spectra, Joseph H Farley Nuclear 
Units 1 4 3. AL Pouier Co, Containment t Internal Structure " 

* Bechtel Corp 72/12/31 325pp 

BOOA1IQ027 "Seismic Response Bpsc tra, Joseph M Farley Nuclear Plant. 
Units 1 S. 2.AL Pouier Co, Au< 1 1 iary Bids " 

* Oechtel Corp 72/09/31 7Bpp 

0006190410 Forwards info documenting control room human factor), ti 
operations revieoi Personnel will be available to accompany 
NRC representatives during review scheduled for 800616-20 
CLAYTON, F L Alabama Power Co BO/O6/10 12pp 

BOOA180415 Faruards util response to NRC position re control rod guide- 
tube support pins Although not requiredr utl 1 uilll replace 
eiistlng guide tube support pins mfg ui/2i 000 F solution he*t 
tTeatmBnt temp 
CLAYTON, F L Alabama Power Co 80/Ob/ll 3pp 

Q004290G4G Notification of BQ0624 meeting u/utll in Bethesda.HD to 
dls-cuss applicant plan for managing plant operation It to 
reviaiir QL application Agenda end 
KINT(t,L Licensing Branch 2 80/06/13 Ipp 

B006240414 Forwards addl info re util raviu of special low pouier 
tictlng program In response to NRC request To achieve better 
operator training. Test 1 should be performed prior to full 
power licensing of facility 
CLAYTQN.F U Alabama Power Co GO/06/17 3pp 



8006230130 notification of 800624 meeting ui/util to discuss outstanding 
issues re licensing review i< plans for staffing d managing 
operation 
WINTER, L L. Licensing Branch a BO/06/1O 2np 

BO06S40176 Faruards response to TMI-2 action plan Info addresses fuel 
loadinji loiu power testing license requiremetits & fuel-powfrr 
1 icense raquirementi 
CLAYTON.F L Alabama POUIOT Co 80/06/2O 117pp 

Q Inipection report!. IE Bulletins b correspondence 

8006090431 Forward* IE Imp Rept 50-364/80-06 on eOO4QB-ll,Ho 
noncomp 1 iant e no ted 

LEWIS, R C Region B. Atlanta, Reactor Operations Nuclear Support 
Branch 30^04/23 3pp 

B006050434 IE Insp Rept 50'-364/BO-O(, on B00400-il.No noncompl ianc* 
noted Major areas inspected thermal expansion ti vibration 
testing of piping ii;s t> piping supports fr restraints 
UPRIOHTiC M Region 2, Atlanta, Reactor Operations Nuclear Bupjiort 
Branch UHITENER, H L , CHASE, J U Region 2, Atlanta, Office of 
the Director 80/04/33 5pp 

8006060448 Forwards IE Bulletin 80-11, "Mainry Wall Design " No actinn 
or turttten response required IE Info Notice 79-2B, 
"Overloading of Structural Elements Due to Pipe Support 
Loads" snel 

O'REILLY, O P Region 2, Atlanta. Office of th> Director 8Q/09/OB 
2pp 

8006060925 Ack receipt of 800428 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-34B/BO-07 !t 
SO-364/80-04 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 80/05/08 2pp 

--B006.060331 Responds to NSC 800410 Itr re violations noted In IE Imp 
fiepts SO-348/BQ-07 & 30-264/80-04 Corrective actions 
cleaning stainless stee! pipes u/Scatch-brite pad* was 

topped Cleaning pads returned to uanthoute 
CLAYTdM, F L Alabama Power Co 80/04/29 2pp 

8006060534 Forwards IE Insp Repts 30-319/80-07 fc 50-364/80-04 on 
H003O4-39 t notice of violation 

LEMIS.R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch BO/04/10 3pp 

8006060542 Notice of violation from insp on 800204-29 

* Region 2, Atlanta, Reactor Operations Nuclear Support Branch 
80/04/02 Ip. 



9006240334 Advises that ATMS emergency operating procedure has been 
developed in accordance ui/guidel ines sat forth In NRC 
aOOi!3 Itr Procedure is available for NRC Insp at facility 
CLAYTON, F L Alabama Power Co 30/04/20 lp 

F Security, medical, emergency *< fife protection plans 

BOOS13Q317 Forwards clarification of NRC requirements far emergency 
response facilities defined in 790913 Itr Addl specific 
criteria for facilities under development 
EISENHUT, D DivisEon of Operating Reactors BO/04/25 if pp. 

600&12Q52B Requests that FEMA review of state 4 local mei-gencu plan 
be provided consistent ui/encl schedule to avoid potential 
delays in licensing decision! 
AHEARNE.J F Commission QO/05/13 2pp 



B00604055O IE Insp Rip ts 50-343/BO-O7 fc 50-364/80-04 on B00204-29, 
Noncomplianc* noted unauthoriied use of 8cotch-brl te pads 
for final cleaning of stainless steel pipe surfaces It 
failure to perform wori u/af>provd procedure 

HARTII-liR.il Region 2, Atlanta, Roan tar Operation* Nucltr Support 
Branch 90/04/02 6pp 

9006200076 Forwards IE Insp Rupts 50-34B/60-09 b 50-364/80-0? on 
800421-23. No noncompl iance noted. 

STOKR'J P Region 2, Atlanta, Fuel Facility ( Materials Stfefcy 
Branch e-0/03/08 2pp 

8006200094 IE lnp Rept! 30-348/80-09 & SO-364/BO-09 on B00421-2B Ha 
noncompl lance noted Major areas Inspected r*duiast( mgtj 
preopera tional test procadures, eheml stry & health physic* 
procedures & security training 

BTOHRiJ P Region 2, Atlanta, Fuel Facility Mattrlals Safety 
Branch. TROUP.O L , WRAY, J R Reg lor S, Atlanta, Office of thi 
Director BO/OS/OB Spp 
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900605O309 For war di IE Bulletin GO-S2. "Decay Heat Removal Sys 
Durability " No uritten response required IE Info Notice 
QO-2O, "Lou of Decay Heat Removal Capability at Davis-Bess* 
Unit 1 While in Refueling .Mode" end 
O'REILLV.J P Region 2, Atlanta, Office of the Director 80/05/09 



BQ06300074 Forwards IE Circular BO-li, "Emergency Diesel Generator Lube 
0(1 Cooler Failures " No written response required 

D'RCILLV.J P Region 2, Atlanta, Office o Che Director HO/05/13 
2pp 

800603004.6 rttk receipt of lEflnso Ropt 90-36-1/80-08 on 800109-11 NO 
proprietary info 
CLAYTONS L Alananm Power Co HO/O5/14 lp 



DOCKET 50-34.6 EDU1N I HATCH NUCLEAR PLANT, UNIT 2 

F Eecurltyi medical, emergency t f 11 e protection plans 

SQQ6Q904B7 Forwards proposed rule entitled, "Fire Protection Program 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds noiu Section SO 4B ' App R tn 1OCFRSO t is expected 
to be published in Fit b"J end of May 
E15ENHUT.O G Division of Licensing BO/09/1 1 ? 46pp 

8006130063 Forwards revised Pages 1-14 ft new Page 14a Far proposed 
rule 1OCFR50 "Fire Protection Program for Nuclear Pouier 
Plants Operating Pnoi to 790101," transmitted by NRC B00919 
Itr Pago 14o not enc 1 
EISENHUT.DQ Division of Licensing GO/05/22 73pp 



SOQ6Q30u6a Forward IE Insp ept 90-364/80-09 on 900409-11 No 
noncomp 1 i-ance noted 

MURPHV. C E Region 2, Atlanta, fteactor Construction & Engineering 
Support Branch 80/04/24 3pp 

8006030073 IE Insp Hept 50-364/60-0-9 on B00409-11 No nnncamp 1 1 ante 
no till Major areai inspected pipe support baseplate de-tigm, 
per IE Bulletin 79-02 seismic analysis for as-built 
saf ety-rolated piping per IE Bulletin 79-14 

MIQ, \t P Region 2, Atlanta. Office of the Director HERDT, A R 
Region 2, Atlanta, Reactor Construe tlon It Engineering Support 
Branch 80/04/23 3pp 



B006030241 Forwards revised guai d training >, qualification plan Plan 
withheld Cref 10CFF13 790) 

, U A Georgia Pooler Co BO/05/2B ip 



8006240532 Requests ravioiii of emergency plan against evaluation 
criteria of NUREG-0&54 Addl inFo required Before Emergency 
Preparedness Review Team can conclude that program Is 
accoptable Revised plan should be provided by Q0071B 
REID.R W Operating Rsactois Branch 4 SO/06/O6 3pp 



I Financial information 



B006300272 Foruards IE Imp Rapt 50-3^4/90-10 on 900426-0501 No 
noncomp 1 iance noted 

LEWIS, R C fie) ton 2, Atlanta, Reactor Operation* Nuclear Support 
Branch GO/05/19 2pp 

--B00630027B IE Imp Rept 5O-364/00- 10 on BOO12a-0501 No noncomp 1 ianca 
noted Major areas Inspected iaf ety-related piping tupport i 
restraint iija 

WHITEIJefl.HL , MuCN, D T Region 2, Atlanta, Office of the 
Director UPRIGHT. C M Region 2. Atlanta, Reactor Operations 
Huclrar Support Branch SO/OS/I? 4pp 

B00629OO15 Faruards response to IE Bulletin BO-O3 re vacuum conditions 
in chomltil f/ vo 1 control ti/s holdup tanfcs Vol control tanl 
rcctlvei letdown from RCS ! provides luction Por charging 
back into RGB 

L Alabama Power Co 60/06/04 3pp 



90O&2301B3 Reiponds to IE Bulletin 30-12, "Decai/ Heat Removal 
Dpirabilitij " Redundancy mjij be provided bij having tun RHR 
trains operable Dlvgruity mav be provided in Modes 2-5 by 
having op*rable steam generator* 
CLAVTOM, F t Alabama POLJIT Co BO/06/09 4pp 



B006170310 Forwards Annual Financial Ropts 1979 
WIDNER. W A Georgia Power Co BO/06/11 lp 



-8006170314 Annual Financial Rept 1979 
* The Southern Co 90/O3/10 43pp 



-B00617O31B Annual Financial Hep t 1979 
Oenigia Potirer Co BO/OS/28 3Bpp 



P Operating license stage documents t correspondence 



S0060901&5 Foruiard& add! THI-3 related requirements to operating 
reactors Licensees requ iroments for TMI Action Plan include 
mhift manning, licens Ing eams I licensee dissemination 
of operating eiparlencos Response requested ml thin GO dagi 
E1SENHUT, D G Division of Licensing BO/OS/07 ISOpp 

B006030514 Summarg of t300422"23 meeting iu/t1art I ouncrs group in San 
Ooi,CA ro canf I rmatory ansilijBls ' testing proorams 
concerning Mark I containment long-term program 
CRIMES, C I Assistant Director for Plant Systems BO/OS'/09 Bpp 



6006300131 Aik receipt of IE Inap Rapt S&-36fl/eO-12 No pro&rletarg 
Info 
CLAYTQM.K L Alabama Pauior Co 60/06/19 lp 

3006300166 Forwards IE Insp flept 50-364/BO-1B on 600506-08 No 
noncompl iJince noted 

MURPHV, C E Rej ion 2, Atlanta^ Reactor Com true t ion t< Engineering 
Bupjiort Branch 80/05/22 2pp 

B006300176 IE Imp Rept 50-364/BO-12 on 900506-03 ND noneorapl iance 
nottfl, Major areai inspected IE bulletins & circular), 
electrical cable records & Inspector follguup 

HUNT.W D Recjion a, Atlanta, Offica of the Director RMJBCW. J K 
Region 2, Atlanta, HeactoF Construe tion S: Engineering Support 
Hr-anch 90/O5/22 Spp 

0006300572 Responds to IE Dullotin BO-Oib Saf etij-ro lated components at 
ichtmatic (evel have been reviewed to determine whether 
equ'ipment remains in emergency mode following reset of 
signals 
CLAYTON, F, L Alabama POUBI- Co 80/06/12 3pp 



8006130123 Requoata comments on NUREG-0577, "Potential for Lou Fraeturo 
Toughness & Lamellar Tearing on PUFt Steam Generator ft 
Reactor Coolant Pump Supports " Proposed review procedure 6 
implementation schedule end 
E1HENKUT.D Division O f Licensins BO/OS/19 72pp 

8006060376 Advises that response to BE generic analysis re effect oP 
dc pouier supply failure on ECCS performance uill be provided 
by B00606 per NRC B00425 request 
WIDNSBiW A Georgia Pouer Co BO/00/30 lp 

80061I02BH Appl Icat ion to amend License NPF-5, subml tted as proposed 
change to Tech Specs to eiempt HPC I ays from Section 304 
In order to permit one time test of turbine generator let 
For seven da<ji 
WIDMEHiUA Georgia Power Co QO/06/02 Spp 

9006110291 Proposed changesi to eiampt HPC I sy from requiremento of 
Tech Bpoca Section 3 O 4 in oriler to permit one time test of 
gofiorator sot for seven d-ays 
Onorgta Pouter Co 00/06/02 3pp 



5 Reportabta occurrences, UERs d rolated correspojidenee 

>024 Final Part SI rept re mi<ed heat of steel supplied by US 
from which 4-inch elbows * 2-inch tecs mere mty to 
'B requirement Investigations toil due ted i, closed at 



B00611O339 ForLiartfi unique analysts ropt comparing effects of ac pomer 
failure of ECCS performance u/GE generic analysis 
WIDNER. W A Oeorgla Potuer Co SO/06/O3 6pp 

6006240121 Confirm* oral auth on iat i on of B00602 tele on to boraporarl.lv 
amend Tech Spec Amend revises HPC I section to permit 
startup u/inoperable HPCI for special test Formal amand 
forthcoming Revised Tacit Specs encl 

NOVAK. T M Assistant Director for Operating Reactors SO/06/Q3 
2pp 



ao06340149 Revised Tech Spec Panes 3/4 5-1 t- 3/4 3-la for HPC! Amsnil 
lllued orally by BQOhOS te Icon, permi ttitig startup u/ 
Inoperable HPC! for special teat 
* Assistant Director For Operating Reactors 30/06/03 2pp 
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aOOt.110053 Submits info re i 
pumps Plant has been usini 
measurement problems Instr 
to measure flow Procedure 
UIHNERxU f> Georgia Pouor 



nsei vice testing of standby liquid control 
f 1 oui measut omonts due to delta P 

umentation is not installed on ays 

iodised 
Co BO/Q&/04 Bpp 



Lti to all BUR licensees forwarding "For Comment" edition 
of NUHEG-0617, "OUR Foedwater Noule fc Control Rod Drive 
Hetur-n Line Noule Cracking " Comments will be evaluated by 
NRC prior to final implementation U/o encl 
EISENHUT. D Division of Licensing BO/06/05 22pp 

BOQ617O640 Submits info re turbine rotor disc cracking in response to 
NRC H00913 tequest Unit 1 has oiper I enced appro* SI turbine 
trips & approi five overspends Unit 2 has experienced appro* 
b2 turbine tilps '( approi two overspoeds 
WIDNEFMJ A Georgia Poiuer Co SO/06/10 4pp 

BO06300221 Forwards draft NRC licensing position, "Safety 
Considerations for Temporary Qnsite Storage," used in 
evaluating I ouj level waste storage criteria Requests reviews 
for onslte storage additions in monthly operating repts 
FtEID.H U Dperatinj Reactors Branch 4 80/06/12 lOpp 

Q Inspection reports, IE Bulletins i c or\ espondence 

600*200095 Forwards IE Circular BO-OB, "BUR Tech Spec Inconsistency - 
Reactor Protection fiijs Response Time " No Written response 
requi r ed 

O'fltlU-Y.J P Region 2, Atlanta, Office of the Director HO/G4/1B 
2pp 

90O6170767 Forward* IE Insp Repts 30-321/BO-12 S, 30-366/80-13 on 
S0031O-19 li notice of violation 

STDNR.J P Region 3, Atlanta, Fuel Faciliti| fr Materials Safety 
Branch, SO/04/22 2pp 

3006170779 Notice of violation from inap on 800310-19 

* Region 2, Atlanta. Office oF the Director BO/O4/22 ip 

0006170775 IE Insp Roots 50-321/00-12 4 50-366/BO-I2 on B00310-19 
Muncomp 1 iance noted failure to start environ monitoring when 

JErlKINB.O R Region 2, Atlanta, Fuel Facility fc Materials Safety 
Branch CUNNINGHAM, A L , MACARTHUR,T C Region 2, Atlanta, Office 
of the Director BQ/O1/22 9pp 

O00617O779 Forwards IE Insp Repts 50-321/80-15 S. 50-366/BO-iS on 
BQ04O2-04 No noncomp 1 ianc e noted 

MURPHViC E Region 2, Atlanta, Reactor Construction b E-ngiritering 
Support Branch 80/04/3O 2pp 

BOO&1707B4 IE Insp Repts 30-321/80-19 h SO-366/BO-1S on 800402-04 No 
noncompl iance noted Major ai eas inspected installed 
e-quipmont per IE Bulletin 79-O1B lesponse 

caNLON, T E Region 2, Atlanta.. Fiuactor Construction U Engineering 
Support Bianch HflRDWICK, R J Region 2, Atlanta, Office of the 
Director BO/04/2 1 ? 4pp 

aOOAO60575 Foruards IE Bulletin QO-11, "Masonru Mall Design " Requires 
action !t written response IE Info Notice 7"?-28j 
"Overloading of Structural Elements Due to Pipe Support 
Loads" encl 
O'REILLV.J P Region 2, Atlanta. Office of the Director BO/O3/OQ 



B00630011*? Forwards IE Circular SO-lt, "Emergency Diosol Qener*tor Lub 
Oil Cooler Failures " No written response required 

Q'REILLV,J P Region 2, Atlanta, Office of the Director BO/O9/13 
2pp 

B006170337 Infoims NRC that Umit switches u*ed for position indication 
WOTB not included in 43-rfau response to IE Bulletin 79-018 
Environ qualification of switches should be addressed AE ii 
in process of specifying nullified replacement suitchei 
MANRY.M Georgia Power Co. 80/03/13 Ip 

Q006090S2B Ack receipt af 90012S Itr informing NRC of ittps taUn to 
correct deviations noted in IE Insp Repts 50-321 /80-06 fc 
50-366/80-06 

LEWI5.P, C Region 1, Phi 1 aUalphia, Reactor Operation! Nucleftr 
Support "ranch 80/05/21 Ip 

BOO6090535 Responds to NRC B00331 Itr re dviationi noted in IE Inp 

Hapts 5O-321/BO-06 & 5O-366/80-06 Corrective actions rovisd 
Procedures HNP-1 i- 2-1903 (. HNP-l t. 2-1904 to Delineate 
immediate operatoi action section 
UIBNER.U A Seorgla Power Co BO/04/2& Spp 

--B00609O54O Forwards IE Inap Repts 30-321/60-06 t. 30-366/BO-O6 on 
800219-21 & notice of deviation 

LEWIS, R C Region 3. Atlanta, Reactor Operations Nuclear Support 
Branch BO/03/31 2pp 

B00609O542 Notice of deviation from insp on 000219-21 

Region 2, Atlanta, Office of 6he Director 80/03/2B Ip 

BOD6090B4-7 IE Insp Rep 6 s 5O-321/BO-06 li 30-366/BO-06 on BOOH19-21 

Noncoflip 1 iancc noted failure to ensure that licensed 

operators have committed to memocg immediate emergency 

procedure actions 

KELLOOO, P J Region a, Atlanta, Reactor Operation* Nuclear Support: 

Branth BAUER. R C - ROGERS. R F Region S, Atlanta. Office of the 

Director BO/03/28 8p p 

S006250072 Summarties i eaponsos to IE Bulletin 79-01B, "Environ 
Qualification of Class IE Equipment " Based on OE Bitlmati 
for completion of review of GE-supplIed equipment. complete 
raiponse will be submitted by B 10403 

A Georgia Power Co 30/05/22 900 pp 



BOOAO9040B Ack receipt of BOQS09 Itr informing NRC of itpi taken to 
correct violations noted in IE Insp Repts 30-321 /B0~ 13 tc 
SO-366/SO-la 

MURPHY. C E Region 2, Atlanta, R tact or Construction & Engineering 
Support Branch BO/03/33 Ip 

B0060904I3 Responds to NRC 8004S1 Itr re violation* noted in IE Insp 

Repts SO-321/80-13 & 50-366/80-13 Corrective actions 
project plan reviauiod k Found acceptable & personnel 
performing imp certified 
WIDKER.W A Georgia Pouer Co BO/ 05/09 2pp 

5006090422 Foruards IE Insp Repts 5D-321/BO-13 fc 50-366/80-13 an 
600311-14 fc 25-28 i. notice of violation 

MURPHY, C E Hogion 2, Atlanta, Reactor Construction k Englnetring 
Support Branch 8O/O4/31 Spp 

Q006O70427 Notice of violation from insp on B00311-14 fc SS-SB 

<t Hegion 2, Atlanta- Office of the Director BO/04/17 Ip 



0006040236 Forwards IE Bulletin 80-12, "Decay Heat Removal By* 
Cpoi ab i 1 i tij " No written response required IE Info Notice 
BO-20, "Loss of Doi.au. Heat Removal Capability at Davii~Be*it 
Unit 1 While m Refuoling Mode" enc 1 

O'HE.ILLY,J P Region 2, Atlanta, Office of the Director 80/09/&9 
2pp 

8OO6a4(r066 Forwards IE Inap Repta 30-321/80-21 It BO-366/BO-H1 on 
800415-10 No noiuomplianco noted 

UEWla.R C Region a, Atlanta, Reactor Operations Nuclear Support 
Branch BO/O5/I2 Hpp 

S006340071 IE Insp Ropts 5O-321 /BO-21 !* SO-366/BO-al on B00413-18 No 
noncompl iance noted Major areas inspected surveillance 
activity on pipe support t restraint BUS. procedure test 
results, installed restraints fc records 

UPRIGHT. C H Region 2, Atlanta. Reactor Operntioni Nuclear Support 
Branch JOHNSON, A H Region 2. Atlanta. Office of the Director 
SO/OS/06 3pp 

BOO&13Q018 Roquisto info re ultrasonic insps of low preiiur* turhineo 
60 learn more about underlying reasons foi indication* 
found t probable rate af gi-outhr indications t> effvctt on 
turbine liisc integrity 
REID. R W Operating Reactors Branch ! QO/O3/13 3pp 



BQQ609D-139 IE Insp Hepts 30-321/80-13 t 50-366/80-13 on 80O3I1-14 Si 
25-28 Noncompl lance noted failure to approve inservUe inip 
plan & failure to certify melding & NDE inspectors, 
HERDT.A R , CROHUEV. fl Region 2. Atlanta. Reactor Construction & 
Engines ring Support Branch 00/04/17 9pp 

800A1B0317 Ack receipt of 80O5H7 Itr informinj NRC of ibeps taken to 
correct violations noted in IE Insp Repts SO-32I/BQ-11 if 
5O-366/BO-11 

LEUISrR C Region 2. Atlanta, Reactor Operations Nuclear Support 
Branch BO/ 06/02 Ip 

8COolQO323 Respond* to NRC BO 0439 Itr re violation! noted In IE Infp 
Ropta SO-32I/BO-1I V 50-366/90-11 Corrective action! 
control rod movement procedures revised & larfle teal* 
drauiinss replaced safmifr-ot limed prints in control room 
UIDNER.H A Georgia Pouier Co 80/03/27 4pp 

0006180337 Forwards IE Inap Rsptt 50-321/BO-ll fc 50-366/80-11 on 
800202-OS07 t. notice of violation 

O'REILLV.J P Region a, Atlanta, Office of the Director 
80/04/29 Spp 

8Q061B0333 Notice of violation from insp on B00202-0307 

* Region 2. Atlanta. Office of the Director 80/04/tS 3pp 
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--9006IB033B IE Imp Rcpta SO-331/BO-ll & 50-3o6/BQ-lt on B00202-0307 
Nontomplian.ee noted failure to operate F1SCS prop&rly,to 
limit rod nation u/RSCS inoperab 1 e, to evaluate procedure 
change & to provide updated plant drawings in control room 
ROOERB.fi F Region a. Atlanta, Office of the Director DANCE, H C 

Region 3. Atlanta, Reactor Operation! Nuclear Support Branch 
80/04/15 9pp 

B006330210 Acfc reciipt of B00527 Itf informins WRC of mteps taken to 
correct violations nottd in IE Imp Repts 50-321 /BO-IB t, 
90-366/80-18 

LQJIB.R C Region 2, Atlanta. Reactor Operations Nuclear Support 
Branch a 0/06/03 Ip 

BOO&2302JB Reipo-nds to NRC BOO430 1 tr re violations noted In IE Tnsp 
R*pti !O-321/aO-lB (t 3O-3(i&/BO-ia Written t approved 
functional test was not necessary because operabillty could 
have been demonstrated through eicisttng plant procedure! 
WIDNER.M A Oeorgla Pouer Co 60/03/37 Zpp 

B006S30222 Forwards corrected cover page for IE Imp Rept* 50-331/00-18 
fe 50-3oiY80-ta on 800331-0402 

LEHIB.R C Rtglon 2. Atlanta, Reactor Operation! Nuclear- Support 
Branch BO/03/OB Ip 



R Periodic operating reports 6 related correspondence 



8004,180494 Formflrdi monthly operating rept for Mag 19HO 
MANftV, M Georgia Pouer Co BO/O6/1O Ip 



--BO061SQ497 Monthly operating rept for May 1980 
RODEfJ.J W Georgia Power Co &O/06/1O Spp 



5 Reportable occurrenc 



LER* & related correspondence 



8006030435 Forwards LER BO-Q76/O3L-0 

HANBY, M Georgia Power Co BO/05/33 Ip 



3006030445 LER BO-Q76/03L-Q or, 800429, during performance of control rod 
drivBline hydraulic control unit pressure indicator tt sultch 
callbr procodui-Ei HNP-2-932"?i high psrcentage of presiore 
luitcfies found outside limit Caused by instrurnant drift 
NIX.R r Georgia Power Co BO/09/S3 Spp 



8006OS033Q Forwards LEfi BO-OSO/03L-0 

MANRY.H Georgia Power Co BO/O5/S7 Ip 



-3006230224 Corrected cover page for IE Imp Fleptl 50-3Bl/eo-lS t 
SO-36A/BO-1B on 600331-0402 

LEWIS, R C Region Z, Atlanta, Reactor Opantiona Nuclear Support 
Branch GO/03/OS Ip 

-8006230323 Foruards IE Imp Repts SO-321/BO~1B & 50-366/60-18 on 
800331-0402 t. notice of violation 

LEHig,H C Region 2, Atlanta, Reactor Operation* Nuclear Support 
Branch 00/04/30 2pji 



-B006230232 Notice of violation from imp an 90^331-0402 
* Region S. Atlanta, Office of th* Director BO/O4/3O 



Ip 



-B006S30237 IE Inap Rept< 50-3^1/80-13 It 50-3i4/BO-18 on B00331-0402 
Noncompl iarce noteiJ failure to pur form p 01 t-jnoiJ t*itin>g, 
DAMCE.H C , DURNETT.P T Region 2. Atlanta, Office of the 
Director BO /O 4/30 4pp 



80O605Q34O LER BO-OQO/03L-0 or, S00503, during surveillance tuttngr f Ounf 
that Bartsdale pressure switches 2B31-NQ1BA t, B uere not 
ulthin allouable Tech Specs Caused by instrument drift 
Switches recallbr . 

NIX. R T Georgia Power Co 8O/05/27 2pp 



B006090360 Forward* LER SO-OB2/03L-0 

HANRV.M Georgia Pou.r Co 80/O5/27 Ip 



-ao060503i6 LER 80-OB2/03L-0 on 900509, during normal re=ctor ahutdoun. 
primiru containment purge tys operation etcetdvd Tech Spec 
limit! for primary containment integrity Caused by personnel 
error 
BAXLEY, 3 X Oeorgia Power Co BO/05/S7 Spp 



800A09034B Forwards LEU 00-077 /03L-0 
MANRY.H Georgia Pouer Co BQ/O3/2B 



6006290245 Acfc receipt of 8O0314 & 27 Itra Informing NRC of ite/pl taken 
to correct violation* noted In IE Imp Reptc 90-321/80-03, 
90-366/60-03, BO-321/80-1A fc 80-366/80-16 
HENNA, y B Region 3, Atlanta, Safeguards Branch GO/06/11 Ip 

8006350249 Respond* to NRC 80041G I tr re violations noted in IE Insp 
Rapt* 50-321/BO-43 t SO-366/BQ-03 Rebuts that GO09M Itr 
b" withhald (re* 10CFR2 79O) 
HIDNER.H A Qeorgia Pouer Co BO/OS/2 1 ? Ip 

-8006390290 Forwards IE In*p Repts 50-321/BO-03 h 50-366/60-03 on 
BOO i or- II tr notite of violation Notice of violation 
withheld (ref 10CFRB 79O> 

O'fiEILLV.J.P R.aioci 2, Atlanta, Office of the Director 
BO/04/IB Spp 

BOO439O294 IE Insp Flepts 30-321 /BO -03 & 50-366/30-03 on 8001O7-11 
Noncompl lance noted failure to follou proctilurli for 
documintirg lesurlty incidents fr to perform vital area 
p*troli ai commlttvd Dttaili withheld (ref 10CFR2 790), 
TOBIM, H J Region 2. Atlanta, 8afeguardi Branch. PEflNV,C,D 
Rigion 2, Atlanta, Office of the Director 90/04 /OB Ip 

6006350233 Forward* IE Imp Repts 50-321 /BO- ti b SO-36&/90-JA on 
ao03a-6-2S t notice of violation Notic* of violation 
withheld (ref 10CFR2 7901 
KENMA.H D Region S, Atlanta, Safeguards Branch BO/ 04/29 Sop 



--B0060303S5 LEfi BO-O77/03L-0 on BO0430i ui/reac tor at 99 1 /. power, A reactor 
bldg chiller failed to maintain average dryujRll temp uhen 
D chiller tripped Gamed by broken guide vane arm Arm 
replaced &. temp decreased to ultfiin limits, 
MIX. R T Georgia Power Co BO/05/2B Spp 



800AO5Q334 Forwards LER BO-079/03L-0 

HAWRY.M Georgia Power Co BO/05/29 Ip 



8006050335 LER 80-079/03U-0 on BO0907, inboard isolation valve 2E41-FQO& 
opened but failed to close automatically Caused by steam 
leaking around prenurv seal allowing water to enter d 
collect In matorr causing winding* to short out 
* Georgia Power Co 80/O5/29 2pp 



B006090365 Forward! LER aO-OS5/03L-0 

KANHY.M Georgia Powor Go SO/O5/29 Ip 



B006050372 LER BO-OSS/03L-0 on 8O0906i wh i 1 e performing reactor core 
isolation cooling steam line pressure imtrumtnt functional 
tett, outboard steam supply line isolation valve, 2E51-F60B. 
failed to operate Caused by failed operator torque switch 
NIXiR T Georgia Power Co 8O/03/S9 2pp 

BOOA170i83 Forwards LE.R 80-OS3/03L-0 

KANRY.M Oeorgta Power Co BO/06/03 Ip 



B0061706B7 LER BO-OB3/03L-0 on B00514. w/reactor in startup m 
personnel observed that indicating lights tar 2D RHR pump 
suction valve* uere e<tlng-uishd Valves uere not operable 
from control switchns, Caused bg broken limit switch rotors 
MIX. R T Georgia Power Co 80/06/05 Spp 



BOOAa00437 Forwards LER BO-OB6/03L-0 

HANRY.M, Georgia Powar Co BO/06/10 Ip, 



-- 8006300444 LER BO-OB6/Q3L-0' on BO0523i durlno power increase, PSH Mou 
was throttled to reduce dilution f low, reduclnn cooling 
capacity ou ttm P exceeded ipeci Caused bi) operator 
throttling we water flow through plant 
BAXtEY, 8 X Georgia Power Co BO/06/10 2pp 



8004200468 Forwards LFR 80-OS5/03L-0 

HANRV.rl, Georgia Power Co BO/06/11, Ip 
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8006200474 LER BO-OB5/O3L-0 on BOO521 , u,/reac tor in hot shutdown, RHR svc 
uiater pumps 2E11-C001B tt D started to put torus cooling in 
ivc Caused by bad seal in air release va 1 ve. al loying vent on 
discharge line Valve reassembled 
NIX, ft T Oeorgla Power Co 80/O6/11 app 



BDO&S30001 Summary of 800410 meeting Hi/Mark It owners group ri 
suppression pool temp response to saf ety /rel if actuations 
Study concluded that limit an temp not needed Request* that 
applicants submit detailed info for evaluation 
SU. T M Containment Systems Branch 80/05/30 4pp 



SO06200476 Forwards updated LER QO-OS3/03X-2 
MANRY, M Georgia Pouier Co 60/06/11 lp 



--8006000491 Updated LER BO~053/Q3X-2 on B005O5. dur ing normal operation, 
notification received from Comsip.Inc of deugn defect on 
primary containment hydrogen-oiyg en analyiers Caused by 
absence of design ta prevent deadheading 
CQGGIN-C L Georgia Power Co 80/05/19 2pp 

00Q&20047G Forwards LER 80-OB1/03U-0 

MANRY, M Georgia Power Co 00/06/12 lp 

BOO6S004B3 LEU 80-Oai/03L-0 on eOOSai.u/reactof near rated poiu*r. LDCA 
signal accidentally initiatei] resulting in mac tor scram 
Outboard MSIV failed to auto close Caused bg faulty D-ring 
In Valve air operating solenoid 
N1X.R T Georgia Power Co BO/O6/13 Bpp 



6006840431 Forwards LER BO-054/03L-Q 

MANRY, M Qeoroia Pouiei- Co BO/Oi/17 lp 



9006210436 LER aO~034/03L-0 nn G00924, luh i le performing ealibr of both 
primary containment purge vacuum breaVar pressure switches. 
3T4S-N21 1 found inoperable Caused by personnel error Stuck 
sultch removed d repalrad Switch wiring corrected 
NIXiR T Oeorgla Power Co 80/06/17 2pp 



BOOi240-4B4 Forwards LER BO-084/03L-0 

MANRY.M Georgia Power Co BO/06/17 lp, 



8006240458 LER BO-QS4/03L-O on 800331, unit scrammed while operating at 
steady state Reactor core isolation cooling tripped on high 
water level 8ys maunally res tartedi but tripped on mechanical 
overspeed trip 
C0001H. C L Georgia Power Co 80/06/17. 2pp 



B006300009 Forwards "For Comment" edition of NUREQ-0619 "BHR Feeduatar 
Noiile J- Control Rod Drive Return Line Nonle Crack Inn " 
Kept provides NflC resolution of Generic Technical Activity 

A-1O W/O HEICl 

EI8ENHUT, n Division of Licensing 30/06/06 3pp 



Adjudicator^ correspondent 



800609O251 Comment! on transcript of B00318-13 prehiarlng conference- 
quality of transcript very poor If transcript cannot be 
improved, a no thr hearing to cover contentions of intervinnrs 
or another prehearlng conference should tie held 
BOBBINS, R L Lake Michigan Federation BO/04 /03 lp 

B00619O392 Advisei that State of IL has Instituted request for action 
per 10CFR3 306 to revoke. suspend or modify CP Requests that 
meeting be held to discuss Issue, after Issuance of FEMA rept 
on emergency planning within 10-mile radius, due on 800620 
HAMSELL, D Illinois, State of 80/05/OC1 Epp 



Provisional order re 3OD3IE-13 special prihearlng 
conferencer advising that A3LB will admit petitioners uho c*n 
cllage Injury-in-facti if qualified for intervention. FLnl 
order uill be iisued after commsnta H/Cnrtif icate of Svc 
GROSSMAN, H Atomic Safety and Licensing Board Panel BO/ 05/30 
S3pp 



BOO&11O427 Notice of change of ad dross 
LAUDIC.S. Laudij, S 90/03/31 2pp 



8006110356. Notifits that Citij of Ojirg, IN United Steeluorkeri of 
America, Local 6787,Baillu Al 1 iarc e> Save th* Dunes Council fc 
Critical Mass Energy Project join State of IL request to 
suspend or rnvoks CP ti request for meeting u/NHC 
CDHN.D n , SCHULTZ.U D Public Citiien Litigation Oroup, BO/Ob/03 



3006300344 EN-BO-23 notice of violation I- notice of proposed Imposition 
o-f civil penalty mill be Issued on or about SOOA19 Action 
based on alleged noncomplianc? n radiation levels in truck 
cab Uill Issue news release; 

BROCKET!, T M . THOMPSON, D Office of Inspection ti Enforcement, 
dffic* of the Director BO/0&/17 lp 



BO0624044B Forwards LER BO-OaB/03L-0 

MANRY. M Georgia Power Co BO/06/19 lp. 



3006210435 LER QO-088/03L-O on BOOS29, while performing HNP-2-31S4. 
reactor pressure vessel Itvsl instrument (LPC1 I FTfcC. 
switch 2 on 2D21-NQ31A rallad Caused by twitch being out of 
adjustment due to loose screw Switch readjusted 
NIX.R T Georgia Power Go 80/O6/19 JZpp 



8006340-307 Foruirds LER aO-087/03U-0. 

MftHRVtM Georgia Power Co 80/06/19 IP 



8006110376 City of Oary. IN, Unl ted Steeluorkers of America, Local 6787. 
Ballly All lance. Save the Dunes Council & Critical Mass 
Energy Project join State of IL request under 10CFRB, 206 
for suspension or revocation of CP Certificate of Svc end 
CDHN.D B Public Cltlien Litigation Oroup BO/06/09 7pp 

-8006110370 Petition to intervene and rtqueit for hearing re util 
request for amend to CP, submi tted by City of Oar. ImUnlted 
Bteeluiorkers of America. Local 6787,6*1111* Altince> Save the 
Dunes Council & Critical Mass Energv Project 
COHN.D B , BCHULTZ.W D Public Cltlien Litigation Oroup 
BO/06/OS 7pp 

BOQ&1103B2 Response to NRC h util reply to petition to Intervene* 
submitted by City of Oary. IN, Unl tad S-teiluorkei-s of 
Americai Local 67B7iBallly Al 1 tance. Save the Dunei Council b 
Critical Mass Energy Project. Draft affidavit* *ncl. 
COHU.D E, , SCHULTZ.W 6 Public Cltlien Litigation Croup 

ao/oa/at aopp 



BOO6240314 LER SO-OB7/03L-O- on 800538. dur 1 ng surveillance procefluri 
HNP-2-31S4r reactor pressure vessel level Instrument (LPCI) 
FTbC on 2B2l-Nu31B,8uiltch 4, had double actuti on, Cau*ed by 
sllppid magnets on pointer shaft due to corrosion 
NlX,fl T Georgia Power Co 90/06/19 2PP 



BO0629Q239 Objections to ASLB BOOJS30 provisional order foltawlng 
special prehearing conferance, ruling on contentions. Urge* 
defvrrat of final ruling until position! on admissib 1 lity 
are submitted by parties Certificate of Bvc end, 
QOLDBEftOrS C Hearing Branch 2 BO/06/24. 14pp 



DOCKET 50-367 BAIULY OENERATINQ STATION 

A Application/construction stage documents & correspondence* 

6006230110 Advises BUR fe PUR applicants O f KRC decttlon to oiodlf v 
Implementation plan presented in Section 4 of NUREO-QS77 re 
adequacy of applicable support structures General operating 
reactor reviau procedure tt acceptance criteria encl 
EIBENHUT.D S Division of Licensing, BO/OS/30 13pp. 

BODA02Q49Q FoTiuards request for addl Info r util 197B proposal to 
install shorter piles for foundat 1 on. Question relates to 
calculations of pile group uplift capacity Mater will rise 
above piles uhen const dewatorlng operation* ctat 
YOUNQBUOOD, B J Licensing Branch 1 80/03/22 Spp 

3006110331 Forwards addl info re pile group capacity per 800516 & 22 
requests 
SHORE, E.H, Northern Indiana Public Servlc* Co BO/09/2B 4pp. 



8O06300396 Objection to A8LB BOO 3 30 provlilonal order. Urges 
reconsideration of order concluding that City of Q,ru< IN> et 
til contention is outildp scope of proctt*dlng BECY fl-0-879 
advises adoption of Interim rules re emergency planning 
CQHN.D B Oat<y, IN COHN. D B Critical Mass Energy Project. 
COHN, D B Cohn. D B BO/06/24 3pp. 

-- 900 630 039 9 Discusses flnalitatlon o^ emergency planning rule changed 
Including consideration of public comment*. Recommendi FR 
publication re final rulsmaking. 

M1NOOUE, R Bi Off let of Standards Development! Director 
SECY-80-273 a 0/06/03 7pp 

R. Ptrtodlc operating reports I 1 related correspondence 

9006030371 Foiruardt fell charts, for BQ0307-I4, Biilly Malls w/o 
recorder*) pond levels, pntumatlc pressure trantducarijwatvr 
meter i- ladings ti USOS uells for 800514 
BOHN.R -J Northern Indian* Public Bervice Co, BO/O9/B3 34pp. 
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9006040314 Forward 5 Haillij molls LJ/O reco-rdersi pond leve Is* pneumatic 
pressure transducers, ua ter me tor reading! ti USQS utll for 
600531, well chartt for BOO5H-ai, c hart recorder celibr 
results For 900519 4, Lale HI leveU for QOO 11 5-0501 
DDHW, R J northern Indiana Public Seivlt Co BO/05/30 35pp 

B006110H6 Forwards "Winter I960 Quarterly Rept,Bailly Nutlear~I Site. 
Jan-Mar 1990.. prepared t><J TX Instruments , Inc 
PURCELL. J F Northern Indiana Puolic Service Co BO/Oi/04 lp 



H General correspondence 



B00627O171 Respond? to 800430 request to comment on R Lacewell concerns 

re spent fuel storage pool oipanslon Util indicated that 

no plans for eipanslon anticipated until 1902 or 1903 NRC 

approval I public consideration would pi erode expansion 

DIRCKS.W J Offica of the Eiecutive Director for Ojiiiratldni 
80/06/09 3pp 



--8006110152 "Winter 1930 Ouarterlg fiup t, Dai 1 lij NucUnr-J Site," Jan-Mar 
19BO 
o Taiai Instruments' !nc 3O/05/31 189pp 

800611011? Forwards ue]l charts for EC0531-23, Ba i 1 ly wills u/o 
recorder*, pond leve 1 BI pnoumatic pre-siuro transducers water 
meter minings i> USGS wells for 800523 Uells 5SB & S6C cable 
hung up om 600328 !i water meter out of svc on BQ052B 
BDKN.R J Northern Indiana Public Service Co BQ/06/O6 34pp 

B00620Q370 Forwards wall charts for 000523-0404, B* 1 lly malls u/o 
ricorder*tU309 uelli far 300606 !i pand levt 1 1, pneumati c 
pressure transducers b water meter readings For BOO A 04 
BQHN.R J Northern Indiana Public Service Co SO/06/13 34pp 

BOQ6260198 Forward! uell charts for BQQ6Q4-I 1 , Bal 1 1 y welli u/o 
recorder*, pond levels, prteuraat i c pressure tr an educe t aisttr 
mettr readings for BOOill !. uaOB welli far BD0610 
EOHH-fi J Northera Indiana Public Service Co BO/06/20 33pp 



P Qperatinj license stage document; 



correipondcnco 



QOOi.090169 Forwards add 1 TMI-3 relateif lequiremcnts to Operation 
reactors Licensees requirements for TKI Action Plan incluifo 
shift maun ing* 1 icena ing eiams >- licensee d i sseniinat ion 
df operating eiporiences Response I equestod uithin 30 days 
EISENHUT.DG "ivision of Licensing BO/05/07 ISOpp 

S006I30122 Requests comments on NURCG-0577, "Potential for Lou Fraittr* 
Toughness ti Uainellar Tearing on PUR Steam Generator t< 
Reactor Coolant Pump Supports " Proposed review procedure & 
implarneritat ipn schedule ancl 
EIEENHUT, D O Division of Licensing BO/05/19 72pp 

8006130326 Submits info re potential missies involving reactor cavity 
annulus seal ring ! biological shleldlngiin response to 
79O310 Itr (dtH 7B091O) Mo safety-related coraponents nil 11 
be affected by biological shielding in event of LOCA 
THIMBLE, & C Arkansas Poiuer t Light Co QO/06/O6 2pp 



(J Congrenional/EiBcutive Corre spon dener 



B0063003B? Ecpres-tes concern re NRC consideration of CP rentual End 
Lite MI Federation Mar 193D , tudig challenges NffC 0004 1C 
brief re interrrlat lonsh ip batwean ath pond spig> b iotit 
d)ui taring 
VATES,S R Houi* of flep BO/06/03 lp 



B006120315 Forwards "AR Nuc luar 1 Steam Electric Station, Unit 2 
Startup Rept, " Suppl 3 for period ending SOO430 
TRIMBLE, D C Arkansas Power t Lidht Co BO/06/09 lp 

Q006120316 "AR Nuclear 1 Steam Electric StatiomOnit 2. Startup Rept, 
Buppl 3 for period ending 600430 
* Arkansas Power & Light Co 00/04/30 -IBpp 



-3006300393 "Hou Ballly Nuclear Plant Could Dry Up Dunat Natl 
LaieihoT* " 

, ROUBINSM-v i. Loiie Michigan Federation 80/03/31 



B006170700 Forwards response to NRC 000905 Itr re loss of ofHite 
pouer events 
TRIMBLE, D C Arkansas Pouer J Light Co 80/06/11 3pp 



WK.HBI jju-jftB ARKANSAS NUCLErtR ONE, UNIT 2 

D NIC Draft/Final Envirnnmen tal Statefflflnti, tupplt i. col-relpDndtnet 



a0061803Ea Responds to NRC 80050S Itr re loss of Offsite power evntt 
Details of 750232,1205 ', B004O7 events indicate uoathur 
conditions were responelble on all occasions Only momentary 
logiei of pouier uere eiperlenced 
TniMDLE.D C Arkansas POLJBT g Light Co BO/06/11 3pp 



B006300599 FES for AR Huclear One.lfniS 2 

* Office of Nuclear Reactor Hagulation, Director 
77/06/30 ISOpp Available at NTIB SS. 73 



F Stcuritg, ineilicali emergency If tiro protection plant 

8006090037 Foruard* request for *dd] Info re. <Bcurltij per-saninel 
training h qua 1 i F (cation plan Encl ulthheld <ref 
10CFR3 790) 
REIDiR H Operating Fteictors Branch 4 00/05/19 2pp. 

B0060904B7 Foi-ward* proposed rul* entltladi "Fire Protection Prooram 
for Nuclear Pauer Plants Operating Prior to 790101 " Rule 
addt niu Section 50 43 b App R to 10-CFR90 6 1* expected 
to bi published In Fft by end of Hay. 
ElEENHUTiD & Division of Llcemlrig. 30/05/19 (ip 



B006230401 Submits response to B00507 roqueat for commitment to TMI-2 
related requirements Response to Items II K 3 23,29 b 4fl 
uill be delayed because utll did not receive errta sheets 
until 300616 
TfllMDt-EpD C Arkansas Pouier S Light Co BO/OA/19 3pp 

O Inspection reports, IE Bulletins fr corrospondence 

B006240036 Forwards IF Insp flopti SD-313/BO-06 (, 50-36B/80-06 on 
BOQ3S2-0421 * notice of violation 

HADSEtl, L Region 4, Dallas- Reactor Operations Nuclear Support 
Branch BO/OS/05 2pp 

8006310043 Notice of violation from insp on 900322-0431 

* Region 4, Dallas. .Reactor Operations Nuclear Support Branch 
9O/OB/02 3pp 



G006130063 Furujards revised Pages 1-14 if neu Pagi 14a for proposed 
rul 1OOFR50 "Fire Protection Prosram Por Nuclear Power 
Planti Operating Prior to 790101, " transmitted, by NRC 60051" 
Hv PB 14a not ntl 
EI8ENHUT.D Division of Licaniing. 80/03/aa 73pp 

B006110E42 Foruard* revisions to proposed utll iAf*gir*ri!t cortingency 
plan per RW Reid 600411 request Plan withheH (rat 
IOCFRS 7901 
TRIMBLE, D C Arkansas Power & Light Co 30/05/30 lp 

Ack receipt of NRC S00319 Itr Tenure* ting Info on seuritu 
I training & qualification plan Requests copy of 
(E 0-067 4 dealing ut/stit jcti prior to ntpanic to Itr 
) C Al-konsao Power *, Light Co 30/06/19 lp 



B006240O16 IE Insp Rflpt* 5O-313/80-06 S. 90-36B/BO-06 on B00322-0421 
Noncomp I lance noted nc control of combustibles & finding 
that waste control operator entered high radiation areas u/o 
using radiation survey instrument 

WEST6RHAN,T F Region 4, Dallas, Reactor Operations Nuclear 
Support Branen 80/05/02 l&pp 

B006060B97 Forwards IE Bulletin SO-11, "Masonry Wall Design " Requirt 
action & written response IE Info Notice 79-28. 
"Overloading of Structural Elements Due to Pipe Support 
Loads" ant I 

SEYFFUT.K V Region ). Dallas, Office of the Director 80/05/OS 
IP 

3006050317 Forwards IE Bullatin BO-13, "Decay Haat Removl Sys 
Opernbility " nnulreB actions & response within 3D days 
IE Info Notice BO -30, "Loss of Decay Heat Removal Capability 
at Davis-Doss* Unit 1 While in Refueling Mode" anil 
SEYFfllT.K V Region 4- Dallas, Office of the Director 80/03/09 
IP 
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800i05O331 Responds to violations noted in IE Insp Repts 50-313/00-06 
^ 5Q-36B/BO-O6 Corrective actions doors to hijh radiation 



prohibited areas *y maint personnel notified 
TRIMBLE, D C Arkansas Pnuier ', Light CD SO/05/?9 



4f>p 



--00O61S045 1 ? Updated LER HO-012/03X-2 on 800HS2, iuh 1 1 e performing IB-month 
surveillance tost on dmeel generator 1; unit load 
oscillation t, vibration became apparent Caused by broken 
generator rotor shaft 
EHIVELY.C N Arkansai Power i. Light Co BO/O6/1S lp 



0006210164 Ack receipt of 800606 Iti- informing MRC of steps taken to 
correct violations noted in IE Insp Flepts SO-313/SO-O5 & 
SO-36B/BO-05 

MADSEN.G L Region 4: Dallas, ReactoT Operation; Nuclear Support 
Branch BO/06'Oi 1 p 

6006240186 Responds to NRC Itr re violations noted in IE Inap Repts 

50-313/80-05 '- 5O-36H/BO-O5 Corrective actions revised 
Procedure 1304 33 I ?304 15 raqun ing specific sign-off for 
each leak rate test following c onta inment entries 
TftlMBlE.D C Ai kansas Paid el t f Light Co QO/O5/09 Spp 

B006200'169 Responds to IE Hulletin. SQ-12, "Decay Heat Removal Sus 
Operability " Analyses of procedures foi safeguarding 
against loss of sijs capability should be completed bij 
flOQBlS 
CAVANAUGH,W ArVansan Power t, Light Co BO/Oi/I2 3pp 

R Periodic operating i-opoi fcs tf related correspondence 

B00611O142 Forwards "Annual Environ Monitoring Rept " 

TRIMBLE, D C Arkansas Pouier t> Light Co 80-/03/12 lp 

8OG6110154 "Annual tiwiron Monitoring Rept " Oversiie drawing end 

* Arkansas Pouer 6 Light Co SO/Q5/13 flOOpp 

B0061?O3B3 Forwards monthly operating rept for May 1900 
TRIMBLE, D C Arkansas Power V Light Co 00/06/13 lp 

BOQ&1905B? Monthly operating rept for May 1900 

PENDERQRAFT, R Arkansas I'aiuer & Light Co BO/Q6/13 Spp 

& Repartsble occurrences, LERs (- relnted corr esp ondonce 



BQO&O7O386 Forwards updated LER 00-02a/03X-l 

TRIMBLE, D C Arkansas Pouior . Light Co BO/06/02 



B006090394 Updatod LER SO-022/03X-1 on BOOS06. uh 1 le performing. 
on steam driven emergency feeduater pump, HP7A, pump tripped 
three times due to over 3 peed Caused bij mechanical 
adjustments to pump '/ driver controller Reduced idle speed, 
PENDERORAFT.R Arkansaa Power <- Light Co 30/06/02 Epp 



B006B3CMSO Foruiards LEFi BO-023/03L-0 

TR1HELE.D C Arkansas Power 4 Light Co 



8006330437 LER 00-02S/03L-Q on SQ03D7, during Mode 1 operation. control 
room alarm Indicated valve 2CV-5iS7 to be open uihen valve 
was closed Caused bg position twitch misalignment du> to 
IQO*I iqroui Switch realigned 
PENDEFiORAFT. R Arkansas Pouier fc Light Co aO/0/04 lp 

3004230830 RO 50-36B/BO-037 on 800AQ3. safety injsctlon link boron 
concentrations rnported out of Tech Spac condition 
Poiaibly caused by boron stratification Boron concentration 
adjusted k cause being Investigated 
O'HANLON.J P Arkansas Pouor t, Light Co 80/06/04 2p p 

B00618045B Forward* LER 60-026/OaL-Q 

TRIMBLE. D C Arkansas Power ( Llghta Co BO/06/ 11 lp 

aoo61H0460 LER BO-02A/03L-0 on B00514. control room air conditioner 
compressor, 3VE-1A. tripped Causad by unit tripping on fraeiti 
prntectlon due to too small of load for chiller uhan 
providing cooling for core protection computer room 
SHIVELY.C N Arkansas Power . Light Co 00/06/11 Ip 



BOOA.17O625 Forwards LER BO-027/03L-0 

TRIMBLE. D C Arkansas Power fe Light Co 



BO06170634 LER BO-OH7/03L-O on SOOSli, dur ing Mode 1 opcrati on, BVC water 
hanger 2HCB-33-10 on loop 1 found broken Caused by improper 
installation Hangar rod had only one thread engaged & could 
not hold load Hanger reinstalled properly 
SI-UVELYiC N Arkansas Power & Light Co BO/06/12 lp 



800M80463 Foruarili LER B0-O30/03L-0 

THIHQLE.D C Arkansas Power t, Light Co 



LER BO-OaS/OGL-O on 600916, dur ing Mode 1 operation, A (team 
generator high leve^l prstn p/tr i p signal received on channel 
C PPS Caused by pouier supply failure on bistable card Cord 
replaced ! channel te-stsa 
SNIVELS, C W Arkansas Pquier ( Light Co 80/06/12 lp 

BD0620035-9 Forwards LER BO-030/03L-0 

TRIMBLE, D C Arkansas Power ', Light Co BO/06/16 lp 

B00620Q363 LER SO-030/O3L-G on 800520, during Mode 1 operation, steam 
driven emergency feeduater pump 2P7A tripped on overspeed 
following manual start signal Investigation did nnt reveal 
enact cause of pump trip Pump trip reset 
PENDERGfiAFT.R Arkansas Power t. Light Co 8O/0,'i/16 lp 



B00620043O Forwards LEU BO-039/03L-0 

TfllMBLE.D C Arkansas Poiuor < Lijht Co 



00/06/16 lp 



B006200434 LEU BO-029/O3L-0 on 800320, during Mode 1 operation, B dinnl 
generator deluge sijs rcmlei-ed inoperable Cnusvt! by deluge 
valvo being intentional tij removed from tvc to facilitate 
needed firs sijs mods 
PENDEBGfiAFT.R Arkansas Pouper !. Light Co 00/06/1 A lp 



B0063004B5 For 
TRIMBLE, D C 



ards LER 80-037/01T-0 
Arkansas Power 1 Light Co aO/Od/17 



9006200493 LER 80-037/01T-0 on 000603, during lloda 1 operation, 
injection tanki C 'j D, found to have boron concentratinni of 
1,711 ppm t 1,62O ppm, respectively Caused by design error 
Caused by boron stratification In tafety Injection tanks 
SHIVELY.C N Arkansas Pouor i Light Co 0/06/17 lp 



DOCKET SO-34,9 HILLIAM S MCQUIRE NUCLEAH STATION, UNIT 1 

A App 1 icatlon/conitruct i on stage documents t/ correspondlnc* 

B0060301?5 Forwards Matls Engineering Branch Input re uiter cliemist 
programs W/o enc 1 
KNIOHT.JP Aiststant IMructor for Engineering BO/04/07 lp 

B0060H0013 (Jotif icabion of cancelled 800319-23 meeting u/utll in 
HecklBnburg County, NC to- perform design rovieu of control 
roam 
DlBKEI.iR A Licensing Branch 1 80/04/30 3pp 

8006230110 Advliei OUR S. PUR applicants of NF1C decision to modify 
implementation plan presented in Section 4 of NUHEO-OS77 re 
adequacy of applicable support structures Gtjnoril operating 
reactor review proceduro & acceptance criteria one 1 
EIBENHUT.OG Division of Licensing HO/05/20 13pp 

B0060A0343 Amend 64 to CPPH-B3 t CPPR-84 updating "Electrical 
Schematic*. " Volt 1-3 Schematic drawings available in 
Central Pilot only 
PARKER, W Duke Pouer Co 80/03/22 700pp 

B0060S0174 Notification of SOO602-Of> meeting w/util in HtckUnburg 
Co'Untij, NC to perform design review of plant control room 
ft Licensing Branch I BO/O9/23 3pp 



800&0902&& Forwards response to TMI concornli supirod ing previous THJ 
mbmittaU transmitted 791U9,l22o & 0001S9 
PARKER, W Duk* Power Co 80/OD/23 300pp 

0006130127 Notification of 8006O2 meeting u/util in Betliesda.HD to 
diicuEi facility staff ingj testing 't related matters 
BIRKEL, R A Licensing Branch 1 80/05/30 3pp 



8006170033 Notification of BoOiOi meoting u/util to dlicuti 
staff ing, testing & related matters 
BIRKEL, R A Ucanslns Branch 1 80/09/30 Spp 



8006190456 Forwards updated LER 00-01H/03X-2 

TRIUBtEiD C Arkansas Pouier 1 Light Co BO/0&/12 lp 



Q 006 2 00633 Faruiards request for addl info re radiological asieitmint. 
Info should be provided tiy 800630 
YOUNOoLODD, B J Licensing Branch 1 HO/06/04 Spp 
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DOCKETED ITEMS 



PARSES. HO Out* 






Co BO/06/05 



8006110327 Forward* 
vtml norilfi 
PARKEFipH Out* 



n,e to NBC 600512 request for info re reactor 
Co BO/06/06 4pp 



9006120367 For U ,rd, "W, 5 tin 3 h,>u,. Hult.pl. Ap rtu e Sjall Break ECCB 
Analy...," vn r.spon.e to HUG 300*09 r.qu.st ""'"f^ 
ap.rtur. breaks 4" bountf.rf by anal-jiM p.rrc.rd in FSAH 
ufiire onlu ilngll break location aiium** 
PMWER.H D Dull* Poytr Co 30/06/04 2pP 

-9006130370 UMUngno.... Mult.pl. rtf> .rture S.all Brwk ECCS Analy.es 
* Puke Pou.r Co BO/05/31 277pp 

B00630QA12 BuMiry of 900604, ...tina u/utll in B.th B sda,MD r. ,Utus Of 
YDUNOBLQQD, B J Licenung Branch 1 60/06/10 Spp 

00063*0485 Forward* supplemental info dn program to monitor t control 
ncondarij uter chmistry 
PARKER. H Duke Pouer Co BO/06/19 Bpp 

E NRC Safety Evaluation Report (SEH), suppi* (^correspondence 

S0060602S1 For.uarBS Suppl 3 to SER Ofc of NucUar Reactor Regulation 
luued evaluation In connection w/OL application W/o enc 1 
YOUNOBLOQD, B J Llc*ntnj Branch 1 00/OS/23 2pp 

5004180049 Suppl 3 tu BER for facility 

* Office of Unclear Reactor Regulation. Director NUREO-0438 S3 
80/O3/31 22pp Available t NTIS 

F Security. medical, emergence & fire protection plani 

8DO5130317 Forrd* c Unfit jtion of NRC requireminti for emergency 
re.poni* fjicilitie* defined in 79O9I3 Itr Adtfl ipeciflc 
criteria for facllltlti under ifevvlopment 
EIBENHUr.D Division of Dperatino fleactort 80/04/2S 61pp 

B006160074 Foruurd* rviilon to nuclear lecurity training tc 
o,uelification plan Plan uitfih*U <rlf 10CFR2 790) 
PARHER.H Duke Power Co BO/06/09 lp 



application re spent fuel shlpnten 
HCGARRV, J M Duke Potuer Co 



21pp 



" 



06IMW3 Forwrd. propo^d f.nding. f f* * ^"ti 
form of initial Hc-dsion approving license af-and to 
authori.e Oconee SpC nt fuel transportation to & -torag* t 



KETCHEN. E 



Hearina Branch 4 00/06/17 Ip 




8Q06200317 Motion for extension until 800710 to respond to util Ofl0930 
motion to terminate ,ta<| of ASLB 79041B inltla decision R 
to respond to Carolina Environ gtucly Group motion to oraii 
n , u contentions S- to reopen record W/Cert i f icate of 9v* 
KETCHEN. E Q Hearing Branch 4 BO/06/17 opp 

ao0624043S Order granting e, tension until Q0071O for NHC to respond to 
outstanding motions in OL proceeding -a.mj.tta y** 

LAZQ.R M Atomic Safety and Licensing n oarf j Panel 80/06/19 2pp 

6006250293 Request for extension until 8O0707 ta respond ta Carolin. 
Environ Study Oroup B00609 motions to admit neiu contentions 
(, reopen record Possibility of stipulation I* being 



Dtbevoit" I" 



discussed u/intarvenor Cartlficate of Svc end 
MCOARRY.J H . PORTER, H L Duka Pooler Co MCOARHY. J H 
Libirman BO/OA/21 3pp 

Q Inspiifcion reports, IE Bulletins i correspondence 



B0060604S7 Forward IE Bulletin 90-11, "Ha.anru Hall Design " No action 
or written response required IE Info Notice 79-28: 
"Overloading of Structural Elements Due to Pip* Support 

O'REILLY.J P Region S, Atlanta, Office of the. Director 90/09/00 
2pf> 



B006O40B73 Forwards IE Bulletin 90-12, "Decay Hoat Removal BIJ 
Dpirabllity " No written response required IE Info Notio 
60-20, "Loss of Decay Heat Removal Capability at DavH~B>** 
Unit 1 While Jn Refueling Mode" end 

Q'ReiLLY, J P Region 2, Atlanta, Office of the Director 
2PP. 



BOO6S30139 Notification of B00617 meeting u/util to evaluate upgrading 
of emergency planning Region 2 G00930 press release enc 1 
BIHKEL.R A LiEinslng Branch 1 SO/06/10 4pp 



Ad judlcatory correspondence 



8QO&S40594 Foruaroi Lincoln County, NC Board of County Comrnl isioners 
791001 1 80040S risolutlons affirming position that spent 
nuclear fuel should bt transported from Oconi* to McQulre 
on interstate hi)hw*v> 
HOU6ER.F H North Carolint, State of BO/04/17 3pp 

6DOSZ30577 Advises that util ii to lubiait propoted findings of fact by 
900319, nnn-NRC parttei dy BO 032 7 1- NSC by B00609 
MCOAfiRY. J M Debtvoise t. Libirman 80/04/30 lp, 

BOC606036 Foruirds applicant proposed findings of fact b conclusion! 
of law in form of Initial decision 
MCOARRY.J H Dlbfvoiie !, Liperman 80/05/19 lp 



-9006D602B1 Sirbmlttal of prapos 
In farm of initial declilon 
flCOARRY.J M Dule Power Co 



id findings of fact fc conclusions of law 
BO/05/19 Ip 



cision containing findings of fct 
amend to authorite *torag* of 
Environ radiological monitoring 
>/Ctrtflcati of Svc 



B006300110 Forwards IE Circular 90-11, "Emergentu 01*i*l Ounerator Lub 
Oil Cooler Failures " No written response required, 

O'REILUY.JP Regions, Atlanta, Office of thn Director BO/03/ 13 
2pP 

BD04090B60 Ack receipt of IE Insp Rept 50-369/0O-03 No propr 1 e tarsi 
info 
PARKER, U Duke Power Co BO/03/21 lp 

B006090561 Forward! IE Insp Rept 30-369/80-03 on 000327-0104 No 
noncoropl iance noted 

LEWI8.R C Region 2, Atlanta, Reactor Operations NulUar Bupp^^l 
Branch GO/03/01 Spp 

B006090365 IE Insp Rept 30-369/80-03 on 800327-0404 No none ompl ttnt 
noted Major area* inspected preoptrational t*ting r*vlt)w 
of licensee response ta bulletin* & circulars & folloutfp on 
itsm from previous repts 

HARTIN.R D Region 2. Atlanta, Reactor Operation! Nuel*T> Support 
Branch DDNAT, T J . ORAHAM. M J Region 2, Atlanta, Offitt of thi 
Director 90/04/30 6pp 

9006100237 Ack receipt of IE Insji Rept 50-369/80-06 No propr i e tat-y 
info 
PARKED, U Duke Power Co SO /OS/23 Ip 

90061B0240 Forwards IE Insp P,ej>t 50-369/90-06 on 800423-33. No 
none ompl iance noted 

LEWIS. R C Region 2, Atlanta, Reactor Operations Nucl*ar Support 
Branch ao/09/OB Zpp 



3 initial decision due 
-^_--t 

iiefDiTiout isiuanct of full-term DL fc commtncement of 
initial fuel loading in lati iuoier M/Crtif iiate of 3ve 
HCOftRHY.J M Duk* Power Co MC5ARRY, J M Dibevoiie k Libtrfflan 
SO/05/ 30, So p 



SOO'6180246 IE Insp Rept 50-369/80-06 on 800423-23 No notieomp I lane* 
noted Major areas inspected reactor protection *ysi 
preoperational test pracedure, engineered safety reatut-a teib 
package li signal separation criteria imp lefflntatlon 
MARTIN, R D Region E, Atlanta, Reactor Operation* Mutlr Bupfort 
Branch DONATrT J, Region S, Atlanta, Office of the Director 
BO/05/08 4pP. 



DOCKETED ITEMS 
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(3006230360 Ac k receipt of IE Insp Hopts 50-369/80-07 >, 50-370/80-14 on 
300430-0502 No proprietary into 
PARKER, W Q Duke Pouier Co BO/06/05 IP 



rotuards IE Insp Repts 50-369/80-07 1 SO-370/BO-14 nn 
B00430-0502 No none amp 1 lane e noted 

MURPHY, C C Region 2, Atlanta, Reactor Construction !. Engineering 
Support Branch 30/05/16 2pp 



B00612Q367 Forwards "Wes t mghouse Multiple Aperture Small Break ECCS 
Analyses," In response to NRC 300409 request Multiple 
aperture breaks are bounded by analyses performed in FSAR 
where only tingle break location assumed 
PARKCR.W D Duke Power Co 60/06/O6 2pp 

8004,120370 "West i nghouse Multiple Aperture Small Broai ECCS Analy*t 
Duke Power Co BO/05/31 277pp 



6006230371 IE Insp Reptu 50-369/80-07 t, SO-370/BO-14 on 000430-0502 No 
none amp 1 iance noted Major at eas inspected installed 
electrical equipment '/ review of neai-term operating 
licensing facilities re NUREG-Q5BB 

HARDIJICK.R J Region 2. Atlanta, Office of the Director 
CDMLDN, T E Region 2, Atlanta. Reactor Construction b Engineering 
Support Branch BO/O5/19 4pp 

BCOt,300016 Responds to IE Bulletin BO-OS re vacuum condition raiultlng 
in damage to chemical vo) control sys holdup tanks Tank 
Oeaign provides acceptable protection against failure due 
to vacuum conditions No tank mods are required 
PAHKER.U Dukfl Power Co H0/0i,/05 2pp 

S Reportable occurrences, LERs S related correspondence 

8006170637 Refers to B00110 Itr which forwarded Significant Deficiency 
Rapt 369-370/79-13 Completion of Insp hat bean delayed until 
300725 Schedule for completing insp t>P Unit 3 equipment 
remains unchanged 
PARKER. H Duke Power Co SO/06/07 Ip 



BOQ62OO612 Summary of 800606 meeting w/util in Bth*da,MD r itatus of 
app 1 Icat i on 
YOUNQELOdD, B J Licensing Branch 1 BO/06/10 5pp 

8006340485 Forwards supplemental info on prouram to monitor !i control 
secondary mater chemistry 
PARKER, H Duke Power Co 90/0(,/19 Gpp 

E NRC Safety Evaluation Report (SER), suppli d correspondence 

aOOfiOi022i Forwards Sup pi 3 to SER Qfc of Nuclear Reactor Regulation 
Issued evaluation In connection w/DL application U/o enc 1 
YOUMOBLDDD.D J Licenilng Branch I 80/03/23 2pp 

B006180049 Suppl 3 to SER for facility 

* Office of Nuclear Reactor Regulation. Director NUREO-0422 S3 
BO/03/31 23pp Available at NTIS 



F Securitg. medical, emergency t fir protection plant 



DOCKET 50-370 WILLIAM B MCGUIRE NUCLEAR STATION. UNIT 2 

A Application/construction stage documents !< correspondence 



8005130317 Forwards clarification of NRC requirementi For emergency 
response facilities defined in 790913 Ifcr Add I *pecific 
criteria for facilities under development 
EISENHUT,D Division of Operatino Reactors BO/04/3S Alpn 



Forwards Matls Engineering Branch input re uatBr chemiltry 
programs ll/o encl 
KNIOHT.J P Assistant Director for Engineering 80/04/07 Ip. 



8006-140074 Forwards revision to nuclear security training tt 
qualification plan Plan withheld (ref 10CFR2 790) 
PARKER, W Buke PoiuEr Co 80/06/09 Ip 



S006O20019 Notification of cancelled 800519-23 meeting u/util in 
Mecklenburg County. NC to perform design revleui of control 
room 
BIRKEL.R A Licensing Branch 1 60/04/30 3pp 

80O623D110 Advises BUR V PWH applicant* of NRC decision to modify 
implementation plan presented In Section 4 of NUHEO-0577 re 
adequacy of applicable support structure! General operating 
reactor review procedure fc acceptances criteria nncl 
EIBENHUT.D G Division of Licensing BO/05/3O 13pp 

aOOii060345 Amend 64 to CPPR-Q3 !< CPPR-H4 updating "Electrical 
Schefliatlcs. " Vols 1-3 Schomatlc dTauings available in 
Central Files only 
PARKER, U Duke Power Co BO/05/22 700p p 

9006050194 Notification of 800602-06 meeting u/util In Mecklenburg 
County. WC to perform design review of plant control room 
atFWEL.H ft Licensing Branch 1 QO/03/23 3pp 

6006090J266 Forwards response to TMI concerns, uperseding prevlpui TMI 
submittaH transmitted 791119.1226 i- B00129 
PARKER. H Duke Potuar Co 00/05/23 300pp 

BQO&13O127 Notification of Q00602 meeting ui/utll In Bethaida.MD to 
Jlscu*! facility staff ing< testing k related matters 
OIRKFLiR A Licensing Branch I BO/05/30 3p p 

8006170033 Notification of 800606 meeting u/util to diicun facility 
ataFF ing, testing & related matters 
DIRKEL.R A Licensing Branch 1 GO/05/30 3pp 

BOO&EOO&23 Forwards request for add I Info re radiological assessment 
Info chould be provided by B0043O 
VOUNQOLOOD, B J Licensing Branch, 1 00/06/04 9pp, 

BOO611O354 Responds to NRC BOO-IO9 1 tr requesting independent plant-utdi 
audit of Installation of safety-related equipment Facility 
procedures provide adequate assurance ttiat separation 
criteria properly implemented Addl audit uniuaTrantd 
PARKER, U Duke Poiuer Co 8C-/O6/O5 2pp 

BOOA1IO327 Forwards re*ponse to NRC B00912 request for info r* realtor 
venel noiljes 
PARKER. W Duke Power Co 00/O6/Oi 4pp 



8006230135 Nuttf icat i on of B00617 meeting u/utll to evaluate upgrading 
of emergency planning Region 3 B00930 prrsi rticai end 
BIRKEL, R A Licensing Branch 1 BO/06/1O 4pp 



Ad judlcatory correspondence 



0006240594 Forward* Lincoln County, NC Hoard of County Connlsiionirl 
771001 & BOO 403 resolutions affirming position that Iptnt 
nuclear fuel should be transported from Qconee to McQulri 
on interltate highuJaijs 
HdUflen.F M North Carolina, Stats of S?/04/17 3pp 

GD05230577 Advises that util i* to submit proposed finding! of fact bu 
B00519, non-NRC parties by 800529 b NrtC by 600609 
MCOAHRY, J H Debevoise S, Liberman BO/04/30 If 

800A06026? Forwards applicant proposed findings of fact t> conclut lotii 
oF law in form of Initial deciilan 
MCOftDRY, J M Debevoise & Liberman 00/05/19 Ip 

QOO4060-291 0ubmlttal of proposed findings of fact b cancluilons of lau 
in form of Initial decision 
MCOARRV, J M Duke Pouir Co 60/03/19 Ip 

BOO 606 020 6 Promoted Initial declilon containing findings of fact k 
conclusions of laui. approving amend t,o authorlie storage of 
Ocnnoe ipenL fuel at McOuire Environ radiological monitoring 
program lhall ba maintained W/Crtif Icate of Svc 
HCOARRV, J M Duke Power Co 30/05/19 SBpp 

800^110205 Motion to terminate itaij of ASLB B0041B iTtitlal decision due 
to NRC B00523 Issuance of Buppl 3 to SER Request* 
acpeditious Usuance of full-term 0L b commenciment of 
initial fuel loading in late summer H/Certif Icate of Svc 
MCOARRY, J M D'Ufce Power Co HCOARRY, J M Denevolii ti Libirman 
BO/05/30 Spp 

000tl90517 Response In opposition to Carolina Environ Studu Croup 
S00329 proposed elements of fact & conclusions of l*u toward 
initial decision No good reason presented for nut approving 
application re spent fual shipment W/Certif Uate of Svc 
MCOARRY.J M Duke Power Co 80/06/13 Slpp 

0006190993 Forward* proposed findings of fact i conclusions of lau in 
farm of Initial decision approving license amend to 
authorlie Qconee spent fuel transportation to fr itorage at 
McOulrn 
KETCHEN.E Haartng Branch 4 60/06/17 Ip 



184 



6006190fa06 Proposed findings or fact * conclusions of laur in form at 
initial decision approving licenat .amend to authorii* D<nne 
spent fuel transportation to 1 storage at McGuire 
Proposed transcript c orrec tioni L Certificate of Svc end 
KETCHEN, O Hearing Branch 4 BO/Qfc/17 ISSpp 

300620031? Motion for extension until 600710 to respond to util 900530 
notion to terminate stag of ASLB 790118 initial decision & 
to respond to Carolina Enviran Study Group nation to admit 
nuj contentions A to reopen record (I/Certificate of Bvc 
KETCHEM,E G Hearing Branch 4 BQ/GA/17 Sjip 

BOQ624Q435 Order granting eitonaion until S007IO for NRC to respond to 
outstanding notions in OL pi oceedi tig 
LAZO.R M Atomic Safety and Licensing Hoard Panel BQ/Q&flt 2pp 



--SOQ6230371 IE Insp Repts 50-369/BO-07 t, SG-370/6Q-14 on B00430-0503 Ha 
noncomp! lance noted Major areas inspected installed 
electi ical equipment S ravieu at near-term operating 
licensing facilities i- o NUREG-OSBB 

HflRDWICK.R J Region 2, Atlanta, Office of the Director 
COMLOM, T E Region 2, Atlanta. Reactor Construction ie Engineering 
Support Branch GO/Q5/1S 4pp 

9006300016 Responds to IF Bulletin BO-09 re vacuum condition resulting 
in damajto to cficmical vol control sys holdup tanko Tank 
design piovidas acceptable protection against failure duo 
to vacuum conditions No tank mods are required 
PARKER, W D Duke Pouier Co BO/06/05 2pp 



S Reports bit 



LEFJs *j related con esponilence 



800633025-3 Request for citsnsion until HOQ707 to rtipond to Carolina 
Environ Study Si-cup BOQ6.09 motions to admit neu contentions 
k roopon record Possibility of stipulation is bolnj 
discutud u/tntervcnor Certificate of Svc end 

JfCQARRV. J M , POHT*!,H L Duke Poujer Co KCQARRV. J H Delnvuise 
Lfberroan 80/06/34 3pp 



GOQ617O637 Refers to Q0011O Iti uh i c h forwarded Significant Deficiency 
Rept 3i.9-37O/79~13 Complet-mn of insp has heen delayed until 
BQQ72 r i SchodulB for completing insp of Unit 2 equipment 
romai ns unchanged 
PARKER. U Q Duko Poiirer (a 90/06/07 Ip 



Q Inspection reports, IE Bulletins b correspondence 

G0060&0427 Forwards IE Bulletin BO-ll, "Masonry IJa 1 1 Dxign " No action 
or written retponte requireiJ IE Info Natice 79-2B. 
"Overloading of Structural Elements Due to Pipa Euppart 
Loafls" ncl 

O'REILLY, J P Region 2. Atlanta. Office of the Diroctop aO/05/OB 



BQQbiBQISQ flck receipt of 800410 Itr informing HOC of iteps taken tn 
correct violation* nafcnd tn IE Inp Ropt 50-370/BO-Oi 
MURPHV.C E fiegio-n S. Atlanta. Reactor Can* true t ton Si Engin*irinj| 
Support Qranch E3O/05/OB ip 

B00612OI34 ftespondi to NHC 800311 Itr re vlola-tions noted in IE Imp 

R;pt 30-370/ao-Ol Correctiva actions weld buildup of 
underslred urlils u>nderuaij u/comp 1 Btion by Q0051A 
PARKER, U IJuHe fouier Co BO/O4/1O 2pp 

BOOS 120 13? Reipondi to HRC BGO211 Itr re violations noted 111 IE Insp 

Rpt 50-370/^0-01 Corrective actions complete reirtip mad* 
of aockit u*lil flanges using greater than schedule 40 pipe 
A.1 1 rejected tiields dacurnanted f, ulll be repaired 
PABKEfi.W Duke POUICT Co SO/O3/27 2pp 

--BQ06.120145 Forwards IE Jnsp Reofc 50-370/90-01 an 800109-11 & notiCB 
at violation 

HRVANTpJ C Region 3, Atlanta, Reactor Conitruction fc EnD lneF i ns 
Support Braneli BO/oa/11 2pp 



DOCKET 30-373 LA5ALLE COUNT/ STATION, UNIT 1 

A Appl lea tion/conitruc t ion stage documents t correspondence 

0006230110 Advises OUR & PUR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUREQ-0577 re 
adequacy of applicable support structures General operating 
reactor revieiu procedure & acceptance criteria and 
EISENHUT. D O Division of Licensing 90/05/30 13pp 

BOQ6Q2051S Requests info re noiile base metal matl spec type It jr 
clad process type, olec trode sue t number of clad lagers l> 
heat input far each layer to define potential for cracking 
in reactor vessel noiiles 
YOUNOHLOQDi D J Licensing Drancti 1 BO/05/32 2pp 

8006230001 Summary of BOO.) JO meeting u/Hai k II owners group r 
suppression pool temp response ta saf atij/rellef actuations 
Study concluded that limit on temp not needed Requests that 
applicants submit detailed info far evaluation 
SU,T M Containment Systems Branch BO/05/3O flpp 

B0061B027B Foruiards "Mark II Design Assessment Rept. "Revl a ion B 
Revision updates Cftap ter 6 re suppression pool yater tamp 
r espouse 
PEOPLES, D L Commonuealth Edison Co SO/06/09 Ip 



G006lBOaSl "Mark 1J Design Assessment Rept, " Revision B 
ComrnoniuealU EdUnn Co BO/06/01 37pp 



-a0061E01la Notice of violation from insp on B00109-11 

* (legion 2. Atlanta, Offlio oF the Director BO/02/OB 



2pp 



--B006120131 IE Insp Rept 5C-370/BO-OI on ffOOlfl-9-11 Noncnmp lianc* noted 
under<ii locket ui Idsi ni si itig dfauing t< impropar 
subasivmbly dimension Inipactor did not fcnou offiet 
requirement for final iuolSed joint 

HERDTrA R Region 2, Atlanta, Reactor Construction Ei Engineering 
Support Branch QIRARD, E H Region 3i Atlanta> Office of the 
Director 60/02/OB Spp 

8006040275 Forward a IE flulletin BO-IB, "Decay. Hat Removal 3g* 
Qperabllity " No written rnsponte required IE Info Notice 
90-20, "Loss of Deeai; Heat Removal CapabilUv -s* Davis-Bet 
Unit 1 hhlla in Refueling Node" end 

O'fteiLLV.J P Region S. Atlanta, Office of the Director QO/O5/09 
2pp 



BOG61900S9 Foruards trip rept '* sumirary of Q00424 & 25 meeting W 
Bargunt 8> Lundy in Chicago, IL re sail structure interaction 
BOURN! A, A Licencing Branch 1 BO/06/05 3pp 

--8006190095 Trip rapt & summarij of B00424 < 35 raeetinj u/Sargent 6 Lunty 
In Chicago, IL re soil structure interaction 
CHAN, 6 P Structural Engineering Branch BO/06/03 Spp 

^006230137 Forwards "For Commant" edition of NUREG-0619 Describe* 
technical i &suei< stud ics t- analyses performed by OE 
Consents should be forwarded to WHC by BOD707 U/o nel 
EISENHUT, D Division nf Licensing BO/0&/06 2pp 

6006ieOi21 Notification of B00613 meeting u/DUR Licensing Resolution 
Group in Bethesda.HD to discuss progress 
WILSON, J N Licensing Oi anch 1 60/06/09 lOpp 



80Q&30CH10 Foruarda IE Ctrcular 80-11, "Emirjancij Diesel OenBrator Lube 
Oil Coolar Failures " No written response requlrod 

Q'REILLV.J P Region B. Atlanta, Office of th Uirtctor BO/05/13 
app 



8006250136 Discusses roorgani rat ion of Ofc of Nuclear Reactor 
Regulation Ik advises that mgt responsibilities re facility 
have been assigned to A Boui-nla Raorgani istion charts end 
TEDESCO, Fl L Assistant Director for Licensing BO/04/ 12 Ifpp 



8006230060 Acfc receipt of IE Insp fiepts 50-3i9/BO-07 fc 50-370/80-14 on 
E)00430~OS02 No proprietary info 
riAouci ,' " " . Pn ., ar , Co 80/O6/09 IP 



its 30-369/80-07 j, 30-370/80-14 on 

notod 

a, Reactor Canstruction t< Engineering 
'PP 



G 0062 5032 I Summary of 8O0514 meeting y/utlls in DethBsdo.MD re 

organ! lat ion ti objectives of BKfi licenilng resolution group 
Agenda J. vleuigraph one I 

WILSON. J N Operating Reactors Branch A BO/Oo/17 llpp 

8006300^153 Submits update of scheduled commerical svc dates for 
facilities, reflecting delays & scheduled OL fuel load 
dates Otresses importance of continued licensing process far 
Byron I- Qraiiuonil 
PEOPLES, D L Commonwealth Edison Co BO/06/20 Spp 
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8006370306 Forwards revised Revisions 11 '/ 13 consisting of Page 1-7 of 
CE-l-A, "Comn Ed QA Program tar Nuclear Generating 
Stations " Revised Revision 11 includes basis OTI mhich 
^quwalent edutation requ ireroents will be established 
PEOPL.CS, D L Commonwealth Edison Co BO/Oh/33 Ip 



8006170774 IE Insp Repls 5Q-373/BO-30 t. 50-374/BO-I3 on BOQflOi-03 i OS 
Noncomp 1 lance noted inadequate design control, lack of uorV 
procedures J lack of Qft audits 

DANIELSON, D H , YIN. I T Region 3, Chicago, Office of the 
Director 00/04/22 fepp 



F Security, medical, emoigoncy ' rire protection plans 

8O0602O254 Notifies that neui telephone sus called Health Physics 
Network <HPN) Has been installed at aite Sys Intended for 
use during emergencies to link =1 1 1 pouer plants J. NRC 
Emergency (lot 1 1 1 cat ion Sys hotline uill also bo used 

KEFPLiR. J G Region 3: Chicago, Office of the Director 00/O4/10 
2pp 

B003I3O"tt7 Forwards clarification of NRC requirements for emergency 
response facilities defined in 790913 Itr Add! specific 
cntei-ia for facilities under development 
EISENHUT.D G Division of Operating Reactors SO/04/23 61pp 

BOO&O30l)O-l Notifies util that B00324 safeguards contingancy plan 
needs revision t- aijdl info Details of required addl info 
end Enel withheld (ref 10CFR2 790) 

J licensing Branch 1 00/05/23 2pp 



8006160393 Forwards Revision 1 to draft emergency plan Emergency plan 
station anneies also encl 
PEOPLES, D L Commonwealth Edison Co 80/06/04 2pp 



0CO&.1B0334 Draft emergency plan aimei 

* Commonwealth Edison Co 0O/07/31 SOpf. 



B00617Q726 Forward! IE Itisp Rept 5Q-373/00-14 on 000303-31 No 
noncomplia-nce noted 

HEISHIiAN. ft F Region 3, Chicago, Reactor Operations Hutlear Support 
Branch 80/05/03 2p p 

SOOfai 70736 IE Insp (lept 5Q-373/BO-14 on B00303-31 No noncomBl lance 
noted Major areas inspected procedures, preoperational telt 
program tt actions on previous insp findings 

SPESSARD.R L , WALKER, R D Region 3: Chicago, Office of the 
Director 60/05/02 7pp 

900fal90l77 Forwards IE Insp Rept 50-373/BO-22 on B00415-16 
Mo noncomp I iance noted 

FEORELLI.Q Flogion 3. Chicago, Reactor Construction & Engineering 
Support Qranch 80/05/07 3pp 

--HOOtiq01B2 IE Insp Rept 50-373/80-33 on 000413-16 No noncompl lanct 
noted Major areas inspected instrument line hangar* & 
noncoiif ormance control 

KNQP.R c . BARRETT, P A Region 3, Chicago, Office of the Director 
00/05/05 3pp 

B006l<903S7 Foriiiarila IE Insp Repts 50-373/BO-21 5, 50-374/BO-14 on 
300408-10 No noncomptiance notail 

FIORCLLI,O Region 3, Chicago, Reactor Construction & Enjlnetrlng 
Support Branch Bo/09/09 2pp 



gOOil003'17 Revision 1 to draft emergency plan 
* Commonwealth Edison Co SO/O7/31 13?pp 



3O0624049O Responds to NRG BOO'125, 30, 05O1 , 09 ', 2O 1 6rs requeiting addl 
Info re guard training '/ qualification plans Request* that 
response submlttal date be pitcnded to S00004 
PEOPLES, n L Commonwealth Edison Co BO/O6/1B Ip 

K Utility Final Safety Analysis Report (FSAfU & amends 

HOOAiB03fc'l Forwards Amend 49 bo FSAR, inc I ud ing responses to seven 
secanl i ound quest 1 on>, vo luntapy teit '/ response revisions 
PEOPLES, D L Commonuiealth Edison Co SO/06/09 Ip 

D0061B0369 Amend -19 to F5AU Ovapsiie drawings one! 
* Commoniuealth Edison Co HO/O6/05 lOOOpp 

Inipecbion repnrts, IE Bulletins 4 correspondence 

aOOijO&0335 Forwards IE Insp Rcpts 30-373/90-10,50-374/00-11, 
50-134/aO-Oii,90-4'15/BO-06, SO-49i/BO-02 < 5O-437/BO-02 from 
meeting on 000328 No noncomp 1 lance noted 
KEPPUER.J G (legion 3, Chicago, Office of the Director 00/04/24 



~000AQi,O333 IE Insp fiepts 50-373/00-1B, 90-3/4/00-1 1, 50-4S4/80-04i 
30-455/90-06,90-456/00-02 '. 5O-4S7/00-O3 from meeting on 
B0032B Areas inspected status of three stations under const 
FIOHELLI.O Region 3, Chicago, iieactor Construction fc Engineering 
SlJppor^ Branch SCHWEIHIN^, C H , BARRETT, P A Region 3, Chicago. 
Office of the Director BO/O4/14 Ipp 

60061302SS Toruards IE leisp Repts 50-373/BO-I3 t. 50-374/00-09 on 
800313-14 it 1H-19 !. notice of violation 

FIQRELLI, G Region 3, Chicago- Reactor Construction d Engineering 
Support Branch 80/O4/26 3pp 

0006130^57 Notice of violation Prom insp on 800312-14 fc 10-19 

Region 3. Chicago, Office of the Director SO/04/14 Ip 

S006130259 IE Insp Ifepts 50-373/30-12 h SO-374/00-OB on B00312-14 & 

1S-1<7 Noncompl lance noted deficient design control for small 
bore piping susnension sys 

V1N. I T Region 3, Chicago, Office of ths Director 
DANIEL5ON.D H Region 3, Chicago, Reactor Construction & 
Engineering Support Branch 80/04/14 7pp 

H00il70756 Forwards IE Insp Hepts 50-373/BO-20 & 90-374/90-13 on 
EOU401-03 09 t notice of violation 

FIQRELLI.O Hog Ion 3, Chicago, Reactoi Construction & Engineering 
Euppoi-t Hranch 90/04/36 2pp 

0006170764 NotUo of violation from insp on 8O0401-03 fc 03 

He 9 lon 3, Chicago, Office of the Director BO/04/23 2pp 



Q00619036A IE Insp Repts 50-373/BO-21 S. 50-37A/BO-14 or 800HOB-10 No 
noncomp 1 iante noted Major areas inspected action on 
previously identified i terns, rece wing documentation for 
reactor vessel holddcun bolts >< rec irculatlnn piping status 
DANIELSDN.D H , ERB,C M Rogion 3, Chicago. OffiO of th 
Director 80/05/OB 4pp 

3006200131 Forwards IE Insp Rept 30-373/00-15 on BOQSl'J-Ba, 26-39, 0304- 
O7 t< 19-22 t notice of violation 

HEISHMAN,R F Region 3, Chicago, Rcactoi Operations Nucloar Support 
Branch BO/O3/Q9 2pp 

1006300136 NotUe of violation From Imp 0C02l9-Sa, 2A-2 1 ?, 0304-07 (< 
19-22 
Region 3, Chicago, Office of the Director 80/O5/07 4pp 

B006200141 IE Insp Rept 50-373/QO-19 on BOOH19-22, 26-39, 0304-07 & 
19-23 Noncomp 1 iance noted failure to have program to- 
maintain cleanliness & inadaquate procedural requir nmentf 
HEISHIWJiR F Region 3, Chicago, Reactor Operations Nuclear 
Support Branch MAURA, F . REIMANN,F Region 3, Chicago, Office of 
the Director BO/O5/09 lOpp 

8006330055 Forwards IE Insp ftepts 50-373/BO-I9 fc 50-374-/BO-12 on 
800401-03 I 19-17 No noncomp 1 iance noted 

FIORELLI.O Rnglon 3, Chicago, Reactor Construction b Enginterlng 
Support Branch 90/O5/L3 2pp 

900623006-0 IE Insp Ropts 90-373/60-19 & 90-374/BO-12 on 900401-03 it 
SS-17 No noncomp 1 lance noted Major areas Inspected rework 
proceduros , recelp t insp. mold rod control 81 action on 
previous 1 terns 

HIUUA113,C C , OQNES,C E Region 3, Chicago, ufflco of the 
Director QO/OS/O9 App 

BC-06240032 Fortuflrds IE Insp Rept! 90-373/80-23 t, 50-374/90-15 on 
300430-0501 No noncompl lane e noted 

FIBRFLLI,G Region 3, Chicago, Reactor Construction & Engineering 
Support Branch SO/03/16 2pp 

3006240041 IE Insp Repts SO-373/BO-B3 li 90-374/90-15 or. 800430-0801 No 
tioncompliflnce noted Hajor area* inspected tuppreion pool 
mod I Installation of radiation seals 

U1LLIAMS,C C , NE1ELER, J H Region 3, Chicago, Office of ttl* 
Director 80/05/14 4pp 

ao061B0547 Ack receipt of B00430 t, O515 Hra providing atfifl 
clav If Ication re actions takon to correct noncompl lanes 
notfcd in IE Insp Repts 5O-373/80-04 - SO-374/00-03 
FIORELLlrO Rogion 3, Chicago, Reactor Construction Si Engineering 
Support Branch BO/06/04 Ip 

B0061BO550 Responds to S00411 request for clarification r action* 
taken to correct noncomp I lance noted in IE Insp Repts 
SO-373/BO-04 ^ 50-374/80-03 Engineering change notices ulll 
be Identified In monthly A/E spec status rept 
PEOPLES, D L Commonweal th EUison Co 80/04/30 1pf> 
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0006180552 Respond to BOD411 requBit for clan f ication re actions 
lkn to cocritt nonccirpl lancB noted in IE Insp Rtptt 
30-373/80-04 !. 50-374/60-03 Engineering change notics ftatut 
rip-t mill be r*viiu(d by AE for accuracy t comp 1 eteneis 
PEOPLES. DL Commonwealth Eduon Co BO/09/IS 2pp 



8006270306 ForiuardE revised Revisions 11 (. 12 constating of Page 1-7 ol 
CE-l-rt, "Comm Ed Qrt Program For Nuclear Generating 
Stations " flevised Revision 11 includes baats on which 
equivalent education roqgl pemnnls uill be established 
PEOPLES, D L Commonuea] th Edison Co BQ/Oi/PS lp 



8006230104 Forward! request for info on BUR cracking of jet pump 
holdtloun beam*, descr ibed in IE Bulletin BO-07 
V0UNQ8LOQD. B J Procedures I Test Review Branch BO/06/04 3pp 

0006250263 Ac* receipt of BQ0529 Itr informing IJHC of steps taten to 
corrct vioUtion noted in IE Insp Rept* SO-373/BO-12 b 
5O-374/0Q-OB 

FIQRELLI.Q Region 3, Chicago. Reactor Construction ! Engineering 
Support Branch 8O/C6/I1 lp 

5004250266 Respond! to NRC BQ0426 Itr re violation noted in IE Imp 
Rents 30-373/8Q-12 (, 30-374/80-08 Correctivt action* dlgn 
initructlons ir* fieinj revised to provide clearer 
responsibilities 6 mart procedure! 
PEOPLES, D L. Commonwealth Edison Co BO/05/29 3pp 

3 Heportabli occurrencii, LERi b related correipondinc* 

B006200034 Finl Part 31 rept r. niied heat of iteel supgli*d by US 
Stul froa which 4-inch elbous I 2-inch teis uiert mfj to 
A 13 4 UP B feaulrenent Invest igjt ions coniiuctid t cloied at 
46 llstitl facilities 
SEAV.J L Chentron Cnrp , Tube Turns Div BO/06/06 Gpp 



DOCKET SO-374 LASALLE COUNTY STATION, UNIT 2 

A Application/construction It'gi documents b correipondence 

8006230110 Ailvjies BUR t PUR applUanti of NfiC decUlon to natlf v 
inplvnentatlnn plan presented in Section 4 of NUHEO-OS77 re 
*tfea.uac<| of applicable lupport structures Olnerat operating 
reactor revU-u proctiure 4 acceptance criteria tntl 
EISENHUT.D Division of Liceniing BO/03/20 13pp 

8006020515 Requciti jnfo rs nonle bat. metal mttl ip*c tup t. or. 
clai process type, ! (ctrade <ii t, number of clad Uijiri (. 
he*t input for e*ch lauer to defina potential for crackine 
in rvictor v*ml nanlet 
YOUNQBLGQD, B J Licensing Branch 1 BO/O5/2H Spp 

8006230001 Bunwarv of B004IO *eting w/Mari II ouneri S r D up re 
*upptei*ion pool tenp reiponiB to saf etu/rel ief actuation! 
Studu concluded th*t limit on temp not needed Requests th.t 
applicants suftnil detailed info for evaluation 
SU,T h Containment Sustems Branch BO/05/30 4pp 



n ; a : ril v: iM * r ' u Dtii9n A ..... ffi>nt "tpt.-ft.vi.idB 

Revl.Jon uprf.te. Chapter 6 r* luppresslon pool uattr temp 
retpQnie r 

PEOPLE9.D L Conmonuialth EiJlion Co BO/06/OS ]p 

B0061BOM1 "Han II D.,i |n A.s.s.m.nt Rept," ReviiUn 8 
ConmonunaUh Edison Co BO/06/Ol 37pp 



"" ~~' -<- 

nch 1 80/06/03 3 



. 

Structural Engineerinj Branch BO/06/03 3p p 



F Security medical. EniTgoncii ', fire protoctiori plans 

600603023.1 notifies that new telephone sys called Health Phy.ici 
mtiKork (HPN) has been installed at site By intended for 
uae during- emergencies to link all pouier plants & NRC 
Emergency Notification Bys hotline uill also be used 

KEPPLER.J Region 3, Chicago, Office of the Director BO/04/13 
2pp 

800S130317 Foriuarat clarification of NRC requirements for smergencu 
response facilities defined in 790913 Itr Mil specific 
criteria For facilities under development 
EISENHUTiD G Division of Operating Reactors 60/04/25 61pp 

800&030004 Notifies util that B0032-J .afejjuards contingencij pl UT1 
needs revision t. addl Info Details of required addl i n *o 
end End withheld fref IOCFH2 790) 
VDUNOBLQOD, B J Licensing Branch 1 BO/05/23 2pp 

B006180293 Foruanfs Revision 1 1 draft emergency plan Emergency pljn 
station annexe* j)to ttic 1 
PEOPLES, D L Commonyeal th Edison Co SO/O6/0-4 2pp 



B0061B0324 Draft emergoncy pl fln annex 
* Commonuiaalth Edison Co QO/07/31 



50pp 



B0061B0347 Revision 1 to draft emergency plan 
* Commonwealth Edison Co BO/07/31 I39pp 



Responds to NRC 900425,30,0501,09 t, 20 Itr. request inn .ddl 
Info re guard trainino & qualification plans R H que>U tht 
reipon^a submittal d'ate ba attended to 800B04 
PEOPLES, D L Commonwealth Edtson Co BO/Ofi/10 lp 

H VtlNty Fina^ Safety Analysis Reporl (FSAH) , amends. 

80061803M Foruardi Amend 49 to FSAR, includ ing rlponi*i to seven 
cond round question*, voluntary tojit t, roepanso rtvUions 
PEOPLES, D L CommDfiujBallh Edison Co 80/06/05 lp 

B0061B0369 Amend 49 to F8AR Oversiie drauinos encl 
* Commanuealth Edison Co BO/Q6/OS lOOOpp 

Q I^nspection report*, IE Dullotins (, corratpondence 

6006040325 Forwards IE Insp Rept 30-373/80-10,50-374/80-11. 
M-4M/-0,BO-M8/BO-W.BO-4./BO-M (, BO-497/BO-OS 'rwi 
nMtlni on B00328 No noncompl.ance noted 

O Region 3. Chlcnoo. Office of th D Director BO/04/S4 









Rtaion 



^ 61 ^ of v '"l"""- T M in.p on 6003 tt^U fc 18-19 
3, Cfticago, Office of the Director 80/04/14 lp 



VIN, 1 T Region 3, Chicago, Office of the Qlr*r 

ES LSOt !' D Z Re V n 3 ' Cht ""' "*" C:ir 
Engineering Support Branch 80/04/14 7 pD 



PEOPLES," L Commonwealth Edison Co BO/06/BO 



2 PP 



fl " ctor c -*-' * n .ii n g 



cf - , 

3, Chicago, Offlc, of the Director 80/04/23 2pp 
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--8006170774 IE Inso Repts 50-373/60-20 t, 50-374/30-13 on B00401-Q3 t 08 
None omp 1 Lance noted inadequate design control lack of work 
procedures & lac\ of QA audits 

D-ANIELSQN.D H . /IN. I T Region 3, Chicago. Office of the 
Diractor 80/04/32 6pp 

900S190357 Forwards IE Insp Rop ts 5O-373/BO-21 b 50-374/60-14 on 
600403-10 No noncompl iance noted 

FIDRELLI.G Region 3. Chicago, Reactor Construction d Engineering 
Support Branch BO/C-5/0 1 ? 2pp 



DOCKET 50-37i NORTH COAST NUC PLANT 
O AS jud ica toi>y correspondence 



8006190132 Petition urging ABLB to hold evidentiary h*arinoi to request 
applicant to show cause uhi; application should not b* 
dismissed due to lack of intention to build Reijuetts costs 
! damages W/Certlf Icate of Bvc t, supporting documents 
FERNDS.Q Cltliens for tho Conservation of Natural Reiourtes, Inc 
BQ/Q4/3O 12pp 



BOO617Q366 IE Insp Repts 50-373/00-51 ', 50-324/80-14 on 900408-10 No 
none omp 1 lance noted Major areas inspected action on 
previously identified t temSi rec B i ving documentation for 
reactor vessel hoIdSoun bolts (- rec irculatlon piping status 
DAMIELSON.D H EfiQ. C M Region 3, Chicago, Office of the 
Director SO/03/OB 4pp 

B00623005S Forwards IE Insp Ropts 50-373/80-19 It 50-374/BO-12 on 
a.004Ol-03 Ji 13-17 No noncompliance noted 

FIORELLI.G Region 3< Chicago' Reactor Construction tt Engineering 
Support Branch BO/Q5/13 2pp 



--SOO6190I54 Interim repb of Committee on Future Enrjjy Alternatives In 
Puerto Rico, ty Energy Engineering Board , Assemb Ig of 
Engineering Supporting documentation enc I 
* National Academy of Sciences 79/12/31 9pp 

BO06I8O1SB Response in opposition to infcervenor Frnos 300430 
request for Issuance of order to show caute uhg application 
should not be dismissed No time frame requirement* eiist far 
license processing H/Cert if icate of Svc 

AXELRAD, M Puerto Rico Electric Pouer Authority AXELRAD.M. 
Lauensteltii Neuimani Reli, Aielrad (. Toll 80/08/1 9 llpp 



8006230060 IE Insp Repts 50-373/90-19 S. 50-374/BO-12 on 900401-03 8. 
19-17 No noncompliance noted Major areas inspected T-eiuark 
pr oceduresi receipt inapiueld rod control l< action on 
previous Items 

UILLIAMB.C C i JONES, C E Region 3, Chicago, Offic* of thB 
Di ret tor 00/09/09 6pp 



9O0606O577 Order denying Fernos t, Cltlieni for Coniervation of 
Natural Resources B00430 petition requesting evidentiary 
hearings re lack of intention to build AGLB Kai no 
authority to rule on motion for shou cause order 

LINEBEROER.G , COLE. R F , WOLFE, 3 J Atomic Safety and Licensing 
Board Pan?) BO/03/S9 4p p 



30062-10033 Forwards IE Insp Rspts 50-373/90-23 I, 50-374/BO-13 on 
a0043Q-Q5Ql No noncomp 1 iance noted 

FIWIELLl.O Region 3i Chicagoi Reactor Construction !* Engineering 
Support Branch SO/05/16 2pp 

aOO6240041 IE Insp Rpts 30-373/90-23 4 50-374/90-13 on 800430-0301 No 
none omp 1 lance noted Major areas Inspected suppression pool 
moil i installation of radiation seals 

U1LL1AHB, C C . NEISLER, J H Region 3, CMcagoi Office of thg 
Director 00/05/14 4pp 

SOOilBO'747 Ack receipt of 000430 1 0513 Itrs providing add] 
t 1 ar i f tcation re actions taken to correct noncompl lance 
noted in IE Insp Repts SO-373/00-O4 J, 80-374/80-03 
FIQRELLltO Region 3, Chicago, Reactor Construction 8< Enoineerina 
Support Branch BO/Ofi/04 Ip 

Q006ia05SO Responds to 8QQ41 1 request for clarification re action 
taken to correct noncomp I iance notod in IE Imp Rep ti 
50-373/00-04 fc 30-374/BO-O3 Engineering change notices uill 
be Identified in mjonthlg A/E spec status rept 
PEOPLES, D L Commonuiealth Edison Co 00/04/30 4pp 



B006O90302 Ordar directing applicant & HRC to provide menorind' bv 
900427 re Intervenora' suspicion that applicant nn longer 
intends to construct facility IntervenoTt may riipond to 
NRC Si applicant by S00718 

BISHOP, C J Atomic Safety and Licensing Appeal P*n*l BO/04/04 
4pp 



DOCHET SO-3H2 HATERFOR1) GENERATING STATION, UNIT 3 

A Application/construction stage documents & correspondence 

800&230110 Advises OUR it PUR applicants of NRC dectilon to modify 
Implementation plan preiented In Section 4 of NUREB-0377 re 
adequacy of applicable support structures Qinoral operating 
reactor review procedure tt acceptance criteria enct 
EISEfJHUT, D Division of Licensing 80/03/20. 13pp 

BOO&200313 Faruards Round One requests for addl info r* reactor tgs. 
Request baled on review of SRP d NRC guidance prior to TMI-2 
MK c ident 
SCHWENCEH.A Licensing Branch 2 flO/05/30 33pp 



B006-1B0352 Respond* to 900411 request for clarification re actions 
taken to correct noncompliance noted In IE Imp Repts 
QO-373/BO-04 t< 30-374/BO-03 Engineering change notice status 
rpt uilll be revleued bi| AE for accuracy & completeness 
PEOPLES. DL Commonuealtn EdUon Co 80/05/13 Spf 



BOO&110309 Submits info to clarify conf o-rmance u/inip requirements of 
ASME code, Section 111, in response to NRC 800307 Itr re FSAR 
Code N-symbal has been applied to Quality Oroupi AiB 
components State of IL 730117 Itr and 
rt SHELL, D L Louisiana Pooler It Light Co 90/0&/02 3pp. 



QOO&23D104 Forwards roquest for info on BUR cTacfcing at jet pump 
holddouin beams, described in IE Bulletin BO -07 
VOUNQDLOOD- D J Procedures & Test Revleu Branch 80/06/04 3flp 

BOOi25O363 Act receipt of BOO 529 1 lr informing NRC of ttepl taken to 
correct violation noted in IE Insp Repts 30-373/80-13 tc 
50-37-1/QO-Oa 

FIORELLIrO Region 3, Chicago, Reactor Construction & Engineering 
Support Branch BO/OA/1 1 Ip 

0006290266 Responds to NRC BQQ4E6 Itr re vioUtlon noted in IE Imp 
Repts SO-373/90-12 & 3D -37 4 /SO -08 Corrective actions (esign 
ins truction* are being revised to provide clearer 
responsibilities & tuork procedures 
PEOPLES, D L Commonwealth Edison Co 60/03/27 3pp 



8006110316 Foriuard* IE Intf Rept 50-332/79-01 on 79O109-18 No 
noncompl lance noted 

BEIDLE, W c Region 4, DalUi, fleac tor Construction St Engineering 
Support Branch 79/01/31 2pp 

8006110325 IE Inp Rept 50-363/79-01 on 790109-1B Mo notl compliance 
noted Major areas inspected const activities re OA/OC 
documentation of final setting t- installation Of reactor 
vessel & AShE. Class 3 code commitment!, 

GROSSMAN, W A , STEWART, R C Region 1, Dlllas, Office of tht 
Director 79/01/31 4pp 

8006250334 Forwards request for addl info re pouer Instrumentation ti 
control iij-s for FSAR 
acHWENCER, A Llceniing Branch 2 BO/06/10 31pp 



8 Reportable occurrenceii LERs (, related correspondence 

S006200024 Final Part 21 rept re mined heat of steel supplied by US 
Stel from which 4-inch si bout t- S-lnch tees uiere mfg to 
A234HPB requirement Invest igations conducted b cloted at 
46 listed facilities 
SEAY, J L Chembron Corp , Tube Turns Dtv BO/06/06. 3pp 



8006300637 Forwards Savannah Rlvar Lab preliminarg draft revleui repts 
per BOO&13 telcon, Info should assist in rtvitu U/o encl 
ROSA-F Pauer Sijltems Dranch BO/0&/20 Ip 

F Security, medical, emergency t fire protection pln 

80091303)7 Forward t clarification of NRC requirements fur emargincg 
response facilities defined In 790913 Itr Addl specific 
criteria for facilities under development 
EISENHUT, ft <? Division of Operating Reactors 80/04/2S, 41 pp 



8006240635 Foruards re<(uelt for addl info for NRC rvvleui Of BOO 129 
tafeguards. contingencg plan End withheld (rf 10CFR2 790), 
TEDESCO.R L Assistant Director for Licensing BO/06/09, 2pp 
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K. Utility Final Sa^et^ Analysis Report (FSAR ) & amends 

BQQ6170-2B3 Forwards Amend 9 to TSArt Amend Includes small bnafc LDCA 
ana 1 y si s. r ospon'03 to Hydrology Dr-anch t- QA Branch 
que-st ions, changes to Section 2331 334. update of Table 
1 7-1 Overalls electrical draining* encl 
flSWELL. D L Louisiana Power fr Lic-nt Co BO/Di/IO lp 

0006170290 Amend 9 to application For OL Amend include! small brea 
LOCft ana lysis, responses to Hydro-logy flrancfi t GA Branch 
question*. changes to Section 233 1 3 3 & update of Table 
1 7-1 
AS WE LL i D L Louisiana Poiuet- ti Light Co 80/O6/1O 3pp 

--30Q617Q293 Amend "? to FSAR Overall? electrical drauingi encl 
a Louisiana Pouer t. Light Co 9O/06/1O l<]QQpp 



Certifies svc of Amend 9 to FSAfi on 800614 
Loulilana Power * Light CB 8Q/D6/16 lp 



Inspection report*, ! Bulletins I correspondence 

9006300042 forward's IE Circular 60-O5i "Emergency Diesel Oenerstpr 
Lubricating Oil Addition >, Onsita Supply " No uritten 
response requirs-d 

SEYfRIT.K V Region 4, Dallas. Office of the Director 80/01/01 
IP 

flOOt090090 Forwards IE Insp R&pt 50-332/30-00 an BO0407-IO No 
nancanpliance noted 

SEIDLE.W C Region 4. Dallas. Reactor Construction i Engineering 
Support: Branch 00/O4/E3 2pp 

800609OO97 IE Imp Rpt 50-332/00-03 on B00407-10 No noncamp 1 lance 

noted Major area. Inspected const activities re 

la+i tu-r* 1 a ted cable pulling & termination* 

CROSS MAN<U ft Region 'li Dallas, Reactor Operations Nuclear Support 

Branch KELLEV. D L , WESTERMAN, T F Region 4i Dallas, Office of 

thB Director BO/01/22 4pp 

BOOM 7OI 5-1 Forward! IE Irisp Rapt 50-392X90-06 on 900407-10 No 
none amp 1 lance notd 

SElDLEiW C Region 4, Dallas. Reactor Construction t> Engineering 
Support Branch BO/04/23 3jip 

S006170137 IE In,,, r\* r , ju-ja=i/c!0-OB on HOOfl07-lU No none ampl Unce 

noted MJJOI- area* inspeetad tonit activitiei ia*et^-r U ttd 

cable pulling tj ternLna 1 1 on 

KELLEV.D L , BTEWfiRT, fi C Region 4. Djllaa, factor Conitruc tion 4 

Engineering Support Branch CROSSMAMrW A Region 4. Djlla*. 

Rejctor Operations Unclear Support Bratith DO/04/S2 4pp 



800623010? Responds to 1C Bulletin 79-2B IP possible malfunction 
NAfICO Unit switches NAI-tCO limit switches are installed at 
facility Licensee Mas initiated pi ogram tn 1 ocate, Inspect 
tf correct defective limit switches 

L Louisiana Pouer 'j Light Co SO/03/14 Spp 



B0063000i0 Foruiai'ds 1C Circular QO-12. "Va 1 ve-Shaf t-To-Ac tua top KBJ Hi") 
Fall Out of Place Uher Mnunted Delou Horliontal A. is " No 
urltten response required 

SEYFRITitt V fiegion 4, Dallas, Office of the Director 00/03/H 
IP 

ao0611O')45 Act receipt oh 80050? Itr informing NRC of iteps Ink on t 
correct violation noted in IE Insp Rept SO-382/BO-06 
SEIDLEiW C Region 4. Dallas. Reactor Construction t Engineering 
Support Branch BO/05/SO lp 

S Reportablo occurpenc ea. LERs ii related correapondencH 

6004200024 Final Part 51 rept re mixed heat of steel supplied BIJ 111 
Steel trom uihleh 4-lnch elbBius fr 2-inch tees were mfg to 
A234U1PQ requirement Investigations conducted & closed at 
4& listed facilities 
SEAV. J L Chemtron Corp , Tube Turns Div SO/06/06 3pp 

000^190313 Final rapt of Signifirant Const Deficiency 7 re 1 0-0*6 
control element drive mechanism guide cones C-E completed 
corrective repairs during uk ending BOOS 13 Guide cones lucre 
firmly locked in p lace, torqued fc spot welded 

CftHICH, J . MILHIBER.R J . HART, J Louisiana Power i< Light Co 
80/06/10 3pp 

SGQMB03a4 Foriuardt final deficiency rept re loose control elemrnt 
drive mechartism guide cones 
A6UELL, D L Louisiana Power f- Light Co BO/Ot/13 ip 

6004130391 Final deficiency re loose control element drive mechanltn 
guide conns C-E secured i tightened each guide cone to 
ft.lb torque value Completed spot & tack melds vltuallij 
inspected t- approved 

CRNICH, J i MILHIESEn.fi J , HART, J Louisiana Pouer b Light Co 
BO/06/10 3pp 



DOCKET 30-3B7 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT I 

rt flapl feat ion/construe t ion stage documents t correspondence 

8006060049 Ack receipt of 500409 Itr describing results of util 
lnv*st igo tion of specific employes concerns 
GRtER.B H Region 1, Philadelphia, Office of the Director 
80/05/06 lp 



800&040ID6 Ack receipt ol- 300323 Itr lit response to NRC 791204 Itr. 
confirming mgt appraisal imp procedure! [nip ditlgntd to 
determine Itou licensee managc-s llcanietf activltld Folloulng 
intervieus u/perspnriel, f Ind ino.s ulll be sert to licensee 
&TELLO.V Office of Inspection 'j Enf orcemun t , Office of the 
Director BO/OS/Ot Epp 



B006040167 Ailviie* that otil has reviewed NRC 791304 Itr printin 
parformanie appraisal Concsrn eippeasd ro IntBrvleiuing 
conlt personnel, b i sied regional incpectori ti documenting 
nonrcfl ulatory aspects 
HVATT.J M Louisiana Pouter fe Light Co B 0/0-3/28 lp 

aQOi<HOE92 Foruurds IE Qullatin 30-12, "Dvcaij Hat Kemoval tfy 
Dpcrabilitif " Wo written reiponie reicuired CE Iirfo Notice 
QO-ZO, "Loi* of Decay Heat Removal Capability at Oavli-Bcit* 
Unit 1 Wfiilo in Refueling Mode" end 
SEYFRIT.K V Region 1. Dallas, Office of the Director BO/OS/&9 



SOOi.OSC.297 Responds to vColatian notad In IE Insp Rpt SC*~3a&/BO-06 
Corrective actinns piping >r sufc-asscrab 1 i o* removed t tach 
penatratldn waciiumed of debris Opening] sealed for 
protection 
MCLENPDN. D LouiiUna Power 1 Light Co BO/05/0? 2pp 

't 50-3BS/BO-11 on EOC"a7-0591 No 

eactor Operations Nuclear Support 



'-H on B00429-OS01 No noncompl iance 
rational staffing & overall 

Region 4, Dallair Office of the 



BQOiQtOOSS Informs NRC that investigation of 13V items mentioned 1n 
util 7906S5 Itr have baeai camplctud Findings tt actions 
talien re items investigated are available at const site ii 
if til general o f c 
CURTIS, N U Pennsylvania Pouer f. Light Co 80/04/OB lp 



Discusses util efforts to encourage employee fr com* uinrltr 
feedback re concerns ab-out quality of design, matl or 
uorfcrnanih ip at plant Personnel ware sent questionnaire uifiich 
revealed 139 specific Items requiring investigation 
CURTIS, H W Pennsylvania Poiuer t- Light Co 79/Oo/as 3pj 

6004I203B7 ADvises that util has consistently maintained positive 
attitude IB archaeological morfc in const area Util has 
allowed surveying in 1967 & Funded 1973 archaeological uorb 
Olldert Associates nom contracted to further iurvey area 
SMITH,! F Pennsylvania, State of GO/O5/19 lp 

BO&6030435 Foriuards request for addl info re refueling platform tr*n 
rails per review of facility application for OL 
VOUNGBLDDD.B J Licensing Branch 1 BO/05/aO 3pp 

BOO 6 120002 Summary of 900501 itte visit to review reactor >yi Si 
instrumentation List of attendees encl 
STASK.R Licensing Branch I SO/05/SO 3pp 

aOO2301tO Advises BUFI t FWR applicants of NRC decision to modify 
Implementation plan presented in 9ection 4 of NUHEO-0377 re 
adequacy of applicable support structures General operating 
reactor revieui procedure J acceptance criteria encl 
EIBENHUT. D Division of Licensing BO/05/20 13pp 

B006060369 Discusses summarij of Case Load Forecast Panel B00920-2I fill 
vllt to facilities re util scheduling methods & present 
problems TMI Impacts not included In schedule QC/OA rnvieuj* 
tf documentation require 4 wks 
CU8T1S.N H Pennsylvania Power i. Light Co SO/09/23 2pp 
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Requests encl addl info re instrumentot ion & control sijt to 
comptete review of application for OL 

O, B J Licensing Branch 1 SO/O3/27 6pp 



8OQ623QO01 Summary of BOOAIO meeting w/Marfc II oiuners group re 
suppression pool temp response to saf etg/ro 1 i of actuations 
Study concluded that limit on temp nol needed Requests that 
applicant* submit detailed Info for evaluation 
SU- T M Containment Systems Branch SO/05/30 flpp 

SOQ625O163 Forwards "For Comment" edition of NUREO-OM9 Describes 
technical 1 SSUES. stud I es lr analyses performed by OE 
Comments should be forwarded to NRC by B00707 U/o encl 
EIEENHUT, D Division of Licensing 80/06/06 2pp 



F Seturitiji medical, emergency t, fire protection plani 

80Q913O317 Forwards, clarification of NRC requirement* For emergency 
ruponse facilities defined In 790713 1 tr Addl specific 
criteria for facilities under development 
EISENHUT, D G Division of Operating Realtors 80/04/S3 Alpp 

6006070510 Notification of 800616 meeting u/util in Betheida.MD to 
discuss NRC emergency preparedness requ i rements. technica I 
support ctr criteria !. emergency response plan criteria 
STARK. R M Licensing Branch 1 80/05/30 3pp 

C Ad j udi c atory correspondence 



B0061 10222 Forwards "Design Assessment Repti Hovi s! on 2 " Proprietary 
version withheld (ref 1OCFR2 710) 
CURTIS.N U Pennsylvania Power fc Light Co 00/06/09 2pp 

SO0ill0229 "Design Assessment Rep ti Revision 3," nonpropr letary version 
Pennsylvania Power & Light Co SO/O5/31 205pp 

BQO&1BQ621 Notification of 8-00613 meeting m/BWft Licensing Resolution 
Group in Dethesda.HD to diacu-ss progress 
WILSON. J N Licensing D ranch 1 80/06/09 lOpp 



8006060487 Motion to reclassify Contentions 2.16 tc 17 in public hulth 
& safety category Responds to NRC remaining interrogatonei 
re witnesses t evidential documents Certificate of Svc (. 
supporting documentation encl 
HALLIGAN. T J Citiiens Against Nuclear Dangers SO/04/29 13pp 

B0060i0486 Motion requesting that applicants ba required to amend DE8 
In farm af supplemental publication that discusses 
consequences of serious accidents Certificate of Svc incl 
Related c orretpondence 
HALL10AN, T J Cit liens Against Nuclear Dangers 80/04/30 9pp 



BQ-Q63QO5H*? Foriuarils request for addl info m instrumentation b control 
iys 
VTKJNauLOOD.D J Licensing Branch 1 80/O6/13 3pp 

6006250331 Summary of BOO 3 14 meeting u/utils in Be theidai MD re 
organization T ~ objectives of DWfl licensing resolution group 
Agenda & vieuigraph encl 
WILSON. N Operating Reactors Branch 4 SO/O6/17 llpp 

D NRC Draft/Final Environmental Statements, suppli & correspondence 

6006020390 Notifies that Bureau of Radiological Hea 1 th, FDAi has n>vitud 
rfraft suppl to DES, NUREO-0564 No applicable comments 
HEAVER -C L H6W, Dspt of, US Public Health Service BO/03 /2O lp 

B0060303B3 Responds to NHC 730119 Itr re request for comments on draft 
EIS Project does not appear to represent hazard to public 
tieallh t safety 
SEQQEL.R L Health, education Us If are, Dept of 73/03/09 lp 

GQOil20351 Forwards comments re draft EIS for facility ftBcammendi that 
Pft Fish Commission be given opportunity to comment on 
pro j ec t 
KETCHUM.A Pennsylvania, State of 80/05/20 2pp 

BO 0602 0399 Submits comment! re DEB draft suppl revieu Clean Mater Act 
conditions & mgt practices re proposed dam encl Documnnt 
should address flood haiard of spllluiay overtopping 
TRIE3CHMAN, W E Army.Dept of 80/09/27 3pp 

BO 0603 0307 Commentt on draft suppt to EIS re Facility operation 
Provided that util implements mgt plans in consultation 
ui/PA Fish ( Game Conimistlons.no objections offered to const 
ai proposed 
RAIHLESHEFIOER, J Interior, Dap t of 80/05/29 3pp 

80O&0&O490 Forwards comments on draft suppl to DEE re NUREG-O5&4 Encl 
drawing* in Central Files onlij 
CURTIS.N U Pennsylvania Poiuer L Light Co 80/O5/29 t5pp 

SOO6030363 Foruiards comments on draft suppl to draft GIB r operation 
of faci 1 ities. specif leal ly Pond Hill Creek Reservoir 
DAVIS, R B Environmental Protection Agencu 80/09/30 4pp 

8006130308 Responds to NRC requests for comments re draft suppl to 
draft EIS Review indicates use of Couanesque project 
currently under const mould provide better uater storage 
than building now reservoir 
LIN03AY. W W Federal Energy Regulatory Commission 8O/06/10 2pp, 

800617O503 Forwards comments on draft suppl to DCSiaddl comments on DE5 
tr util neuis. release Draft 9uppl to DES re Pond Hill 
Reservoir is inadequate & incomplete Netiii release bolster* 
contention that need For plant uias inadequately assessed 
MAUN. D . BADE, T Susquehanna Alliance 60/06/10 8pp 



8006060264 ftddl responses to applicants' tt NRC interroB'torits in 
compliance u/ASLD S00327 memorandum & order Includes 
discussion re Rn-232 releases during fuel cycle, pr NEPA 
riqulrements U/Cert if icate of Svc Related correspondonc* 
JOHMSRUB, J H Environmental Coalition on Nuclear Potntr HO/05/OJ 
ISpp 

80061H0027 Supplemental ansiuers to util fir*t round of interrog*topi 
Alligas radiological health effects of isotopes uer* 
undorea t imatsd due to reliance on southwest sector rather 
than northeast sector 
SCHULTZjG n Suiquehanna Envlronmnta! Advocates BO/OS/01 4pp 

BOO&170328 Forwards response to first round discovery requests as 
supplement to applicant answers to Environ Coalition on 
Nuclear Pniuer Certificate of Bvc and 
SNAPP.D A Pennsylvania Power I Light Co 90/03/91 3pp 

9006170733 Response in opposition to Cibiiens Against Nuclear Dangt-r 
000429 ( 30 molioiis t/ replies to Interrogator les Contentions 
remain lltlgable under NEPA Policy re accident analysis not 
yet changed Certificate of Svc encl 

SILBERQ.J E Pennsylvania Power I Light Co EILDEHO, J E All.ghtnig 
Elictric Cooperative. Inc BltHEftO-J E Shau, Pitbman, Potts t 
Troubrldge 80/03/11 *pp 

B00i060377 Suppl to responses to applicants' Interrogatories Int*rv*nor 
B00211 response to applicants' 800204 motion re Contention 4 
should be included as integral part of responses to 
interrogatories W/Certi F icate of Svc Related correspondence 
JQHNSRUD. J H Environmental Coalition on, Nuclear Power flO/05/20 
2pp 

8006090002 Response to ALAB-593 No substantial changfrs have be*n mad* 
by rulings cited In ALAB-393 Intervenor is unable to 
reipond to interrogatories due to continuous procedural 
harrassment by NRC Certificate of Svc encl 

KEPFdRD.C Environmental Coalition on Nuclear Pnui-r BO/05/30 
4pp 

8006180262 Requests to make limited appearance statement at licensing 
preh ear ing 
DRODKEY, J R AffJ liatlan Unknown BO/O3/30 lp 

B0061BO311 nosponse to ASLAD BOOSE 1 memorandum & order. fiLAB-393i re 
Environ Co-alition on Nuclear Power allegations of ettrimt 
harassment in discovery Intervenor has no-t provided valid 
basis for blanket protective orders Certificate of Svt encl 
CUTCH1N.J M Hearing Branch 3 80/06X12 ISpp 

ao0619O4B4 Response to ASLAB 800521 memorandum t> order ALAB-593, 
requestirg Environ Coalition on Nucltar Pouer to inform 
ASUAB of eitent of relief sought Intervonor BOOS30 rtquot 
must be dismissed as moat Certification o-F Svc encl 
TRAVIESQ-DIAZ Pennsylvania Pouisr d Light Co TRAVIEBQ-DIAI 
Allegheny Electric Cooperative. Inc TRAVIEBQ-D1AZ Shaiki, Pittoin. 
Potts 1 Troujbridge 80/06/13 I2pp 

8006260283 Memorandum & order grouping CitiEent Against Nuclear Danger 
Contentions 2.16 ! 17 u/environ issuefij denying intervnor 
requests for supplement to DES. for clarification b For 
eitansion 

nECHHOEFER.C Atomic Safety and Licensing Board Pnl 90/06/34 
9pp 
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Inspection reports, IE Bui let Ins !c correspondence 



BOQ60SQ233 Forwards IE Imp Wept 50-307/90-03 on 800304-07 Mo 
noncompUance noted 

CARLBQH, R. T Rig Ion 1. Ph i lad e Iph la, Reactor Construction l> 
Engineering Support Branch BO/04/11 2pp 

BOOA020259 IE Jntp EUpt 50-387/80-03 on B00304-07 Ho noncqirpl lance 
noted Major areas inspected preservlee Imp activities !< 
rec ircul *tion iyi modi 

TRIPP.L E Region 1, Ph i lade Iphi Ji Reactor Construct Ion 6 
Engineering Support Branch MC9REARTY, R A Region 1. 
Philadelphia. Office at bhe Director 30/03/20 6pp 

3006090283 Fcrwari!* IE Imp Rept 50-387/80-09 of BOO416 mg t mttting 
CARLSON.R T Region 1. Philadelphia, Reactor Com true t ion 1 
Engineering Support Branch 60/05/07 Ip, 

B006Q9Q297 IE Intp Hept 30-387/60-08 of Q0041A mgt meeting Area* 
dttcuiitd qual 1 ty-vlatetf activities during conit ti 
pToparati ana 1 tilting 

CARLSON, R T. Region 1, PhlUitelal) i a, Rue tor Construction b 
Engineering Support Branch MCOAUOHV, R w , Q-ALLO.R.H Rejion 1, 
Philidelphia. Of fie* of the Director 80/05/09 2pp 



E00625Q399 Ack receipt oP 900520 Interim deficiency rept re use of 
isometrics to locate supports 

CARLSONiR T Region li Philadelphia, Reactor Construction & 
Engineering Support Branch BQ/Ofc/06 IP 

500623041-1 Ack receipt oP BO 0523 interim deficiency rept re Hiltl 
shell-type expansion anchor! 

CARLSON. R T Region I. Philadelphia, Reactor Construction Si 
Engineering Support Branch BO/Oi/06 IP 

8006300041 Ack receipt of BG0319 interim deficiencij rept re American 
Harming S. Ventl lati om fnc dampers 

CARLSON, R T Region 1, Philadelphia, Reactor Construction & 
Engineering Support Branch 8O/Oi/06 Ip 

BO 0620 01 63 Update to B00201 deficiency rept re unauthorized uelding et 
attachment to reactor pressure vessel Caused by human error 
& unclear const drawings Craftamon t> foremen instructed that 
uelding & burning on pressure vessel is prohibited 
CURT 16, NU Pennsylvania Power >, Light Co BO/06/13 2pp 

9006300171 Foruards final r&pt of deficiencij on Limitorqui motor 
aperatad valve item nut staking 
CURTIS. H W Pennsylvania Pomer t Light Co 80/06/16 3pp 



Act receipt of SO0417 Itr informing NRC at steps taten to 

cornet violations noted in IE Insp Rept 5Q-3B7/79-2Q 
CARLSON, Fl T Reg-ion 1. Phi ladlphl< Reactor Construction & 
Engineering Support Branch BO/05/2? Ip 

--8006240575 Respond* to NRC 800304 Itr ve violation* noted in IE Insp 
Rept SO -387/7 -ao Corrective actlons;revleued pat practices 
fc Inspector assessment of adequacy b directed QA 
organliat ion to Improve procedures 
BABOL.A R Ptnn.ulvanla Power & Light Co, BO/O4/17 Spp 

--80069*0579 Forward* IE Imp- Rejt SO-3B7/77-HO on 790726-27,0808,09 (. 
S3, 1029-30, 1JC2 & Oi-09 h notice of violation 
CARLBON. R T Region 1, Philadelphia, Ructor Conttructton i 
Engineering Support Branch BO/03/04 2pp 

--B0062405B1 Notice of violation from imp o-n 790724-27, 0803, 09 t. Z3i 

loaT-ao. iioa fc ot-o? 

Region it Philadelphia, Office of thr Director BO/03/03 Ip 

B0062405B4 IE Insp Rept 50-3B7/77-2O on 7907B6-27. OB02, 09 & 23.1029-30, 
1102 t 0&-09 Honcomp llance noted failure to provide 
independence to persons performing QA functions 
OAC-E.L Region 1. Philadelphia, Office of the Director 
CBNETER.a Region 1, Philadelphia, Reactor Construction i, 
Engineering Bvpport Branch BO/03/03. 14pp 

& Reportab 1 occurrence*, LERs tc related correspondence 

9006120102 Ack receipt of a 00430 Itr re POCC cabl* connector 
deficiency Awaiting Jul 1980 final rept. 

CARLSON, R T Region 1, Phi lade Iphlau Reactor Construction it 
Engineering Support Branch BO/O9/14 ip 

8Q061201O& Advises that final deficiency rent re damaged POCC cable 
connector* will be delayed Util Ic Bechtel are still 
evaluating cause & corrective actions Final rept anticipated 
in Jul 1980. 
CURTIS, H U Pennsylvania PoutT tc Llglit Co BO/04/30 Spp 

9006200133 Ack receipt of S0041B final deficiency rpt re CutUr Hammer 
E-3-0 pushbutton switches Rept mill be rtviiued ti evaluated 
CARLSON, R T Region I, Philadelphia, Rt*ctor Construction & 
Enginetring Support Branch 30/05/19 Ip 



a 006 00 17? final rept for Limitorque motor operated valve stem lock nut 
staking All suspect valves inspected t, staked Ltrs *ent to 
all supp lien Informing of potential problem 

POSER, E D , HOLLING5HAUS,H , BURDEN, H Bechtpl Pouer Corp <subs 
of Gechtel Corp ) SO/OS/ 13 Spp 

80062003&& Forwards final deficiency rept re failure to stake stem locli 
nuti when Installing Limitorque motor operators on valves 
Suspect valves mere Identified t measures taken to Insp 
or itakt valvx 
CURTIS, N W Pennsylvania Pouer & Light Co 80/06/16 7pp 

8006370321 Interim deficiency rept re small diameter pipe bent In 
f leld, Biceed ing allowable ovatltg tolerance values Caused by 
bending method Criteria will be established for personnel, 
setting limits for ovallty t, conditions for acceptance 
CURTIS, N M Pennsylvania Power t Light Co 80/06/30 2pp 

8006270342 Notifies of Potential Deficiencies ER 100450 S, ER S0030S T, 
States Co sliding link* Failure occurs in form of cracl! 
between threaded screuhole ( side of U-shaped link Mill 
advise of date of final rept 
CURT19, N M Pennsylvania Power i, Light Co 80/06/23 2pp 



DOCKET 30-3BB BUSQUEHANNA STEAM ELECTRIC STATION, UNIT 2 

A Application/construction stage documents & correspondence 

9004060049 Ack receipt oP 8O0408 Itr describing results of util 
Investigation of specific employee concerns 
ORIERiB H Region 1. Philadelphia, Office of the Director 
BQ/OS/O6 1 p 

8006060059 Informs NRC that investigation of 139 Items mentioned in 
util 79O635 Itr have been completed Findings fc actions 
taken re items Investigated are available at const site tt 
u*il general ofc 
CURTIS.N W Pennsylvania PouiBr 6 Light Co BO/04/09 Ip 

5006060064 Discussei util efforts to encourage employee h const uorter 
feedback re concerns about quality of design, matl or 
workmanship at plant Personnel were sent questionnaire which 
revealed 139 specific it ami requiring investigation 
CURTI8.M W Punn^ylvanla Pouer Z< Light Co 79/06/23 2pp 



80061203B7 Advises that util has consistently maintained positive 
attitude re archaeological work In const area Util has 
allowed surveying In 1967 h funded 1978 archaeological mark 
Gilbert Associates now contracted to further survey area, 
BMITH. I F Pennsylvania, State of 00/05/19 Ip 

9O06050435 Forwards request for add! info re refuollng platform crane 
rails per review of facility application for OL 
YQUNOBLOOD, B J Licensing Branch 1 BO/05/20 3pp 

SC06I200O2 Summary of 000501 site visit to rcvieu reactor sys t 
initrumentation List of attendees and 
STARK, R Licensing Branch 1 50/05/30 Spp 



S006230110 Advises BUR (< PWfl applicants of NRC decision to modlfu 
implementation plan presented In Section 4 of NUREO-0377 re 
adequacy of applicable support structure* General operating 
reactor roview procedure ti acceptance criteria end 
EIBENHUT, D Division of Licensing SO/OS/SO I3pp 
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0006060369 Discusses summary of Case Load Forecast Panel 000320-21 site 
visit to facilities re util scheduling methods d pTesent 
problems TMI impacts not included in schedule QC/QA review* 
tt documentation require 4 tilts 
CURTIS, N U Pennsylvania Pouier t< Light Co 00/O5/23 2pp 

BO.Q6060619 Bequests eticl addl info ru inn trumentation ! control syi to 
complete review of application for DL 
YCUNQBLCQD. B J Licensing Branch 1 30/05/27 6pp 

SOQ6230Q01 Summary of B00410 meeting u/Mark 11 nuners group re 
suppression pool temp response to safety/relief actuation* 
Study concluded that limit on temp not needed Request* that 
applicants submit detailed Info for evaluation 
SU. V H Containment Systems Branch ao/QS/39 4pp 

8006250163 Forwards "For Comment" edition ot NUHEG-O61V Describes 
technical i ssuesi studies ! analyses performed by <JE 
Comment! should be forwarded to NSC by S00707 H/o end 
EI6EKHUT, D <J Division of Licensing 60/06/06 2pp 



Forwards "Design Assessment Rep ti Revision 3 " Propr letarn 
version withheld I ref tOCFftS 79O) 
CUflTISpH W Pennsylvania Power S. Light Co BO/0&/Q9 2pp, 

80061102^9 "Design Assessment Rept, Revis ion 3i * nonpropr ietary version 

* Pennsylvania Power In Uighl CD 90./G5/3I SOSpp 

8006300599 Forwards request for addl info re instrumentation & control 
IV* 
VOUNOBLQDD, B J Licencing Branch 1 BO/06/12 3pp 

D NRG Draft/Final Environmental Statement!, *uppli % correspondence 

B004020380 Notifies that But-eau of Radiological Health.. FDA. hat reviewed 
draft suppl to DES, NUREG-0564 No applicable comment* 
MEAVER.C 1. KEW.ttept of, US Public Hfla 1 th Service BO/OS/EO lp 

8006020362 Responds to NRC 73O1 19 1 tr re request far comments on draft 

EIS Project does not appear to represent noiartf to public 
health fc safety 

L Health, Education 4. Welfare, Dipt of 73/03/09 i(t 



Notification of 800614 meeting u/util in Betheida,rtD to 
dlicuss MRC emergency preparednan requii-em*nti techni cit 
support ctr criteria & emergency response plan crltirla 
9TARH,R M Licensing Branch 1 BO/OS/JO 3pp 



O Adjudlcatory loi'respondence 



6006060487 Motion to reclasiifij Contentions 3, 16 fc 17 in public health 
ti safety categorij Rttipondi to NRC remaining inteTrogjitorles 
re uiitneisei t evidential documsnti Certificate of Svc & 
support Ing documentation end 
HALL10AN, T J Citiien? Against Nuclear Dangers 00/04/29 12pp 



Motion requesting that applicants be r*quired to anind DEB 
In form of supplemental publication that diicusiei 
consequences of serious accidents Certificate of Svc incl 
Related correspondence 
HALLIOAM.T J Citiieni Against Nuclear Danger* BO/04/30 Sp* 

900^060364 Addl responses to applicants' t< KRC ir 1 1 rrofl*tori*i in 
compliance y/ABLD B00337 man o rand urn S order Include! 
discussion re Rn-222 releasec during fuel cycle, per KEPA 
requl remnn t* W/Cer 1 1 f tc^te of Svc Related c orrespond tnct 
JQHNSWJD. J H Envlronineiital Coalition an Nuclear Poutr SO/05/01, 
13pp 

Q006IS002/ Supplemental answers to ubil first round of interrogator!*! 
Alleges radio lo(lca 1 health effects of isotopes uen 
underestimated due to reliance on southwest sector Tther 
than northeast lector 

Buiquehanna Envtrontnentat Advacatfrl 00/05/01 4pp 



8006170328 ForuiArds response to first round dttcos**rij requetti i 
supplement to applicant ansuer* to Environ Coalition on 
Nuclear Power Certificate of Svc enc 1 
3HAPP, ft Psnniylvania Pomer t. Light Co BO/03/01 3pp 

3006170733 Respante in apposition to Citiieni Agalttst Hut 1 tar Danger 
900129 't 30 nations & r-epllai to interrogator i si Contention! 
remiin litig^bli under NEPA. Pol leg re accident andlijst* not 
yet changed Cartiftcata of Ovc encl 

SILSERO, J E Pennsylvania Power S, Light Co SILPEItO.J E, Alltghenu 
Electric Cooperative, tnc BILBEHO, J E Bhaui, Pittmn. Potts ti 
Troubrid je BO/09/ 14 6pp 



8006120351 Forwards common t re draft EIS for facility Racojnmend * that 
PA Fih Commiislon be given opportunitij to com men t on 
project 
KETCHUMjA S Pennsylvania, State of BO/OS/EO 3pp. 

8006020399 Submits comments re DES draft suppl review Clean V)ttr Act 
conditions l> mjt practices re propose)! Jam end Document 
should -address flood haiard of spillway overtopping 
E Army, Copt nf SO/OS/27 3pp 



8006030307 Comment* on draft supp-I to EIS re facility op*i-4tion 
Provideii that util implements mgt plan* it) consul tat 1 on 
u/PA Fish 6 Oame CommlssloniS, no otjectioni offeriit to conit 
a* proposed 
RATHLESHEROEfl, J Interior, Oept of BO/03/39 3pp, 

60060604^0 Forwards comments on draft mppl to DES r NUREO-0364- Encl 
dratiJin<gs In Central Files anlij 
CURTIS. M H, Pennsylvania Power & Light Co 80/05/39 ISpp 

a OOi 0303*3 ForuarJi comments on draft suppl to draft CIS re operation 
of Fc I lit ies. specif ically Pond Mil] Creek R*rvoJr 
DAVIS. R S Environmental Protection Ageneij BO/03/30. 4pp 

ao0613030B Responds to NFtC requeiti for comnie-nti r draft luppl to 
draft EIB Review indicate! use of Couanesque project 
citrreitlij under const uould provide better uater storage 
than building new reiervoir 
LINDSAY, M U Federal Energy Degulatari) Comml ion BO/06/10 2pp 

B00dl70503 Forwards comments on draft suppl to DES, addl conwient* on DEB 
t util news release Draft *uppl to DES re Pond Hill 
Reservoir Is inadequate tt incomplete Neuil release bolltlrl 
contention that nted for plant uai inadequately assetsnd. 
MANN-D , SADE-T Susi^uehanna Alliance BO/O6/10 Q f p 

F, Security, oiedieal, emernencv * Pire protection plane 



Q009130317 Toruards clarification of NRG requlrvmentc for e 
respo-nie facilities defined in 790713 1 tr Addl specific 
criteria for facilities under development 
EISEMHUT, D O Division of Operating Reactors 80/04/25 



8DO&06O377 Bupp-1 to respanies to applicants' InterrogatoTl e Intervenor 
BOOai] T-Bipgnse to applicants' 900204 (nation ra Contention 4 
ahoult) be Included as integral part of responses to 
Interrogatories H/Cert [f Icate of Svc Related correspondence 
JDHNQFUm, J II Environmental Coalition on Nuclear Pouer 60/09/30 



8006090002 Reipaniff to ALA D -593 No substantial changis have been made 
by ruling* cited in ALAD-393 Intervenor 1* unable to 
reipcmd to interrogatories due to continuous procedural 
harrasiment bu, NRC Certificate of Svc encl 

Environmental Coalltln on Nuclear Power BO/O9/30 



otpp 



BOOAI BOS62 Requett* to make limited appearance statement at licensing 
prehearlng 
BRODKEY, J P. Affiliation Unknaun BO/O3/30 la 

8004180311 Response to ASLAB B00321 memorandum ft order . ALAB-593j re 
Environ Coalition on Nuclear Pouier allegations of itrnif 
haraisment in olscnverrj Inter vonor has not provided valid 
bfctii for blanket; protective orders Certificate of Bvc encl 
CUTCHIN. J,M Hearing Branch 3 GO/06/12 15pp 

80061904B4 Reiponie to A8LAD BOO 521 memorandum fa order ALAB-393< 
requitting Environ Coalition on Nuclear Pouier to Inform 
A9LAB of extent of relief sought Intervenor B00330 request 
must be dismissed as moot Certification of Svc encl 
TRAVIE80-DIAZ Pennsylvania Power t Light Co TRAVIESO-DtAI 
Allegheny Electric Cooparative, Inc. TRAVIESD-DIAZ Shaw, Pitt*tii 
Potts t> Troubrldge BO/06/13 12pp 

BOOi2A02aa Mamorinilum $ arder grouping Citiiens Ajin*t Nuclear Danger 
Contentions 2,16 & 17 u/environ iisueii denying tntirvenop 
reiiueit! for lupplemenfa to DES. for -c lav i f icat ion & for 
ittnsion 
QECHHOEFER.C Atomic Safety and Licen.ing Ooarif Panel SO/O6/S+. 



S Reportable accurrenos, LER i related coPrtspondrnce 

BO06200163 Ack receipt of B004IS final defuitncg rept r* Cutltr Hamner 
E-3O pushbutton switches Rept ulll be revieued tc evalua.ted 
CARLSQITiR T Region 1, Philadelphia, Reactor Construe tier h 
Enntmeerino Support Bfanch 80/03/i? Ip 
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BOQi200a32 Ac* receipt of 800430 interim deficiency rept fa tabls 
{lulling activities 

CARLSON, ti T Region 1: Philadelphia, Beat tor Celt" true* 1 On * 
Engineering Support Branch B0/OS/20 lp 

8006200200 Acfc receipt of 800130 interim deficiency rept ft SBOJratian 
criteria For electrical equipment Rept ul3J be revijujed A 
v* luated 

CARLSON, R T Region 1; Philadelphia, Reactor Construction i" 
Engines! ins Support Branch BO/05/31 lp 

8004070311 Interim deficiency rept ra pipe supports to containment 
liner plate Inttallatlan of supports ui/o having civil dosign 
group review structural adequacy resulted in overstr-esiino 
ltnr (1 lit ft 
CURTIS. N U Pennsylvania Pouter i. Lijht Co BO/O5XIS9 2pp 

8006330399 Ac* receipt of 6O05EO interim deficiency ropt re u*e of 
1 lorn* tr let to locate supports 

CARLSCM, R T Region 1- Philadelphia. Reactor Construction & 
enoinnerinfl Support Branch aO/Ofi/Oi IP 

BQ042S0414 Act receipt of 300523 interim deficiency rept re Hilti 
ahill-tvpe expansion anchors 

CARLsarijR: T Region I, Philadelphia, Reactor Construction t. 
Engineering Support Branch 00/06X06 IP 

9006300011 Ac* receipt of B00517 Interim deficiency rept re American 
Warming & Vent ilation. Inc dampers 

CARLSON,!! T Region I. Phi lade Iph ia, Reactor Construction & 
Engineering Support Branch BO/OA/Qfi lp 

B006200171 Forwards final rept of deficiency on Ltm torque motor 
operated valve stem nut stating 
CURTIS. H W Pennst) Ivania Power {. Llg-ht Co BO/06/lfi 2pp 

BOQ620017 1 ? Final Tept for Limitorque motor op-eratid valve itOtt loci nu 
stating All suspect valves impacted & staked Ltrs vent to 
alt suppliers Informing of potential problem 

POSER. E S , HOLL1N09HAUS, H , BURDEN' H Bechtol Power Corp duns 
of Bschtnl Corp ) BO/05/15 5pp 

BOO62003fi6 Forward* final deficiency rept re failure to lUk* it*m lock 
null uhen installing Limitor^uo motor operator) on valves 
Buipct valves uece identified !< muasurei taien to Imp 
or itftk* valves 
CURTI3.N U Pennsulvatila POUBP t, Light Co 80/06/IA 7pp 

80062703^1 Interim deficiency rep-t re small diameter pip* pent in 
field, eicecdino allowable ovalifcg tolarance valuei C*uitd bv 
bending method Criteria will be established for ptrionneli 
setting limits for ovalitu & conditions for acceptance 
CURTIS,!* H Pennsylvania Power t Lijnt CD SO/04/20 ffp|. 

3006270312 MotJfies of Potential Def ieJnc i3 ER 100490 I. 6ft IOD30B rt 
State* Co stilling links Failure occuri in form of crack 
between threaded 1 screuihole & ilde of tl-skapti linl Will 
*dvi*e of date of flnftl rapt 
CURTI3, N W Pennsylvania Power t Light Co 60/06/E3 2pp 



50-399 ST LUCtE PLnHT. UNIT 2 
A Appl ication/'coni truct ion stage documents !> correipondenco 

9006160232 Notification of contract ei ocutiorii Mod 1 to "Engineering 
Assistance re Antitrust Hearings far St Lucie S Nuclear 
Oeneratlrtg Btatioii " Contractor JH Lundberg S< Afio-ciatei 
CLAQOLA,A F Administrative Contract* Branch NRC-03-eO-15B 
BO/ 03/30 lp 



8006170-273 Application to amend CPPH-14'l, tvansf err ing ptrUil 
of facility site to City of Orlando, FL It Orlando Utlli 
Commlion Supportive iMnonclal nia tl, controc ta i. aminil f 
nel 

/iDOrlAT.e ft Florida Power i Light Co ADAMB, I) Q , HILLED. 
Qrtando, Ft. 60/0i>/13 3B7j>p 

F Securitiji medicali emergoncv !< ftro protection pi am 



Q006 190-301 Foruiaids gocurltij p Ion, Hovi a ion 5 
Plan withheld (rcf 10CFR2 770) 
UHfUQ.R E Florida Power i. Light Cu BO/06/1O 



30Cfb3SOS03 Foruardi safeguards cont i ngenci) p Ian. Rovi* i on 1. In rope" 11 
to HRC B0041G request for addl info Revision withheld 
(ref 10CFR2 790) 
UHRIO,fl E Fforido Poiuer k Light Co 80/06/19 lp 



I Financial information 



B0061702i7 Forward* application to am#nd cpPR-l44j tranif erf Inij p*FtJ-"' 
oun*r(ilp at facllltv * situ to City of OrlnnJo.FL d Drliitdo 
Utili Commission Info for antitrust review also one! 
UHRIOiR E Florida Power fc l.ioht Co HO/06/13 ip 

BOO6I70273 Application to amend CPPR-141, transferri no purUfll tvi'* 1 
of facility & site to Citu of OrUndo.FL t< Orlando Utlll 
Commission Supportive financial mat 1, contracts li amend f*e 
ncl 

ADOHAT, E A Florida Power t, Light Co ARAMS, M Ei . HII LEIlfO H 
Orlando. Fi. flO/06/13 3S7pp 

0004230573 Foruiords Parts A 8. H of infn requested in Reg Qjldt V 2 !'' 
consists of SEC praipcctusi annual reptrrate schodulm, 
i<i t erchanae aoroements, sp I nninj t, instaltod i esurve lllfc- ti 
mjint schedules Info available In Central Files 
UHRlO.fl E Florida Pouci k Lloht Co BO/06/1EI lp 



J Insurance S Indemnity information 



6006030J21 Forwards EndorsGmcnt 33 ta NELIA Pol leu NF-S27 

FIELDEB. J Marsh !. ticLenniin, Inc , M '. M Nuclear ConuU*nU< H~t 
Dlv 90/05/29 ' 2pp 

BOO&I60113 Fflrwai"d Endorsement 30 to MAELU Pol 1m rF-BB 

FIELDER. J Marsh U McLennan, Tnc . M >< M Nuclaar Connultanli, Jfii 
Dtv 80/06/O9 2pp 



M Antitrust c orrespotidence 



Foriuard* eiecuted aottlemenl agreomBlit botujeil Clt^ at 
Or Undo, FL, Or lando Utils Commnslon & util providing for 
train. Per of 6 089517. ounershlp ahare of facility to Utlli 
Coniinisiion Application for NRC approval will be luumittid 
8DUKMfGHT, J A Lowonsfcoln. Newman. Dei s, Aie I rad fc Toll GO/Oi/l? 
IP 

3006170499 Sattlomcnt agroemerit detueon City of Or lando.H.Gt 1 j i ia 
Utils Commtslmi t> util providing far tiflnsfor of 6 OOTBIX 
ownenhlp shore to UtiU Cor.mlsaion neleaso f. Certificate 
of Svc end 

* Orlando Utilities Commission AMHS, M S DrlanJo.FL 
Florida Power 4 light Co EIO/06/03 13pp 

8006170367 Forwards application to amend CPPR-14^, tranf erring prtn] 
ownership of facility (. ilte to City of Dilanilo.Fi, Si Clrlanio 
Ut 1 1 a Commission Info for antitrust roviouj also enc 1 
UHRIO.R E Florida Poulei- i. Light Co DO/06/13 lp 



B0061i0234 Hod 1< extending period of f er f ormaniCB to "Englnearing 
Aialstanco re Antitrust Hearing* for St Lucie 2 Nuclear 
Ganaratlng Station " 

DDUOHEftTr, D Technieal Assi*tanct) Contracts Branch 
NRC-03-79-I5B GO/O3/3O tp 

8004230110 Advises OUR ft PWR applicants of NRC decllion to modify 
imBl.jmntation plan presented in Boctfon 4 of NUHEO-0577 r 
tiacu at appll cable support structure's General opera tins 
tor review procedure 6 acceptance criteria end. 
IHUT, D D Division of Licenslnji SO/03/2O I3pp 

ds application to amenif CPPR-144. transferring partial 
cilito % site to Cittj of Orlando, FL b Orlando 
n Info for antitrust review alto and 
cidJ Pouier & Light Co BO/06/13 lp 



-8006170373 Application to amend cPPR-fl'l, transferring partial 
of facility t site to Citg of Orlando. FL t, Orlando Utilt 
Commission Birpportive financial mat 1 p contracts Si amend lit 



AKOMAT.E A 
Orlando, PL 



Florida Poiuor I Light Co rtDAHS, M S , MlLLfSi * 
80/06/13 397pp 



8006340137 Notice tu. Orlando Utlls CommiEslon lo withdraw lntirui:nllt 
tt cequesB to institute proceeding vo Commission 700727 
order City of Or 1 ando, pet i tionor >, util 600606 settlement 
resolved issues W/affldflvit i! Certificate of Svc 
WIBEiW C OrlandoiFL 80/0ii/30 -tpp 

8006240460 Notifies that antitrust Info iiubrni ttetf 000613 ra Clti| of 

Qrlando.J-L !. Oriando Utils Comnlsslon is acceptable for 
declaring & <di9tri button 

NICHOLSON, P Utility Finance Branch GO/06/20 lp 
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BO06340473 Ac!, receipt of antitrust info received 80O613 re Citg of 
Orlando. FL >j Orlando Ut 1 1 s Commission Requests that 
appropiiate notice be published as soon as possible 
NICHOLSON. P Utility Finance Branch BO/06/20 lp 

BOOi30032B Forwards info re util B00605 application seeking amend of CP 
to include City of Orlando, FL t/ Orlando Utila Commission aa 
eo-oune-rs of unit Data tent to afford DQJ opportunity to 
render advice per 1954 Atomic Energy Act W/o ent 1 
SHAPftR.H K Office of the Executive Legal Director 80/06/26 lp 

Q Inspection reports. IE Bulletins &. corresp andenc e 

8Q06O5Q423 Forwards IE Insp Rept 50-389/80-03 on B004O2-Q4 Mo 
n one amp I lane o noted 

MURPHY, C E Region 3. Atlanta Reactoi Construction & Engineering 
Support Branch SO/04/23 2pp 

6006050425 IE Insp Rept 50-389/80-03 on SOO402-04 No ndnqomp 1 lance 
noted Major areas Inspected const progress, Insp octor 
Pol louupi 1 icensee identified items & IE Bulletins 79-O2. 
79-25 & 79-2S 

RAIISCH. J K Region 2. Atlanta. Reactor Construction & Engineering 
Support Branch BRADLEY, R D Region S. Atlanta. Office of the- 
Director BQ/Q4/24 6pp 

0006170709 Forwards IE Insp Rapt 90-3B9/80-O4 on 8O040B-11 No 
naniomp 1 iance noted 

MURPHY. C E Region 2. Atlanta, Reactor Construction & Engineering 
Support Branch 00/04/30 2pp 

9006170794 IE Insp Rept 50-399/80-04 on 80040B-1 1 No noncompl lance 
noted Major arena inspected uiejdi.no ac ti vlties, rad iograpliU 
insp, magnet ic particle insc A fol lowup of noncomp 1 lance 
HERDT. A H Region 3. Atlanta, Reactor Construction fc Enj)ln*rlng 
Support Branch VANDDORN, P K Region S, Atlanta. Office Of the 
Director 80/04/30 Spp 

BOOM>6O300 Forwards IE Bulletin SO-11- "Masonry Mall Design " No action 
or uritton response required IE Info Notice 79-2B. 
"Over-loading of Structural Elements DUB to Pipe Support 
Loads." end 

CTF1E1LLV.J P Region 2. Atlanta. Office of the Director 80/05/08 
Spp 



DOCKET 5O-390 WATTS BAR NUCLEAR PL^NT, UNIT 1 

A App 1 icat 1 on/construe t Ion stage documents t. correspondence 

8006330110 Advises BUR ft PUR applicants of NRC decision to mollify 
implementation plan presented in Section 4 of NUREO-0377 re 
adequacy of applicable support structures General operating 
reactor review procedure 'j acceptance criteria and 
EISENHUT,B C Division of Licensing 80/O5/20 13pp 

9006300391 Forwards revised responses to Questions 031 127,040 60 (. 
031 129 of NRC 790B01 Itr re seismic qualification of Clms 
IE electrical equipment Repts re table samples E. IEEE-323- 
1974 qualification encl 
HILLS.L 11 Tennessee valley Authority 9O/O6/a3 lOpp 

B006300JV/ 'Delphi Pneumatic Test Procedure " 

LEWIS, G Comstpplnc . Delphi Systems Dlv 75/Ofi/tB 2pp 

-"9006300400 "Radiation Testing of Cell Number 6B5, Final Hept " 
IJILLIS.O E IRT Corp 77/08/33 7pp 

B00630040V 'aoismic vibiation Test of E1O Series Transmitter* " 

SErtRO, J A . MCCASLANI). K . RAMSELL, R Acton Environ Testing Coi-p 
76/03/22 30pp 

3Q06300414 "Test Proceduio for Seismic Ufbra ti on, Quail f lotion Test of 
E1D Series HCA/RHU Ti ansmi ttoru " 

SEARS, J ft . MCCASLAND, K ftcton Environ Testing Corp 73/09/30 
25pp 

Q00630O422 "Oage ^ Differential Pressure Transmitters Type E10 SBfles ' 
8CHREINER. W , CASAUBOH, M , TOLF, 11 L Acton Environ Tting Corp 
73/10/31 lOpp 

0006300429 "Qualification Test of Electrical Cables Under 8imuUtd 
LQCA/DBE fly Sequential Eiposure to Environs of Radiation. 
Thermal Aoiiig, Steam ! Chemical Spray " 

Isometfli. Inc (subs of Macificld Enterprises, Inc ) 
7B/06/30 12pp 

F Security, merjical, emergency i fire protection plan!) 



SOQc>Q40274 Forwards IE Bulletin BQ-13, "Decay Heat Removal 8yl 
Operabilitu " No written response required IE Info Notice 
BO-2O, "LOSE of Decay Heat Removal Capability at Davis^Beaie 
Unit 1 Nli lie in Refueling Mode" encl 

d'RElLLY.JP Region 2, Atlanta. Office of the Director BO/05/09 
2pp 

000630QIO/ Forwards IE Circular BO-Il. 'Emergency Diesel Oonerator Lube 
Oil Cooler Failures " No written response requirod 

O'REILUV.JP Region 2. Atlanta, Office of ths Director BO/09/13 
2pp 



Q005130317 ForiiiarilB clarification of NHC roqui roments for emergency 
response facilities defined in 790913 Itr Addl specific 
criteria for facilities under development 
EISENHUT, D C Division of Operating Reactors BO/01/25 Alpp 

BOQ6060294 Fortuards addl infu to training & qualification plan Info 
Withheld tref 10CFR2 790) 
MILLB.L II Tennessee Valleu Authorittj BO/06/OH Spp 



Inipection reports- IE Bulletin! t- correspondence 



&0060il0013 Ack receipt of 800118.0321 d 0501 Itrs Informing NRC of 
steps taken to correct violations noted In IE Insp Repts 
50-asO/79-39. 50-351/79-35, 30-335/79-33 t- 50-389/79-22 
HUflPHV, C E Region 2, Atlanta. Reactor Construction ft Englnering 
Support Branch BO/OS/19 lp 

B00i040021 Responds to NRC 79iat9 Itr re violations noted in IE Insp 
Rpt 50-250/79-35,50-391/79-33.50-333/79-33 & 50-3Q9/79-3Z 
Corrective actions QA procedures uill be revilod u/full 
camplianca achieved bij 8O0731 
UHRIG.R E Florida Pouor t> Light Co BO/09/01 lp 



8006030592 Forwards IE Insp Rept 50-390/80-09 on Q00219-0331 No 
none amp 1 lance noted 

LEHia.R C Region S, Atlanta: Reactor Operation! Nucliar Support 
Branch BO/04/21 Spp 

800603O393 IE Insp Ropt 50-390/80-09 On B00219-0331 Na noneompl intict 
noted Major areas inspected const ver if i cat ion. sjs transfers 
fc inspector famil larliatlon 

DANCE- H C Region 2. Atlanta. Rcactar Operations Nuclear Support 
Branch MCDONALD- J A Region 2, Atlanta. Office of the Director 
BO/04/21 Spp 



HOOdOIOOSS Responds to NRC 791219 ! B002SO Itrs re violations noted in 
IE Insp Repta 3O-P50/79-33. 30-351/79-35, 50-333/79-33 
!< 30-399/79-32 Corrective actions QA procedures uill be 
revised re implementation op 10CFR21 
UHRH3.R E Florida Poiuer ^ Light Co 8O/03/31 3pp 

S HopoTtflble occurrences, LERs J, related correspondence 

SODA160073 Forwards PNO-tI-BO-104 re 800611 loss of component cooling 
uiatar Co reactor coolant pumps NRC will supplement BL 
Spiegel Dec 1970 testimony re loss of cooling water to 
cartridge seal assembly 
PATDN.W D Hearing Branch 4 BO/O6/13 lp 

B006140077 PND-II-BQ-1Q4 on BOOill.unlt experienced loss of componat 
cooling moter to reactor coolant pumps Caused by control 
solenoid failure on isolation valves Cooling water restored 
Investigation underway Press release will be issued 
Ei_ROD, S , QUICK.D R Region S, Atlanta. Office of the Director 
80/06/11 lp 



B00616O200 Forwards IE Insp Repts SO-G^O/BO-l 1 t 50-391/90-08 On 
800^09-11 Ha noncomplianco noted 

MURPHY. C E Region 2, Atlanta, Reactor Construction (/ Engineering 
Support Branch HO/Q4/30 2n- 

--B00fal60a06 IE Insp Repts 50-390/BO-ll *. 50-391/90-08 on B00409-ll,No 
noncomp 1 iance noted Hajoi areas inspected pipe supports 
u/concrete expansion bolts per IE Bulletin 79-02 

HERDT, A R Region 2. Atlanta, Reactor Construction & Engineering 
Support Branch MODEHPS, L Region S, Atl4nta, Office of the 
Director BO/04/29 Spp 

8006060159 roruiards IE Bulletin 80-11, "Masonry Wall Design " No action 
or written response required IE Info Notice 79-3EI. 
"Overloading of Structural Elements Due to Pipo Bupoort 
Loafls" encl 

Q'REILLY.O P Region 2, Atlanta, Office of the Director 30/0&/OE) 
3pp 



DOCKETED ITEMS 



8006040267 Forward. IE Bulletin 00-13, "Decay at Re ;'* S 1* 
Openbility NO written reiPonK reijuired IE tnfo ** 
80-20, "Lo*. of D.c.y Heat Removal Capability it Davi.-B.i.f 
Unit 1 Uhilt in Refueling Mode 1 end nn/mi/lW 

O'RglLLV.J P R.aio e of the Director 80/08/09 

3pp 



2, Atlanta, OffUe of the Director 



8004190a4& For.rdi IE Imp Rtp*i SO-390/BO-10 t 30-391/SO-07 on 
SO0408-I1 No nontomplianre noted . - i ...i 

WUHPHY.C E Region 2, Atlanta. Reactor Coniti-uction * Engineering 
Support Branch 80/05/09 2pp 



a006060'29a Firt I nlur Im du f i C i oin. y iO|)l IB afly Injection 1 
f\DU TTilti (I ciltf log iMioctHin rate fount In be nnLy 4 . OOQ 
tpm, compared to inqufi od 4. SOO to 3.00O gpm I iml tad te*l 
Completed to dotermtnp Iiic<it1un nf f 1 c)ui Kmtrol 
I T!Wee Vflllou Anthill Itg [IO/0't/.K) 1 1) 

BOQ6060303 I Innl Interim rf uf i i I WIILV ' i|i I 10 mm |mmji motor *vt 
BUR pump motoi i aiteodiMl n | louali Ic we factor of I IS dut'thf 
IQUI (mad upem 1 1 ona I mudui I Inui inllt li I in 'is ndda-J in o*c ti 
RHU puwj tint leg V cold Iffg I N jot 1 1 DM hejei 
* Tn'i*e Valley Auttioi Hv ItO/d'l/U) Ip 



--B0041902S7 IE Imp H*pt* 5O-390/00-10 5 SO-391/BQ-07 on 80MW-H Mo 
noneoBpluntt notd Mijor artit intp*ctd pfenrvie" intp. 
wtldlng ncordi tc uarter coticernt 

HERDT.A R Region S. Atlanta. Rjctor Conitructiori < Gnsineerino 
Support Brinth OlfiARO.EH, O>UY, J L Bo(on 2. Atlanta, Office 
of tb* Dtrtttar 80/05/08 Iff 

8006120034 Torunrds IE Circular 80-U, "Emeroeticv Dieiel Qenerator Lubi 
Oil Cooler F*ilur> " Ha written ruponie rnulr4 
O'fiEIUV.JP fieolon 2, AtUnta, Offic* of th Director BO/03/13 



S0050212 Forurd IE Imp fiepti SO-390/SO-I2 (. 50-391/80-09 oh 
QQ0422-24 No nonconpliance noted 

HU8PHY.C E Region 2, Atlanta, Reactor Conitruclion \ Engini.Tirrs 
Sirpiort Branch BO/05/14 2pp 

--90X16530215 IE Inp Repti 30-390/80-12 *. 30-391/BO-09 on 800428-24 No 
nonconpliance noted Major area* inipected 10CFR5D 99 Ittmii 
IE bulletins t circulars. QA audit* i general conit 
ictivitiei 

CANTRELL.F S Rejion S. AtlintJ, Reactor Can it ruction (, 
Knginierinj Support Branch THOMAS, 1 Region 2. htlantai Office 
of the Director BO/03/ M 4pj> 

8006930030 f,ck reojft of 30040) Itr infamlng NfiC of ttipi tiVer) to 
cornet viaUtlom noted In IE Intp Riptf 90-39O/BO-09 t, 
50-371/80-04 

WJRPHY.C Region S. AtUnU, Heattor Conitruction & Engineering 
Support Branch 80/06/06 9pp 

--B006230033 R.iponJi to NRC 800324 Itr r violation* notetf In IE Inp 
Repti 30-390/80-05 & SO-391/HO-04 Corrective action* 
ingineering unit luperviion directed to develop imp 
program* for all nfetv-reliteil featur re fitlit uiUi 
MIU,S,L M Tennesie* VIlei( Auttiorltg BO/09/23 3pp 



Q0060i!iO'lO'1 FaruApd* 'lual dufliiincg iei>l in thock arrittor itru 
tiemblg intirfere'ice 
Mil LQ, L M renneilao Vollau AuUiorilij 00 /Of)/ '10 \p 



final (leficleniv i*pl r tlmcl arreilnr lru'l n**l 
interf*rei>c Aimmblv dost not niovule mfflclent e l*rni * 
f(ir AT- rin to i- to Piitictlnn f i eo lij when (unlol I td at aff~4iL* 
angle greater tlhaii 01 dogrvvs At*mbl lot u ll] be i'pl*rt<) 

* Telllito Vall*y rtutlioiitij HO/05/-K) Ip 

(300611003(1 Fai'UAidt final dnP Ic 1 one ij i tgi L re lluiktn ftr* ilnnpitt 
MllLB.L M Tnne* Valley rtuth ni'l tv tlO/Oii/Ot Ip 

-- -6006110013 I'lnal Jvflcloni.y rept r llnikln file domprri Huiiin 
dive I oped alternate fli piuvlillntf uoiltlve twp fnr *prlng i 
map-in itrtp iiiiirliio romp lot* clomrn Modi ufl I I br 
completed bv EIOOMO Diauiingg uncl 

Tnfl*i* VflllBy Authority fH)/D/i/0'( ;i[ip 

0006170533 Third, inlorlm i)ric loin 'opt <# ctmliol rod drop vi 
yieldlno liti cnimrv*live DNOJU Hsvinu of cui'f*ctlv 
actiont fvctunmiinded Inj Usil Inghou** iind0iui*y Nit riot Co b* 
lllbfflltHM by EIOOTO9 
MILLS, i. M TeiinaieB Vfl|]u Aothoriln OO/Oft/OA Jp, 



B006I70S96 rorurd final dofUi'itv r |i 
tfaniml tier bgm 
HHLB.L.M Tennene* Vnllay Author Kg 



"' Ititoirect b*ve in DM 
[IO/OA/06 If 



~ 000al70fi03 Una! dpfldoncy i ep t \o iniorrtct burs In Dr*vo 
don Five boi_n out of flC) Pinniii to lie Oetltimil flow 
reitrictor Ini'lallxi litueen hint t, root vlv* tp Hull 
flow Futun botiB< will b* eianinvd [irloi ^o inilsll*lli>n 
41ILLB.1. M Tennvioa Valley Aiitlnnily HO/06/Ofi 2pp 



8006130246 Forwards rem/m, for relief fi-om ABHE Section. XI prirvUe 
t Initrvice. intp requirement* for facility TVA will rtvlt*. 
prtiervlcr b tniervice imp program to reflect emotion* 
flimmti connenti by 800701 
HIULS.L M Tenneiiee Valtau. Authority BO/Oo/09 I4pp 

B006H40260 Forward* reipome to IE Bulletin 00-05 re vacuum condition* 
reiultinj in danage to holdup tank* Fr*>ie protection for 
refueling water itoraje tank at Sequoujh fc Marti Bar it 
provided bv redundant heater* & tank iniulatlon 
MIU.S.L M Tenneiiee V|le Authoritlj 80/06/0? Bfp 



B006tiOOS4 F D rir*r<i reiponi* to KRC 800305 Itr 

li"v r? i S dT-T"f C r r " Hv " "" 

!f: *V , *** l(lMt * r>v '> 1 > to Initte.U vIve 

H,LL S f" lQ(l r " '"trwtjd t OC procedure addendum U.u.d 
fflU.S,(. rf TenneiKe i/allu Authority 80/06/10 3pp 



violation, not.d In 
' 



. 

Ttnnaite* Valle.( Authority 80/06/S3 9pp 



MIUS.L M r.nnet.ee Valley Authority BO/03/27 



rorw fl |.J, rvUlnn 
frtct of min itejim vlvo 
HILLS, L, M TennemteVslUy Autho< 



final <teflclaricy rpl 
v DO/Oft/ll IP 



8004170672 fievUlo,, to flOO'lH? final deful.ncy r.pt re IFJ> tttt 
main iteam valve tulpohit He* Vino, vein ilaUnn h *lr 
conrfltlonlnj tyi for valv i-ocmt beltiu miiil|f|d to prowld* 
narrower temp rang* of 110 120 f 
Tenni"e Valley Anll.oi Uy ElO/flA/M, Iji 

B006I903II3 Fourth interim difUUnty re p t r i,,rf<,c. crack* In 1 09 
itnam gensralor W t injimiut (.ocrae 1 1 VB flctloni rvvlewtd b 
PpropriaU preventive dtllonj laden Neil rtpt ulll b 
tubmltted B00909 
MILL8,L,M Tenn VolUy Authin-lti, (\Q/Qi</\'J Ip 

a006240'l3a Fifth Interim deficiency , pt i refuellnfl uat*f ttqrjoi 
tank overflow line not rJiur-i'-ati'.l (,11 A!iM( cod* Pllt*burs(i- 
Oe. Molne. Qteel Cq 1. ntil pre.onlH, HI luiiiliig ptpalri fJit 
rPt uill be lubmllted by FJQtWOS 
MiULB.l. M Tenn**in* Valley Authority BO/06/ HI Ip 

BO "?ve 3 t"muUtur' Uf ! lW dfl( '" : '""'' r ' )l r U1(l 't' 1 *l li*lU 
MILLS.l, M Tennelis* Vallnij Aulhnrily HO/Oi/19 Ip 



B006M0370 farwai-d. ,,co.,d Intiri* d.ful 
Drvo Ofl prooram 

M TennBge Valley Authority QO/Ofi/l? If 



rpt rt br.aVdc.r In 



r.pt r. 



o ( . l . 

f ?!I ? ^ itd b " l * cl1 of ^cum.ril.tion ASMF code cm* 

In HUt.d Di-avo t, utll are revl, w h ls rudlographic film of 

;ii tftop (, n. id u.id, f or CUlf | & a pipm, 

* Tnti*ci.f Vllev Authority 00/06/19 Ip 



M 
" 

2 n 

rl 



rpt r. it*if. 
oBtigaiina 
llo\ ,.at 



DOCKETED ITEMS 



1&5 



80Q435Q234 Submits addl info fur 800213 final deficiency rept re uelds 
bupaised by QC Alt nonconf ormance repts reviewed & S3 
instances Found of failure to comply ui/procedura 1 
reiuil orients Two instances occurred after QA training given 
MILLS, L n Tennessee Valley Authority 80/06/20 Ip 



V Operator Examinations 



8006240161 Ack receipt of 80O4I4 1 tr requesting revieu of addl training 
for future applicants far lieens-es Concurs oi/prnposal to 
license nine senior operators at Sequoyah far participation 
ai H censed personnel at Watts Bar 
SCHHENCER.A Licensing Branch 2 QO/06/O3 2pp 



DOCKET 5Q-391 HATTB BAR NUCLEAR PLANT, UNIT 2 

A Application/construction stage documents t- correspondence 

EJD06-250Q62 Forwards application for license to receive, possess d itore 
assembled fuel assemblies !> up to 100 loose fuel rods at 
facility 
HILLS, L M Tennessee Valley Authority 80/05/13 2pp 

0006250065 Application for license to receive, possess fc store assembled 
fuel assemblies t> up to 1OO> loose fuel rods at facility 
Tennessee Valley Authority 80/05/13 20pp 

60062301 1O Advisoi BUR S- PUR applicant! of NRC decision to modify 
implementation plan presented in Section 4 of NUREQ-0577 re 
adequacy of applicable support structures General operating 
reactor review procedure & acceptance criteria encl 
EISENHUT, D Division oF Licensing 80/03/20 13pp 

GO 0630 0391 Forward* revised responses to Question* 031 137,040 60 i. 
031 137 of NRC 790801 Itr re seismic qualification of Class 
IE electrical equipment Repts re cable sample* & IEEE-323- 
1974 qualification encl 
HILLS, L M Tennessee Valley Authority 80/06/53 lOpp 

3006300397 "Delphi Pneumatic Teat Procedure " 

LEWIS-G Comi.jp, Inc , Delphi Systems Div 7S/0&/18 2pp 

--BOO&300400 "Radiation Testing of Cell Number SSSiFlnal Rept " 
WILLIS, D E 1RT Corp 79/OB/23 7pp 

-BOO&.3Q04O9 "Seitmic Vibration Tnst of E10 Series Transmitters " 

SEARS, J A , MCCASLAND.K , RAMSELL, R Aeton Environ Testing Corp 
76/03/22 30pp 

8006.300414 "Test Procedure for Seismic Vibration, Qua 11 fieation Test of 
Elo Serie* MCA/fiRW Transmitters " 

BEARS, J A . MCCASLAND.K Acton Environ Testing Corp 73/09/30 
85pp 



a00616020i, IE Insp Repts 50-39O/80-1 1 t 50-391/80-03 on 800409-11 No 
noncomp] l atice noted Major -area* inspected pipe supports 
ID/concrete eipamlon bolti per IE Bulletin 79-02 
HERDT'A R Region 2, Atlanta, Reactor Construction & Engineering 
Support Branch MQDEN09, L Region 2, Atlanta, Office of tho 
Director 30/04/29 9pp 

8006060159 Forwards IE Bulletin BO-11, "Masonry Uall Disian " No action 
ov written response required IE Info Notice 79-38, 
"Overloading of Structural Elements Due to Pipe Support 
Loads" encl 
O'REILLY, J p Region 2, Atlanta. Office of th Director BO/OB/OB 



BQ06040267 Forwards IE Bulletin BO- 12, "Decay Heat Removal Siji 
Operability " No written response required IE Info Notice 
B0-20j "Lo9 of Decay Heat Removal Capability at Davll-Beise 
Unit 1 While in Refueling Mode" encl 

O'REILLY. J P Region 3, Atlanta, Office of the Director SO/QS/09 
3pp 

800&190246 Faruardi IE Insp Reptv SO-390/QO-10 (, 90-391/80-07 on 
B0040S-11 No noncompliance noted 

MURPHYrC E Region S, Atlanta. Reactor Construction b Engineering 
Suppoi-t Branch SO/05/0? 2pp 

8006170257 IE Insp Repti 50-39O/BO-10 ti 50-391/80-07 OH 80Q40B-lt No 
noncoiTBliance noted Major ar*ai inspected preservica insp, 
melding record) ti murker cancerni 

HRDT,A R Region 3. Atlanta, Reactor Construction b Engineering 
Support Branch OIRARD.E H , COLEV, J L Region 3, Atlant*, Office 
of the Director BO/OS/OB 9pp 

8006390212 Forwards IE Insp Repts SO-39O/QO-12 t, 50-391/80-09 on 
800422-24 No noncompl ianca noted, 

rtURPHY.C E Region 3, Atlanta, Reactor Construction fc Enetneerlno 
Support Branch BO/05/14 2pp 



30062S021B IE Insp Repts SO-a-JO/uO-IS . 50-3<J1/80-09 on 000433-24 No 

noncompliance noted Major areas inspected 10CFR50 95 items, 

IE bulletini t circulars, QA audits (. general const 

acblvitlBl 

CANTRELt.F B Region 3, Atlanta, Reactor Construction I. 

Engineering Support Branch THOMAS. M Region 3, Atlanta, Office 

of the Director 80/03/M 4pp 

8004230030 Ack receipt of 600601 Itr informing NRC of iteps taken to 
correct violations noted in IE Imp Repts 30-390/80-03 tt 
30-391/80-04 

MURPHY. C E Region S, Atlanta- Reactor Construction i< Engineering 
Support Branch 80/06/0& 2pP 

8006230033 Raiponds to NRC B00324 ttr re violations notid In IE Insp 

Reptl 50-390/80-03 tt SO-391 /BO-04 Corrective action!' 
engineering unit tuperviori directed to develop inap 
oTDnrams for all saf etyrelated features re fillet uitlds 
HILLS, L H Tennessee Valley Authority 8Q/05/S3 3pp 



~aoO,300"l22 "Cage 8< Differential Pressure Transmitters Type E1O Series 
BCHREINEfi.W , CA8AUBON,M , TOLF.H L Acton Environ Testing Corp 
73/1O/31 lOpp 

B0063O04S9 "Oual if Ication Test of Electrical Cable* Under Simulated 
LDCA/DQE By Sequential Exposure to Environs af Radiatloni 
Thermal Aging>8teani I* Chemical Spray " 

Iioniedix, Inc (subs of Maesfleld Enterprises, Inc t 
7S/06/3Q 42pp 

F Stturlty, medical, emergency Ii fire protection plan* 

BOO SI 303 17 Format-tit clarification of NRC requirement* for emergency 
rupon** facilities daflnud in 790913 Itr Addl specific 
criteria for facilities under development 
EIHENHUT, D 0, Division of Operating Reactori BO/04/25 <61pp 

COO60SOO96 Forwards fuel storage physical security plan Plan withheld 
(rf 10CFR2 790) 
HILLS, L M Tennessee Valley Authority 80/09/29 Spp 

8006060294 ForuaTdi addl info to traininj tt qualification plan Info 
withheld (ref 10CFR2 790) 
MILL&, L M Terine*see Valley Authority 80/06/02 2pp 



Inspection reports, IE Bulletins & correspondonc" 



B006I30B46 Forwards request) far relief from ASHE Section XI pruervlee 
fc ln*rvice Insp requlrenentc far fac llity. TVA uill rvvlse 
prestrvice V inservlce insp program to reflect exceptions, 
rtequBiti comments by 300701 
MILLSjL M Tennessee Valley Authority 80/04/0? 14pp 

80 062 4 O2 6^ Faruardi reiponie to IE Bulletin BO- OS re vacuum conditions 
resulting in damage to holdup tanks Freeie protection for 
refueling uater storage tank at Sequoyah it Uetts Bar Is 
provided by redundant heatvri b tank insulation 
MILLS, L H Tenneitee Vally Authority 80/06/09 Bpp 

8 Reportabla oceurrencei, LEHa fc related correipondence 

H00603O393 Foruards final dnflclency rept re temp effect on miln 
iteam. safety valve tetpoint 
HILL8.L M Tennessee Valley Authority BO/05/27 ip 

8006O3039B Final deficiancy rtpt re temp effect on *atn steim lafetij 
valve mtpoint Ambient temp affecti steam generator temp 
Valve room temp adjusted by ethaust fan Thermostat added 
to valve room to limit temp range to 80-120 F 
* Tennessee Valley Authority 90/05/27 Ip 

H00t0i0270 Forwards first interim deficiency rept re safety Injection 
sui Train B Floui deficiency Ne>t rept ta be flltd by 000004 
KILLS, L.M Tennessee Valley Authority 80/09/30 if 



Foruards IE Insp Rpts 50-390/80-11 1< 30-391/80-08 on 
Q00409-1I No noncompliance note-d 

MURPHVrC E Region St Atlanta, Reactor Construction !< Engineei-lng 
Support Branch 90/04/30 Epp 



BOOc.060303 Final interim dBficleneij rept re RHH pump motor svc factor 
RHR pump motors exceeded allowable syc factor of 1 15 during 
lo-u head operational modes Flow rettrictloni added In each 
RHR pump hot leg (t cold leg injection header 
* Tenneitee Valley Authority. 80/05/30 Ip 



196 



DOCKETED ITEMS 



BOOiOAU'lBI Fai-ujardi final deficiency rept re sfiocV arrestor -strut 
aemb ly Inter Per one e 
HILLS, L (1 TenneESBB Valley Authority BO/09/30 lp 



DOCKET 50-395 VIRGIL C SUMMER NUCLEAR STATION, UNIT 1 

A App I ication/coiistruc t inn stage documents j, correspondence 



8004060489 Final deficiency rept PB shock arreator stiut assembly 
interference Assembly does not provido sufficient clearance 
for arvBStor to -function freely uihen installed at off-mis 
anole greater than S3 degrees Assemblies will be replaced 
Tennsise-0 Valley Authority 60/05/30 lp 

aQOiI10036 Foruards final deficiency i apt re Ruskln fire dampers 
HILLBiL H Tennessee Valloy Authority BO/04/03 lp 

8006110043 Final deficiency rept IB Rusliin fire dampen RusHn has 
developed altern-aco fli providing positive stop far spring d 
snap-in strip ensuring complete closure Modi will be 
completed Ay GQ061Q Drawings end 

TennosBe Valley Authority 30/06/03 3pp 



9006030195 Forwards Matls Engineering Branch input re mater chemistry 
programs U/o encl 
KNIGHT, J P Assistant Director for Engineering BO/04/O7 lp 

3006230110 Advises EWH t PUR applicants of NRC decision to modify 
implementation plan presented in Suction 4 of NUHCO-0577 re 
adequacy of applicable support structures General operating 
reactor review procedure h acceptance criteria end 
CISENHUTrD G Division of Licensing BO/05/20 13pp 

8006030350 Submits description of activities in response to NHC 000505 
request for detailed field audit of Installed electrical 
equi pmonl 
CREWS, E H Southern California Edison Co GO/05/2B 2pp 



8006170925 Third interim deficiency ropt re control rod diop events 
yielding leas conservative DNBRs Review of corrective 
action* recommended by We-stinghouaa undermaij Neit rept to tic 
submitted bij 000905 

M Tennessee Valley Authority 80/06/06 lp 



Odd 0304 7 7 Requests acceptance of outlined audit d insp programs as 
verification of electrical equipment & sys confnrmance 
w/FSAR separation critoila per NRC B00505 request 
CHEWS.E H South Carolina Electric tt das Co 80/05/28 2pp 



9006170639 Forwards revision to 000537 final deficiency rept re temp 
effect at main steam valve setpoint 
HILLS, L II Tenn-aisee Vatloy Authority 80/06/11 lp 



B0060905I1 Notification of BO 06 13 mooting u/utils in Gethesda.MD to 
discuss structural engineering rev leu 
HOUOflTDN.T C Licensing Branch 3 BO/03/3O 3pp 



aOOA170fc72 Revuion to BQ0927 final deficiency rept re temp effect of 
m*in ftiDm valve setpoint Hoot i rig, venti lation b air 
conditioning syg for valve rqcms facing modified to provide 
narrower temp range of BO- 120 F 
* T*nneseoe Vaileij Authority BO/06/11 lp 

6006240433 Fifth Inturlm def ic ti'iicy rept re refuelinii water storage 
t*nt ovirflou line- not fabricatc-d to AGHE cod* Pittsburgh- 
Da* Holnce 'Steel Co * util presently rilscuiiing repairi Nut 
rapt will be suamitexJ bj B0090S 
rtlLLH. L M T*nnesse Ualloy Authority BO/06/18 lp 

8-006340377 Second interim doficiency ropt re UHI hydrauli- isolation 
valv* Accumulator ualghlng iys Revleuj of mod proposed bij 
Heat injhoUB& is not template Addl info will bB suppllad bq 
BOOeOE) 
MILLS, L H TenntHK Vallny Authority DO/O6/19 lp 



Foruards lacond interln deficiency ript ro breakdown in 
Uravo OA program 
M1LLS.U M Tennesioe VallV Autlioritu 80/06/19 lp 

8006^40377 Socotid interim dafUisncy ropt re breaVdouin In Drivo QA 
program Caused b<j I'ck of documgntatlon AS HE code cane 
Initiated Dravo t util are reviewing radlographic film of 
ell ihop ( field uvldt for Clasi 1 b 2 piping 
TnnStBB Valley Authority BO/06/1? lp 

GQ06H5Q17Q Third interim deficiencij rapt re steem generator uater 
lv*l raf column error Util is Investigating feasibility of 
Initially Installing temp compensation !< not utlliling 
Inaulatlon for Brquouih 3 i Hatt* Ear 
MILLS, L ft Tunneise* Valley Authority 80/06/20 2pp 

S006K50234 Submits addl info for OQ0213 final deficlencu rept re melds 
b<jp-iiced bv QC All noncon-f ormnrice repti reviewed fr J3 
Initnncvi found of failure to comply in/procedural 
requirements Two instance's occurred after QA training given 
MIE.L8.LM TennB.see Valley Authority BO/06/20 lp 



V, Operator Eiaminatiotn 



Ack receipt of 60D414 1 br requesting review of addl training 
for future applicants for licenses Concurs u/proposal to 
lltanxg nine senior d-poralort ab Qequoyah for participation 
t licensed personnel at Watts Bar 

Llceniing Branch 2 00/06/03 Bpp 



DOCKET 5&-JV2 CHIN-SHAN POWER REACTOR, UNIT 1 

P. Operating license itage documents i> correipc-ndance 

8006-120510 Application for Amend ! to LUenie XR-80. eitending 
fiplration dtc to 930701, Marked up license amend end 
HILBQN.&D General electric Co 80/05/13 2pp 



9006110391 Forwards requests for addl Info re lave! measurement errors 
due to environ temp effects on lovel Instrument ref legs & 
steam generator mods tr control rod guide pin placement 
SCHUENCER, A Licensing Branch 2 NHC 80/05/30 Qpp 

8006170363 Forwards Drawing I)-208-004, Sheet 247, Revision 3 Of reactor 
bldg purge eihaust butterfly isolation valve Drawing 
available In Central Files only 
KRAMER, C , YOCOh, H E Oi Ibert/Comraonwea 1 th COB 80/06/11 lp 

8006170641 Foruards Drawing E-51 1-208, Revision 1 ro misce 1 lanogus steel 
for fuel transfer canal shielding Drawing available in 
Central Files only 
BARNISIN. H A . YDtQM. H E Gilbert/Commonwealth Cos BO/06/11 Ip 

6006240624 Forwards request for addl info on radiological assessment in 
order to continue review of QL application 
BCHMENCER.A Licensing Branch 3 BO/06/11 Bpp 

BOO62303B9 Discusaoa reorganization of Oft of Nuclear Reactor 
Regulation & advises that mgt licensing matter* w/respsct to 
facility have been assigned to T Haughton Reorganization 
charts enc 1 
TEDESCO.R L Assistant Director for Licensing 80/06/13 IBpp 

B006270009 Requests addl info to determine potential underclad crackino 
In reactor vossel nonle* Info must be submitted with in 2 
wks 
BCHWENCER,A Licensing Branch 3 80/06/1B 3pp 

C Utility environmental Report (EH), amends S. correspondence 

8006090023 Significant deficiency rept re omission of shelf life of 
tapes used for 480-volt terminations from site procedures 
Shelf lives obtained from manufacturers tt incl ided In site 
storages procedures 
* Southern California Edison Co 80/05/27 2pp 

F Security, medical, emorqoncy t> fire protection plans 

8005130317 Forwards clarification of NRC roo.ui regents for emergency 
response facilities defined in 790913 Itr Addl specific 
criteria for facilities under development 
EIBENHUTi D G Division of Oparabing Reactors 80/04/35 61pp 

Q006060343 Forwards radiation emergency plan 

CREWBrE H South Carolina Electric b Oas Co 80/06/04 lp 

8006060344 Radiation emergency plan 

South Carolina Electric t Oas Co 80/06/04 BOOpp 

II Utility Final Safety Analysis Re-port IFB.AR) & amends 



80OA230186 Forwards Amend 19 to F8AR 

CREWS. E H Southern California Edison Co 



SO/06/1B 2op 



--8006230190 Amend 19 to FSAfl 

Southern California Cdisan Co 80/Ofa/SO 3, OOOpp 

Q Inspection reports, IE Bulletins >, correspondence 

9006160216 Foiuards IE Ii.sp Ropt 5O-395/80- IO on 800414-17 Ho 
nuncomp 1 iance noted 

MURPHY. C E Region 2. Atlanta, Reactoi Construction Si Engineering 
Support Branch BO/05/O2 2pp 

8006160219 IE Insp Rept bO-395/SQ-lO on 800414-17 No noncomp 1 iance 
noted Major ill Da 6 Inspected const at t i vi t IPS, otl 1 audit 
program & IE Bulletins 79-13 >, 80-03 > IE Circulars BO-03, 
BO-O3 t. SO-O7 

CANTflELL.F S Region 2, Atlanta, Reactor Construction (. 
Engineering Support til ant h DUHDETTE, T E Region 3. Atlanta, 
Office of the Director 8O/O5/OE! 5pp 

8006060405 Formai'ds IE Bulletin BO-11, "Masomy Uall Design " No action 
or written response loquirod IE Info Notice 79-2B, 
"Overload ing of Structural Clements Due to Pipe Suppoi t 
Loads" cue 1 

O'REILLV, J P Region 2, Atlanta, Office of the Director 60/05/08 
2pp 

B0060604BO Forwards IE Bulletin BO-11, "Hasonry Mall Design " No action 
or wrlttnn I espouse Teo,uirod IE Info Notice 79-28, 
"Overloading of Strut tura 1 Elements Due to Pipe Support 
Loads" encl 
O'REILLY, J P Region ?, Atlanta. Office of the Director BQ/05/O8 



8QOi050305 Forwards IE Bulletin 00-1?, "Decay Heat fiomoval BIJD 
Qperab 1 1 i tu, " No written i espouse required IE Info Notice 
BO-2O. "LOGS of Decay Meat [i era oval Capability at Davis-Bosae 
Unit 1 While In Refueling Mode" encl 
O'REILLY, J I 1 Region 2. Atlanta. Office of the Director BO/09/09 



80060SO307 Forwards IE Bulletin BQ-12, "Decay Heat Removal Sys 
Operabllity " No written response required IE Info Notice 
flO-SO, "Loss of Decay Heat Removal Capability at I)avin-Bease 
Unit 1 UtiilB in Refueling Mode" encl 

O'REILLY.J P liegiori 2. Atlanta, Office of the Dimctor HO/OB/09 
2pp 

80062-10045 Forwards IE Insp Ropt 50-395/00-09 on B00421-25 Mo 
noncomp I la nee noted 

8 TOUR, J P Region H. Atlanta, fuel Facility & Material! Safety 
Branch BO/03/13 2pp 

800624QQ33 IE Insp Rept 50-399/00-09 on B00421-29 No noncofnp liance 
noted Ha.jui areas inspected preoperati onal surveillance 
programs, implementation of CP requii ements d environ 
protection 

JENKINS, G R Region 3, AUonta, Fuel Facility t, Materials Safety 
Branch CUNNINGHAM, A L Region S, Atlanta. Office of tho 
Director 80/05/12 4pp 

8G063Q0087 Forwards 1C Circular tiO- 1 1 , "Emergency Diesel Generator Lube 
Oil Cooler Failures " No written response required 

O'REILLV.J P Renion 2, Atlanta, Office of the Director BO/03/13 
2pp 



'12y-23 Nn 
Ol "> Co H'/6/l2 lp 



B006300330 Ack receipt Dt IE t 
proprietary info 
JDHNSON.N C South Carolina 



-8006300MS Fe r .ard 5 ,E t P R C p t S 

M^PMv'c'r'Con 2, Atl.nt-, K**'^ Co,,. t,. UC 1 1 on - Cng .n-.ri , 
Support Branch BO/O5/21 2PP 

-23 Nil non-comp 1 l'ic 
K 

of tho Diiatti 



__ _ ,-- -r, ,, (00422-23 Nil non- 
8Q06300325 IE Imp Rept 5O-39S/80-12 on ""*" 

noted Major area, inspacted op-i* !*" ' fflvi8LJ f 



radiography 

Gl ,S:l " ' 

Support Branch BO/05/1A 
S R.port.1.1* oc CU rrei,ee S , UERs 



rreflpon.lci.ee 



BOQ6330426 Deficiency rept re ASMF Codo ClfliJ 1 pip>l. D ortlor^d u/,, 
stipulating proper testing Caused by i IntprpruUfclon n f 



ipulating prop 
FSAR requirements Purchase order eh,inffC'J 

El.ct. 



800405001? Forwards signifitant deficloncg r|.t TO ohnif 1 if of *-li 
used for flBO-volt term! na 1 1 on-9 . .nn,.,-/ 

CREUS.E H Southern California Edlooo Co E1D/C-3/J7 lp 

3006230-153 Final deficiency rept ie shelf li to at Up Uid for lill) 
volt terminations not being addrBsaod in it protBdurQi 
Terminations are beino red 011,0 Shelf livoe hovo lin nht(ilnll 
d are Included in site storage procedural HstolU one! 
CRCWS.E H South Carolina Electric *. Oa* Oo HO/l)/J7 3[-P 

B00604O2-11 Final deficiency re-pt rt biokcn lnul* tor On 7kV ipoad l< 
transfer switches tlfg mil pfovitfe riew, ft jwl r h*t on 
nporatins mechanism (< ueluifd crank* to i cilucc rioflnction 
Operating angle of cranks u 1 1 1 alo ho changed 
CREWS, E H South Carolina Electric ^ O-a t Co UO/OS/SH 3l>P 

8006040304 Final defitiency T0pt re Incori'uct curi unt atinoi In 4111) 
volt load ctr circuit breakup iaf e t i/-i D 1 fltnfl 4(l(l-vult 
breatBrs inspected viiuallg Cine solioov i uplamd MotiuPacturir 
notified 

CREHSiE H , WACTOR. J A South Carol i na C I nc trie & OflB t ti tlO/OIJ/l 
3pp 

SOOiO90042 Forwards final deficiency i a fi i l-e tiindo-nun tu alBctrlcnl 
separation 
CREWS, E H South Carolina Electric >, Qf> v- Co nOXOH/.'Ll 1 1) 

S00i050047 Final doficiancg rept ro InndvquatD lacti'lcl auuaralJil 
Power feeder circuit (del uiaa routed frurn tat ety-rolat-od 
distribution panel to nonsaf o ty-TB 1 1 ft to tS fiarii I u/iul iaolfltiim 
device Design control program I-HCIU L romunt* rovleund 
* South Carolina Electric 4 Qaa Co (lO/OD/id Spf 

8006110254 Significant deficiancy rap t on BOO? t 'a. il iicovorflil rhUlsr 1 
unit could not be fully loaded bePorif unit uoirld trip nul 
on lou evaporator pressure 1. GUI vc kii-atoi Mow cutnut 
dal eted 
.CREWS, E H Southern California Edison C n tlO/09/^7, 3pfi 



n006300090 Forward* 1C Circular BO-11. "Emergency Diesel Generator Lube 
Oil Cooler Failures " Wo written response required 

O'REILLY.J P Region % Atlanta, Office of the Director SO/09/13 
2pp 

B006ES010P Foruiards IE Insp Rept 50-395/BO-13 on B00301-0430 No 
noncompl iance noted 

LCtlldiR C Region 3, Atlanta. Reactor Operations Nuclear Support 
Qranch 00/05/16 2pp 

B00625010c, 1C Insp Rent 30-395/00-13 on 800301-0430 No noncompl iance 
noted Major areas inspoclod preopcratlona 1 test procedure 
review, OA, adminic Irativo controls b maint & preoporational 
tofit results 

KELLOOO.P J Jlngion 2, Atlanta, Heactor Operations Nuclear Support 
Branch SKOUD3. J L Region 2, Atlanta. Office of the Director 
80/03/16 llpp 



8006200012 Part 21 rept re failed onfl i nw toruil bnarlng Dlcial 
generator sots uierc inspected in accnt-diinca u/urlttan 
procedures d revised drauiiiigs Oanorm tar n arc (roe of 
reported potential defect 

HQF1IARTV, J ti Colt Industries, Inc , FftirbanH Mnrs Enolno Div 
80/06/06 2pp 

80061B04O1 Deficiency rept, re sub itont i a I ugfett; lui^rd In Hoi tlnyhni 
centrifugal charging pump operation Intuvlm mndv luggeitvil 
CHEWS, E H Boutli Carolina Electric J. Oa n Co RO/Ofj/ia. 3pp 



8006180404 Confirms 800300 t o 1 c on u/K Ulackujcod r* iublt*r>tinl t*fi 
haiard notification per ioCFRSl [)lcun (Ja o t Infllmut * 
charging pump operation 4 interim mntis for ;i~loop I 1-lo-op. 
operating & nonoperatf nj plants 
ANDERSON, TM West i nghuua e Elnctric Corp 80/03/01) 7pp 



800619063'! Notifies that no pioprietary info is contained in NRC Audit 
fiept 90-395/00-10 
JOHNSON, M C Boutli Carolina tlectric Gas Co 80/03/30 lp 



DOCKET 50-397 WPPSS NUCLEAR PROJECT, UNIT V 

A Application/construction stage document 5. corrmpondBiu* 



S006240276 Roipondi lo IE Bulletin 79-03A re defects in A8ME SA-31S 
Type 304 stainless stool pipe Facility design does not 
permit use of pipe described tn bulletin 
CflEWS.E H South Carolina CloctrU ti Gas Co 80/06/09 lp 



B006230110 Advises HIJR & PWR applicants, n f NRC docUion to modify 
implementation plan presented in Swction 4 nf NUFlFO-Ofl?/ ra 
adequacy of applicable support structure Oonoi-rtl opimtino 
reactor review pi ocedure 1, acceptance cvltoria anr 1 
EISENHUT.D Division c F Licenaing OO/OB/^d 13pp 
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DOCKETED ITEMS 



BQ04I10414 Notification of 800529 meeting u/util.OE !. SRI In Bethesda, 
MD to diicuis revised Chapter 7 of F3AR 
LYNCH. M D Licensing Branch 1 60/05/23 2pp 

B006B30001 Summary of B004IO meeting u/Mark II owners group re 
suppression pool temp response to tat etij/rel lef actuation! 
Studij concluded that limit on temp pat needed Requeits that 
applicant* submit detailed info for evaluation 
SU.T K Containment Systems Branch BO/03/30 4pp 



8006S4Q41B "Environ Programs Base Map - Hanford Ara " 
* Washington Public Power Supply System 79/01/12 



K Utility Final Safety Analysts Report (FSAR) & amends 



BOQ6110I3S Forwards Amend 1 to FSAR 

RENBERCERi D L Washington Public Pouer Supply System 
2pp 



B006Q30540 Forwards responses to Question! 360 004 (. 360 005, open 
Items from Round l.Bet 2 Oueitioni ui 1 1 be Incorporated in 
FBAR.Amrnd 10 References. prepared by Shannon t Hilson It 
Woodward-Clyde Consultants, ulll be forwarded 

RENHERPER.D L Washington Public Power Supply System BO/06/03 
33PP 

B006110278 Notifies that lab mill bo conducting addl moisture teiting 
on lou hydrogen electrodes using technique required in AW6 
AS 5, Section 25 Electrode coating moisture testing Msults 
uill be applied only to Units 1 Si 4 
RENBEROER.DL Washington Public Pouier Supply System BO/06/06 



B0063Q0013 Forward, "For Comment" edition of NUREO-0619i "BWR Faeduater 
Nonle ii Control Rod Drive Return Line Not tic Cracking " 
Rept provides NRC resolution of Generic Technical Activity 
A-10 U/a encl 
EI6ENHUT.D Division of Licensing BO/Q6/Q& Sff 

BO 04 130 3 05 Forwards responses to Round l,Set B questions from 
Instrumentation & Controls Sys Branch Questions uill be 
incorporated Into FBAR in next amend 

RENHERQER.D L Washington Public Pouer Supply System BO/06/0? 
124pp 



80061 10139 Amend 9 to FSAH 

* Washington Public Poiuer Supply System 



60/04/30 37Spp 



6006170509 Forwards 900609 transmittal Itr i, Certificate of Svc for 
Amend 9 to FSAR Amend was sent to Benton County- MA Board of 
Commission's Energy Facility Site Evaluation Council ti EPA 
RENHERGER.D L Washington Public Power Supply System 80/06/09 
3pp 



Inspection reports, IE Bulletins & correspondence 



80062S016V Forwards IE Insp Rapt SO -397/80-06 on 800415-18 No 
n one amp 1 lance noted 

SPENCERiG S Region 3. Ban Franciscoi Reactor Construction fr 
Engineering Support Branch BO/05/15 2{jp 

3 

B006230172 IE Imp Rept 30-397/80-06 on 800415-18 No noncomp 1 iance 
noted Major areas inspected follouup on previous Insp 
findings, struc tural steel welding, instrumentation mark fc IE 
bulletins & circulars 

DQDDS. R T Region 3, Ban Franclscoi Reactor Construction & 
Engineering Support Branch BISHOP, T W , KIR8CH,D F Region S. 
San Franclscni Dffice of the Director BO/05/09 12pp 



B0061806S1 Notification of BQQ613 meeting u/BWR Licensing Resolution 
Group in DetheidaiHD to discuss progress 
WILSON, JN Licensing Branch 1 BO/06/09 lOpp 



60060604BO Forwards response to IE Bulletin 79-09- "Events Relevant to 
BURs Identified During TMI Incident" & plant unique data re 
NEDO-B470B 
RENBERCSR.D L Washington Public Pouier Supply SytLem 80/05/23 



BOOi2303Sl Summary of 800514 meeting u/utlls In Bethesda, MD n 

organiiatlon 1 objectives of BUR licensing resolution group 
Agenda It vieugraph encl 

WILSON, J N Qptrating Rnactori Branch 4 BO/06/17 llpp 

BOO 630 OS 67 Foruirdi regional evaluation of licensee perfnrmancc t 
supporting data re activities authorUed by CPPR-93 Areas 
of concern It required corrective actloni delineated in NRC 
BOOM 7 Itr 

ENOELKEN, R H Region 5, San Francisco, Office of the Director 
SO/06/ 17 2pp 

8004300591 Discusses regional evaluation of project activities for Apr 
1979~Apr 19QO Strong measures required to provide adequate 
assurance that completed safety-related wort ujai properly 
accomplished Evaluatlori form for period encl 
PODD8.R T Region S, San Francisco, Reactor Construction b 
engineering Support Branch BISHOP, T W , KIR8CH, D F Reoion 5, 
San Francisco, Office of the Director BO/OS/13 13pp 

8006300381 Forwards addl info required far NHC to complete revieu of 
partial penetration uield substitution for sacrificial shield 
uall Includes documents re shielding correction for shim 
gaps at elevation 541 Inches to 3 ft fc detailed drawings 
RENDERDER.D L Washington Public Power Supply System BO/06/20 
35pp 

F Btcurlttji medlcali emergency t fire protection plans 

8005130317 Forutardi clarification oF HOC requirements for emergency 
response facilities defined in 790913 Itr Addl specific 
criteria for facilities under development 
EIBENHUT.D Division of Operating Reactors BO/04/2S 61pp 

9006240404 Forwards drawings re location for near-lite emergency ctr 
Requests Immediate review V reiponse so that site- ipeclf Ic 
design wort can proceed d site preparation begin 
"Pr*concptual Site Plan" available in Central FiUi only, 
RENBEROER.D L Waihingtdn Public Pouer Supply System BO/06/16 



-- 80Q624Q40B "Wind. Dose foi- WPP8-2 for Apr 1974 to Mar 1973 at 
33 Ft Level " 
* Washington Public Power Supply System 75/03/31 lp 



8006240083 Eipresses concern re quality of const of sacrificial shield 
uall It pipe uihip restraints at site Requests info re steps 
taken to provide, reasonable assurance that approved QA 
program has been implemented 

BTELLO.V Office of Inspection & Enforcement, Office of the 
Director BO/06/17 3pp 

a 0062 4 00 Bi Discusses items of noncomp 1 iance re sacrificial shield uall 

b pipe whip restraints identified during 1C investigation on 
791127 i 800333 Response to Itr required in 25 days Notices 
of violation d proposed imposition of civil penalties encl 
BTELLO.V Office of Inspection t, Enforcement Offict of the 
Director 80/06/17 2pp 

B006240090 Notice of violation fr-om investigation on 7911B7 it B00229 

Investigation revealed deficiencies re sacrificial sni*Id 
uall tt pipe whip restraints Assigns monetary penalties far 
each deficiency 

<t Dffice of Inspection & Enforcement, Office of the Director 
80/06/17 14ap 

B006240093 Notice of proposed imposition of civil penalties in amount 

of 61iOOO foi items of noncomp 1 lance identified in notice 
of violation Utll may pay penalty or submit written protest 
* Office of Inspection & Enforcement, Office of the Director 
80/06/17 lp 

9 Reportable occurrencesi LERs 4 related correspondence 

B006050236 PNO-V-00-037 on QOOS1B, Mount St Helen erupted Unit 2 has 
pproi 1/B-inch of ash on ground, some ash dust inside plant 
Filtration sys operabi 1 Iby confirmed Monitoring to detect 
abrasive mat Is In sys components underuay 

BISHOP, T W Region S, San Francisco, Office of the Director 
80/05/19 2pp 

8006300219 EN-BQ-021 on 800617, notice of violation t> notice of 
proposed imposition of civil penalties uill be isiued to 
util Action based on alleged item* of noncomp 1 ianct re 
deficiencies in QA program during period of 1976-78 
HENDERSON, J. . THORNBURO, H D Office of Inspection b Enforcement, 
Office of the Director 00/06/13 1 P 



--B00624Q413 "Combined Plant Svcs t Emergency Coordination Facility 
Bite Location, 1,930 Meter Radius Eiclusion Areas & Property 
Linti " 
Washington Public Power Supply System 79/01/12 lp 



DOCKETED ITEMS 
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DOCKET SO-400 BHEARON MAURIS NUCLEAR POWER PLANT. UNIT 1 

A Application/construction stage documents tt correspondence 

8006230110 Advises BUR it PKR applicants of NRC decision to modify 
Implementation plan presented In Section 4 of NUREO-0377 re 
adequacy of applicable support structures General operating 
reactor review procedure d acceptance criteria enc 1 
EISENHUT.D Division df Licensing BO/05/30 13pp 



BQ060 [ ?()306 Interim deficiency rapt re procurement, fabrication b imp of 
ngineeretf plates for concrete embedment !, support of 
saf aty-related loads Investigation revealed 467 plates 
requiring corrective action 
CH1ANQI.M J Carolina Poiuer J. Light Co BO/QS/3Q 2pp 

8006160070 Forwards final daficisncy rept re omistion of rebar in 
reactor auiillary bldg 
CHIAWI.N J Carolina Punier > f Light Co SO/06/09 lp 



80O61901B6 Responds to 800318 Itr re NRC position on util approach of 
applying AIF position paper for procurement of off-the-shelf 
items NRC does not concur tu/util approach Procurement of 
spare or replacement parts subj to QA controls 
HAASS, W P Quality A5urance Branch SO/05/23 Spp 



8006160075 Final deficiency rept re omission of reinforcing iteel in 
reactor auiiliary bldg a south, eitenorj sheaf uall Cauted by 
human error Holes drilled (. bars grouted into previously 
plated concrete Special tests conducted to validate repairs 
* Carolina Power & Light Co BO/06/04 6pp 



BO0616O145 Forwards revised pen phy ton/p lankton biological monitoring 
program to provide pre impoundment phytop lankton data for 
comparison w/post-f mpounilment data 
MCDUFFIE.M A Carolina Power 4 Light Co HO/Oi/lO lp 

8006160147 Revised biological monitoring program 
* Carolina Power fr Light CD 00/06/10 3pp 



I Financial information 



8006240383 Confirms 300606 teUon which clarified that deficiencies 
identified during NRC audit need not be evaluated for 
reportability per 10CFRSO 53<e> t< 10CFR21 Evaluation would 
involve duplicity of action 
CHIAMOI.M J Carolina Power & Light Co BO/Qfi/12 lp 



DOCKET 50-401 SHEARON HARRIS NUCLEAR POWER PLANT. UNIT 2 

A Application/construction stage documents it correspondence 



8006130011 Responds to 800508 request for comment on util 8-7 
registration statement Review Identified no inaccurate 
statement* re NRC regulatory requirements or financial info 
filed ui/NRC 
CHRISTENDURY. E Hearings Division 80/05/2? lp 



0006230110 Advises BUR It PUR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUREO-0377 r* 
adequacy of applicable support structures Oeneral operating 
reactor review procedure (, acceptance criteria end 
EI6ENHUT, D Civilian of Licensing 80/05/20 13pp 



Q Inspection reports. IE Bulletins t> correspondence 

BOQ6O4045B Forwards IE Bulletin BO-11. "Masonry Call Design " No action 
or written response required IE Info Notice 79-2B, 
"Overloading of Structural Elements Due to Pipe Support 
Loads" enc 1 

O'REILLY, J P Region 3, Atlanta. Office of th Director 80/05/08 
Spp 

8006090311 Forwards IE Bulletin 80-12, "Decay Heat Removal 8ys 
Qperablllty " No written response required IE Info Notice 
BO- 20, "Loss of Decay Heat Removal Capability at Davis-Bets* 
Unit 1 While in Refueling Mode" end 

O'REILLY, J P Region 5, Atlanta. Office of the Director BO/09/09 
Zpp 

BOQ630012B Forwards IE Circular 80-11. "Emergency Diesel Generator Lube 
Oil Cooler Failures " No written response required 

O'REILLY.J P Region 2, Atlanta, Office of the Director 80/05/13 
Zpp 

B006090IB2 Ack receipt of BOQ502 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept* 50-400/80-07, 
HO~401/80-O7, 30-402/80-07 t, 50-403/80-07 

MURPHY, C E Region 2, Atlanta, Reactor Construction b Engineering 
Support Branch 80/05/21 lp 

--8006090202 Responds to NRC 800415 Itr re violations notd in IE Inp 
Repts 50-400/BO-07. 50-401/80-07, 50-403/80-07 fc 30-403/BO-07 
Corrective actions pel sons requisitioning perishable Item* 
will receive notice five days prior to expiration date 
HOWE, P W Carolina Poiuer tt Light Co BO/05/02 Sff 

8006190664 Responds to IE Bulletin 77-28, "Possible Malfunction of 
NAMCO Model EA1BO Limit Switches at Elevated Temps " No 
questionable NAMCQ EA10Q limit switches sent to const site 
MCDUFFIE.fi A Carolina Power fc Light Co 80/03/30 1 P 

8006240285 Responds to IE Bulletin 80-03. "Vacuum Condition* Resulting 
In Damage to Chemical Vol Control Sys Holdup Tank " Forwards 
list of tanks & measures taken to protect tanks against 
vacuum conditions 
MCDUFFIE.M A Carolina Power i Light Co, BO/Ofi/09 2pp 



B006190126 Responds to S00318 Itr re NRC position on util approach of 
applying AIF position paper for procurement of of f ~the-sh*lf 
items NRC does not concur u/utlt approach Procurement of 
spare or replacement parts subj to QA controls 
HAA9S/W P Quality Assurance Branch 80/05/33 2pp 

8006160143 Forwards revised penphyton/p lank ton biological monitoring 
program to provide prelmpoundment phytoplankton data for 
comparison w/post-lmpoundment data 
MCDUFFIE.M A Carolina Power & Light Co BO/06/10 lp 



8006160147 Revised biological monitoring program 
* Carolina Power > Light Co 80/O6/1O Spp 



I Financial information 



B006120011 Responds to 900508 request for comment on util 8-7 
registration statement Review identified no inaccurate 
statements re NRC regulatory requirements or flnamclal info 
filed W/I4RC 
CHRIBTENGURY.E Hearings Division BO/05/29 lp 



Q Inspection report*, IE Bulletins &. correspondence 



800606045B Forwards IE Bulletin BO-11. "Masonry Hall Design " No action 
or written response required IE Info Notice 79-2B, 
"Overloading of Structural Elements Due to Pipe Support 
Lo*<fi'' encl 

O'REILLY, J P Region S, Atlanta, Office of the Director SO/05/OB 
2pp 

8006090311 Forwards IE Bulletin BO-IS. "Decay Heat Removal Sys 
Dperablllty " No written response required 1C Info Notice 
80- 20 i "Loss of Decay Heat Removal Capability at Davis-Be>* 
Unit 1 Uhlli in Refueling Mode" encl 

O'REILLY, J P Region 2. Atlanta. Office of the Director BO/05/0? 
Spp 

B 0063 00 128 Forwards IE Circular 30-1 S. "Emergency Diesel Oenerator Lube 
Oil Coaler Failures " No written response required 

O'REILLY. J P Region S, Atlanta. Office of the Director BO/05/13. 
Spp 



B Reportable occurrence*, LERs & related correspondence 

B 006 11 023 4 Notifies that evaluation of potential reportabli deficiency 
re welding defects In Bergen Patterson Co supplied hangers 
for in-core instrumentation, will be completed by BOO616 
CHIANOI,N J Carolina Power b Light Co 80/05/82 lp 

8006110244 Notifies that evaluation of potential reportable deficiency 
re welding defects in AFCO supplied embed*, will be completed 
by 800616 
CHIANQI.M J Carolina Power & Light Co BO/05/22 lp. 



800A0901B2 Ack receipt of 800902 ttr Informing NRC of stips taktn to 
correct violations noted in IE Insp Repts 50-400/60-07, 
50-401/80-07,50-402/80-07 tt 50-403/80-07 

MURPHY. C E Region 2, Atlanta. Reactor Construction d Engineering 
Support Branch BO/05/21 lp 

8006090202 Reiponds to NRC 800415 Itr re violations noted in IE Insp 
Repts 50-400/80-07. 50-401 /BO-07. 50-402/BO-07 tt 50-403/80-07 
Corrective actions persons requisitioning perishable items 
uill receive notice five days prior to eipiratlon date 
HOWE, P U Carolina Power t> Light Co 60/05/02 2pp 
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6006190664 Responds to IE Bulletin 79-28. "Possible Malfunction of 
HAHCO Modal EA1QQ Limit Switches at Elevated Temps " Ha 
questionable flAMCO EA1SO limit switches sent to const lite 
MCDUFFIE,U A Carolina Pouer !. Light Co 90/05/30 lp 

80062402B5 Responds to IE Bulletin BO-05, "Vacuun Conditions Resulting 
in Damage to Chemical Vql Control BIS Holdup Tank " Forwards 
list of tanks k measures taken to protect tanks against 
vacuum conditions 
MCDUFFIE.M A Carolina Pouer fc Light *" BO/ttkino Son 



S itipc 



B006110234 notifies that evaluation of potential importable deficiency 
r* wilding defects in Bergen Patterson Co supplied hanger; 
far in-core instrumentation, ui 11 be cnnpleted by 800616 
CHIANSI.N J Carolina Pouer S- Light Co 60/03/22 lp 

8006110244 Notifies that evaluation of potential reportabl* deficiency 
ri welding defect) in AFCQ supplied embediiWlll be completed 
bg 800616 
CHI ANSI. H J Carolina Pouer J. Light. Co 80/09/22 lp 



8006050311 Foruaids IE Bulletin BO-12, "Decay Heat Removal Sys 
Operability " No written response required IE Info Notice 
80-20, "Loss of Decay Heat Removal Capability at Davis-Bessa 
Unit 1 While In Refueling Mode" enc 1 

O'REILLY, J P Region 3. Atlanta- Office of the Director 80/0!i/O'7 
3pp 

B00630012S Forwards IE Circular SO-il. "Emergency Diesel Generator Lubi 
Oil Cooler Failures " No written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/03/13 
2pp 

Q006090182 Ack receipt of 800502 Itr informing NHC of itepi taken to 
correct violations noted In IE Imp Repts 30-400/80-07, 
50-401/80-07. 50-402/BO-07 k 50 103/80-07 

MURPHY, C E Region 3. Atlanta, Reactor Construction !< Engineering 
Support Branch GO/03/21 lp 

8006090303 Responds to NRC 800413 Itr re violations noted In IE Insp 
Repti 50-400/00-07,90-101/80-07,30-402/80-07 & 90-403/BO-07 
Corrective actions persons requisitioning perishable. Items 
will receive notice five days prior to eiplration date 
HOWE.P 14 Carolina Pouer ( Light Co BO/05/02 2pp 



H006090306 Interim deficiency rept re procurement, fabrication It insp of 
engineered plates for concrete embedment t support of 
itf etij-related loads Investigation revealed 469 plates 
requiring corrective action 
CHIAN01.M J Carolina Poujer t Light Co BO/OS/30 2pp 



6006160070 Forwards final deficiency reps re 
reactor auiiliary bldg 
CHIAH01.N J Carolina Pouer ! Light Co 



nisslon of rebar in 



-6006140073 Final deficiency rept re omission of reinforcing (tiel in 
natter auiiliary bldg 3 louth, eitarlor, shear wall Caused by 
hunan error Holes drilled & bars grouted into previously 
placed concrete Special tests conducted to validate repairs 
Carolina Power & Light Co 80/O6/04 6pp 

0Q0424O3S3 Confirm! 500606 telccn which clarified that dlflclinciel 
identified during NRC audit need not be evaluated for 
reportabllity per 10CFR50 55<e> S. 10CPR21 Evaluation would 
Involve duplicity of action 
CHIANG I. N J Carolina Pouer J, Light Co 80/06/12 lp 



ODCKET 50-102 SHEARQN HARRIS NUCLEAR POWER PLANT, UNIT 3 

A Application/construction stage documents i correspondence 

B006J30110 Advises BUR & PUR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUREG-0977 rJ 
adequacy of applicable support structures General operating 
reactor review procedure d acceptance criteria end 
EI8ENHUT.D Division of Licensing BO/O5/20 13pp 

9006190126 Responds to B00318 Itr re NRC position on util approach of 
applying AIF position paper for procurement of off-the-shelf 
items NRC does not concur ui/util approach Procurement of 
spare or replacement parts subj to QA controls 
HAAS3.W P Quality Assurance Branch BO/OS/23 Spp 

9006160145 Forwards revised oeriphyton/planliton biological monitnrino 
program to provide pre impoundment phy toplankton data for 
comparison u/post-impoundment data 
MCDUFFIE.M A Carolina Power fc Light Co BO/06/10 lp 

9006140147 Revised biological monitoring program 
Carolina Pouer d Light Co 80/06/10 5pp 

I Financial Information 



S006120011 Seiponas to BOOSOB request for comment on util S-7 
registration statement Review Identified no inaccurate 
statements re NRC regulatory requirements or financial Info 
filed W/NRC 
CHRIBTENBURY.E Hearings Division BO/05/29 lp 

Inspection reports, IE Bulletins t correspondence 

BOOoOS04SB Forwards IE Bulletin 80-11, "Masonru Hall D.iign " No action 
or written response required IE Info Notice 79-20J 
"Ovtrloading of Structural Elements Due to Pipe Support 
Loads" end 

O'REILLV.J P Region 2. Atlanta, Office of the Director 30/OS/OB 
Spp 



Q006190664 Responds to IE Bulletin 79-2B. "Possible Malfunction of 
NAKCO Model EA1BO Limit Switches at Elevated Temps " Ho 
questionable NAM CO EA180 limit switches sent to const site 
MCDUFPIE,M A Carolina Pouer & Light Co 80/03/30 lp 

8006240285 Responds to IE Bulletin 80-05, "vacuum Condition* Resulting 
in Damage to Chemical Vol Control Sys Holdup Tank " Forwards 
list of tanks d measures taken to protect tanks againvt 
vacuum conditions 
MCDUFFIE.M A Carolina Power fr Light Co 80/06/09 Hpp 



S Reportabli 



rrenees, LERs & related correspondence 



8006110234 Notifies that evaluation of potential reportaole deficiency 
re uielding defects in Bergen Patterson Co supplied hangers 
for in-core instrumental ion, ui 1 1 be completed by 800616 
CHIAN8I.N J Carolina Pouer & Light Co BO/03/22 lp 

800611O244 Notifies that evaluation of potential reportable deficiency 
re welding defects in AFCO supplied embeds, ul 1 1 be completed 



B00616 
CHIAN8I,N 



Carolina Pouer fc Light Co 80/03/32 



8006090306 Interim deficiency rept re procurement, fabrication li insn of 
engineered plates for conci ete embedment & oupport of 
safety-related loads Investigation revealed 46? plates 
requiring corrective action 
CHIANOI.N J Carolina Power t Light Co BO/03/30 Spp 

8006160070 Forwards final deficiency rept re omission of rebar in 
reactor auiiliarv bldg 
CHlANGIrN J Carolina Power t Light Co 30/06/09 lp 

9006160073 Final deficiency rept re omission of reinforcing steel In 
reactor auxiliary bldg 2 south, ei tori or, shear uiall Caused by 
human error Holes drilled t, bars grouted into previously 
placed concrete Special tests conducted to validate repair* 
Carolina Pouev f, Light Co 80/06/01 6pp 

80062403B3 Confirms 8006O6 telcon which clarified that duf i c lenc 1 es 
identified during NRC audit need not be evaluated for 
reportaoillty per 10CFRSO 33( E ) i, IOCFR21 Evaluation Would 
involve duplicity of action 
CHIANOI.N J Carolina Power I. Light Co BO/06/12 lp 



DOCKET 30-403 9HEAHON HARRIS NUCLEAR POWER PLANT, UNIT 4 

A ^Application/construction stage documents ( correspondence 

B006330UO Advises BUR PWR applicant* of NRC decision to modify 
implementation plan presented in Section 4 of NUREO-0977 re 
adequacy of applicable support structures General operating 
reactor review procedure i acceptance criteria encl 
EISENHUT, D Division of Licensing 80/05/20 13pp, 

8006190126 Responds to 800318 Itr re NRC position On util approach of 
applying AIF position paper for procurement of off-the-shelf 
items NRC does not concur u/util approach Procurement of 
spare or replacement parts subj to OA control* 
HAASS, H P Quality Assurance Branch SO/05/23 2pp 

SQ06160145 Forwards revised perl phy ton/p lank ton biological moni tor inn 
program to provide prelmpoundment phy top lank ton data for 
comparison u/post-lmpoundment data 
MCDUFFIE.M A Carolina Power S> Light Co 00/06/10, lp 
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S00616OI47 Revised biological monitoring program 
* Carolina Power & Light CD SO/Q6/10 SpP 



I Financial information 



BOO612001I Responds to BOOS08 request for comment on utll 3-7 
registration statement Review identified no inaccurate 
statements re NRC regulatory requirements or financial info 
filed ijj/NSC 
CHRISTENBURYrC Hearings Division 80/05/29 lp 

Q Inspection reports, IE Bulletins 4. correspondence 

BQO60iO<lSS Forwards IF Bulletin 80-11, "Masonry Wall Design " No actior 
or written response required IE Info Notice 79-28, 
"Overloading of Structural Elements Due to Pipe Support 
Loads" end 

O'REILLY, J P Region 2, Atlanta, Office of the Director BO/OS/OB 
2pp 

B006050311 Forwards 1C Bulletin 80-12, "Decay Heat Removal Sys 
Operabillty " Nn written response required IE Info Notice 
80-20, "Loss of Decay Heat Removal Capability at Davis-Besse 
Unit 1 While in Refueling Mode" encl 

O'REILLY, J P Region 2, Atlanta, Office of the Director BO/09/09 
2pp 

B006300128 Forwards IE Circular 80- U, "Emergency Diesel Generator Lubi 
Oil Cooler Failures " No written response required 

O'REILUY, J P Region 2. Atlanta, Office of the Director SO/05/13 
2pp 

S006090182 Ack receipt of BOOSO2 1 tr informing NHC of steps taken to 
correct violations noted in IE Insp Repts 30-400/80-07, 
50-401/30-07. 50-402/BO-07 t. 30-403/SQ-O7 

MURPHY, C E Region 3: Atlanta, Reactor Construction & Engineering 
Support Branch BO/03/21 lp 



DOCKET 50-104 NORTH ANNA POWER STATION, UNIT 3 

A Application/construction stage documents b correspondence 

B00623O110 Advises EUR & PUR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUREG-Q377 re 
adequacy of applicable support structures General operating 
reactor review procedure & acceptance criteria enc 1 
EISENHUT, D G Division af Licensing BO/OS/20 13pp 

Q Inspection reports. IE Bulletins & corresp annum, v 

8006060419 Forwards IE Bulletin 80-11, "Mnsonrij Hall Design " No actio 
or written response required IE Info Notice 79-23. 
"Overloading of Structural Elements Due tn Pipe Support 
Loads" enc 1 

O'REILLY, J P Region 5, Atlanta, Office of the Director BO/05/08 
2pp 

8006200105 Forwards IE Insp Repts SO-33B/BO-17, 90-404/90-02 t. 
30-4O3/80-Oa nn B004Q9 I 10 No noncomp 1 ianc* noted 
MURPHY. C E Region 2, Atlanta, Reactor Construction fc Engineering 
Support Branch SO/OS/OB 2pp 

9006200114 IE Insp Repts 30-339/80-17, 30-404/00-02 & 50-40b/80-02 
on 900409 !< 10 No noncompl lance noted Major areas inspected 
IE Bulletins 77-17 d GO-OS activities re eractl in dor* ted 
water sys & containment liner penetration welds 

HERDT,A H Region 2, Atlanta, Reactor Coin true t ion 8- Engineering 
Support Branch ECQNOHQB, N Region 2, Atlanta, Office of the 
Director BO/OS/07 4pp 

8006040261 Forwards IE Bulletin BO-12, "Decay Heat Removal Bys 
Operability " No written response required IE Info Notice 
SO-2O, "Loss of Decay Heat Removal Capability at "avis-Disse 
Unit 1 Uhlle in Refueling Mode" encl 

O'REILLY, J P Region 2, Atlanta, Office of tJie Director 90/09/09 
2pp 



B006090202 Responds to NRC 80041 S Itr re violations noted in IE Inp 
Repts 30-400/80-07, 90-4OI/BO-07, 3O-4O3/BO-07 fr SO-403/BO-07 
Corrective actions persons requisitioning perishable items 
wi 1 1 receive notice fivo days prior to expiration date 
HDWE.P W Carolina Power & Light Co 80/05/08 2pp, 

8006190664 Responds to IE Bulletin 79-29, "Possible Malfunction of 
NAMCO Model EA130 Limit Switches at Elevated Temps " No 
questionable HAM CO EAI90 limit switchos sent to const site 
MCDUFFIE.H A Carolina Power ( Light Co HO/05/30 lp 



8006300137 Forwards IE Circular BO-U, "EmergnV Diesel Oontr*tor Lubi 
Oil Cooler Failures " No written response required 
O'REILLY. J P Region 2, Atlanta, Office Of the Director 9Q/OS/13 



800&O20277 Advises of suspension of IE Bulletin BO-OB revlau due to 
ongoing feaslbljlty study Revieu will re sumo if study 
Indicates continuing u/facil i ties as nuclear units 
BROWN, S C Virginia Electric d Power Co BO/03/29 lp 



90062402Q3 Responds to IE Bulletin BO-05, "Vacuum Conditions Resulting 
in Damaoe to Chemical Vol Control Sys Holdup Tank " Forwards 
list of tanks fc measures talon to protect tanks against 
vacuum conditions 
MCDVJFFIE,M A Carolina Power & Light Co BO/06/09 ty* 

9 Reportanls occurroncesj LERs i related correspondence 

B006110234 NotifiBB that evaluation of potential reportable deficiency 
re welding defects in Bergen Patterson Co supplied hangr 
for in-core instrumentat ion. uii 1 1 be completed by 800616 
CHIAN01.N J Carolina Power ? Light Co 80/05/22 lp 

9006110244 Notifies that evaluation of potential reportabl" daficiney 
re welding defects in AFCD supplied embeds, will be completed 
by 800616 
CHIAWOIiN J Carolina Pasuar (. Light Co BO/05/2S lp, 



DOCKET 50-405 NORTH ANNA POWER STATION, UNIT 4 

A Application/construction stage documents I> correspondence 

B006230I10 Advises BUR I PWH applicants of NHC decision to modify 
implementation plan presented in Section 4 of NUREO-0377 re 
adequacy of applicable support structures General operating 
reactor review procedure & acceptance criteria encl 
EISENHUT.D Division of Licensing 80/05/20 I3pp 

Q Inspection reports. IE Bulletins d correspondence 

8006060418 Forwards IE Bulletin BO-U, "Masonry Hall Design " No action 
or written response required IE Info Notice 7?-28, 
"Overloading of Structural Elements Due to Pipe Support 
Load*" encl 
O'REILLY, J P Region 2, Atlanta, Office of the Director BO/OB/OB 



B006090306 Interim deficiency rept re procurement, fabrication S< inP 
engineered plates for concrete embedment i support of 
safety-related loads Investigation revealed 469 plates 
requiring corrective action 
CHIANGI.N J Carolina Power i. Light Co 80/05/30 Bff 



9006200105 Forwards IE Insp Repts SO-336/BO-17. SO-*04/BO-Q2 fr 
50'409/80-02 on B00409 t 10 No noncomp 1 lanes noted 
MURPHY, C E Region 3, Atlanta- Reactor Construction & Engineering 
Support Branch 80/03/08 SPP 



BOO616007O Forwards final deficiency rept re omission of rebar in 
reactor auitllary bldg 
CHIANOI'IJ J Carolina Power S> light Co 90/06/09 lp 

8006160075 Final deficiency rept re omission of reinforcing steel in 
reactor auxiliary bldg 2 south, anterior. shear wall, Caused by 
human error Holes drilled E bars grouted into previously 
placed concrete Special testa conducted to validate repairs 
* Carolina Power * Light Co BO/06/04 6pp 

S0062403B3 Confirms 800606 telcon which clarified that deficiencies 
identified dui ing NRC audit tieod not be evaluated for 
reportabilitY per IOCFR50 55<e) * IOCFR31 Evaluation would 
involve duplicity of action 
CHIANOIiH J Carolina Power & Light Co BO/06/12 lp 



B006E00114 IE Insp Repts 50-338/60-17,50-104/80-02 ti 30-403/80-02 
an 90D409 & 10 No noticompliance noted Major areas inspected 
IE Bulletins 77-17 1 GO-OB activities re cracks in borated 
uater ys b containment liner penetration utlds 

HERDT.A fl Region 2, Atlanta, Reactor Construction fc Engineering 
Support Branch ECONOMQS, N Region 2, Atlanta, Office of th 
Director BO/O3/07 4pp 

8OO6040261 Forwards IE Bulletin 90-12, "Decay H*t Removal Sys 
Operability " No written response required IE Info Notice 
80-30, "Loss of Decay Heat Removal Capability at Davis-Desse 
Unit 1 While in Refueling Mode" end 

O'REILLY.J P Region 2. Atlanta. Office of th Director 90/03/09 
2pp 
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B006300137 Forwards IE Circular 00-11. "Emergency Ditttl Generator Lut 
Oil Cooler Failures " Mo written response required 

O'REILUY.J P Region 2, Atlanta, Office at the Director SO/QS/13 
2pp 

3006020277 Advises of suspension of IE Bulletin BO-OB review due to 
ongoing feasibility itudy Review will resume if study 
Indicate* continuing a/facilities as nuclear unit* 
BRQHN.S C Virginia Electric !. Power Co BO/05/SB Ip 



-'8006040031 Corrected Pagos 3 ft b to util Q00325 answer to order to shou 
cause 
L1NDER,F Dairyland Pnuer Cooperative SO/03/23 9pp 

90060-10033 Advises that requests for hearing on order to shou CBU*B 
fr related documents sdould he referred to Commission for 
resolution 

SHAPAR.H K Office of the tiecutlve Legal Director 80/05/12 
3pp 



DOCKET SO-40 1 ) LA CREESE BD1LINS HATER REACTOR 

D HRC Draft/Final Environmental Statements, luppli t. correspondence 

8006110264 Confirm 800537 conversation re request far eitenslon until 
800617 far comments on NUREO-0191. f ina I EIS for facility 
Entension nitdtd due to possible inadequacy of dlicuiiion* 
on benefit/cost ratio t, radiological Impact! 
MCCA8E.J M Environmental Protectign Agency BO/06/04 Ip 

8006160094 Comment) on FES UI Pollution Discharge Elimination Syi 
permit for discharging uasteuaters to Senna 1 athpit ha* not 
been Issued Ammonium hydroi itie, rather than morpholine, should 
be used ai boiler feedwater additive for pH adju*tment 
DRUCKENMILLER Wisconsin, State of 60/06/06 2pp 

B006 170437 Notifies that Dept of Army permit not required for finl 
EIS Mo comninti re EIS 
PARSONS, H Army. Dept of 80/06/10 Ip 



8006130586 Notice of withdrawal from praceedlnQ Certificate of Bvc 
encl 
OWEN.R H Omen- R H BO/05/19 3pp 

S006030313 Ordsr fof tommencoment of 600619 prehearing confartnee e 
Univ of UI.La CrosaB,WI re 10CFD2 752 matters & ABLB 800531 
memorandum >j order No limited appearances allowed 
BECHDEFER.C Atomic Safety and Licensing Board Panel BO/O3/23 



S006120418 Advises that NRC plans to delete name from svc Hit for 

receipt nf correspondence from NRC to licensee re 197S pool 
eipanslon proceeding 

CRUTCHFIELD, D Operating Reactors Branch 5 BO/OS/SB Ip 



3 0060902 10 Motion for sumtaarij disposition of intervene)- Coulee 
Energg Coalition Contentions SA. 2Bi 81 9, 19 & 22 ro environ 
iiiues, due to absence oF genuine issue of matl fact 
supporting con tent Ions 
UOODHeAD.C P Hearing Branch 3 BO/06/04 23pp 



Region 



8006300564 Poruards corrected Pagi S-ll, S-ia. S-17 (< 5-31 to FES. NUREO- 
0191, re occupational radiation eipoture 
CRUTCHFIELD, D Operating Reactors Branch 5 SO/06/lt 9pp 

6006300573 Revised Pages 3-1 1, 5-12, 5-17 1 5-31 to FES for facility 
* Office of Mud sir Reactor Regulation, Director 00/06/11 4op 

8006260193 Submit* follouup to 800606. Itr re *ddl comments on FES far 
facility ftgconmindi that format used in responding ta 
comments o r question* be modified to specif ical ly Identify 
ana addrtssed 
DRUCKENHILLER.H UUcontin. State nf 80/06/19 3pp 

F Security, medical, emtrgtncy (. fire protection plan* 

8006020236 Notifin that neu tilephone sy* calliit Health Phy.ic. 
Ketuork (HPN) has been installed at tlta Sy* intended for 
inn during emergencies to link all poiuer plant* t, MRC, 
Emirgency Notification Sijs hotline will also b* used 
KEPPLER.J Region 3, Chicago, Office of the Director, BO/04/1B 
2pp 

8006090487 Foruirdi proposed rule entitled. "Fire Protection Prooram 
for Nuclear Power Plants Operating Prior to 790101 " Rule 
adds neu Section 30 48 (, App R to 10CFRSO b is expecttd 
to be published in FR by end of May 
EI8ENHUT.D Dlvlllon of Llcenilng BO/05/19 46po 

B006130063 Forwards revised Page* 1-14 S, ntu Page 14* for propo*ed 
rule IQCFflSO "Fire Protection Program for Nuclear Pouer 
Plants Operating Prior to 790101," transmitted by NHC 800517 
Itr Page 14a nob s>nc 1 
EISENHUT.D Division of Licensing BO/05/23 73pp 

BD06110343 Forwards revised modified amended security plan Plan 
withheld (ref 10CFR2 790) 
UNDER, F Dairylatid Power Cooperative 90/06/06 2pp 

Adjudicatory correspondence 

B006170125 Responi* to NRC interrogatories Contrary to draft EIB, LACHMR 
ful ti malnt costs ulll rise fa*ter than non-nuclear power 
Decommissioning has negative jffect on cost benefit 
Certificate of Bvc encl Related correspondence 
HOR8E,A,X , NVaftAHD.G R Coulse Region Energy Coalition 90/04/24 



S006040026 Advise* of rtque*t for hearing on B0052S order to show 
cause NRC evaluating licensee responses to order & has 
restated aridl Info 

DENTOM.H R Office of Nuclear Reactor Regulation, Director 
BO/05/16 Ip 

8006040029 Forwards corrected Pages 3 & 6 to util 900325 antuer to 
order 60 show cause 
H1E8TAND.O 5 Morgan. Lewis t Bnckius 80/04/03 Ip 



3006090213 Addidavit re intervenor Coulee Region Energy Coalition 
Contentions 2A >i 8 Testing methodology in facility 
radiological environ monitoring program meets bailc 
requirement* W/prof qualifications t supporting documents 
BRANAOAN.EF Radiological Assessment Branch SO/09/20 31pp 

8006090219 Affidavit re Intervenar Coulee Region Energy CoAllUon 
Contention 2B Facts do not support contention that LACBMR 
offgas emissions are inimical to health 4. safety Prof 
qualification* encl 
NEHEMIAS.J V Radiological Assessment Branch flO/OS/13 Spp 

8006090223 Affidavit re intervenor Coulee Region Energy Coalition 
Contention 9 Radiological t. tonic impacts uould be additive 
rather than synerglstic & mould not be Inimical to health ti 
safety Prof nual If icat ions end 
OOTCHViR L Radiological Assessment Branch BO/06/05 6pp 

800609022B Affidavit re intsrvenor Coulee Region Energy Coalition 
Contention W None of Contention 19 cost factor* uould 
outuieigh bimeflts of continued operation Prof qualifications 
enc 1 
NASH.D A Utility Finance Branch BO/05/21 flpp, 

9006090235 Affidavit re intervenor Coulee Region Energy Coalition 
Contention 22 Measures outlined in contention diould not 
eliminate need for LACBWR Prof qualifications d Certificate 
of Svc encl 
FELD, S E Utility Finance Branch 90/05/16 7pp 

80061203B9 Forwards B00609 FR notiCB re nuclear plant accident 
considerations under NEPA of 1969 Parties are Invited to 
comnsnt at 800619 prehearing conference on effe-ct of neui 
policy statement on DL proceeding 

BECHHOEFER.C, Atomic Safety and Licensing Board Pant! BO/06/10 
2pp 

--9006120393 FR notice re nuclear pUnt accident cons Idf rat 1 ons under 
NEPA of 1?69 Revises NRC policy for considering Clai* 9 
accidents from environ point of view Supplementary info 
end 

CHlLKiS J Office of the Secretary of the Commission 
12pp 



80/06/09, 



3006160140 Memorandum Inviting parties to comment *t 900609 prehearing 
conference re Commission S00609 FR publication approval of 
polity statement on Class 9 accident probabilities 81 
consequences 

DECHHDEFER.C Atomic Safety and Licensing Board Panel NHC 
00/06/JO 2pp , 

0006160142 "NucUar Poumr PUnt Accident Consideration* Under NE.PA 
of 1969," 10CFRSO t, 31 statement of interim pol ley, Hi thdraus 
proposed annei to App of 10CFR50 & suspends rulemaking 
CHILK.S j Office of the Secretary of the Commt*ion 80/06/09 
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0006170113 Foiuards HP See Her BOQ616 affidavit t 1<?79 NUREG-0394 in 
response to questions of A8LO 8OO921 memorandum 1 order W/o 
NUREG 
UQQDHCrtD.C P Hearing Branch 3 SO/06/16 Ip 

B006170417 Affidavit in response- to questions of ASLD HOOSHl mama rand urn 
d order re LACHHR FES Supporting documentation A prof 
qua 1 if i cat ions ent 1 
GECKLER.R P Environments 1 Engineering Branch BO/06/16 31pp 



J Insurance r, indemnity information 



0006170469 Forward! Endorsement 33 to ANI Policy NF-217 per Agreement 
B-62 
BEV'INE.H F Danyland Power Cooperative BO/O6/11 2pp 

P Operating license stage documents & correspondence 

3006090165 Forwards addl TMt-2 related requlroments to operating 
reactor; Licensees requirements for TMI Action Plan Include 
shift manning* 11 cens ing e iams t. licensee d insemination 
of operating eiperiences Response requested within 30 days 
EISEUHUT,D O Division of Licensing 00/05/07 ISOpp 

S006260067 Forwards 'JUREO-06S4 Vols I t II W/a encl 

CRUTCHFIELD, D Opuratino Reactors Branch S BO/O9/16 2pp, 

8006120006 Forwards request for addl info for App J review of 
containment leakage testing 
CRUTCHFICLD. Operating Reactors Branch 5 SO/03/19 5pp 

SOO613OI32 Requests comments on NUREQ-0377. "Potential for Lou Fracture 
Toughness b Lamellar Tearing on PUR Steam Oenerator If 
Reactor Coolant Pump Supports " Proposed revleui procedure t> 
implementation schedule encl 
EISENHUT, D C DlvUlon of Licensing. 80/05/17 73pp 



8O06Q5Q363 Advises that insp of containment bldg reveal! that all 
safety-related Ji nonsa F ety related electrical equipment 
does have positive anchorage Response action to IE Info 
Notice 80-21 it drawings encl 
LINOER.F DatruUnd Power Cooperative BO/05/30 l&ff, 

B00617007J Forwards IE 3sp Rept 90-409/60-01 on 800319-20 fc 0305-09 fc 
notice of violation 

HEISHMAN.R F Reolon 3, Chicago, Reactor Operations Nuclear Gupport 
Branch 8O/06/05 2pp 

30061700B3 Notice of violation from map on B00319-20 1 0509-09 
* Region 3, Chicago. Office of the Director BO/OS/3O. Ip 

-- B006170Q88 IE Imp Rept 30-409/80-01 on 300319-30 & 0505-09 
(Joncomp 1 lanes noted failure to make prompt telephone 
notification of significant event to NRC operations ctr. 
BAKER, K R , BRAWCH.M W . FORMER, H L Region 3, Chicago. Office o* 
the Director 80/05/30 lOpp 



R Periodic apepatinB reports t. related corresp ondince 



B006130273 Forwards monthJij operating rept for May 1980 
LINDEfi'F Dalrylanf) Power Cooperative BO/Oi/03 Ip 



8006130276 Monthlv operating rept for Mav 19SO 

OOODI1AN.L 3 Dairujanil Poiuer Cooperative. a 0/06/03 7pp 



S Reportable occurrencelr UEHs d related corrmpondtnc t 



600A300294 Discunes turbine governing sijs ucondarg rtlag valve 
G tic king, tuh Ich causes initial prenure regulator to respond 
improperly Immediate red phone reporting ii not ncsarui 
unlcs* Tech Specs are exceeded 

HEISHKANiR F Region 3, Chtcagoi Reactor Operation! Hue liar Support 
Branch 60/06/16 Ip 



BOO6090316 Forward* completed questionnaire for pideml olag ic itudlei 
an health effects of leu level lonitlng radiation eipoiurt 
per DL ZLemann B00304 requBs-t 
LINDERiF Dsirijland Power Cooperative BO/06/02 12pp 

00O61Q0354 Advises that reorgani nt ion of Ofc of Nuclear Realtor 
Regulation became effective on B0042B Project manager J Shea 
will coordinate licensing activities for facilitg 
.Reorgani latiun is described In encl 
CRUTCHFIELIl! Operating Reactors Branch 9 BO/O6/02 33pp 



T Hearing transcripts on non-antitrust matters 



8006360090 Transcript of 800619 prehearlng conftrtnce in La Crotlt. HI, 
Pp 1,004-1, 144 
* Atomic Safetij and Licensing Board Panel SO/06/19 Hipp 

BQO&270202 Foruards transcript of B00619 prih'arlng conftrincv U/o 
encl 
WnODHEAD,C r Heartnj Branch 3 SO/06/29 Ip 



9006300604 Ltr to all BMR 1 icenseem forwardina "For Comment" eifition 
of NUHEG-061'?, "BUR feeduater NonU t. Control Rod Drive 
Return Line Noil Is Cracking " Comment* will be evaluated by 
NRC prior to final Implementation W/o encl 
EISEfJHUT, D Division of LUenilng BO/06/05 23 fp 

0006180523 Forwards addl info re TMI Leisons Learned. Arnas requiring 
pott-accident entry uere Identified ** control mom past- 
accident sampling stationi heal th physics lab b technical 
support ctrito be permanent 1-y located in turbine bldg 
LlNDER,F Dairyland Power Cooperative, BO/06/12 Epp 

8006200420 Submits info in response to NRC 791023 1 tr requesting 
verification of containment purging & venting during normal 
operation Design adequacy of containment valves confirmed in 
Nov 1977 scale model valve nuall f icat ion test program. 
LlNDERiF Oalrujand Power Cooperative, 80/O6/12 SOpp 

Q Inspection report*. IE Bulletins b correspoTidince 

8006230085 Forwards IE Insp Rept 30-409/80-03 on 800436-29 No 
noncompliance noted 

FIOrtELLl,G Region 3, Chlcagoi Reactor Construction d Engineering 
Support Branch BO/O3/14 2pp 

8006230091 IE Imp Rept SO-409/QO-03 on B0043B-29 No noncomp 1 lance 
noted Major area* Inspected (pent Fuel rack QA t QC 
programs 

DANIELSQNi H Rtglon 3> Chicagoi Reactor Construction Si 
Engineering Support Branch WARD, K D Region 3> Chicago, attic* of 
the Director SO/OS/13, 4pp 



DOCKET 90-410 NINE MILE POINT NUCUEAR QTATIONr l/MIT 2 

A Application/construction stage documents d correipondenc* 

BOO&230110 Advises BfR Si PUR applicant* of NflC dicUion to mofJifg 
Implementation plan presented in Section 4 of NUREO-0577 r* 
aileituaci| of applicable support structures General optriting 
react of revleui procedure fr acceptance criteria incl 
E1SENHUT.DO Dlviiion of Licensing 80/05/20 I3pp 

B0060403B4 Rasponds to 800315 & 0909 request! For revleu of plant 
geotechnlcal investigations Utll should evaluate lafetu 
Implications of crack 1-n reactor bldg north uall 
UILKINSON.T A Armg-Bept of, Corps of Englneors, BO/OS/3O iff, 

B006S30001 Summaru ot 800410 meeting u/Mark It ounirs group r* 
suppression pool temp response to saf etv/rel ief actuation! 
Study concluded that limit an temp not needed Rtquests that 
applicants submit detailed info for evaluation 
Slip T H Containment By items Bi anch BO/03/3O 4pp 

8006130150 Notification of 800610 meeting u/util In Bethisdi.llD to 
discuss welding defects in biological shield 
KIPER.K L Licensing Branch I 80/06/02 3pp 

B0063000I2 Forwards "Fur Comment" edition of NUFtEO-0619, "DHR Feeduiter 
Nonle 4 Control Rod Drive 1 Return Line Nonle Cracking " 
Rept provides NRC resulutian of Generic Teclmlcal Activity 
A-10 W/o enel 
EIBENHUT.DG Dlviston at Licensing 80/06/06 2pp 



QO06020549 Rasponds to IE Bulletin 79-S6r "Boron Lou from 3UR Control 
Blades " Each control blade uias fully uithdraun PrDctdure 
demonstrated that reactor uas subcritlcal u/any control 
blade withdrawn t other 23 blades fully inserted 
LENDER. F Dalruland Pouier Cooperative 80/O5/E9 2pp 



BOO&160090 Submlti anomalous geologic condition* per 800130 commitment. 
Sroal 1. loy-ngle thrust fairit prevlouslg ancnuntlred in 
intake shaft Intersected in East Lake uater tunnel Fault b 
anociated splay faults noted Intermittently 
RHODE, K Nlagira Mohawk Power Corp BO/06/09 Ip 
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0006170323 Forwards final responses to geologic info Requests 0361 1. 

3, 13, 14 !< 24 pep 791001 request 
RHODE, K Niagara ModauV Pouer Corp BO/06/lO 31pp 

9006230550 Forwards "DYUIDAG Threadbar Splice Sys, " per BD0325 addl 
info request rt util reinforcing steel bar splicing method 
RHODE, K Niagara Mo haul Power Corp BQ/06/17 2pp 

9006300384 fluponds to 900421 request for author i lation to use 790412 
rtSME Cod* Can N-242 "Matl Cert if ication, Section IIl.Div I, 
Claim 1,2.3. KC (, CS Const ' Code case is acceptable luhj 
to condition stated in itr 
VOUNQBLDDD.D J Licensing Branch t 60/06/17 2pp 



F Security, medical, emergency t Pipe protection plan* 



90061 I !003? Requests participation in NRC study of poop] e-related 
problems In nuclear safeguards Involves collection of data 
on licensee security forces li prac tl ces, Inc ludinj visit to 
facility to interview security mgt personnel 
IPPOLITO. T A Operating Reactors Branch 2 BO/06/03 2pp 



Inspection report!, IE Bulletins b correspondence 



8006060200 1C Insp Kept 5Q-412/BO-02 on 000107-11 No none omp 1 lance 

noted Tuo allegations mere substantiated internal audits not 

conducted in required time period '. training program 

inadotiuate 

TR!PP,L E Region 1, Ph i lada Iph la, Reactor Construction 8. 

Engineering Support Branch PURR, d P Region 1. Ph i ladeljih iai 

Office of the Director 90/02/21 'pp 

8006250207 Forwards IE Insp Rept 90-412/00-03 on S00325-2B No 
noncompliance noted 

CARLSON, R T Region I, Philadelphia, fleactor Construction i 
Engineering Support Branch 60/05/i4 2pp 

0006250209 IE Insp Rept 50-112/80-03 on BQ0325-28 No noncomp 1 lance 



noted Major areas inspected QC progra 
placement >, ma inti sett loment monitorin 
insp findings 

MCGAUGH.'.H W Region t, Philadelphia, 
Engineering Support Branch NARROW, U 
Philadelphia, Office a F the Director 



for concre 
j program ft previous 

Reactor Construction fc 
VARELA, A A Region 1, 
80/05/09 9pp 



80062000'!2 Forwards IE Circular 80-13, "Grid Btrap Damage in 
Westinghouse Fuel Assemblies " No written response required 
ORIER'B H Region 1, Philadelphia, Office of the Director 
BD/O5/2B Ip 



6006240012 Responds to IE Bulletin SO- OS, "Inadequate OA for Nuclear 

Supplied Equipment " Feeduiater spargers & thermal sleeves 
mfg bij CSI-NuclBar 

RHQDE.G K Niagara Mohaui* Pouer Corp 80/05/23 Ip 

5 Reportable occurrences, LERi & related correspondence 

B006200024 Final Part 21 rpt re miied heat of steel supplied by US 
Bteel from uihich 4-inch elonuis i, 2-lnch tees mere mfg to 
A234WPB requirement Investigations conducted b cloud at 
46 listed facilities 
8EAV. J L Chemtron Corp - Tube Turns Div BO/06/06 3pp 



SOQ611QI69 Responds to IE Bulletin BO-OS, "Vacuum Condition Resulting 
in Damage to Chemcial Vot Control Bus {CVCBI Holdup Tanks " 
Design features ensure that 1 ou pressure process or holdup 
tanks are adequately designed against vacuum conditions 
UQQLEvER.E J Duquesno Light Co SO/O6/06 2pp 

5 Reportable occurrences, LERs t related correspondence 

8006300299 Aci receipt of BQ0901 final deficiency rept r cable tray 
galvaniiing deficiency 

CARLSON, R T Region 1, Philadelphia, Reactor Cons true t ion & 
Engineering Support Branch BO/O6/03 Ip 



90062404O6 Supplements B00415 Interim deficiency rept re biological 
shield malt Popuiarits agenda presentation from 80061O 
meeting !< discussion re frame mechanic* evaluation Sample 
fracture mechanic calculations enc 1 
RHODE, K Niagara Mohauk Power Corp QO/06/IB 48pp 



DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 

A App 1 ieatlori/conitruction stage documents It correipondence 



B0061903I5 Forwards final Significant Deficiency 79-05 re ueld 
discrepancies in reactor vessel structural support 
HQOLEVER.E J Duqusune Light Co SO/06/16 Ip 

aOOc.190321 Final Significant Deficiency 79-03 re weld discrepancies 
found during insp of reactor vessel itructural support 
Cause unstated Held cicavations in sk irt-to-base flange ueld 
to be weld-repaired ( magnetic particle Inspected bg 801130 
* Duquesne Light Co 80/06/16 4pp 



9006230110 Adviiei BUR b PUR applicants of NRC decision to modify 
implemintation plan presented In Section 4 of NUREG-0377 rt 
adequacy of applicable support structures Oenepal op*r*ting 
ructor review procedure ft acceptance criteria incl 
EISEKKUT.D Division of Licensing BO/05/20 13pp 

8006290136 Dlscustei reorganization of Dfc of Nuclear Riictor 
Regulation t idvliei that mgt responolb 1 1 1 ties re facility 
have bt*n aisigned to V. Jabbour Rearganl lation charts encl 
TEDESCO, R L Altistant Director for Licensing 80/06/13 llpp 



Q Inspection reports, IE Bulletins It correspondence 



B 004 0200 18 Ack receipt of 300305 Itr r* number of intpi/audit* being 
performed Insps are intended to occur Infrequently fc will 
involve minimal duplication of insp effort 

aTELLOiV Office of In*pection t, Enforcement, Office of the 
Director 60/03/05 2pp 

-8006020021 Desponds to NF1C 771204 Itr re performance !< apprUl 
function 00 od 171 of chects J< balance via QA audit it 
desirab le, though possibly too demanding on key personnel 
SCHAFFER.g Duquesne Light Co 80/02/05 2pp 

8006060184 Act receipt of 300416 Itr informing NRC of iteps taken to 
correct substantiated allegations noted in IE Imp Rept 
90-412/60-02 

CARLSON.R.T Region 1, Philadelphia, Reactor Construction t. 
Engineering Support Branch BO/05/14 Ip 



IE Insp Repb 90-412/BO-02 on 800107-11 
i"- < Philadelphia, Reactor Construction 
nch 60/03/13 3pp 



DOCKET 90-413 CATAWHA NUCLEAR STATION, UNIT 1 

A Application/construction stage documents b correspondence 

B006230110 Advises I)WR i< PWH applicants of NRC decision to modify 
implimentatlon plan presented In Section 4 of NUREG-0377 re 
adequacy of applicable support structures General operating 
reactor review procedure & acceptance criteria encl 
6IGENHUT, DO Division of Licensing SO/03/20 13pp 

0006300394 Summary of B00423-24 meeting u/util fc NC Municipal Pouier 
Agency Number 1 It site visit to assess const schedule List 
of attendees, agenda, presentati on summary, handouti !< test 
program summary encl 
HOOD, D S Licensing Branch 3 80/06/06 26pp 

Q Inspection reports, IE Bulletins & correspondence 

800 60 1 04 2 7 Forwards IE Bulletin 80-11, "Masonry Hall Design," No action 
or written response required IE Info Notice 79-aBr 
"Overloading of Structural Elements Due to Pipe Support 
Loads" encl 

O'REILLV, JP Region 2, Atlanta, Office of the Director 80/05/OB 
2pp 

8006040275 Forwards IE Bulletin BO-12, "Decay Heat Removal Bys 
Operabillty " No written response required IE Info Notice 
80-20, "Loss of Decay Heat Removal Capability at Davt*-Besse 
Unit 1 (Jhlle in Refueling Mode" encl 

O'REILLV-JP Region 2, Atlanta, Office of the Dirtctor 80/03/09 
2pp 

B0063001IO Forwards IE Circular 90-11, "Emergency Die>el Generator Lube 
Oil Cooler Failures," No written response required 

Q'REILUVrJP Region 2, Atlanta, Office of the Director BO/09/13 
2pp 



DOCKETED ITEMS 
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BQOfcl30Q5O Ack receipt of S00520 Itr informing NHC of steps taken to 
correct violations noted in IE Insp ftept 50-413/00-06 J- 
90-414/BO-O6 

MURPHi", C E Region 2, Atlanta: Reactoi Construction & Engineering 
Support Branch BO/05/27 lp 

80O6130053 Responds to NBC 900424 Itr re violations noted in IE Insp 
Repts SO-413/EO-Ofa t, 50-414'BO-06 Corrective actions uield 
control sheet re-oiaminciJ I legible fieat code 
re-estab 1 1 shed 
PARKER. W O Dufce Pouer Co 00/05/20 2pp 

8006130056 Forwards IE Intp Repts ^0-413/60-06 t, 50-414/BO-06 on 
BQO'101-04 i notice of violation 

MURPHY, C E Region 2. Atlanta, Reactor Construction & Engineering 
Support Branch 80/04/24 Spp 

B006130060 Notice of violation from insp on B00401-04 

Region 3. Atlanta, Office of the Director 90/04/23 lp 

B00613Q065 IE Insp Repts 50-413/00-06 & 50-414/80-06 on 000401-04 
tJoncomp 1 iante noted failure to provide identifiable hsat 
number on weld record 

HERDT.A R Region 2. Atlanta, Reactor Construction t Engineering 
Support Branch KLEINSOUGE, U P Ragion 2. Atlanta, Office of the 
Director 80/04/23 Bpp 

9006240282 Respond) to IE bulletin 90-05, "Vacuum Conditions Resulting 
in Damage to Chemical Vnl Control Sijs Holdup Tank* " Lists 
loin pressure & holdup tanks which are normally valved to 
contain primary sy* water 
PARKER. W Dolce Poiuer Co 80/06/07 2pp 

3006270219 Ack receipt af IE Insp Repts 50-413/80-07 & SO-414/80-07 on 
B004O1-30 No proprietary info 
PARKER. W D Duke Power Co BO/Oi/09 lp 



DOCKET 50-414 CATAWDA NUCLEAR STATION, UNIT 2 

A Application/construction stage documents i correspondence 

BOQ62301IQ Advises HWR t, PUR applicants of MRC decision to mod i t y 
Implementation plan presented In Section 4 of NUREG-O377 r* 
adequacy of applicable support structures General operating 
reactor review procedure fr acceptance criteria end 
EISENHUT,D Division of Licensing BO/OS/SO 13pp 

S006200594 Summary of BOQ433-24 meeting ui/util t HC Municipal Pouer 
Agency Number ! ! site visit to assess const schedule Lilt 
of attendees, agenda, presentation sum-nary, handouts & teit 
program summary encl 
HOQD.D 3 Licensing Branch 3 60/06/06 26pp 

Q Inspection reports, IE Bulletins b correpondenct 

9006060427 Forwards IE Bulletin 30-11, "Masonry Hall Design " No action 
or written response required IE Info Notice 79-28, 
"Overloading of Structural Elements Due to Pipe Support 
Loads" encl 

O'REILLY, J p Region 3, Atlanta. Office of the Director 80/09/09 
2pp 

8006040275 Forwards IE Bulletin 60-12, "Decay Htat Removal By! 
Operability " No written response required IE Info Notice 
00-20, "Lois of Decay Heat Removal Capability at Davia-Besse 
Unit 1 While in Refueling Mode" encl 

Q'RE1LLY,J P Region 2, Atlanta, Office of tho Director BO/03/09 
2pp 

8006300110 Forwards IE Circular 80-lt. "Emergency Dlcitl Otntrator Lub 
Oil Cooler Failures " Mn written response required 

O'REILLYS P Reolon 2. Atlanta, Office of th* Director 90/05/13 
3pp, 



-- 0006270222 Foruiards IE Insp flepts 50-413/80-07 fc SO-414/BO-07 on 
800401-30 fc notice of violation 

MURPHYiC E Region 2, Atlanta, Reactor Construction t" Engineering 
Support DrancN BO/O5/2O 2pp 

BOO627O228 Notice of violation frnm Insp on S00401-30 

* Region S. Atlanta, Office of the Director 80/05/16 lp 

0006270231 1C Insp Repts 50-413/BO-07 S. 50-414/BO-07 on S00401-30 
Noncompl lance noted failure to follow drawing requirements 
MAXWELL. F Region S, Atlanta, Office of the Director 
HAUSCH. J K Hegion 2, Atlanta, Reactor Construction ( Enginetrino 
Support Branch BO/OS/16 5pp 

6 Reportable occurrences, LERs & related corre*pondonce 



B006130050 Ack receipt of B00920 Itr informing NRC of sttpt taken to 
correct violations noted in IE Insp Rept 90-413/90-06 b 
SO-4 14/80-06 

MURPHVi C E Rcoion 2, Atlanta, Reactor Construction h Engineering 
Support Branch 60/05/29 lp 

80O6130OS3 Responds to NRC BQ0424 Itr r* violation* not*d in IE Imp 
ReptB 30-413/BO-06 & 30-414/90-06 Corrective action! wild 
control sheet re-examined tt legible heat code 
re-estab 1 ished 
PAnKEfi,W Duke Power Co BO/05/20 3pp 

0006130056 Forwards IE Insp flepts 50-413/BO-06 t SO-414/80-06 on 
800401-04 & notice of violation 

MURPHYiC E Region 3, Atlanta. Reactor Construction & Engineering 
Support Branch BO/04/24 2pp 



B006050337 Forwards Significant Deficiency Repts 413/BO-04 & 414/90-04 
re improper rad 1 ography of containment vessel equipment 
hatch 
PARKER, H O Duke Pouier CD SO/04/01 lp 

Q00605Q345 Significant Deficiency Repts 413/80-04 d 414/80-04 rt 
improper radiography of containment vessel equipment (latch 
Hatch mfg by Lakeside Hridge i Steel Co 't Initially 
radiographed by McKannus Testing Lab Repairs by 800901 
DuVe Pouer Co BO/04/01 2p 

8006020074 PNQ-I I-90-OB5 NC neuis media printed allegation! bu const 
worker involving onsite safety haiarda Worker contacted OBHA 
on 800506 following NDC referral OBHA contacted again On 
BOO SOB, tul thdrauilng previous rept 

flAUSCH.J K Region 2. Atlanta. Office of the Director 80/05/15 
lp 

B006090343 Forwards Significant Deficiency 413-414/80-06 re improper 
radiography on steam generator enclosures 
PARKER. W Duke Pouier Co 80/06/02 lp 

8006090347 Significant Deficiency 413-414/80-06 re improper radiography 
on steam generator enclosures mfg by Lakoslde Bridge i Bteel 
Co Cauie unstated Wolds radiographed in accoi dance u/ASM. 
Close surveillance instituted to prevent recurrence 
* Duke Power Co 80/06/05 lp 

6006240411 Informs that all Unit i safety-related motor control ctr 
equipment has been inspected for proper pouer wire 
connections Necessary mods were completed Insp of Unit 2 ii 
scheduled for completion by 801231 
PARKER. W Duke Power Co 90/06/18 lp 



9006130060 Notice of violation from insp on 900401-04 

Region 2, Atlanta, Office of the Director 80/04/23 IB 

6006130065 IE Insp Reptu 50-413/90-06 It 50-414/90-06 on 900401-04 
Noncompl iance noted failure to provide identifiable h*t 
number on ueld record 

HERDT.A R Region 2, Atlanta, Realtor Construction b Engineering 
Support Branch KLEINSDROE- U P Region 3, Atlanta, Office of thi 
Director SO/04/23 Bpp 

8006240392 Responds to IE Bulletin 80-OSi "Vacuum Conditions Resulting 
In Damage to Chemical Vol Control Syi Holdup Tank! " Lilts 
low pressure & holdup tanks which are normally valvtd to 
contain primary * tiiater 
PARKER, W Dute Pouiir Co 80/06/09 2pp. 

8006270219 Ac* reeslpt of IE Imp Repts SO-413/90-07 & 30-414/00-07 on 
900401-30 No proprietary info 
PARKER- W Duke Power Co 80/06/09 lp 

BOQ6270222 Forwards IE Insp Repts 50-413/BO-07 L 50-414/80-07 on 
B00401-30 t> notice of violation 

MURPHV, C E Region 2. Atlanta, Reactor Construction U Engineering 
Support Branch 90/O5/20 2pp 

8006270228 Notice of violation from Insp on B00401-30 

Region 2, Atlanta. Office of the Director BO/03/16 lp 

--B006B70231 IE Insp Repts 50-413/80-07 t 30-414/80-07 on B00401-30 
NoncomplUnce noted' fai lure to follow drawing requirements 
MAXWELL, F Region 2, Atlanta- Office of the Director 
RAUSCHiJ K Region 2, Atlanta, Reactor Construction li Engineering 
Support Brancfi 80/05/16 5pp 
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S tleporlable occurrence 



If related correspondence 



BQO&Q50337 Format-its Significant J)feieneij ftepts 413/80-04 ( 411/90-04 
re improper i ad i agrapdij of containrnnnt vetsel equipment 
hatch 
PAP.KER. W Duke Power Co 90/04/01 lp 

aOOo05034& Significant Deficiency ftepts 413/SO-04 ft 4H/BO-O4 re 
improper radiography at containment vessel equipment hitch 
Hitch mfj bij Lakeside Drirfg* I, Steel CD t, initially 
radiographed b ij HcMannus Testing Lab Repair* b ij BOQ501 
t Duke Power Co aQ/O'J/Ol 2p 

9006020074 PhfO-1 1-BQ-OB5 NC news media printed 1 allegation! by const 
sorter involving onsite safety hatards Worke-r contacted OSHA 
on 600506 following NRC referral QSHrt contacted again on 
BOOSoa wi thrtrau/i nj previous rept 
HAUSCH. J K Raginn a, Atlanta, Office of the Director BO/05/13 



00060903*3 Forwards Significant Deficiency 4 13-414/BO-OA re improper 
radiography an steam generator enclosures 
PARKEflpH O Dul POIBT Co 80/06/02 lp 

0-0060^0347 Si snif leant Dsfieie-ncy 413-4 1 4/BO-06, r* Improper radioaraphy 
on (team generator enclosures mfg hi; Lakeside Bridge ic Steel 
Co Cause unstated Heidi radiographed In accordance uj/ASME 
Clo-l* surveillance instituted to prevent recurrence 
Date Power Co BQ/Qfe/02 lp 



B006110215 "Pipe Supports Conta inment^ Main Safety Relief Valve Llne- 
16 " Shoot 2 of 2 
* Sechtel Fouier Corp (subs of Dechtel Corp ) 9645 SO/04/ai 



-BO06110220 "Pipe Supports Containmon t> Ma in Safety Relief Valve Line- 
16 " Sheet 1 of 1 

Bechtel Pomer Corp (subs of Bechtel Corp ) "?64S 00/04/21 
IP 

-3006110227 "Pipe Supports Conta inmen t. Mai r. Safety Relief Valve Llne- 
16 " Shoet 1 of 1 

* Dechte! Pouier Corp (subs ot Gechtel Corp ) 90/04/21 lp 



Containment^ Main Safety Relief Valve Lini- 

Ip 



8006110230 "Pipe Bupp 
16 " Sheet 1 of 1 
Beehtel Power Corp (subs of Dechtol Corp ) 90/04/21 



3006-190632 Summary of 800317-21 meeting ui/util i Dochtel Power Corp In 
Oai thersburg, MD re structural engineering audit of 
facilities List of attendees, request for addl info It related 
d ocumentat Ion enc 1 
HGUQHTOfJ. T C Operating Reactors Branch 3 80/O6/04 Bpp 

BOD617036D Forwards ppoprlctarij version of technical info requeited by 
HRC to tuppar-t revlfu of nuclear plant structural deiign 
Proprietary affidavit oncl Info uithneld (ref 10CFR3 790) 
HUFFMAN, D Dflchtel Power Corp (suba af Bechtel Corp ) 
BO/O6/06 4pp 



9006240411 Inform* tJiat all Utilt 1 sa f ety-rla ted motor control ctr 
qulpn<nt hai bmn inspected for proper power uiir 
connections NscBssari; modsi were completed Imp of Unit S is 
ichduled for completion by 801231 
PARKER. W D Duke Powar Co QO/O6/1B lp 



so-4it GRAND OULF NUCLEAR STATION. UNIT i 
A App Heat lon/eonstruttton staje docufflent* l< correip ondence 1 

&004IE-O261 ipmiivt appreciation re visit to facilttici during 
previous uk Mark III containment appears to be c am 1 drabl e 
improvnment over Hark I t> Mark II 
HENORIE, J H Comminlon BO/O4/30 lp 

8O0623011O Advi.es BWR b PUR applicant! of NRC decision to modify 
implements t Ion plan preientvd in Section 4 af WUREO-05-77 re 
adequacij of applicable support ctructures Ocneral operating 
reactor review procndure & acceptance criteria nc 1 
ErBENHJT.D Division of Licencing BO/05/30 13pp 

800aO9OS33 Forurai-d* request for add 1 Info us result of review of F3AR 
* ditopial commrrts on Sections 7 6 & 7 7 Re-queit* that 
F&AR b* amende! to raflct r*sp on-jet 
BCHWSNCR.A Licensing Qraneh 2 80/0&/2a 9pp 



B00626007O Forwards "For Comment" edition nf NUHEO-O619 Commtnts should 
be forwarded by BO 0707 W/o encl 
EIBENHUT.D Division of Licensing 60/06/09 2pp 

S0061B0463 Foruarifs correction to B003I4 Itr uhlch mlirepreiented fuel 
load date for Unit 1 Correct date is B10B31 
DALE, L F Mississippi Pouter & Llghc Co GO/06/11 lp 

~800fil8046B Corrected version of QO0514 Itr re rescheduled fuel load 
date for Unit 1 Correct date is B10S31 Request* moit up-to- 
date & complete schedule for NRC safety revieu 
DALE, L F Mississippi Power t- Light Co 80/06/11 lp 



Notification of BOQ624 meet*r,B m/util in Btthetda. MD to 
discuss applicant approach to task action plan 
HQUOHTON, T C Licensing Branch 2 BO/06/17 3pp 

S006300469 Requests B0070S-1O meeting u/NRC & consultant! in 
Oal thersburg, MO to discuss open items of BER re FSAR 
Sections 3 6-3 10, inclusive Foruardi proposed agenda 
DALE.L F Mississippi Pouer t, Light Co S0/0<b/20 5pp 

BO 06300 6 3 7 Foruiard* Savannah (liver Lab preliminary draft revicu repti 
per 900613 telcon Info should assist in revieu U/o encl 
HOSArF Poujer Systems Branch HO/06/20 lp 



QOO6110t<?2 Foruiarils draftings to mpport, DNUL i onf irmatorij piping 
analysis of Number 14 safety relief valve discharge lint, 
in response to NRC 8003 14 Itr 
DALE.L F MUsliilppl Poiver b Light Cn BO/O6/02 Zpp 

000*11019? "PJpe Supports Conta inraent, Ma i n Safety Relief Vlv Lin- 
16 " Sheet 1 of 1 
flcfitl Pfliuar Corp (subs of Bechtl Corp I 964S 90/04/21 



S006110202 "Pipe Supports Conta i nment. Main Sfl**tij Relief Valve Llne- 
16 " Sheet 1 of 1 

* Bechfcal Pocuer Corp <sirt> o-P Dechtel Carp, > ?645 90/O4/21 
IP 



C Utility Environmental Report <ER)> amends tt correspondence 

600fi0302B3 Faruard* Amend 4 to final environ rept for facility Drauilnjs 
available in Central Files only 
STAHPLEY,N L Mississippi Power & Light Co 30/03/27, 3pp 

aOO6030229 Amend 4 to final environ rept for facility 

* Mississippi Pouter & Light Co Middle South Uti 1 Iti an Inc 
Middle South Services. Inc SO/OS/27 13pp 

eooiliCOSB Forwards affidavit of 9vc on distribution of Amend 4 to 
final environ rept in accordance w/Enc 1 1 to NRC 7B0627 Itr 
DALE.L F Mississippi Pouer t Light Co BO/OA/09 3pp 



-30061 102Q3 "Pipe Supports Conta i nment, Mair Safety Relief Valv* Line- 
16. " Sheet 1 of 1 

* Bcht*l Power Corp Csubs &f n*chtel Corji ) 9A4S 00/04/21 
IP 

>ip BuppoPti Contaltunent.Main Safety Relief V*lv Line- 
i of i 
Pouir Corp Csu*s, of Bechfcel Corp ( 7643 SO/04/21 



6006110211 "Pipe Supports Containment. Ha in Sefetu flelUf Valve, Line- 
16 " Sheet 1 of 2 

* Bechtel Pomer Corp (subs of UecMl Corp ) ?&43 60/04/21 
IP 



F Security; medlcali emergency t. fii-e protection plans 

SOOH130317 Forwards clarification of NRC requirement! for emergency 
response facilities defined in 790913 Itr Addl specific 
criteria for facilities under development 

O Division of Operating Reactors BO/04/23 Mpp 



B006300373 Forwards Amend 40 to application for DLs for Licenses CPPR- 
118 i CPPJ1-I19, consn tinfl of revisions to FSAR, App 9B 
STAKPLEYiN L Mississippi Potuer & Light Co 80/06/27 lp 

~BOOA3003a2 Amend 4O to application for DLs for Licenses CPPR-IIB fc 
CPPR-11"?, consisting of revisions to FSAH App 9B, Certificate 
of Svc encl 
STAKPLEV.N L Mississippi Power *. Light Co 30/06/37 Spp 
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g00630Q3B4 Amend '10 to FSAH. P' ovid 1 119 revisions to fire protection plan 

t, emargenci; p Ian 

-, Mississippi Pouier 4 Light Co 0Q/O,/27 BSpp 



B0063300B9 Forwards DOJ BQO533 Itr containing Atty Oeneral advice that 
no antitrust hearing fs necessary for proposed amend to CP 
BALTZMANxJ Utility Finance Branch QO/06/O3 Epp 



H General cor 



9006110310 EipreitBs concern Chat no methodology eilsfcs for citiien 
input to development of evacuation plan 
MILLER, J Affi 1 latlon Unknoun BO/06/02 2p p 

SOQ62003B1 Outlines recent organisational change* Title of director of 
poiuer production changed to assistant vice presl dent, nuclear 
production Production engineering section renamed nuclear 
plant engineering section Notification per QA manual 
REAVES, T E Mississippi Power Light Co 80/06/17 2pp 

K. Utility Final Safety Analysis Report (FBAFl) k flmcndi 

BQ06030003 Forwards Amend 39 to TSAR 4 application for OUt 
STAMPLEV.W L Mississippi Power It Light Co 90/05/30 lp 

8006030005 Application For Amend 39 to application for OLi. consisting 
of Amend 3"? to FSAR Ceitificate of Svc encl 
STAMPLEY.N L Mississippi Power t, Light Co 80/05/2B Spp 



0Q06030007 Amend 39 to FSAR 

Mississippi Power (, Light Co 



80/05/30 200pp 



6006160120 Forwards affidavit of svc on distribution of Amend 39 to 
application for QL re F8AR per 780627 Itr 
DALE.L F Mississippi Power * Lioht Co BO/06/09 2pji 



8006300345 Responds to BOO5S9 notice of violation of CP antitrust 
Conditions 4(a).5Ca) ! A Denies allegation & suggests, 
settlement to avoid delay In licensing NL Stampleu SOOA1B 
Itr to Clarfcsdale City encl 
STArtPLCY.N L Mississippi Pouer , Light Co BO/OA/1B 16pp 

Q Inspection reports, IE Bulletins J, correspondence 

80041S0045 Forward! IE Inisp fJapts 50-416/BO-Oa & SO-417/BO-Oa on 
BO0304-07 d notice at violation 

O'REILLY, J P Region 2, Atlanta, Office at th> Director BO/04/14 
3pp 

9006100048 Notice of violation from insp on 800304-07 

Region 2, Atlanta, Office of the Director BO/04/14- lp 

8006180051 IE Insp Repts 30-414/90-02 & 50-417/BO-O2 on 800304-07, 
Noncomp 1 lance noted Pal lure to evaluate it report const 
deficiency in accordance u/lOCFRSO S3(e !, Paragraph 9 
ODUGE, H J Region Z, Atlanta. Office of tilt Director, 
CANTRELL, F S Region 3, Atlanta. Reactor Construction (< 
Engineering Support Branch BO/04/14 7pp 

B006060439 Forwards IE Bulletin BO-11, "Haionrij Hall Oeii^n " No action 
or written FespontB required IE Info Notice 79-E9i 
"Overloading of Structural Elements Due to Pipe Support 
Loads" enc 1 

O'REILLY, J P Region 2, Atlanta, Office of the Director 80/03/03 
2pp 



B-00630O37S Foriuardi Amend 40 to application for OLi for Liceniei CPPfi- 
118 t> CPPR-119, consisting of ravlslons to F9AR App 9B 
STAHPLEV.N L Mississippi Power & Light Co 30/06/37 If 

B0063003B2 Amend 40 to application for tJLs for Licenns CPPR-11B i 

CPPR-119. consisting of ravlslons to FBAH App 9D Certificate 

of Svc end 

BTAMPLEY.N L Mississippi Powar 5 Light Co BO/06/27 Spp 

60063003B4 Amend -10 to FSAR, provid ing revision! to fire protection plan 

d fmergericu plan 

* Mississippi Powor '. Lictht (.0 BO/06/27 85pp 

M Antitrust correspondence 

8006120443 Forwards notice of receipt of addl antltruit info r 
proposed addl ownership bi; South MS Electric Power 
Association Legal notice for publication In various 
neuspapers also encl 
SCKWENCERiA Licensing Drati<:li 2 BO/OS/li 2pp 

B006120447 Notice of receipt of addl antitrust Info tlma for iiibmlision 

of views on antitrust matters 

SCHHENCEfl.A Licensing Branch 2 BO/05/16 4pp 

3006030330 Comments an proposed amend to CP allowing South HS Pouer l< 
Light Co to became co-owner No antitrust hearing ntee.f*r 
rt proposed amend to CP 
FAvRETTO.Fl J JustiCBiDept of BO/09/23 lp 

BOO6240035 Forwards notice of violation of antitrust license conditions 
including refusing V offer Cifcij of Clarkd*lei M9 b 
rlunlcipal Enerjij Agency of MB opportunity to participate In 



DENTON, H R Office of Nuclear Reactor Regulation, Director 
00/05/89 3pp 

B006340043 Notice of violation of antitrust license conditions 

including refusing to offer City of Clarksdale. MS t> 
Municipal Energy Agency of MB opportunity to participate 
In facilities 

DENTdN, M R Office of Nuclear Reactor Regulation. Director 
90/09/39 12pp 

B006190233 Forwards Acty General 800333 Itr furnishing addl antitrust 
info Ltr will be sent to Oft of FR Petitions to Intervene d 
requests for hearings may be filed by interested partle* 
within 30 days after FR publication 
3ALTIHAN.J Utility Finance Branch BO/09/30 lp, 

8006190B40 Advises that revieui of info submitted for antitrust review 

provides no basis to conclude that South MS Electric pouer 
Association participation mould create situation 
inconsistent ui/anti trust laws 
FAVflETTO.R J Justice. Dept of BO/OS/23 lp 



30061Q03B6 Forward! IE Insp Rapt* 90-416/BO-09 t 50-417/90-07 on 
800415-18 No noncomp 1 ianco no-ted 

HUHPHYiC E Region 2. AHantm Reactor Con* true t Ion S< Eng tneerinfl 
Support Branch 60/D9/OB Epp 

8006190390 IE Insp R.pts 50-414/80-09 8. BO-417/BO-O7 on 6O041S-lff No 
noncompl lance noted Major areas inspected RCPB ualdlngi 
preservicr b iniervlce Lnsp & housekeeping 

HERDTi A n Region 2, Atlanta. Reactor Construction t Engineering 
Support Branch BLAKEiJ Region S, Atlanta, Office of the 
Director HO/OS/OS Afp 

B006040244 Forwards IE Bulletin BO- 1 a, "Decay Heat Removal 8y*. 
Operabllltij " No written response required IE Info Notice 
BO- SO, "Lost of Decay Heat Removal Capability at Davis-Deis* 
Unit 1 While In Refueling Mode" encl 
Q'REILLYrJ p Region 2, Atlnta, Office of the Director BO/09/09 



0006300075 Forwards IE Circular BO-11, "Emergency Dlnel OenT6or Lub 
Oil Cooler Failure* " No written response required 

O'REILLY. J, P Region S, Atlanta, Office of the Director 80/09/13 
Bpp 

900609O42B Ach receipt of H00506 Itr informing NRC of etepi taken to 
correct violations noted in IE Imp Repts 90-416/9O-O2 k 
30-417/60-02 

MURPHY, C E Region 2> Atlanta, Reactor Com true t ion & Engineering 
Support Branch, EJQY05/23 lp 

B006O9043B Informs NF1C of poesible defective natl shipment to power 

plant Notification was received per encl vendor BQO4Q2 Itr, 
REItLViM K LlbertU Equipment !. Supply Co BO/04/O4 4ff 

aOOi2i0343 Ack receipt of IE Insp Repts SO-41&/QQ-10 k 90-417/80-03, 
No pr-oprlebarv inf-o 
MCOAUOHYi J P Misiislippi Power tt Light Co, SO/06 /OS lp 

B00i240333 Forwards IE Insp Reptt 50-414/BO-10 t, 90-417/80-03 an 

SOO4E9-DS02 Mo noncompl lance noted 

MURPHY. C E Region S, Atlanta. Reactor Construction i Engineering 

Support Branch BO/OS/ 16 Spp 

B006H60357 IE Insp Repts 50-414/SO-10 . 50-4I7/BO-03 on B004K9-08O2. No 

noncompliance noted Major areas ininected Inttrumentatlon 

uork.work activities t> QC records 

OIBBONS.T Region 2. Atlanta. Office of the Director 

CONLQN. T E Region S, Atlanta, Reactor Construction t> Engineering 

Support Branch 60/05/15 3pp 

BOD624O497 Forwards revised response to notice of violation from Intn 
on 8Q0303-0&I provid ing more detailed tt updated statue of 
notice concerns 
MCOALFOHYiJ P Mlseissiepl Pouer fc Lljht Co BO/OA/17 7pp 
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R Periodic operating reports ! related correspondenc 



9006030375 Forwards "Summar 
Const of Grand GulF Uncle 
Months Ending BOO>130 " 
MCQflUGHY.J P Mississippi Paunr fr Light Co 



of Environ Protection Program Respecting 
Station Uniti I t 2 for Bi 



4pp 



S ReportaSle occurrences. LEHs i- related correspondence 

6006050266 Potentially Reportable Deficiency BO/12 re design nomograph 
uled in siting ti selection of hydraniotor e lectrohydraul ic 
actuators Revises 900333 rept to correctly identify ITT 
General Controls ai vendor Final rept by B00721 
DALE.L F Mississippi Pouer fc Light Co BO/04/29 2pp 



BOQ6190577 Deficiency rept (PnD-BO/26) re GE Type SB-12 switches 
Questions rationale that safety function of breaker waa to 
trip on signal from isactor protection sys Re-evaluation 
will be conducted ! final rept filed bij B00710 
MCGAUGHY.J P Mississippi Poujsr ( Light Cn GO/06/12 2pp 



BQQ61S02B7 Forwards third int 
qualified instrumentation i 
uill be submitted by S1011O 
MCQAUOHY.J P Mississippi Power ', Light Co B0/06/i3 Spp 



rti deficiency rept re failure to provide 
af ety-related sys Final rept 



B006IB0291 Third Interim deficiency rapt re failure to provide 
qualified instrumentation in safety-related sus Corrective 
actions in process Action plan uill be completed by (300711 
Mississippi Poaier ', Light Co 80/04/13 flpp 



9006060267 Part SI rffpt re design nomographs used in siting fe selectior 
of ITT Central Control hijdramotor electtrnhyraul i c actuator 
Nomographs may be Incorrectly interpreted resulting in 
incorrect slilng it selection of actuators 
DALE.L F Mississippi Pomer & Light Co 80/04/25 2pp 

SQ060S0316 Status deficiency rept re improper bolt torque values noted 
on HPCS pump Vendor Initiated changes to torque values 
Adequacy of original torquing requirements under review 
Final rept eipecteif by 800804 
DALE.L F Mississippi PauiBr t, Light Co 80/09/09 Spp 



80062403H4 Notifies that final rept 1 determination of potentially 
reportable dofic isncy. concerning failure of GE handewitch 
CR2940-US203E,will be provided by B0091B 
MCGAUGHY.J P Mississippi Power 1> Light Co 60/04/18 Spp 

9006270284 Deficiency rept re failute of radiographs to meet ASME Code 
requirements Sample review of radiographs has been 
performed Vendor plans to maVe Inquiry u/ASME code body t 
discuss u/NRC Final lept uill bo provided by SO 1020 
MCOAUQHY.J P Mississippi Power 8. Light Co BO/O4/20 2pp 



800o050337 Third interim deficiency rept ra defective top*i inverters 
Complete corrective action plan unresolved Proposed OS mods< 
r initallation of protective Filtering devices on invertar 
input, under evaluation Final rept to be submitted by 800B1B 
DALE.L F Mississippi Pauier tt Light Co 90/09/15 2pp 

BQQfillOlO? Interim deficiency rept re carbon filters, Type NPP-2, 
supplied tv Farr CD Vondor reported that teit equipment 
used for qualifying filters uias unreliable Filters returned 
for verification of quality ti reliatilti; 
MCCftUGHY.JP Mississippi Power I. Light Co 80/OS/30 Bpp 

0006110190 Forwards final d:aficincij rept for PBD-BO/24 re Comilp.Inc 
containment gat analysis syt & BOD403 Itr to NfiC 
MCOAUQHV.J P Mississippi Power & Light Co BO/09/30 2pp 

5006110166 Notifies NRC of defective Comslp. Inc containment gai 
inilyiis tys During tsttlng.Pump K deadheaded for approi 
EO-i & pressure at pump outlet mceadnd 150 pslg Pump 
discharge bypass line to be fitted 
vARlNOia.C Cqmiip.Inc . Delphi System. Div 90/04/03 4pp 

9006110178 Final deficiency rept for PHD-BO/34 re Comsip. Inc 
containment gat analijtis sye Vendor proposed installation of 
bypass lino on pump discharge to prevent ovvrpressurl I'tian 
Installation uill bt complete by 600B31 

* Mississippi Power tt Light Co SO/09/30, Ip 

B006110303 Interim deficinncy rapt ve nonconfornnncej associated u/ 
Computer 8clences Corp calibr svcs Evaluation of 
rtprisentatlve lamp In of calibr equipment revealed no 
significant daf Iclncieo Final rept providad by G0072B 
MCOAUOHY, J P Missiitippl Pouar & Light Co BO/03/30 2pp 

3004200024 Final Part 21 rept re mlied heat of steel lupplied ay US 
Steel from which 4-incti elbows t 2-inch tees uere mfg to 
ft 23 4 UP B rDi)uirement Investigations conducted tt closed at 
46 listed facilities 
BEAVrJ L Chemtron Corp . Tuba Turns Div flO/06/Ofi 3pp 

8006160103 For wards Interim deficiency rept re damaged Instrumentation 
cables under reactor pressure vessel Final rept uill be sent 
by aOOBil 
KCOAUGHV.J P Mltslnippi Poyar & Light Co GO/06/09 Ip 

B006160106 Interim defitioncy rept re damaged intrument*tion cable 
under reactor pressure vessel Appro* 130 cables damaged 
during installation of control rod drive hydraulic *yt & 
neutron monitoring syi Caused by restricted uorting area 

"'-MsUppi Power t. Light Co QO/06/09 Ip 



DOCKET 50-417 GRAND GULF NUCLCAR STATION, UNIT 2 

A Application/construction stage documents & correspondence 

B006120261 Eipresses appreciation re visit to facilities during 
previous wk Mar* 111 containment appears to bo considerable 
improvement over Mai k I ! Marie II 
HENURIE.JM Commission 0O/04/30 Ip 

5006230110 Advises BWf) d PWR applicants af NRC decision to modify 
implementation plan presented in Section 4 of MUREG-0977 ra 
adequacy of applicable support structures General operating 
raattor review procedure ti acceptance criteria encl 
E1SENHUT, D Division nf Licensing BO/03/20 13po 

6004090533 Forwards request for sddl info as result of review of FBAR 
ti editorial comments on Sections 7 6 d 7 7 Requests that 
FSAtl be amended tn reflect responses 
SCHWENCER.A Licensing Branch 2 00/05/28 9pp 

B006110192 Forwards drawings to support DNUL conf Irmatori; piping 
analysis of Number 16 safety relief valve discharge llnei 
in response to NRC B00214 Itr 
DALEiL F Mississippi Power t. Light Co BO/Q6/02 2pp 

8006190632 Summary of B00317-21 mooting ui/utl 1 t. Dechtel Power Corp in 
Oal thersburflj MD re structural engineering audit of 
facilities List of attendees. request far addl info & related 
documentation encl 
HOUGHTQN.T C Operating Reactors Branch 3 BO/Ot/04 Bpp 

9006190360 Forwards proprietary version of technical info requested by 
NRC to support review of nuclear plant structural design 
Proprietary affidavit encl Info withheld (ref 10CFRP 790) 
HUFFMAN, E Dechtel fouer Corp (subs of Uechtel Corp ) 
BO/06/06 4pp 

B006B60070 Forwards "Tor Comment" edition of NUSEO-0619 Commanti should 
6a forwarded by 800707 W/o encl 

EIBENHUT, D G Division of Licensing BO/06/09 2pp 

S006H3Q463 Forwards correction to S00514 Itr which ml (represented fuel 
load date for Unit 1 Correct date ID B10B31 
DALE.L F Mississippi Power t, Light Co 80/06/11 Ip 

-B0061B016Q Corrected version of B009H Itr re rescheduled fuel load 
ilata for Unit 1 Correct date la B10B31 Requests most up-to- 
tfate t> complete schedule for NRC safety review 
DALE.L F Mississippi Power fr Light Co BO/04/11 Ip 



s final daflciency rapt re loose key In Bettls robot 
(tailed -an Henry Pratt butterfly valves 
10CFR90 99<>> for Units 1 (. 2 < IOCFR21 for 

L Power b Light Co GO/06/11 Sfp 



pt re loose kg in Bittls robot arm 

.terfly valves Operators will be 

torientatton not possible. new 

m installed 

t Co BO/06/11, 3pp 



B006300299 Notification of Q00634 meeting w/util In Dethesdn.MD to 
dUcu* applicant approach to talk action plan 
HDUOHTON.T C Licensing Branch 2 BO/06/17 3pp 

B006300469 Requests 90070B-10 meeting w/NRC tt consultants In 
Oatthersburg. MD to discuss open item* of SER re F8AH 
Sections 3 6-3 10. Inclusive f-orwards proposed agenda 
DALE.L F Mississippi Power & Light Co BO/04/20 Spp 
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8006300637 Forwards Savannah River Lab preliminary draft review repti 
per 800613 telron Info should assist in reviou 1-J/o encl 
JtdBA.F Power Systems Branch 00/06/20 Ip 



C Utility Environmental Report (ER)i amends (. com 



BQ0624G035 Forwards notice of violation of antitrust license conditions 
Including refusing to offer Citij of C larksdale. MS t, 
Municipal Energy Agency of MS opportunity to participate In 
facilities 

DENTON.H R Office of Nuclear Reactor Regulation, Director 
SO/05/29 3pp 



BO06030223 Forwards Amend 4 to final environ rept for facility Drawing! 
available in Central Files only 
STAMPLEY.N L Mississippi Paaai I Light Co BO/05/27 3pp 

8006030229 Amend 4 to final environ rept for facility 

* Mississippi Power & Light Co Middle South Utl 1 i tl e>, Inc t 
Middle South Services, Hie SO/05/27 13pp 

BQ06160QB8 Forwards affidavit of avc on distribution of Amend 4 to 
final environ l-ept in accordance u/Encl t to NRC 7SO627 Itr 
DALE.L F Mississippi Pouei t, Light Co QO/06/09 2pp 



-- BQQ6240043 Notice of violation of antitrust license conditions 
including refusing to offer City of C larktdali. MB & 
Municipal Energy Agency of MS opportunity to participate 
in facilities 

DENTON.H R Office of Nuclear Reactor Regulation! Director 
BO/03/29 12pp 

8006190233 Forwards Acty General 800323 Itr furnishing ddk antitrust 
info Ltr will be sent to Ofc of FR Petitions to intervene t, 
requests tor hearings may be filed by interested parties 
within 30 days after FR publication 
8ALTZMAN.J Utility Finance Branch BO/05/30 Ip 



F Security, medical. 



rgoncy li fire piotectlon plans 



8009130317 Forwards clarification of MRC requirements for emergency 
response facilities defined in 790913 Itr Addl specific 
criteria for facilities under development 
EISENHUT.D O Division of Operating Reactors BO/04/25 61pp 

B006300375 Forwards Amend 40 to application for GLa for License* CPPR- 
llfl t CPPfi-119, consisting of revisions to FSAR.App 9D 
aTAMPLEY.N L Mississippi Power (. Light Co 80/06/27 Ip 

--8006300303 Amend 40 to application for OLs for Licenses CPPfi-llB 

CPPR-119, consisting of revisions to FSAR App 9B Certificate 
of Svc encl 

STAMPLEY.N L Mississippi Power t< Light Co 80/06/27 2pp 

B0063003B4 Amend '10 to TSAR, provid ing revisions to fire protection plan 
& emnrgency plan 
Mississippi Power 8- Light Co BO/Ot/27 BSpp 



H Qeneisl correspondence 



BQ06190240 Advises that review of info submitted for antitrust review 
provides no basis to conclude that South MS Electric Powtr 
Association participation mould create situation 
inconsistent u/antl trust lams 
FAVRETTQ.R J Justice, Dept of BO/05/23 Ip 

800623008B Forwards DDJ 800523 Itr containing Atty General advice thit 
no antitrust hearing is necessary for proposed amend to Cp 
SALTZMAN'J Utility Finance Branch BO/06/03 2pp 

8006200345 Responds to 800529 notice of violation of CP antitrust 
Conditions 4(a)iS<a) t> 6 Denies allegation & suggests 
settlement to avoid delay in licensing NL Stampley B0061G, 
Itr to Clarksdalc City encl 
STAMPLEY.N L Mississippi Power S- Light Co BO/Oi/19 16p]l 

Q Inspection reports. IE Bulletin! & correspondence 

B0061B0045 Forwards IE Insp Rept* 50-416/80-02 & 30-417/BO-02 on 
800304-07 t, notice at violation 
O'REILLY, J P Region 3. Atlanta, Office of the Director 80/04/14 



B006110310 Expi 03505 concern that no methodology oititj for cltiien 
input to development of evacuation plan 
MILLER. J Affiliation Unknown BO/06/02 2pp 

BOQ62003B1 Outlines recent organ! lat tonal changes Title of director of 
pouier production changed tn assistant vice presidentr nuclear 
production Production engineering section rtnamvd nuclear 
plant engineering section Notification per QA manual 
REAVES.T E Mississippi Power i. Light Co BO/06/17 3pp 



S0061B004B Notice of violation from Insp on B00304-07 

Region 3, Atlanta. Office of the Director BO/04/14 



B006180051 IE Imp Repts 30-416/00-02 It 50-417/BO-02 on 800304-07 
Noncomp 1 lance noted failure to evaluate t report const 
deficiency In accordance W/10CFR50 35(>iParagraph 9 
OQUQE'M J Reaion S. Atlanta. Office of th> Director 
CANTRCLLiF S Region 2j Atlanta. Reactor Construction t> 
engineering Support Branch BO/04/14 7pp 



H Utility Fln.il Safety Analysis Report (FSAR) t, amends 

8006030003 Forwards Amend 39 to F&AR t application for OLs 
BTAMPLEY.N L Ilississippi Power & Liflht Co BO/05/30 Ip 

0006030005 Application for Amend 39 tn application for OLs. cons isting 
of Amend 39 to F9AR Certificate of Svc encl 
STAMPLEY.N L Mississippi Power & Light Co BO/05/2B Epp 



0006030007 Amend 39 to FSAH 

* Mississippi Power '/ Light Co 



BO/05/30 SOOpp 



8006160125 Forwards affidavit of svc on distribution of Amend 39 to 
application for OL re FBAR per 7B0637 Itr 
DALE.L f- Mississippi Poucr & Light Co BO/06/09 3pn 



M Antitrust correspondence 



8006120443 Forwards notice uf receipt of addl antitrust info re 
proposed addl ownership by South MB Electric Pouiar 
Association Legal notice far publication In various 
newspapers also encl 
SCHWENCEH.A Licensing Branch 3 BO/03/16 2pp 

B0061S0447 Notice of receipt of addl antitrust info time for submlslon 
of views on antitrust matters 
SCHUENCER.A Licensing Branch S 80/09/16 4pp 



0006060439 Forwards IE Bulletin 80-11. "Masonry Hill Dnign " No action 
or written response required IE Info Notice 79-28. 
"Overloading of Structural Elements Due to Pipe Support 
Loadi" encl 

O'fiEILLV.J P Region 2, AtUnta, Office of the Director BO/05/OB 
2p P 

9006180396 Forwards IE Imp Reptl SO-416/BO-09 b 30-417/80-07 on 
800413-1B No noncompl Unce noted 

HUBPHYi C E Region 2, Atlanta. Reactor Construction & Engineering 
Support Branch BO/OB/OS 8pp 

--BOOA1B03SQ IE Insp Repts SO-416/BO-09 h 50-417/80-07 an B00410-1B No 
noncompl lance noted Major areas inspectiil RCPQ welding, 
preservlce & inservlce Insp It housekeeping 

HERDT.A R Region 2. Atlanta, Reactor Construction fr Engineering 
Support Branch BLAKE, J Region 2. Atlanta- Office of thf 
Director 80/03/03 4pp 

8006040244 Forwards IE Bulletin BO-12. "Decay Heat Removal 9iji 
Qperablllty " No written response required IE Info Notice 
80-20, "Lois of Decay Heat Removal Capability at Davis-Boss 
Unit 1 Uhilt in Refueling Mode" end 

O'REILLY.J P Region 2, AtUnta. Office of th* Dirtctor BO/05/09 
3pp 

Q00630GD75 Forwards IE Circular 80-11. "Emergencv Dies*! Oinerator Lub* 
Oil Cooler Failures " No written response required 

O'REILLY, J p Region Z. AtUnta. Office of the Director 80/09/13 
2pp 



B006030350 Comirents an proposed amend to CP atloiulnn South MS Power fc 
Light Co to become co-owner No antitrust hearing necessary 
re proposed amend to CP 
FAVRETTO.R J Justice, Dept at 80/05/83 Ip 



B006090428 Ack receipt of B00506 Itr informing NRC of (tup* taken to 
correct violations noted in IE Insp Rapts 50-416/80-02 b 
50-417/80-02 

MURPHY, C E Region E, AtUnta. Reactor Construction b Engineering 
Support Branch 00/05/23 Ip 
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9006070439 Informs NRC of poisible defective matl hipment to pouer 

plant Notif (cation uac received per end vendor B00402 1 tr 
REILLV.M K Libertg Enutpment i, Supply Co 80/04/04 4pp 

B.006260343 Ack i-tc*ipt of IE Imp Heptt 50-416/80-10 1< 30-41 7/BO-03 
Ho proprietarg info 
HCCAUQHV, J p Miiilnlppi Pouir t> Light Co SO/06/03 lp 

BOQ626Q3S3 Forw.rdi IE Intp Kept* 50-416/90-10 b SO-4I7/BO-03 on 

S004S9-0502 No noncompl lance noted 

MURPHViC E Region 3. Atlanta, Reactor Corn true U on & Engineering 

Support Branch BO/05/16 2pp 

9006260337 IE Imp Repti SO-416/HO-10 I, 80-417/60-03 on 9004S9-OSOH No 
noncomplitnci noted Major areas impeded Intttumentation 
uork.sjork activitiei t QC record! 

OIBHONS, T D Region 3. Atlanta. Office of the Director 
COW-ON. T E Region 2, Atlanta, Reactor Conitructlon t. Engineering 
Support Branch GO/05/19 3pp 

8006240493 Foruerd! rjvind reiponie to notice of violation from imp 
on 900303-06, providing more detailed (, updated italu* of 
notice concern! 
HCCAUOHY.J P HiKiitippi Power t, Light Co SO/06/17. 7pp 

R PerioJie operating report! & related correipondenee 

B006030375 Forward* "Summary of Environ Protection Program neibictlng 
Comt o* Orand Ctulf Nuclear Station Unit! t i 2 for Sii 
Mantdi Ending BQQ430 " 
rlCOMJ5HV,J P Hliiiuippi Power h Light Co SO/03/29 4pp 

3 Report*ble occurrence!. LERi t related corre!pondence 

9006090266 Pottntlally Raportablc Dificltncy BO/12 r dnign nomograph 
und in iliinj ti iciiction of h^dramotor iltttrohudraullt 
actuaton fitvtiti B0032B rift to corractlg idintlfu ITT 
0ntral Control! tt vtndor Final ript by 800721 
OALE.L P Mi>iii*lppi Pouir fc Linht Co flO/04/83 2pp 

8006060267 Part 21 rtpt T , dtii[n nomognph* u**d in .iling fc tlictlon 
of ITT O.ntral Control hijdramotar tltcttrohgnulic actuator, 
Nonographi mg bt incornctlij intsrprtteil rtiultino in 
tncorricl: iilng 1. ultctlon of actuator* 
DALE.L F HU.ii.lBpI Pou,r fc Light Co 00/04/85 2pp 



wluti not.d 



c i I? 1 " 11 " '"*'"* "'* " ''""*. top*, invirt.r. 

Comput. lorr.etiyt action plan u^.tolvid Propoxd OE nodi. 
r in*Hat(on of prottctiv* filt.rinj dtvicti on inv.rtir 
input.tind.r. valuation Final r.pt te b. lubmltttd b v BOOBlfl 

UftLE,L. F Miiiiiiippi Pouar t Lijht Co BO/OS/13. Spp. 



620003-1 f-lnnl Pail ^'1 icpl in mniid honl oF tl uppll,d (... nr. 
tBl fromuhlch 4-Inch fllimun t. ;'-lnc|, l eE uui > mfg tn "* 



np jt li 1 3* M i i !^' J ripi: rt "*"*" bt tQHU. 

on HPCB pump Vtndor Initiatid changti to tornut valuit 
Atftuc of origln*l torquing r*quirim*nt unrftr r.viiu, 
Final ript npicttd bg BOOB04 
DM.E.L F MUiliitppi POUIT fc Light Co SO/03/07 Sff 



. 

" 1 * < " u " unrtlirtl, Flltir! raturn.d 
" tlon "' lu-Htv . rtlUblitu 
P Kltttitippi Poutr It Light Co BO/OS/30 8pp. 



Foruardi final deficiency rept for PRD-BO/S4 re Comlp 
int gat analgiit tut fc B00403 Itr to NfiC 
J P rffi.U.fppi Pouter b Light Co BO/03/30, 3pp 

-BOMllOlM Notif I. , NRG of rf.f.ctivi Comiip, i n c cont.ina.nt ta* 
analg.i. lu , During teitlng.Pump K deadheaded for appro* 
d?!c'harSe'"* Uri *1 '""' UtItt l ""* lllld lst > f^S P">f 

Comiip, Inc, , Delphi Bgiteni Dlv. BO/04/03, 4pp 

-B00611017B Final deficiency rept for PRD-80/24 re CM.ID, Ine 
conteinnent gai ^natuiii ui Vendor oropoied Jne 
ifii llni on pup dlicharge to prevent overpre' 
Initallatlon will be complete by BOOB31, 
Hi!*Iiippi Power fc Lijht Co flO/03/30 lp 



BO/05/30. 



BQ0620003-1 f-lnnl Pail 

8tBl fromuhlch 4-Inch fllimun t. ;'-lnc|, l eE uui > mfg 
A234HPn raqulromftnt lvf t igjtt Inni c onduc toil t, cloted t 
th lilted FfflCllUlm 
fiEAV.J 1. ritomli-cm Curp , rub* lurin Dlv [KVOfa/OA Jpp 

S006160103 Forum d( interim dvflcivncy i rp t ro dnmnoml lintrumintitl 
cabUl under roaltnr pitiniiie vonal I Hull lept will b, i,,,t 
bg (JOonil 
MCOA08HV, J P MlmUilppl I'uuti f, l Ight Cn (10/Oft/OV lp 

900616010ft Inturlm <l*fiimmu ropt it Uamagml Int li ummt ton cibli 
undar rDacloi prnut u vunul Approt I'M ijibloi damsg.d 
during initfllUUon iiP touliol i nil iliive hydrauHt i U( (, 
neutron mnitl loi I ng gn fauiud bij iinlrirtud uartilug rt* 

Mltilppl Pnuar I I lijhl Cn HO/0/>/OV lp 

B006ia02;i9 Forward* final doflcHncij i up L r Innie ling In Belt), nlft* 
arm actuntori inttallod on Honrg |>r ntl butttifly vlvoi 
Reportalile under lorril 1 )!) !)( ) fen- Unlit 1 d U fa tOffRai for 
Unit 1 nnlt; 
KCOAUOMV! J P MlB.ltiipp! (i<iwtr t light Co (10/OA/ 1 1 3pp 

B0061R0231 F-tnal dttf i I olity rept co loot* ky In ElotUi ro 6ot jrn 
actuator for Htnrg I'uitt bulloiflij vnlvet tlprtori uil) b 
rtorlnted if noftlblo IP reor lintnt ion not potilbltmeu 
kagi of longer length will be intUMed 

* rllitliilppl ['ouor ! llfllit (o (JO/Oft/ll 'Ipp 



B006190B77 Oeficiencg rept (fill) 
Qudtloni mtloiule Uiat 



til) -1'J .uJtth* ( 



Qudtloni mtloiule Uiat oflfmi; fund Ion of breaker u, i n 
trip on dgnal from reactiii protection iui lie iv|u*lian 
ulll be conducted b final repl Piled bg 1100710 
MCOAUQHYiJ P rliiilKlppl [IOUBI (. light Co IIO/Oft/ia Upp 

Ba06tBOSt]7 Toruinrt/t thd'if l.itnnm deflclencg fept r failure to pros-inf 
qullfld initrumenttion In Potg -related igi final rept 
ulll b tubmitted bg 0101 10 
HCOAUQHYrJ p Mliilitlppl Mouer fa l.lgl.l Co IIO/Oft/13 Spp 

"-B006100E91 Third Interim deflclentu repl T failure to provld* 
qualified InttPumentot Ion In ta f t^-r Utd gi Turrectlvt 
action! In proce!! Action plan mill be completed bg HOO/II 
ntttUilppl Power t. light Co IJO/Oft/KI 4pp 

BOO403U4 Notif!. that final <ept (, determination of polentlnlU 
reportaile diPIc leney, toncerning Pailur* of Qfr hundiwltch 
CR2740-UBa03GiuJUl be provided uy DOOVlfl 
MCOAUOHY.JP Hliiliilppl Power t, Light Co HO/Oh/in, Upp 

00062702(14 Deficieucg rept i-e failure of radiQorapht to meet AnHE Cod* 
requlremenli Qample review of radloor4phi h*i bttn 
performei! Vendor plum to make Inquirv u/AHME code bodu I 
dUcui* u/NRC final rept ulll be provided by (101020 
HCOAUgHY.J p Mitiii.ippl Power (, Light Co I10/0(,/20 2pp 



MILLOTt)NE NUCLFftlt F'OHEn STATION, UNIT a 
n/ * < " l * tirgcllul1 * Ug * Jof'n'nt* V curr.pondenee 



, l ,r l " t . nU(l * PUR PP>nli of NRC d.tl.ion to Dd 
implementation p|n preiented in Election "I of WURKO-OS77 re 
adequacy of applicable !unport Uructure* Deneral operating 

e.SpNunTTi"" ^"? 1 "'' * -cceptance crHe.-la end 
EIHENMUT.D Dlvlilon of L.Ueli*fng (10/O3/aO 13pp, 

H General corretpondenca 



t.tin;'.;;^'?"! ! P? 1 "* 1 "" 1 " 1 ehna. Fj Mroeika relieved JF Opel* *. 
nation mperlntendent on 000601 

rt.E J Nnplhe!t IHUlUe, QO/06/Oa lp 
i report!, !( Bulletin* t corraipondenca 



noted 



RHpt 



on 800401-02 No 



n a ""> Philadelphia. R.acto.- Con.truc tlon (. 
ing Support Brnnch 80/03/14 2pp, 

-80062B0176 IE In.p Rept 50-423/80-02 on 000401-03 No noneo.pl Uft 
Plwinafc I r*?I '"P^" concrete pUctnint. rttiurltir 
In" "iMiij; B ' r> " l0r "">*" * Fr.v| OM i 

R * B !" '' '"MM.IphU, Ft.actoP Con.tructlW i 
p 2!'* Dr *" ch CEKNE.A C . VAHELA.A A Region 1. 
Office of the DUneUf, BO/03/07 7pp 
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B006200037 Forward i IE Circular BO-13. "Grid Strap Damage in 
Hestinghouse Fust Assemblies " No written response required 
QRIER.B H Region 1, Philadelphia, Office of the Director 
80/05/2B 1 p 

S Reportable occurrences, LERs I related correspondence 

8006090469 Acfc receipt of 800415 interim deficiency rept re guide tube 
support pin cracking Rept uii 1 1 be reviewed d evaluated 
CAnLSONi R T Region 1. Philadelphia, Reactor Conitruction 1> 
Engineering Support Branch 80/03/06 lp 

BOQ6090474 Interim deficiency rept re cracking of control rod guide 
tube lupport pins Cracking restricted to pirn solution 
annealed belnui 1 1 BOO F Cracking of tube support pint have 
potential for release of loose part* into upper cort region 
COUNSIL.W Northeast Nuclear Energy Co (subs of Northeast 
Utilities) SO/04/ IS lp 

8006230401 Ack receipt of 900308 final deficiency rept re component 
cooling luater heat exchanger supports 

CARLSON, R T Region 1, Philadelphia. Reactor Construction & 
Engineering Support Branch 80/06/06 IP 



8006040226 Forwards IE Bulletin 80-12. "Decay Heat Removal Gys 
Operabillty " Ma wit tan response required IE Info Notice 
50-20. "Lost af Decay Heat Removal Capability at Davis-Besee 
Unit 1 While In Refueling Mode" end 

O'REILLV.J P Region 3. Atlanta. Office of the Director 80/03/07 
2pp 

8006300119 Forward* IE Circular 80-11. "Emergency Diesel Oenerator Lube 
Oil Cooler Failures " No written response required 

O'REILLY, J P Region 3, Atlanta, Office at the Director BO/OS/ 13 
2pp 

B0061<70135 Ack receipt of IE Insp Ropts 50-434/30-08 t SO-42S/BO-08 No 
proprietary info 
DUTTON. D Georgia Power Co BO/06/05 lp 

BQ06240279 Anticipates response to IE Bulletin 30-05 re vacuum 
condition resulting in damage to holdup tanks will be 
submitted by 800731 Ut 1 1 did not receive bulletin until 
QOO6D6 
DUTTON, D Georgia Power Co BO/06/09 lp 



Reportable occurrences. LERs t related correspondence 



DOCKET 50-424 ALVIN W VOQTLE NUCLEAfl PLANT, UNIT 1 

A Application/construction stage documents & correspondence 



8006060164 Ack receipt of BQOS03 Itr providing Interim followup to 
800131 rept re possible deficient pipe support designs 
Actions ulll be reviewed at neit imp 
BEYFRIT.K V Region 4, Dallas, Office of the Director 80/03/18 



8006230110 Advises BUR & PUR applicants of HRC decision do modify 
Implementation plan presented In Section 4 of NUREO-0377 re 
adequacy of applicable support structures Oeneral operating 
reactor revleut procedure & acceptance criteria encl 
EIBEMHUT'D Division of Licensing 80/09/20 13pp 

8006180379 Responds to NRC BO0421 Itr requesting info r use of 
concrete masonry malls in Category 1 structures No masonry 
ualls used in Category 1 structures No need to answer 
Question* 2-6 
EHRE8NPEROER.W Oeorgia Power Co BO/OA/18 lp 



I Financial information 



--B006Q60170 Interim follnwup to B00131 rept re possible pipe iupport 
design deficiency Pipe support review will take longer than 
three month! Completion eipected by June 1990, Current status 
of corrective actions includes review of 5,760 support! 
LEX, I) L Hechtel Pouer Corp (subs of Bechtel Corp ) 30/09/02 
3pp 

8006060204 Confirms B00129 telcon rt possible pipe support design 
deficiency Written rept ulll be filed by 800201 covering 
nature of deficlencyi investigative It evaluative actions 
taken Investigation should take 90 days 

LEX, D L Bechtel Power Corp (sub* of Bechtel Corp I 00/01/29 
2pp 



8006170310 Forwards Annual Financial Repts 1979 
HIDNER.H A Georgia Power Co BO/06/11 lp 



BQQ6170314 Annual Financial Rept 1979 
* The Southern Co 30/03/10 43pp 



B006270337 Advises that potential discrepancies In 791181 final 
significant deficiency rpt rt imbed plate assembly have 
been evaluated Corrective action noted is adequate fe has 
been affected 
DUTTON, D Oeorgia Power Co 80/04/20 2pp 



8006170318 Annual Financial Rept 1979 
HI Georgia Pouer Co 80/02/29 3Spp 



Q Inspection reports, IE Bulletins tt correspondence 

80060305B1 Forwards IE Insp Repts 50-424/SO-O6 i< 30-423/80-06 on 
800331-0402 No noncomp 1 iance noted 

QTDHRrJ P Region 2, Atlanta, Fuel Facility k Materials Safety 
Branch BO/04/21 2pp 

8006030585 IE Inp Repts 50-424/80-06 t> 50-429/80-06 on 800331-0403 No 
noncomp 1 iance noted Major areas inspected- environ 
protection, erosion & runoff control & const effects 
monitoring 

JENKINS.Q R Region 2. Atlanta, Fuel Facility & Materials Safety 
Branch CUNNINGHAM. A L Region 2, Atlanta. Office of the 
Director 80/04/18 5pp 



DOCKET SO-4HS ALVIN W VOCTLE NUCLEAR PLANT, UNIT 2 

A Application/construction stagi documents ti correipondtnce 

8006230110 Advliei BUR ti PUR applicants af NRC decision to modify 
Implementation plan presented in Section 4 of MUREO-0577 rt 
adequacy of applicable support structures Oeneral operating 
reactor review procedure It acceptance criteria encl 
EI8ENHUT.D Division of Licensing. 80/05/20 13pp 

,8006100379 Respond! to NRC 900421 Itr requestino tnfo re use of 
concrete masonry ualli in Category 1 structures No masonry 
ualls used In Category 1 structures, No need to ansuer 
Questions 2-6 
EHRESNPERQER, W Oeorgla Power Co SO/06/12 lp 

I Financial information 



8006130042 Forwards IE Insp Repts 50-424/80-08 ti 90-425/80-08 on 
800415-17 No noncompliance noted 

MURPHViC E Region 2, Atlanta, Reactor Construction h Engineering 
Support Branch 80/05/01 2pp 

--B006130034 IE Insp Repts 50-424/BQ-QB fc SO-423/BO-OB on S00413-17 No 
noncomp 1 lance noted Major areas Inspected conit deficiency 
repts tt IE bulletins t circulars 

RAUSCH, J K Region 2, Atlanta. Reactor Conitruetlon fc Engineering 
Support Branch HUNT, M D Region 3. Atlanta, Office of the 
Director 80/05/01 4pp 

8006060498 Forwards IE Bulletin 80-11. "Masonry Mall Design " No action 
or written response required IE Info Notice 79-2B, 
"Overloading of Structural Elements Due to Pipe Support 
Loads" encl 

Q'REILLY.JP Region S- Atlanta, Office of the Director 80/03/08 
2pp 



B006170310 Forward* Annual Financial Rept* 1979 
WIDNER.W A Oeorgia Patatf Co, 80/06/11 lp 



8006170314 Annual Financial Rapt 1979 
The Southern Co BO/03/10 43pp 



8006170318 Annual Financial Rept 1979 
* Oeorgia Power Co BO/02/2B 3Spp 



Q Inspection reports. IE Bulletins i correspondence 

BOO60305B1 Forwards IE Insp Repti 50-424/80-06 / 30-423/BO-Oo on 
800331-0402 No noncomp 1 lance noted 

STQHR.J P Region 2, Atlanta, Fuel Facility fr Materials Safety 
Branch 80/04/21 2pp 
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--8004030395 IE In*p ft*pts 30-434/90-06 . 50-425/BO-Oi on BQ0331-04Q2 No 
noncompl lane* noted Major arias inspected environ 
protec tlon, f ros Ion b runaf-f control & const efftcts 
man I -to i- 1 rig 

JENKINS. R Segion 2, AtUnte. Fuel Facility t Mntariolt Safttu 
Branch CUNfJIMOHftI-1, A i, Rtgion 3, Atlanta, Of fie* at th > 
Director 00/Q4/IB 5pp 

5006130042 forward* IE Imp. Rapt* SO-424/BO-OB b 50-459/00-06 on 
B 0041 S -17 No notitompl ianee noted 

KURPHY.C E Region S. Atlanta, Reactor Construction -Si Engineering 
Support Branch 80/03/01 2pp 

--9004130034 IE Imp Septs 30-424/80-QB fc 50-425/60-09 on 900415-17 No 
noncompl la.nct no tad Major areai inspected const deficiency 
fapti Ei IE bulletins I circular* 

RAUSCH.U K Region 2, Atlanta. Reactor Construction. (, Ennlneering 
Support Branch HUNT, M D Region Z. Atlanta, Office of th* 
Director 00/05/01 4pp 

600606049B Foruiardi IE Bulletin SO-11. "Masonry Hall Dtltgn " No action 
or written response required IE Info JloSic 79- 2Q, 
"Ovrloodln) of Structural Elements Due to Pipe Support 
Loj" end 

d'HEILLY.J P Rejion a, Atlanta, Office of the Director 30/03/03 
2ft 

8006040224 Forward t IE BulHttn 90-12- "Decay Heat fUmnval Sys 
Optrabl 1 i ty " Ho written response required IE Info Notice 
SQ~30i "Loss of Drcdu, Heat Removal Cnpabllltu, at Davis-Basse 
Unit 1 Uhile in Refuel Ing (lode" end 

O'REILLY, JP Rejlon a, Atlanta, Office of th Director BO/Q3/O9 
Spp 

8006:300119 Foruartfs IE Circular BO-Ilp "Emergency Diesel Oenrtor Lube 
Oil Cooler Failures " No written reiponse required 

a'BEILLY,JP Region 3, Atlanta, Office of the Director, BO/05/13 
2pp 



DOCKET STN-SO-437 FLOATING NUCLEAft PUANT 

icatlon/cotiscruc 1 1 on stage documetiti b corroipondBnce 



aOOA230110 Advises BKH S. PUR anplicanti of HRC decision to modify 
implementation plan preientefl in Section 4 of NUREQ-0377 re 
adequacy at applicable suppcut structures General operating 
reactor review procedure & ace eptance criteria encl 
EISEHHUT, D Division of Licensing BO/05/20 13pp 

9004090477 Bummarij of 800430 meeting w/applicant in Bethesda, MD rt 
ne*r-terra mfg I i ccnie i ertu i r ements from TMI-a accidents 
D1RKEI..R A Licensing Branch 1 BO/05/28 16pp 

5004300316 ForiuaTds reorgani Jat l on chart for Dfc af Nuclear Ructar 
Reaulation Facility licensing matters will be handled bij 
R Qirkel Transition being mad* w/mln of dliruotlon to 
onijoitia activities 
TEDC6CO. R L Assistant Director for Liceniino 80/06/12 3[ip 



Ad jutfi catori) correspondcnca 



BO0603CH48 Advises that statua rep t re progress, of vendor applicatif 
reviBU mill be submitted on BOO731 pgt- G00906 Hr-tJRC uill 
rioond to posfc-TMI Action Plan 1 tana in Jul 1960 Upon 
receipt. applicant responses mill be evaluated for SER suppl 
SOHINKI.S M Hearing Branch 3 BO/O5/3Q ip 

Adviaory Committee on Reactor Safegirards reports It correiponderce 

BO05260076 ForuardB MS Plesaet 800416 Itr i-e sugge*tion i, 
rec ominendations for floating nuclear plant core ladle 
design GpeclfLeo B00523 as compliance deadline (, urges 
preparation for signature of ejecutive diroctnr 
PLESSET.M j ACRS - Advisory Cunmitteo on ReactDr Safeouariii 
BO/04/17 Ip 



B00617013& Ac I receipt of IE Imp Reptt 50-424/30-OB 
praprfetarg Info 
DU'TTDM.D 0*orai Pouev Co 80/06/OS Ip 



30-423/80-03 No 



SOO&240279 Anticipates run panne bo IE Bulletin 80-03 n vacuum 
condition resulting in damage to hqldup tanti uill be 
<iubnittiit bv -B00731 Util did not rsceivfr bulletin until 
B&0606 

, D Oeorgia Pouer Co 00/04/09 Ip 



& Report at* IB occurrences, LERi t, related correspnndencfl 



9009580079 Adviies that review of vendor propossd core ladle disign 
float, (rig plant, ujas completed during 800410-12 meeting Design 
adequate but planned tests & analytical programs muut 
firm pro*nb op^erablon aatimatos prior to const 
PLESSETiM 5 ACRS - Atfvianrtj Committee, on Reactor Safeguard! 
BO/04/14 3pp 

B0061BOS44 llespords io BOO414 rec ommenda I ion that consultant be 
ngag*d i*e design of high temp melting furnaces & handling 
of histi tamp molten m a 1 1 s Contract u/Applloii Science 
Associates.. Inc implemented on BOO-117 
RO38>D F Division of 3uatem5 Integration BO/D6/O4 2pp 



3004060164 Acl ruceipt of BOOS02 Itr provldins intrim follouup to 
600(31 rept re possible deficient pip* support dnigtii 
Actioni ul 1 1 bt revlswfld at next insp 

BEVFRlT.ft V Rag ion 4, Dalliii, OFfic* of the Director 80/03/12 
I? 

Q00i0ii01?0 Intel 1m follc-ujup to OO0131 rept re po-niblr pipe support 
dltign dvflclencv Pipe support revieu uill take longic- than 
thr-ai months Completion Bisected bij June I960 Current status 
of fornctiva actions include? revioui of 5,760 supports 
LEX.B L Bechtel Pouitr Co^p {subs of n ec htH Corp ) BO/OS/02 



S0061B0354 Sugaeats effort be made to establish acceptable fr^ 
for accident in uitiich molten core roaches ocean & criteria 
for limiting accidental liquid relc^e Consultant should 
be engaged in design of high temp melting furnaces 
PLESSET. M S ACRS - Advisory Committee on Reactor Safeguard* 
BQ/G4/1C, 3pp 

BOQ(,tB096Q Confirms aOOH7 l mp 1 cmen ta 1 1 on of technical assistance 
contract u/flpplied Scienc* As sac istos. Inc to perform core 
melt mails interaction evaluations Annual progress rspts 
will be f-oruiarded 
ROSSiD F Division of Sqatema Integration BO/04/04 ip 



8006060204 Confirms BOQIE9 belc-on re posslbla pipe support <l*lgn 
deficiency Written rept will bt filed bi) Q00201 coveMtig 
nature of dif 1 c ioncy, invostia^ttvii * evaluative attions 
tatin Investigation should bake 90 dags 

LEX, 8 L Bechtel Pouer Corp (subi of llechte) Cpvp ) BOfQl/S<f 
Bop 

800A27C-337 Aiviiei that potential discrepancies in 791131 final 
significant deficiency rept re embed plate a*s*mb!q have 
bstn evaluated Cc-rr*ctlve action, note-d li adequate k h>t 
baen effvcteii 
BUTTON, D, Georgia Poiunr Co HO/Oi/20 Spp 



DOCKET 50-433 UC-SftNTft QARCrtftft RESEARCH REACTOR 

F Security, roedicalr emei-gencg It Fire protection p Uni 

0006030425 Infar^ii that revised physical ic.urity plan has been 

tomplet*ili eicep t for Internal reviu Plan should be 
iubfrUittd tn approi 1 uit 
PR-OFIO.A E Ciltfornla, Univ of. aanta Barbara BO/05/27 ip 



Q tns-pactlon reportii IE Bulletins . c orrespondenca 

a00606O13'l rorwardi IE Bulletin BO-11, "Nasonvy Wall Design " No ;tit 
oi- written response renulrod IE Info Notice 79-28, 
"Overloading c-f Structural Elements Due to Pipe Support 
Loads" end 
O'REILLY, J P ncflton 3. Atlanta, Office of the Director BO/03/09 



S006OS0302 Forwards IE Bui latin BO-12, "Decay He*t Removal 6y* 
Dperability " Wo written response required IE tnfo Notice 
BO-20, "Loa op Decay Heat Removal Capability at Davls-Daise 
Unit 1 While in Refueling ^lode" end 
D'REILLY,J P Region 2. Atlanta, GFfitt of the Director Bo/OB/G? 



Fariuapds 3E Circular HO-1 1, "Emergency Dietel Generator LO 
Oil Cooler Failures '' No ujritt*n response required 
O'REILLY, J P Region S. Atlanta. Office of the Director 90/03/13 



800623051Q Forwards revised pfujiical security plan for L-77 iducatlonal 
nucl**r reactor Plan withheld Irtt 10CFfl2 790) 
ROE9,fl J C*Hfornia, Vniv of. Santa Barbara 90/06/18 Ip 



DOCKETED ITEMS 
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DOCKET 30-438 HELLEFQNTE NUCLEAR PLANT, UNIT 1 

A, Application/construction stage document! Si correspondence 

9006230110 Advise* HHR t> PWR applicants of NRC decision to notify 
implementation plan presented in Section 4 of NUREQ-0977 re 
adequacy of applicable support structures General operating 
reactor review procedure ti acceptance criteria oncl 
EISENHUT.O Division of Licensing BO/O5/SO I3pp 

B00602033B Responds to NHC 600-124 Itr n 1NRYCO tendon installation* 
V related GA/OC activities Util has approved training 
procedure! Following training of flC inspet torsi INRVCQ ul 1 1 
resume Installation Comments re procedural requested 
MILLS, L M Tennessee Valley Authority 80/O3/21 2pp 

8006030366 Forward) response to 01) Parr 000325 HJpp lemental request for 
addl info n changes b studies proposed in Encl F of 
791203 response to Initial request Continued const 
justified 
HILLS, L M Tennessee Valley Authority 80/03/30 200 pp 



BOQ6120037 Responds to NRC B004P3 Itr re violation! notid in IE Imp 
(lepti SO-43B/BO-04 i 50-439/BO-04 Correctly* actions 
frequency of documented surveillance to ensure <e*lid 
openings an piping equipment Increased to once per ueek 
M1UU8.L M Tennessee Valleu Authority 90/03/13 3pp 

BQ06120039 Forwards IE Insp Repts 50-43B/SO-O4 li 30-437/80-04 on 
BOO31B-21 !, notice of violation 

MURPHY, C E Region 2. Atlanta, Reactor Constructii-ti li Engineering 
Support Branch BO/04/23 2pp 

B006120043 Notice of violation * r om insp on B0031B-21 

* Region 2, Atlanta. Office of the Director BO/Ofl/21 Ip 

8006120041 IE Imp Repts SO-438/80-04 t, 50-439/90-04 on 800319-21 
Noncompl lance noted failure tq follow procedure for capping 
fc sealing during piping sys fabrication !< to provide 
appropriate criteria in imp procedures 

HERDTiA fl Region 2i Atlanta. Reactor CDnstructl on t, Engineering 
Support Branch CGLEY, J L , KLEINSOROE, U P Region 2. Atlanta. 
Office of the Director BO/04/31 6pp 



8006110315 Forward i study plan for monitoring water quality & aquatic 
biological conditions in Qunterwille reservoir, per 
Part III 7 of NPDES Permit AL0024633 
EL-ASHRY.M T Tennessee Valleij Authorltu BO/06/03 I2pp, 

B0061202B2 Re*pond* bo NRC 000424 Itr riquoiting info re IHRYCO t and on 
Installation operation! & related QA/OC actlvitiei, 1NRYCO 
training fatiiPactorlly completed b resumption at tindon 
cutoff receiving activities t, storage planned 
MILUB.L H Tennessee Valley Authority. 80/06/05 Ip 

B0062A0049 Foruards request for addl Info re instrument It control sy* 
for continuing rovleu of application for OLs, 
VOUMODLOOD, B. J Licensing Branch 1 80/06/11. 11PP 

B006300310 Forwards reorganliation chart for Qfc of Nuclear Reactor 
Regulation Facility licensing m*ttcrt ulll be handled by 
R Bournla, Tranil tion being mad* u/min of diruptlon to 
ongoing activities 
TEDEBCO.fi L Atiittnnt director far Licemlng BO/06/12 Spf, 



SOOiaa03Sl Act receipt of BO 06 OS Itr informing NRC a? ittpi taken to 
correct violations noted In IE (nap Rapts SO-43FJ/BO-Q6 (. 
30-439/BO-06 

MURPHY, C E Region 3, Atlanta, Reactor Construction 4 Engineering 
Support Branch BO/06/09 2pp 

8006230327 Respond! to NRC 800505 1 lr re violations noted in IE Imp 
Repti 30-433/80-06 i SO-439/BQ-06 Corrective action! luort 
release written to reuiork Conduit 1A3-6014-D to eliminate 
chanee of misrouta Cables reinstalled 
MILLS, L M Tennessee Valley Authority 80/06/02 3pp 

B006230331 Foruards IE Insp Repts 50-438/60-06 I. 50-437/80-06 on 
BQ0413-1S l> notice of violation 

MURPHV.C E Region 2. Atlanta. Heactor Conatruition & Enolneerins 
Support Branch BO/05/03 2pp 

--0006230339 Notice of violation from Insp on B00419-1B, 

* Region P. Atlanta, Office of the Director BO/OS/OS Ip 



8006240403 fimpondj to NRC Q00434 Itr n IMRYCO tandon imtallation 
opertiom S< related dA/QC actlvitlei Uttl ha approved, u/ 
correction! ai noted, encl addl training procadures. 
MILL9,L H Tnn**is Vallay Authority BO/06/ 19 3pp, 

F Sscurityi medical, emergoncy t fire protection plam 

B003130317 Foruords clarification of NRC -qul regents far emergency 
response facilities defined In 790913 Itr Addl specific 
criteria for facilities under development 
EISEMKUT, D Division of Operating Reactor. BO/04/23 61pp 



0006330336 IE Insp Septa 50-439/BQ-Ot, r. 30-43'/aO-O6 on B00413-1B 
Noncompl lance noted failure to follou procedures on 
Installation t. insp of saf ety^related cable* 

CONLCIM, T E Region E, Atlanta, Reactor Comtruction it Engineering 
Support Branch HER Rl WEATHER, N , GIB80N3, T D Region 2, Atlanta. 
Office oF the Director BO/OS/03 4pp 

9006340360 Forwards response to It DuUctin 00-03 re vacuum conditions 
resulting in damage to holdup tanks Frooie protection for 
refueling uater storage tant at Sequoyah !t Uatts Etir is 
provided by redundant heaters 4; tank insulation 
MILLB.L M Tennesseo Vallay Authority BO/06/09 Bop 



8006060294 Forwards addl info to training & qualification plan. Info 
withheld Iref 10CFR2 790) 
MILLS, L M Tenn*i** Valley Authority BO/06/OB 2pp 

Q Inspection repoi-tsr IE Bulletins l< corraspondnnci 

B006060199 Forwards IE Bulletin 80-11. "Kasonrv Mall Design " No action 
or written response requireo 4 IE Info Notice 77-SBi 
"Overloading of Structural Elements Due to Pip* Support 
Loads" end 

0'REIU.YiJ P Region 2, Atlanta, Office of th Director BO'QS/OB 
3pp 

8006040267 Forwards IE Bulletin 80-lBi "Decay Heut Removal Sijs 
Operabillty " No written response required IE Info Notice 
BO-20, "Lost of Decay Heat Removal Capability *t Davis-Basse 
I/nit 1 While in Refueling Mod*" encl 

Q'RElLLYrJ P. Region 2, Atlanta, Office of thn Director, BO/03/09 
3pp 



(5006370191 Ack receipt of SOO 1 }^ Itr informing NJIC of eteps taken tn 
correct violation noted in IE Insp Repts 3Q-43B/BD-05 ti 
50-439/80-05 

MURPHY.C E Region 2, Atlanta, Reactor Construction t, Engineering 
Support Branch BO/06/10 2pp 

B006270197 Respond! to KFtC B110424 Itr re violation noted in IE Inp 
Repta 3Q-43B/GO-O5 t. 50-439/BO-05 Corrective actions closer 
watch on matli storage insp will be undertaken Inspectors' 
traininq program ul 1 1 bo established 
MILLS, L M Tennessee Valley Authority 60/05/19 3pp 

B006270207 Forwards IE Insp Repts 5O-43B/BO-05 !. 50-439/BO-03 on 
SOO^OH-04 J. notice of violation 

MURPHY. C E Region S. Atlanta, Reactor Construction it Engineering 
Support Branch 90/04/24 3pp 

8006270211 Notice of violation from insp on 800402-04 

* Region Z< Atlanta, Office o< the Director BO/04/23 Ip 



aOOi 130034 Fotwards 1C Circular 80-11, "Emerg*ncy Diaol Oenerator Lubi 
Oil Cooler Failures " No written response required, 
D'REILLYiJ P Region 2. Atlanta. OWe* of th Director. 80/08/13 
3pp 

B006 120033 Ack receipt of 800913 Itr informing NHC of iteps taker to 
correct violations noted in IE Insp Repts 90-*3H/GO-0 li 
SO-439/BO-04, 

KURPHY.C.E. Rgton 2, Atlanta, Reactor Conitructlnn 1 Enginetrlng 
Support Branch. SO/09/23 Spa. 



--SOOAS70214 IE Itisp Repts 50-43B/BO-05 & 50-439/80-03 on 800402-04 
Honcompl lance noted failure to maintain proper storage of 
prestreising sys components & failure to maintain accurate 
quality records 

LENAHANpJ J Region 2, Atlanta, Office of the Director 
CONLDN, T E Region 3, Atlanta, Reactor Construction !i Engineering 
Support Branch 80/04/23 7pp 

6 Reportdble occurrences, LCRs * related correspondence 

8006)10263 Forwards first interim deficiency rept re UBlding of 
structural steel annulus floor framing 
MILLS, Ld Tennessee Valley Authoilty SO/03/13 Ip 
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B00611Q29S First interim deficiency reft re bidding of structural 
Iteel nnulus floor framing Records completed improperly 
will be Invalidated !* affected melds will be rninipected 
Inspectors mill ba reinstrueted on completion of QC records 
Tennessee Valley Authority SO/Q5/13 lp 

106060303 Forward* first interim deficiency rept re const GA audit 
d*f 1 c ieneij 
MILLS- L M Tennessee Valley Authority eo/OS/30 tp 



DOCKET 5O-439 DELLEFONTE NUCLEAR PLANT. UNIT 3 

A Application/construction stage documents t, correspondence 

80062301 1O ASvlses DUD t PUFI applicant; of NRC decision to modify 
implamentat (on plan presanted in Section 4 of NUREO-O377 re 
adequacy of applicable support structures General operating 
reactor review procedure & acceptance criteria end 
EI8ENHUT, D ft Division of Licensing 80/03/20 13pp 



-GOOi0603S7 First interim deficiency rept re cnnit OA audit deficiency 
Q(\ audit revealed that three welders & all ueldsr foremen 
were not included in OA train inj/re-tra ining outlined In 
BOQ2O6 Itr to MRC Personnel are being retrained 
> 'Tennessee Valley Authority BO/ 05/30 lp 



D0609033fl Foruarrfs RD 90-iaB/SO-Oib-Ol 
HILLS, L M Tennessa* Valley Authority 



B006110315 Forwards study plan for monitoring uater quality & aquatic 
biological condi t Inns in Quntersville reservoir. per 
Part III 7 of NPDE2 Permit ALOQa4A35 
EL-ASHHY.H T Tennessee valley Authority SO/06/03 13pp 



BOQ6260049 Forward! request for add 1 info re instrument 
foe continuing revtou of application for OLa 
YQUNGBLQDD, B J Licensing Branch 1 90/06/11 11PP 



control syi 



-9006090337 RQ &0-43B/BO-06-Q1 improperly routed tat t tii-re lated cflbloa 
were found to- be inspected & accepted by QC Caused by 
imp oversights Inspectors !> electrical craft Fort man 
reins truct-id 
* Titinesi.ee Valley Authority BO/0&/O2 2pp 



800630031Q Forwards reorganl lati on chart for Ofc of Nuclear Reactor 
Regulation Facility licensing matters will be handled by 
R Bourn (i Tiansltion being made ui/min of disruption to 
ongoinu activities 
TEDESCD, R L Aniatant Director for Licensing BO/O6/12 3pp 



006070471 Foruardi final deficiency rept re Fluskin fire dampers 
MILLB.L M Tennessee Uaiiou Authority 80/OA/02 In 

-0006090476 Final deficiency r*p fc r* Hu*Vtn tira dampers Cloiurt tprinfl 
iTetacha* from mounting bracket on Rut kin vertical spring 
closure. IB& Fire dampers Alternative fii of email metal 
c lamp dvvBlajked t map-in strip installed to hold blade 
* Tennioet Valley Authority 60/04/02 lp 

00611007* Forwards fourth interim deficlencg rep6 re defective svt 
ring seal uelds on Borg-Uarner valves 
MILLB.L M Tennessee valley Authority 80/O6/Q3 lp 



SO06O30366 Forwards response to OD Parr 800325 aupp 1 emental request for 
addl Info re changes & studies proposed In Encl F of 
791203 t>esponte to Initial request Continued const 
justified 
MILLS, L M Tennessee Volley Authority BO/03/3O HOOpp 

F Security* medical) emergency t> fire protection plans 

G009130317 Fqruiards clarification of NIC requirement* for emergency 
respense facilities defined In 790'713 Itr Addl specific 
criteria far facilities under development 
EISENHUT, D Division of Operating Reactors BO/04/33 61pp 



-8006110079 Fourth Interim deficiency rept f defective i*at ring seal 
uelds on Borg-Uarntr valve* Utll imp completei) on 
repvesenta t Ive sample of 93 valves Four valvai failed liquid 
pvn*trant Imp 

* Tenntaite Valley Autharitv BO/06/03 lp 

0061103HB Forwards second Interim deficiency rept r lack of internal 
purge on tuo meld* In chemical addition b boron recover!) 
tys Not rept mill bt submitted by a 00 723 
HILLS.L M Tennesiee Volley Authority aO/O6/O3 lp 

-3004110333 Second interim deficiency rapt ( lact of Internal purge on 
tuo uelds In chmicl addition It boron recovery tus.Ueld* 
m*d* by ulderl FANH, FAQI.FANQ t< FAHN Investigated 
Unacceptable; ujsldi uill be reworked t training implemented 

* Tennesiio Valley Authority, 30/OA/O3 Bpp 

004110138 Di-tcuaisi ifeficlencij rept re uiffldlng in uaiti diipotal iijt 
Foruards addl lab data requeitecl in 800511 ttUon.ln 
respotite to IE comment! on rflvised final rcpt H/o encl 
HILLS, L H Tennessee Valley AutFiorlty 80/O6/04 lp 

006S3049S Forwards addl lab dJta in response ta NRC BOD&U telcon 
req.uatt re> deficiencies in welding for uiaste dliposal iifs 
U/o encl 
HILLS, L H. Tennis i e* VallBij Authority BO/06/04 lp 

I0061704B5 Forwards first interim deficient rept re defective fillt 
uelds Neit rept ulll be submitted by 60091V 
HILLS. L H Tennessee Valley Authority 80/06/06 lp 

-B0061704B9 First interim deficiency rapt re deficient fillet uielda 
Socket tt flange Fillet uelds will be reittspec ted OA 
procedures have been revised & reissued to reflect <\BME code 
requirement! 

* Tennssee Valley Authority BO/0&/06 lp 



BOQ6O60294 Faruiards addl Info to training d qualification plan Infc 
uithheld (ref lOCFRa 79O) 
HILLS, L H Tennessee Valley Authority 00/06/02 3 PP 



Inspection reports, IE Bulletins ft corrtspondonce 



eoOtOi013<7 Forwards IE Bullatin QO-lli "Has-otiry Mall Design " No action 
or written response required IE Info Notice 79-2B, 
"Overloading of Structural Elements Due to Pipe Support 
Loads" vncl 
O'REILLY, J P Region 2. Atlanta, Office of the Director 80/OS/OB 



6006O40267 Forwards IE Bulletin 00-la, "necay Hoat Removal Sus 
Op*rabillty " No written response required IE Info Notice 
80-20, "Loss at Decay Heat Removal Capability at Davlt-Besse 
Unit 1 Uhile in Refueling Mode" encl 
O'REIUUY-J P Region 3. Atlanta, Office of tho Director BO/03/09 



B006 120034 Forward* IE Circular QO-11, "Emnrgency Diesel Oeneratnr Lube 
Oil Cooler Failures " Mo written rasponio required 

0'REILt-Y,J P R*Dlon S, Atlanta, Office of the Director 00/05/13 
3po 

BOD61S0033 ftct receipt of BOOSIS Itr Informing NRC of steps taken to 
correct violations noted in IE Imp Rept 50~<139/eO-04 & 
SO-439/HO-Ofl 

MURPHV.C E Region 2, Atlanta. Floactor Construction & Engineering 
Support Branch 00/03/22 2p.p 

9006120037 Responds to NRC 800423 Itr re violations noted in IE Insp 
Repts aO-43Q/30-04 t. 50-139/60-04 Corrective actions 
frequency of documented surveillance to ensure sealed 
openings on pip-Ing equipment Increased to once per week 
HILLS, L M Tennessee Valletj Authority 90/03/15, 3pp 



J004200024 Final Part SI rept re nited heat of steel supplied bu U3 
Steel from which 4-inch elboui >t S-inch tees uere mfg to 
A834MPB riqulrement Investigations conducted Si closed at 
46 listed McilltUt 
BEAV.J, L Chemtron Corp . Tube Turns Biv SO/O6/0& 3pp 



Foriiiards second revlied final deficiency rent re blouin fuses 
In low voltage suil tch pear 
HILLS. L M Tennessee Valley Authority 00YQ6/SO lp 



-0006120039 Forwards IE Insp Repfcs SO-439/00-OA b 50-139/BO-04 on 
60031Q-21 b notice of violation 

MUIIPHY.C E Raglon 2- Atlanta, Reactor Construction tt Engineering 
Support Branch 00/01/23 2pp 



QOO6120043 Notice of violation from insp on 800318-21 

* Region 2, Atlanta, Office of the Director 30/04/21 



IP. 



B00623Q23-0 Second revised final deficiency rept re blouin fun* in low 
voltag* suiltdtgear TO avoid possibility of fuse opening on 
inrusli eurrvnt, 3-dtnp fuse will ae replaced' w/6-amp tutt 
TenniiB Valley Authority BO/06/20 lp 



DOCKETED ITEMS 



0004,120041 IE Insp Flepts 50-43B/80-O4 S 50-439/30-04 on 600310-21 
Nnnc amp 1 lance noted failure to follou procedure far capping 
ff sealing during piping ays fabrication & ta provide 
appropriate criteria in insp procedures 

KERDT, A R Region 2, Atlanta. Reactor Constiuction t< Engineering 
Support Branch COLEV, J L . KLeiNSORCE, U P Region S, Atlanta. 
Office at the Director BO/0'1/21 6pp 

0006230321 Ach receipt at 8006O2 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rep ts 50-439/00-06 tc 
90-439/80-Od. 

MURPHY, C E Region 2, Atlanta, Reactor Construction & Engineering 
Support Branch BO/Q6/09 2pp 



B006090471 Forwards final deficiency rept re Husiin fire dampers 
MILLS, L M Tennessee Valley Authority 90/06/02 1p 

B006Q90476 Final deficiency rept re Ru-skln fire dampers Closure tp 
detaches from mounting bracket an. RusUti vertical spring 
closure. IBD fire dampers Alternative fit of small metal 
E lamp developed & snap-in strip installed to held 1 blatTe 
* Tennessee Valley Author! tij 30/06/02 lp 

800A11Q074 FoTiuards fourth Interim deficiency rept r de-fecfclve seat 
ring teal uelds on Boro-Warner valves 
MILLS, L M Tennessee Valley Authority BO/OA/Q3 lp. 



-8006230327 Responds to NRC BG0505 Itr re violations noted in IE I imp 
Rept-a 50-43B/BO-06 t/ 50-439/SO-06 Corrective action* luork 
release written tn reuork Conduit 1A3-6014-Q to el iminatti 
chance of mlsroute Cables reinstalled 
HILLS, L H Tennessee Valley AutHority 00/06/02 3pp 



8006,110079 Fourth interim deficiency rept re defective seat ring 11 
uelds an Borg-Harner valves Util insp completed on 
represents, t ive sample of 93 valve* Four valves fulled liquid 
penetvant Insp 
Tennesseo Valley Authority BO/ 06/03 lp 



-0006230331 Foruarda IE Insp Flepts 30-4aa/00-0t !t 50-439/00-04 on 
300415-18 t, notice of violation 

MUflPHY.C E Region 2, Atlanta, Reactor Construction & Engineering 
Support Branch 8O/09/O5 2pp 



B03411032B Foruards tecond interim detflclenctf rtpt re lack of lntrn 
purgo on two ueliJ-i in chamlcdl addition & boron rienvery 
>y Next rept mill be lubmitted bit B00733 
MILLS, L M Tannonee Valley Authority 60/O6/03 lp 



BOOAH30332 Notice of violation from inap on 0O041S-1S 

* Region 2, Atlanta. Office of the Director 80/05/05 lp 

-- gOOi33O33i IE Insp Repta 50-438/00-Ot t 50-439/80-06 on 000419-18 
None omp 1 lance noted failure to follow procedures on 
installation & inap of aaf etg-related cable* 

CONLON, T E Region Z, Atlanta, Reactor Construction l> Engineering 
Support Branch MERRIUEATHER, N , GIBHONB, T D Region 2, Atlanta, 
Office of thB Director BO/09/05 Ipp 

B0062402-iO Forwards raiponsa to IE Qullatin 80-05 re vacuum conditions 
resulting in damage to holdup- tanks Freaia protection far 
refueling uater storage tank at Qequttijah & Uatts Bar i* 
provided bij redundant heaters- & tank insulation 
MILLS, L M Tennessee Vail BIJ Authority 80/06/09 Bpp 



9006110333 Seto-nd interim deficiency repfc r* Ifltt of internal purge 
tuo uolds In chemical addition U bo-ron recovery igt Ueldi 
made bij yeldert FANM. FAQ I. FANO b FAMM Invettlgated 
Unacceptable IUB 1 d uiill be reuorked it training impl >m*nt*d 
* Tennessee Val 1 e-y Autliori ty SO/O6/03 2pp 



niscusaei deficlenc-j rept re uro-lding In U4t dltpotal -t 
Foruiarifi addl lab data requested in 60-0-511 tlcon, in 
rosponse to IE conments on revised Final repfr H/o nc 1 
MILLS, L H Tonnes-lea Va 1 lay Authority BO/Oi/04 lp 

8006330488 Forwards addl lab data in response to NRC 00051 1 telcon 
request re deficiencies in uoldin-g Par uattf disposal urn 
Ufa end 
MILLS, L M TenneRleo Valley Authority 90706/04, lp 



000627O171 Act receipt of 0O0319 Itr informing NRC of steps taken to 
correct violation noted in IE Insp fiepts 50-436/BQ-03 & 
30-439/BO-Q5 

MURPHY, C E Region S, Atlanta, Reactor Construction b Engineering 
Support Branch 80/06/10 3pp 

BOO&S7O197 Responds to MIC GO 0-134 Itr re violation noted in IE Insp 
Repts 50-430/30-05 * 30-439/80-09 Corrective Actions closer 
watch on matls storage insp uill be undertaken Inspectors' 
training program uill be established 
MILLB,L M Tennessee Valley Authority SO/O9/19 3p p 

--B00637O307 Forwards IE Insp ReptS 90-43B/BO-05 ( 30-439/BO-Q5 on 
BOO'IO2-04 i notice of violation 

Ml/RPHV.C E Region 2. Atlanta, Reactor Construction k Engineering 
Support Branch SO/0<)/24 2pp 

B00627O211 Notice of violation fro-m insp on 000403-04 

* Region 3, Atlanta, Office of the Director 90/04/23 lp 



SOO&1704B3 Forwards firit intorim deficient ropt re deftctiv* fillet 
u/eldi Next rept will be submitted by S00919 
MILL8,L M Tennaisoe Valley Authority 80/04/06 lp 

BOD61704S7 First Interim deficiency rept re deficient fillet ueldi, 
Socket 1< flange fillet wolds uill be rein* pec ted QA 
proceiTiires have- been revised (. reissued to reflect ABHE code 
requirements 
* Tennessee Valley Authority BQ/Oti/Qt, If 

8006200024 Final Part 21 rept re mlsed heat at steel mpplled H US 
Bt*tl from uhfch 4-inch elbows ^ 2-inch tee* were m(*j tn 
A234WPG raquirenient. Invest igat ions conducteif t: clo-ie-d *t 
46 llstetf facilities 
BEAY.J L Chemfcron Corp , Tube Turns Div BO/Oii/OA 3pp 

aOOAaS02B7 Forward* second revised final deflciencu r*j>t m blown fui 
In loui vo-ltaje sul bchgear 
MILLS, L H Tenntssee Valley Authority, aO/Oi/20 lp 



800627OH14 IE Insp Repts 50-430/60-03 (. 50-439/60-05 on B00402-04 
Noncomp 1 lance noted failure to maintain proper storage of 
preitressing ayi components & failure to maintain accurate 
qua 1 tty records 

LEMAHAN.J J Region 3. Atlanta. Office of the Director 
CONLOK, T E Region Si Atlanta' Reactor Construe tinn t Engineering 
Support Branch 00/04/23 7pp 

3 Roportable occurrences, LEfls >/ related correspondence 



BOO&2S0230 Second reviled final deficiency rept re blown fust* In It 
voltage tuii tchgear. To avoid posslbilltu of ifuse opining on 
lnruh c urrtiit. 3-jfflp fuia mill be replaod uj/6.-*mp f us* 
Tennestee Valley Author itij BO/06/20 lp 



DO-CKET SO-MO PERRY HUCLEAR PCWER PLANT, UNIT 1 

A Application/construction stage documents & correspondence 



B00611O263 Forwards first interim deficiency rept re maiding of 
structural itael annulus Floor framing 
MILLS, L M Tennessee Valleu Authority 00/03/15 lp 

B00f.il Q2BS First interim deflcienctj rept re uielding of structural 
steel annulus floor framing Records completed improperly 
uill be Invalidated b affected tueldv uill be reinspected 
Inspectors uill be rs instructod on completion of QC records 
Tennessee Valleu Aulhorltu BO/OS/15 lp 



8006230110 Advises BUR fr PWR applicant* of NRC decider, to modify 
implementation ' plan presented In Section 4 of NUI1EO-(MJ77 r 
adequacy of applicable support structures 0*ntral operating 
reactor review j>rocdur t* acceptance criteria encl 
EISENHUT.D 9 Division of Licensing 80/09/3O 13pp 

8006250370 Notification of BOOAJ9 meeting ui/util in Bethesda^IlD to 
disciii facility DE- application & schedule. 
HOUSTON, D Licencing Branch S BO/O6/13 2pp 



00060603B3 Foruiards Plot interim deficiency rept re const O.A audit 
def Ic i ency 
MILLS. L M Tennessee u fl ii e( j Authority 60/05/30 lp 

6004O&O3B7 First interim deficiency rapt re const QA audit deficiency 
OA audit revealed that three uelders ii all ueider foremen 
uere not inclutfed in QA braininB/re-training outlined In 
BOQ2O6 Itr to NSC Personnel aro being re-trained 
Tenmesee Valley Authority 80/O5/30 lp 



C Utility Environmental Report tEH), amends & corr *pontl enc 

aOOt27027B Furuiardg environ rept, Volt t A S 

DAVIDBONrD Ft Cleveland Electric Illuminating CD BD/06/EO, lp 



~B006270aBO Environ rept.Vol 1 

* Cleveland Electric 1 1 tuminatlng Co 



250pp 



216 



DOCKETED ITEMS 



601)6270205 Environ rept.vol 2 

> Cleveland Electric Illuminating Co 



60/06/20 390pp 



80Q627Q29B Amend to application For QL, me lud 1113 annual repts for 5 
utlls arid miscellaneous financial info 
* Cleveland Electric 1 1 luminattnn Co 00/06/20 4BOpp 



I Financial information 



BOO 627 02 9 5 Forwards amend to application far QL. consisting of 1979 
annual repts far Duqueine Light. Toledo Ed Ison, Cleveland 
Electric Illuminating Co. PA Pouer Co t/ QH Electric Co 
DAVIDSDN.DR Cleveland Electric Illuminating Co SO/06/20 lp 

S00627029B Amend to application for OL, including annual repts for 5 
utlls and miscellaneous financial Info 
Cleveland Electric Illuminating Co 30/06/20 tBOpp 

M Antitrust correspondence 

B006Q60314 Requests that deadline For requests for hearings be extended 
to B00709 re availability at transmission ivc Eiteniion mill 
allow NHC tc intarvenor to work out language discord between 
FEHC Opinion 64 t, NRC 800513 order 

QDLDBERGiR Clevelandi OH GOLDBERG. R Goldberg, Fieldman b 
Letham.P C SO/06/02. aop 

8006170353 Motion for mod of NHC 800513 order to require filing of 
transml*lon schedule per FERC B005QS order Requitts 
hearing on S00513 order it NRC denlei mod Certificate of Sve 
me 1 
UHBAN.J R Juitlct.Dept of BO/06/09 13pp 



Q Inspection reports, IE Bulletin* & correi pondencs 



8Q0424037B Respond* to IE Bulletin 90-09 re hydramotor actuator 
deficiencies Vendor* supplying valve actuator*' ind icated 
thet only Powers Regulatory Co supplied ITT Qenral Model 
NK-90 hydramotor actuators Model AH-90 not supplied 
DAVIDSON, D R Cleveland Electric Illuminating Co 80/06/19 lp 



8 fieportable occurrence:!, LERs tt related correspondence 



M Antitrust correspondence 



8006060314 Requests that deadline for requests for hearings be ((tended 
to BQ07O9 re availability of transmi sa 1 on svc Extension mill 
allou NRC i Intervcnor to wor* out language discord between 
FERC Opinion 84 fr NRC H00513 order 

GOLDBERG, R Cleveland, OH GOLDBERG. R Goldberg, Fie Idman !. 
Letham.P C BO/06/02 2pp 

9006170555 Motion for raod of MRC B00513 order to require filing of 
transmission schedule per FERC 800505 order Requests 
hearing on B005J3 order if NRC denies mod Certificate of Svc 
end 
URBAN, JR Justice, Dept of 50/06/09 I3pp 

Q Inspection reports, IE Bulletins 4 c orrospondence 

800624037B Responds to IE Bulletin 80-09 re hgdramotor actuator 
deficiencies Vendors supplying valve actuators, ind icated 
that only Powers Regulatory Co supplied ITT General Model 
NH-90 hydramotor actuators Model AH-90 not supplied 
DAVIDSON, D R Cleveland Electric Illuminating Co 80/06/15 lp 

S Reportable occurrences, LERs ! related correspondence 

0006240092 Ac k receipt of BOOS32 Interim deficiency i ept re pump 
failures on Cnmsip post-LOCA hydrogen analyjers Reviaui of 
matter uilll be completed during future insp 

FIORELLIiO Region 3. Chicago. Reactor Construction li Engineering 
Support Branch 80/06/10 lp 



DOCKET 50-443 &EAQRQOK NUCLCAR STATION. UNIT 1 

A Application/construction stage documents V correspondence 



B006Q30270 Part 31 rept re possible noncomp 1 lance of motor control ctrs 
to customer ipeci Util ulll be requeited to remove units Si 
return for Ulre mod* & ulll be authorixd to replace 
nonconf orming blocks 
HGRQUISTi D Cutler-Hammer, Inc 80/03/14 3pp 



8006230110 Advises BWR ft PUR apolicants of NfIC decision to modify 
implementation plan presented In Section 4 of MUHEG-0577 n 
adequacy of applicable support structure! General Qparatlng 
reactor revieu piocedure & acceptance criteria encl 
EIEENHUT.D o Diviolon of Licensing 8O/OS/20 13pp 



B006540092 Act receipt of BO 0522 interim deficiency rept re pump 
failures on Comsip poit-LQCA hydrogen anelijiers Revleu of 
matter ulll lie completed during future inip 

FIORELLliO Region 3, Chicago, Reactor Construction b Engineering 
Support Branch BO/06/10 lp 



Q006IQQ6BB Responds to 791015 1 tr, requoi ting use of certain A8ME code 
cases In const of components for facility Code Cases N-237, 
N-21B If N-S8B are acceptable Use of code cases should be 
documented in F8AR 
YQUNSBLCOD, -J Licensing Branch 1 80/03/30 2pp 



DOCKET 30-441 PERRY NUCLEAR POWER PLANT. UNIT 2 

A Application/construe tion stage documents I correspondence 

S004S30110 Advise. BUR t< PUR applicants of NRC decision tt> modify 
implementation plan presented in Section 4 of NUREO-0977 re 
adequacy of applicable support structures General operating 
reactor revieu procedure b acceptance criteria encl 
E1SENHUT-D Division of Licensing 30/05/20 13pp 

9006280376 Notification of 900619 meeting ui/util in Bethetda, MD to 
discuss facility OL application t schedule 
HOUSTON. D Licensing Branch 5 80/06/13 2pp 

C Utility Environmental Report (ER), amends & correspondence 

8006270278 Forwards environ rept'Vols 1 tc Z 

DAVlDBONiDB Cleveland Electric Illuminating Co 80/06/20 lp 

--8006370280 Environ Upt.Vol 1 

* Cleveland Electric Illuminating Co 80/06/2O 290pp 

8006270285 Environ 1-ept.Vol 3 

Cleveland electric Illuminating Co 80/06/20 3SOop 

I Financial information 

0006270595 Foruerdi amend to application for OL, conststlno of 1979 
annual repts for Duquesne Light, Toledo EdisoniCleveland 
Electric Illuminating Co, PA power Co fr OH Electric Co 
DAVIDSOH.DR Cleveland Electric Illuminating Co BO/06/20 lp 



Adjudlcatory correspondence 



B006Q401Q2 Forwards written remarks to ho made part of 000323 briefing 
before Commission re revieu of AS LAD seismic decisions 
ALAH~422 t ALAD-961 Requests copy of decision 
HEINHQLD.E H Affiliation Unknown HO/05/17 lp 

8006040191 Urges that Commission grant Neu England coalition on 
Nuclear Pollution petition to revieu ABLAD decision* on 
seismic design Requests revieu of Okrent comments tt NRC 
quarterly bulletins supporting activities 
WEINHOLD.C H Affiliation Unknown 80/03/17 3pp 

Q006060479 Informs NRC that financial difficulties prohibit attendance 
at a 00 323 briefing re intorvenor New England Coalition on 
Nuclear Pollution petition for ravieu of ALAB-422 t 
ALAB-561 Forwards uirittcn remarks for inclusion in record 
HElNHOLDiE H Affiliation Unknown 80/05/17 4pp 

B006110049 Advises that Chinnory will make major portion of New 
England Coalition on Nuclear Pouier presentation at 
Thursday briefing Operating equipment for vleugraph* 
necessary 

WEISS, E R Sheldon, Harmon S U'eiss WEISS, E R New England 
Coalition on Nuclear Pollution BO/05/2B lp 

S0061600B9 Proposes, an behalf of New England Coalition on Nuclear 
Pollution, that three listed documents bo included in record 
of pending pi oceeding re seismic risks Forwards MA Inst of 
Technology rept, " Inveafclgat 1 on of Mai Possible Earthquakes " 
WEISS, ER Sheldon. Harmon t llelss BO/06/11 6pp 



8006160093 "Investigation of Mai Possible Earthquakes, 1 
CHIKNEFtY.M A Massachusetts Institute of Technology 
NRC-04-77-019 73/08/19 90pp 



annual rept 
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Order granting ei ten* ton until 000635 for Commission to 
evt eiii Dnector's 600311 decision denying petition re 
"'"''aeiricy planning & Class 9 ace i dents, under IOCFRS 206 
HII -K,S J Office of ths Secretary of the Commission 00/06/11 
P 



Order granting eitension until B00627 for Commission to 
tuhether to revieu ALAB-422 J. ALAO-S61 
S J Office af the Secretary of the Commission BO/06/12 



Response in opposition to New England Coalition on Nuclear 
"'lotion BOOM1 motion to reopen record t introduce ntu 
vidanco Chinnery theory ignoi es genlogij For 8SE purposes 

dismissal of petition for rnvieui U/Certlf icate nf Svc 
, RiTSHER,J A Hopes t Oray SO/06/17 7pp 

630O491 Response in opposition to Neu England Coalition on Nuclear 
Dilution B0061I ttr requesting reopening at record to enter 
hlnnerij articles t B00529 briefing transcript Admittance 
ould violate pules of evidence Certificate of Svc end 
EIS, J Hearing Branch 3 BO/O6/26 9pp 



correspondence 



BOOM 00372 Part 31 rapt re uttl use of invalid seismic amplified 
response spectra Confirms RH Leonard BOO 330 tilcon oi/WO 
Reinmuth of reviilon to final rept date Short-term audit i 
redisign of containment annular steal complete 

SARBTENiG E United Engineers t. Constructorsi Jnc dubi of 
Raytheon Co ) SO/06/oa 4pp 



T Hearing transcripts on non-antitrust matters 



BQQ6260073 Transcript of 80033? afternoon public meeting in Uashlngton, 
DC re seismic issue Pp 1-132 Supporting documentation end 
AHEARNE.J F , G1LINSKY.V . BRADFORD, P A Corami*lion SO/09/29 
HIPP 



DOCKET 30-444 SEABROOK NUCLEAR STATION, UNIT 2 

A Application/construction stage documents & correspondence 



B0062301IO Advises BWR b PUR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUHEQ-0577 re 
adequacy of applicable support structure! Central operating 
reactor revieu procedure fc acceptance criteria encl 
EISENHUT, D Division of Licensing 80/05/20 13pp 



617O1O7 Foruiards minutes of Kens ington. NH 300313 town meeting 
Hogovin, Stern & Huge BO/05/12 Ip 



O0617O1B3 Submits eitract of Kens ing ton, NK S00313 town meeting minutes 
re evacuation of 10-50 mile radius around nuclear 
Facilities License should not be granted until safe 
evacuation plan demonstrated 
EABTMAN.C fi , GAVUTIS, S New Hampshire, State of BO/04/10 Ip 



Responds to encl SOOfllB Itr to President Carter eipressing 
ppositlon to const of facilities NRC authority does not 
xtend fcn planning for adequate electrical generating 
pacitij or for interceding in state & local decision 
3UNQBLC10D.B J Licensing Branch 1 30/05/23 3pp 

&30OB4O Responds to 771O11 Itr to President Carter requesting halt 
f const until safe d timelij evacuation plan is achieved NRC 
nergenci) planning revieu will include ra-eva luation of 
xfiting licensee d local & state govt emergency plans 
SMTONi H n Office of Nuclear Reactor Regulation, Director 
3/06/11 2pp 

D0630O251 Forwards SC Dunfou.RC Pevear, EF Parr t P Keman 7flCJll Itr 
to President Carter requesting halt ff const until safe fc 
time 1-| evacuation plan is achieved 9cacoaat area cannot b> 
vacudted in event of serious accident 
SEAL i M H President of US * Eiecutive OffieBB 79/10/19 3pp 



Antitrust correspondence 



<,2iQEO7 AdviSBH that PSC of NH addl antitrust info will not be 
rcvlded as stated in HK Shapar BOO516 Itr to Atty Oeniral 
Antitrust Division BO/06/24 Ip 



Inspection reports, IE Bulletins t, correspondence 

&060K51 Forward* combined IE Insp Repts 30-443/60-01 t, 50-444/60-01 

arraiti of const workrrs on charges of conspiracy to 

iolate state drug laus No concern necessary re quality of 

anst work fc drug inquirij 

1IER.B H Region t, Philadelphia, Office of the Director 

3/03/11 Ip 

&300O3O Foruards IE Circular BO-13. "Grid Strap Damage In 
pstlnghouse Fuel Assemblies " No written response required 
lIEFti H Region 1< Philadelphia, Office of the Director 

3/05/aa IP 



Responds to IE Bulletin BO--05, "Vacuum Condition Resulting 
n Damage to Chemical Vol Control Sus Holdup Tanks " All 
anhs eicept resin sluice ti primary drain tanks either will 
at experience or can withstand full vacuum conditions 
=IV1NCENT1S. J public Service Co of (Jew Hampshire 80/06/09 4op 

3 e p0r fcable occurrences. LERs !< related correspondence 

&02OO1 1 ? Part 2! rept re dUcvepancy in seismic design in containment 
-, n u Jar area Cause unstated Details contained in util 

deficiency rept 

i E United Engineers * Constructors, Inc (subs of 
Co ) SO/05/13 3PP 



B0061B06B3 Responds to 791019 Itr, requesting use of certain A6ME code 
cases in canst of components for facility Code Cases N-237, 
N-213 & N-28B are acceptable Use of code cases should b> 
documented in FBAR 
YOUNOULOQDiB J Licensing Branch 1 BO/03/30 Spp 



Adjudicatory correspondenct 



S0060401B2 Forwards written remarks to be made part of B00323 briefing 
before Commission re review of ASLAB seismic decisions 
ALAB-422 & ALAB-561 Requelts copy of decision 
WEINHOLD.E H Affiliation Unknown BO/OB/17 Ip 

B00604019I Urges that Commission grant New England coalition on 
Nuclear Pollution petition to reviiu ASLAD dtcliions on 
seismic design Requests review of Qkrent comment! & NRC 
quarterly bulletin* supporting activities 
HEINHOLD.E H Affiliation Unknown 80/05/17 3pp. 

BOO606047? Informs NRC that financial difficulties prohibit attendance 
at BOO 323 briefing re intervenor New England Coalition on 
Nuclear Pollution petition for revley of ALAB-432 It 
ALAB-S61 Forwards written remarks fnr Inclusion in Record 
WEINHOLD.E H Affi I iation Unknown BO/03/17 4p(i 

8006110049 Advises that Chinnery will make major portion of Hew 
England Coalition on Nuclear Power presentation at 
Thursday briefing Operating equipment fov vieugraphs 
necessary 

WEISS, E R Sheldon, Harmon & Uelss WE1BS, E R New England 
Coalition on Nuclear Pollution BO/05/2B Ip, 

B0061600B? Proposes, on behalf af Neu England Cot lit Ion on Nuclear 
Pollution, that three listed documents be Included In record 
of pending proceeding re seismic risks Forwards MA Inst of 
Technology rept, "Investlgatl on of Mai Possible Earthquakes " 
WEISS, E R Sheldon, Harmon t Uelss SO/06/11 6pp 



BQ0616Q093 "Investigation of Mai Passible Earthquakes, " 
CHINNeRY.rt A Massachusetts Institute of Technology 
NRC-04-77-019 7S/OB/15 9Opp 



annual rept 



B0061601OO Order granting eitension until Q004BS for Commission to 
revieu Director's 800211 decision denying petition re 
emergency planning & Clasi f accidents, under 10CFR2 906 
CHILK, 9 J Office of the Secretary of the Cotnmlislon SO/06/11 



BOQ6180406 Order granting eitension until 800627 for Commission to 
elect whether to review AUAB-422 fr ALAB-S61 
CHILK, S -J Office of the Secretary of the Commission BO/06/12 



8006230261 Response in opposition to New England Coalition on Nuclear 
Pollution SOQMi motion to reopen record & introduce niu 
evidence Chinnery theory ignores geology far SSE purposes 
Urges dismissal of petition for review W/Certtf icat* of 6vc 
DIOHANrT , RITSKER.J A Rops t Gray BO/06/17 7pp 

B006300491 Response in opposition to New England Coalition on Nuclear 
Pollution B006I1 Itr requesting reopening at record to enter 
Chinnery articles ti S 00 529 briefing transcript Admittance 
would violate rules of evidence Certificate of Svc encl 
REIS.E J Hearing Branch 3 BO/06/26 9pp, 
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H General correspondence 

8006170107 Forward! minutes of Kensinj ton, NH 600313 town meeting 
ROQOVIN.rl Rooovin. Stern d Huoe BO/03/12 lp 

-- 8006170183 Submitf extract of Kensington. NH B00313 tnun meeting minutet 
r evacuation of 10-30 mile radius around nuclear 
facilities License should not tit granted until safe 
evacuation plan demonstrated 
EASIKAH.C R , UAWTIS, S New Hampshire, State of 80/04/18 if 

600602045? Responds to encl B0041B Itr to President Carter eipresilng 
apposition to const of facilities WRC authority does not 
utind to planning for adequate electrical generating 
capacity or for interceding in itate 1 local decision* 
YOUNOBLOOD, B J Licensing Branch 1 60/05/23 3pp 

8006300240 Reiponds to 791011 Itr to President Carter requesting halt 
of conit until safe d timely evacuation plan li achieved NRC 
emergency planning review will include re-evaluation of 
lilting licensee & local it state govt emergency plani 
DENTON.H B Office of Nuclear Riactor Regulation, Director 
BO/Oa/11 2pp 

aOOfiaOOBSI Forward* EC Dunfe,RC Pevear, EF Prr d P Keen*n 791011 Itr 
to Prutdtnt Carter requesting halt of en nit until ufe & 
tlnely evacuation plan if achieved Seacoast area cannot be 
evacuated in event of serious accident 
SEAL.M H President of US t Executive Officei 79/10/19 9pp 



M Antitrust correspondence 



B006260207 Advise* that PSC of NH addl antitrust info mill not bt 
provided ai itated In UK Shapar 800916 Itr to Atty Oineral 
RUTBEHOjJ Antitrust Division 80/O6/24 lp 



B0061200B/ Summary of B00325 meeting u/util d WestinghouSB in 
Bethesda.MD re inttrumontatlon & control sys 
BURUELL.S B Licensing Branch 2 SO/O5/27 ipp 

800A0704B4 Summary of SOO423 meeting w/util in Detheada.MD re 
reliability evaluation of auiiliary feeifwatcr sys 
BUHUELL.S Licensing Branch 3 BO/OB/30 4pp 

80061BO349 Foruards nual I f 1 cat ion tost schedule fc status for Clasi IE 
equipment to be supplied by vendor Bubmlttal in response to 
action item per B005O7 meeting re qualification programs d 
revi eiiii required to ensure timely issuance of DL 
ANDERSON, T H WestlnohDUse Electric Corp BO/06/03 2pp 

8006300O1B Notifie* that util has provided detailed design info re 
piping analysis of main steam line inside containment Action 
is tafcen in conformanco tu/NRC PM Operating Procedure 20B. 
Revision 1, "Bubmlttal of Supplementary Detailed Data " 
BURUELL.S B Licensing Branch 2 BO/06/06 lp 

8006300020 Lists Itrs incorporating detailed electrical, 

instrumentation d control drawings re facility design Action 
1* taken in conformance u/NfIC PM Operating Procedure 2OB, 
Revision 1, "Su&mittal of Supplementary Detailed Data " 
BURWELL.S B Licensing Branch S BO/06/06 lp 

8006260422 Notification of B0061S d 19 meetings u/util d ANL in 
Bethesda !< Silver Spring, MO, respec tivel y, to review 
electrical instrumentation d control drawing for conformance 
u/ieparation. redundancy d signal failure criteria 
HURUELL.S Licensing Branch 2 80/06/12 2pp 

80061904SB Forward* electrical instrumentation d control draining* Lilt 
of drawings d revision status encl Drawings available in 
Central Files only 
OARY.R J Toas Utilities Generating Co GO/O&/13 Zpp 



Inspection reportsi IE Bulletin* b correipondence 



F Security, medical, emergency & fire protection plans 



B006060S31 Foruards combined IE Insp Repts SO-443/BO-01 fc 80-444/BO-OI 
re arreits of const worker* an charges of conspiracy to 
violate ttate drug laus No concern neces*ry re quality of 
const mark it drug Inquiry 

CRIER, B H Region 1, Philadelphia, Office of the Director 
BO/03/11. lp 

B006200030 Foruards IE Circular 80-13, "Grid Strap Damage in 
Hestinghouse Fuel Antmblies " No written response required 
CRIER, E H Region 1, Philadelphia, Office of th Director 
BO/09/SS If 



BOOS 1303 17 Forwards clarification of NRC requirements for emergency 
response facilities defined in 790? 13 Itr Addl specific 
criteria for facilities under development 
EISENHUT, D Division of Operating Reactors BD/04/29 61pp 

BOO&23O32S Summary of BOOS 13 meeting u/util in Dethesda, HD re fire 
protection criteria 
BURMELLiS B Licensing Branch 2 80/06/09 Spp 



Adjud Icatory correspondence 



9006300276 Rfipond* to IE Bulletin BO-OS, "Vacuum Condition Resulting 
in Damage to Chemical Vol Control Sys Holdup Tank* " All 
tank* eictpt resin tlulce & primary drain tanks etthir uill 
not experience or can withstand full vacuum conditions 
DEVlNCENriS.J Public Service Co of Neu Hampshire SO/06/OS 4pp 



B00606029S Motion to compel applicants to supply 800410 position on 
contentions per ABLB 80031? order re prehearing conference 
ichedule Urges postponement of B00430 prehearing confirmee 
pending receipt d review of position W/Cerl ificate of Bvc 
ELLIS, J, Cltilens Association for Sound Energy BO/04/21 4pp 



9 Reportable occurrences. LER* d related correspondence 

B00602Q019 Part 21 rept re discrepancy in seismic design In containment 
annular area. Cause unstated Details contained In util 
791206 deficiency rept 

BAfiBTENrO E United Engineers d Constructors, Inc (sub* of 
Raytheon Co ). BO/09/13 3PP 

80061B0372 Part 21 rept re util use of invalid seismic amplified 
response spectra Confirms RH Leonard B00930 telcon u/UO 
Rtitinuth of revision to final rept date Short-tern audit d 
redeilgn of containment annular steel complete 
8ARBTEN.O E United Engineers L Constructors, Inc. (subs, of 
Raytheon Co ) SO/06/O2 4pp 



8006060357 Corrects typographical omissions d errors made in intervenor 
BQQ41Q position on contentions Table of contents encl 
ELLIS, J Citilens Association for Sound Energy BO/04/21 4pp 

8006060361 Corrects typoaraphleal arrors irad In intervonor B00411 
motion for ((tension of time I 800410 motion to consider 
Contention B Certificate of 8vt encl 
ELLIS, J Citilens Association for Sound Energy 80/04/21 app 

8006060346 Motion in support of Intervenor Contention 19 re QA/QC 
Prtient wording covers areas of concern re design, testing, 
managerial d administrative controls Proposes dtlier version 
It present wording it not accepted Certificate of 6vc encl, 
ELLIS- J Citizens Association for Sound Energy 80/09/12 lOpp 



T Hearing transcripts on non-antitrust matters 



B004B6007S Transcript of B00929 afternoon public meeting in Washington, 
DC re leisnlc issue Pp 1-92 Supporting documentation end. 
AHEARNE.J F , OILINSKY.V, BRADFORD, P A Commission. 80/03/3? 
Hipp 



B006060347 Post-hearing confnrence memorandum submitting statement of 
position re impact of ALAB-S90. wording of Citilens' 
Asociatlon for Sound Energy contentions d Intervsnora ' 
proposed QA/QC contention Certificate of Svc encl 
REYNOLDS, N 8 , HORIN.U A Texas Utilities Generating Co 
REYNOLDS, N S Debevolse d Liberman 60/03/12 17pp 



ladify 



8006090001 Position on Contention 4 A Intervmor supports present 
wording of contention d emphasizes necessity of Including 
Contention 4 B special operating requirements in proceeding 
Certificate of Svc encl 
FOUKE, R L Ci Miens for Fair Utility Regulation BO/05/12 4pp 



1 
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80060QQO5 Statement of position on ALAB-59Q application to 
admiss ibi 1 i t of Intervenor contention! Opinion places 
intervenor under no obligation to explain validity of 
contentions Certificate af Svc end 

GAY, G M Association of Community Organ! latlons for Reform 
Nau-Teiai GAY. M West Teia* Legal Services HQ/O3/12 Bpn 

QOOiO?OOO7 Statement of position re QA/GC contention Urges keeping 
contention broad at this stage in interest oF justice & in 
compliance ui/ALAB-590 Certificate af Svc end 

GAV, G M Association of Community Drgani lation* for Reform 
Noiu-Teias GAY. G M West Tola* Legal Services BO/OS/IE 3pp 

B 006020099 Forwards Commission BQ0516 memorandum li order ruling on 
certified question of litigabilltu of combustible gas 
control Issue 
RQTHSCHILD.M U Hearing Branch 1 60/03/30 lp 



8006330157 Settlement status rept by Public Util* Board of Brownsvi 11 e, 
TX Propose! e-arlg trial schedule & 30 -da if ((tension to 
eiplore possibility of settlement Certificate of Svc end 
SPIEGEL, C Brownsville. TX SPIEOEL.S Spiegel t. Mci*rmlil 
90/O3/O9 6pp 

B00624Q250 Status rep t on settlement negotiations per AGLB 800410 
order Request's 3O-jaj extension In procedural datls to allou 
continuation of discussions Certificate of Svc enct 
STAHL, D M Central & South Ws 3 t Service*, Inc STAHL. D H I*Flm, 
Lincoln & Dealt SQ/05/O9 I2pp 

BOQ6250193 Submit* status rapt on settlement nenotatloni per A8LB 
800410 order Joint ounerihip api'eement uill bo completed bg 
B011O1 Supporting documentation Jc Certificate of Svc incl 
BURCHETTE.W H < RtTTS, F it TB nai-Loul* i ana Electric Cooperative^ Inc 
BUHCKETTE.W H Northcutt Ely BO/OS/QO S7pp 



B00602012S Forwards final version of NUREO-O66O. "NRC Action Plan 
Developed at Result of TMI-3 Accident," Vols 1 tc 2 H/o encl 
ROTHSCHILD. M U Hearing Branch 1 BO/03,/30 lp 

S00619O944 Order accepting Citizen* for Fair Utll Regulation 
Contentions 1.2A-29.3A fc 3H 4 Association of Communitg 
Organliations for Reform NOLI Contentions 1.3, - 11,14,15,20. 
ZZ, a-li 25 & 31 

BQWEflS.E 8 Atomic Safety and Licensing Board Panel 80/04/16 
I8pp 



M Antitrust correspondence 



8006130343 Discovery rapt for Mar If BO No discovery requests Initiated 
or received Certificate of Svc & change of address tiotlce 
enc 1 

JOHN. D F Southiuet Teiai Electric Cooperative JOHN, D F 
McDrmott,Hlll *i Emery 80/04/16 3pp 

800606042B Corrects roisstatonient of fact In Public Utils Board of City 
of Brownsville. TX Mar-Apr 1980 discovery rept. Failure to 
participate in J Bruggeman deposition uras du> to counsel 
indtfendent decision not to attend Cerfci fl cat" of Svc and 
8TAHL, D M Isham, Lincoln fc Deale SO/03/01 App 

B006120056 Motion for B00509 prehearing confarenci to apprise ABLE of 
itatu* of settlement discussions Propoie* order It 



Certificate of 8ve encl 
CVPHERT, 3 B . ODPSOVIC. D A 
Spp 



Justic*.Dpt of 80/03/09 



8D060&0941 Discovery rc-pt for Apr 1*380 Utll counsel participated in 
depositions of NC Lerner & Taylor. e>p ert etonomld 
witnesses for NffC & DOT. respcc tivelv 

AHEAflM. C D Teias Utilities Co AHEARHE, C D D*ivolti t LIbrm*n 
GO/OS/1S Spp 

BOO607O17S Discoverg rept for Apr 19BO Participated In NC Learner I. fl 
Taylor depositions Rve ivod NfiC updated i-aiponie to Houston 
Lighting It Power cecond ot of interpnga torie* Insptcted NRC 
documents designated by iipert uitness 

AHEARN. C D Teia* Utrilitiaa Deneratino Ca AHEARW. C. D Debevalse b 
Llberman 80/O5/19 3pp 

BQQ62QQ143 Discovei-ij r|it for Apr 19BO Participated in OTC T*ylor 
dpositlo!i Responded bo Houston Lighting it Power notion to 
compel production of document* Undertook settlement 
discuisluns b trial preparation Certificate at Svc encl, 
CVPHERT.SB Ju.tlc*,Dapt of BO/QS/11 Spp 

8006160163 Motion to establish trial t procedural i*tn Proposes BOOfiOf 
For settlement repts.BOOAlO for prihurl ng. 800613 fur 
witness lists & brief i , B006H7 for responding partial b 
S007O1 far final prehtarlng conference W/Crt i f icati af Sv c 
CYPHERTiS D , PrtRMENTER, F , DDP90VIC.D, A Just ice. Dept of, 
aO/OS/21 6pp 

BOQ617O242 Dlicavevy rept for Apr 1QO Attended contlnuttlon of NC 
Lerner Jepoiition Responded bo Houston Lighting h Pniuer 
first set of interrogatories. Joined parties' motion for 30- 
day eitnilon Certificate of Svc end 
GARNEVrJ A Central t South Hsit Corp BO/05/22 6pp 



B0060SOS55 Foruiardi status rept Deli very arrangement! made for BOQ513 
KNOTT6. J B DenevoUe t, Llberman 80/03/09 lp 

aootQSOSil Btatus rept re settlement negot lat ioni ' progress 
Discussions are continuing Urges A SIB to hold prehearing 
conference by 800314 ft requests deferral of ruling on 
extension Certificate of Svc & supporting documents encl 
SAMPELB.M D Tenas Utilities Co SAMPELS, M D- Worihaffl, Forsythe 
1 samp el, 80/03/0? 28pp 

B00606O033 Forwards Houston Lighting k Power status of settlement I-npti 
per ASLB 800410 order Affidavit not appropriate 
QREEH. D LouenBteln.Neuiman.Reis, Axelrad h Toll 80/05/09. Spp 

80060&OO36 Status of lettlement rapt per ASLB 800410 order deferring 
trial briefs, final prehoarlng conference & evidentiary 
hearing Urges addl 30-day extension for continuance of 
negotiations due to compleiity Certificate af Svc encl 
BABNETT.E H Houston Lighting fc Power Co SO/OS/O9 7pf 

0006060492 Status rept re settlement discussion*' progress Urges AHLB 
to convene pretrial conference to accommodate outstanding 
discovery. final trial preparation * resolution of romaininn 
procedural (natters Certificate of Svc encl. 

CYPHERT.S B . PARHENTEU.F DOP8PV1C, D A Jutice,Dept of. 
80/05/0 9pp 



8006110333 Forward* rept on atatu* of settlement 
OREEW. D O Louienstein.Neuiman. RelSr Aielrad tc Toll 



80/08/09 2pp. 



000616018? Rept on settlement negotiations Bugg*t that conference be 
held to determine addl time needed by applicant Tria-1 should 
be preceded by pretnat conference to accommodate discovery 
tt other matters, U/Crtif icate of Svc 

CYPHERT.8, fl , PARNENTER.F . DOPSOV1C, D A Justice, Dept of. 
BO/OS/09- 9pp 



800617O004 Foruards correctad Page 3 to DOJ SOOB21 moti'on to eitahlith 
trial b other procedural dates 
CVPHERT. S H Justice.Dapt of 80/03/B3 l.p 

3006170007 Corrected Pag* 3 to DDJ B00921 motion fed establish trUl 1 
other procedural dates Certificate c-f Svc eticl 
CVPHERT.G D , PARMENTER. F . DOPSQVIC.D A Juitlce.Dept of 
80/03/al 4pp 

8006130055 Reply (n opposition to DQJ 900321 motion to astabllsh trial 
It athar procedural datei Request premature. ASLB should 
adhere to previous (fjicretlon that parties tfdrtit schedule 
at SOOolO preliearing- conference Certificate af Svc me 1 
KNOTTS, J B Texas Utilities Generating Co BNQTTS, J. B Dlbtvoiae fc 
L i b r man. 80 /O 3/28 3p p 

8006090272 Notice of appe^ranc* in proceeding Certificate ttt Bvc encl. 
LEWIS, 9 M Kearino Branch 2 80/06/03 4jp 

5006110162 Notifies parties that BH Ueuit i, appearing in proceeding on 
behalf af NRC. Is nephew oP O Spiegel af BplegeJ & McDlarmld> 
representing Public Wtlli Boar* of City of Broiun^vl 1 Le> TX 
No conflict of intirtt existi 
CHANANlArF D Antitrust) Division BO/Oi/OA lp 

3006110302 Rept on settlement negotiations per ASLB 600313 order. 
Request* 3O-dau eitantlon for procedural datei to rttolve h 
narrow Ivsuto Prehearlng canftrance should be hald *t tni at 
extension Certificate of Svc encl 

SAHPELS, M D , KNOTTS, J H Teja* UtilftUi 0*nertInB Co 
BAMPELS.M D Worham, Forsythe ti Sampels BO/Ofi/07 5pp 

B006 11 03 52 Second settlement status rept per AELB SO0913 order Urg*i 
addl 60 to 90-dav extension fco trnit continued tffc-rt. 
Complex areat re wheeling b access to dc interconnections 
reniain under continuing study Certificate of Svc encl 
CHANANlA.F D Antitrust Division 80/06/07. 7pp. 
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DOCKETED ITEMS 



BQ06110357 Settlement status ropt per ASLB 000513 order Urges 
establishment of trial date to complete outstnding ASUS 
discovsriji to resolve AGLAB discovery !< to eipedite final 
trial preparation Certificate of Svc encl 
CYPHERT.3 B JustlcB^Dept of 80/06/09 App 

8006110364 R*pt on settlement negotiations per ASLB 900913 order Urges 
addl extension to entertain further substantial progress 
Elpects to BXBCUU agreement tu/Cetitral d South Weit Corp fc 
TX Utilt Qanrating Co Certificate of Svc end 

BARNETT, E M Houston Lighting t, Power Co * Baker . Botti * 
LoiUBnstoIti.Nawman.RoJs. Aielrad t Toll BO/Oi/09 7pp, 

B006110371 Kpt on settlement negotiation) by Public Utils Board of 
City of BroumsviIle,TX, per AELH BQQ513 order Submitted draft 
of transmission agreement t> rates to Central t South Wait 
Corp No response received Certificate nf Eve encl 
SPIEQELiO Teiaii State of SPIEOEC.O Spiegel If McDlarmid 
80/06/09 6pp 

8006110375 Rept on settlement discussions per ASLB BOOS I a order South 
Wtit Co reached agreement Hi/Houston Lighting & Power b, TX 
Utili Co Difference* ui/Public Utils Board of Brounsvi 1 It. TX 
not yet reiolved Certificate of Svc encl 

STAHL.D M Central fa South Uest Services. Inc 5TAHL, D H Ithaoii 
Lincoln ti Be*le BO/06/09 Bpp 

B006190434 Submits settlement negotiations status rept per ASLB 600513 
order TX LA & TX Pouer t. Light Co resolved differences 
in Hr of intent Petition to intervene will be amended to 
reflect neu position Certificate of Svc encl 
BURCHETTE. H H , RITTS,F H Horthcutt Ely 80/06/09 Spp 



8006090140 Ack receipt of IE Insp Rupts 50-445/BO-Q7 t, IE Investigation 
Repts SQ-445/SO-02 I, 5O-416/8Q-oa No proprietary info 
OARY.R J reios Utilities Generating CD SO/04/07 Ip 

B006120B23 Forwards IE Insp Repts 90-445/BO-OB 5. 5Q~44i>/BO"Oa during 
Mar 1-7BO 1 notice of violation 

SEIDLE.N C Rugioh 4. Dallas. Reactor Construction ft Engineering 
Support Branch 8Q/O4/IS 2pp 

5006120227 Notice of violation from map during Mar 19SO 

* Region 4, Dallas. Reactor Construction 1 Engineering Support 
Branch BO/04/18 ip 

8006130231 IE Insp Repts 5O-445/BO-OS t, 50-446/30-08 during Mar 19QO 
Noncompliance noted failure bo Follow procedures for repair 
of damaged cable J, failure to report significant const 
def ic iency 

TAYLOR. R G , CF1Q9SHAN, H A Region 4, Dallas. Office of the 
Director 80/04/16 lOpp 

B00619021B Forwards Hgt Meeting Repts 30-445/60-12 ii 5Q-446/BQ-12 on 
B00403 No noncomp 1 iancc noted 

SElOUEiH C Rsgion fl. Dallas. Reactor Construction ti Engineering 
Support Branch BO/04/3O app 

B0061902BA Mg t Meeting Repts 5O-445/BO-12 S, 50-446/80-12 on BOOflOS Ho 
noncompliance noted Areas discuaaed at meeting reportab 1 li ty 
d documentation of significant const deficiencies t, other 
eventa of NRC interest not within reporting requirements 
CflDSSMAN, W A j TAYLOR, R O . SEIDLE.W C Region 4, Dallas. OFfic* 
of the Director BO/04/29 4pp 



B0062001fi7 Rept on settlement negotiations statu South TX Electric 
Cooperative (t Medina Electric Cooperative should be brought 
Into tettlement process due to readiness to address concerns 
re protection of certain Interests Certificate of Bvc encl 
JOHN.D F , HUNTER, M Medinaeleitric Cooperative, Inc JOHN. D F 
McDermo-tfe.Hill fc Emer^ BO/06/09 6pp 

8006110266 Foriuards sottlement agreement. e<cuted 800607 

BOUKNIOHT.J A Louantteim Meuman. ReU, Aielrad t, Toll BO/06/10 

IP 



B006190063 Advises that IE Insp Repts 50-445/BO-Q9 S. 50-44i/BO-09 
contain no proprietary info 
OARY.R J Toias Utilities fleneiatlng Co 80/OS/OB Ip 

S0060402S6 Foruiarda IE Bulletin 00-12, "Decay Heat Removal Bys 
Operabilltu " No written response required IE Info Notice 
BO-aOi "LOGS of Decay Ho at Removal Capability at Davls-Becce 
Unit 1 While In Refueling Mo Jo" one) 
EEYrRIT.K V Region 4, Dallas, Pffica of the Director BO/03/09 



--800&H0283 Settltment agreement for all outstanding controversies re 
question whether Electric Reliability Council of TX should 
be Interconnected in/Sou t hues t Power Pool Certificate of Svc 
encl 

JORDAN, & D Houston Lighting t, Pouer Co FARR1NOTON. J 3 DalUt 
Power t Light Co MnROUARDT, H Tens Electric Servio Co 
60/06/09 19pp 

B00619059Q Order advising that further settlement negotiations status 
repts are to be filed hij B007Hithat another preparing 
conference b held c-n B00714 ti that discovery question be 
dtfirrtd until further developments Urjes fair ajriement 
BIBHOP.C J Atomic Safety and Licensing Appeal Panel 80/06/16 
3pp 



H Antitrust hearing transcripts 



800617O743 Transcript of 90061O prehearing conference in Bethesda.MO 
Pp 832-390 Morning lesiion 
* Atonic Safety and Licensing Board Panel GO/D6/10 99pp 

B006230251 Proposed corrections to 900610 prehearing conference 
transcript Certificate of Svc end 

CYPHERT. a B Justice, Dept of eo/o&/i6 SPP 



Q Inspection reports. IE Bulletins !i correspondence 



8006100118 Advises NRC that IE Insp fiepts 90-445/BO-OB t, 30-446/BO-09, 
dtd B0041Bi contain no proprietary Info 
OARY.H J Teias Utilities Generating Co 80/OS/13 Ip 

8006090SBO Ac k receipt of BOOS05 Itr informing NRC of steps taken to 
correct violation noted in 1C Insp Ropts 50-443/BO-l 1 ti 
90-446/80-11 

BEIDLE,U C Region 4i Dallas, Reactor Construction & Engineering 
Support Branch BO/09/14 Ip 

B006090594 Responds to MRC 800409 Itr re violation noted in IE Insp 
Repts 50-44S/BO-11 & SO-446/GO-1! Corrective actions bolts 
connecting spools to pump flange removed, prec lud inn further 
deadweight loading on pump nonle 
OARY,R J Te.as Utilitios Generating Co BO/05/05 3pp 

B006300063 Foruaids IE Circular 80-12, "Va 1 ve-ahaft-To-Ac tuator Key May 
Fall Out of Place When Mounted Belou Koriiontal Ails " No 
written response required 

SEYFRIT.K V Region 4. Dallas, Office of the Director 80/03/14 
IP 

80060S0110 Ack receipt of B0050B Itr informing NRC of steps taen to 
correct violation noted in 1C Insp Hept* 50-143/80-09 t 
30-446/80-09 

DRQUN.O D Region 4, Dallas, Fuel Facility t> Materials Safety 
Branch so/Oii/21 ip 



B006300050 Forward! IE Circular QO-05, "Emergencij Dltstl Oeneritor 
Lubricating Oil Addition & Onslte Supply " No written 
response required 

3EVFRIT.K V fiegtor 4, Dallas. Office of the Director 80/04/01 
If 



-8006090113 Responds to NRC 800407 Itr re violation noted in IE Imp 
Repts 50-445/80-09 (- 50-446/SO-09 Corrective actions 
conducted review of floui measuring Instrumentation, water 
demand & recording procedure 
OARY.R d Teias Utilities Oenerating Co 80/05/05 3pp 



80060601i9 Foruiard* notice of violation from insp during 791213-800402 
IE Imp Repti 30-445/80-00 & 30-446/80-09 mill be 

transmitted In near future 

SEIDLEiWC Region 4i Dallas, Reactor Construction tc Engineering 

Support Branch BO/04/02 Epp 

S0060&0178 Notice of violation from Insp during period or 791313- 
S0040B, Noneompl tnnce noted failure to report significant 
conii deficicncij. 
* Region 4, Dallas. Office of the Director BO/04/02 Spp 



8006050119 Forwards IE Inap Repts 50-415/00-09 Z- 30-444780-09 on 
800312-14 ft notice nf violation 

DROWN, D Region 4. Dallas, Fuel Facility Materials Safety 
Hranch 80/04/07 2pp 

0006050117 Notice of violation from insp on B00312-14 

Region 4, Dallas, Office of the Director 80/03/31 Ip 
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--80060&0122 IF Insp ffept- 'jt)-<141/00-(W (. bO -fl'16/BO-09 on 000312-14 
Monconiji 1 i IMIL P noted 31 uiindijjd lei uii thil i aiaa I rntos nbovo 
limit 

nflOUN. R I) llpglnn 4, [),illn<i, I no 1 (.icililij tt Hatorlals liafoty 
nianch HIIHOFIN. I (Icginn 4. DaU.ii, Offico nf thu Director 

SO/OJ/J1 7pp 

9004190740 Advises Ihnt Ih Imp flopls W-44&/00-IJ 1 h 30-116/00-12 
contain no proprietary info 
OAFIY'1 J TnxflB Utlllticn Oonei a t ir.g Co HO/O5/S1 Ip 

B0063S02I7 Forwards It" tnap [ropto UO 44')/[IO-i;t & 30~446/f)0 -11 on 
BQQ421-2!) & not.ce of violation 

BCIDLE.W f Region rt, Dalian, l(oc<-oi run* true t Inn I. rnrjlneoring 
bupport Drarieh 80/O3/.'! I'pp 

--Ei006250?19 Notice of vlulallon frnm limp an 000431-3!! 

* Region 4, Halloa, tlfflro of the Director ElO/QH/30 Hpp 

G00625Q221 IC Inup ReptO JO-4-)'}/RO-l3 ft 30-44/1/00-13 on Q00421~a3 
Noncomp 1 lanco notod fnlltrre tn follow welding & Imp 
proceduroa 

HA 1.1- 1 Ft t (legion 4, Ilnllasi fleactoi Com true I ion b Engineering 
Support Branch PROGEiMAN, W A , OILDIDT.L I) Flag Ion 4. Dallas. 
Office of tho Director flO/01/aO /pp 

9006130340 Ack receipt of [100314 llr informing NF1C of steps taken ID 
correct violation "nisei in 1C Imp Rept* 50-443/00-00 fc 



8EIDLE.W C Jlogion 4. Dallaii llunclor Comtr'uction it Eno ineni ino 
Support Drarith QO/Oa/iJE' Ip 

~OODiil20245 Rotpondo to NRC [jOOfllfl I tr in violation notmJ in IE Imp 
Repts SO-443/tlO-OO Si !JO -fl4ft/(!0-0i) Carrectl</0 aclion cable 
ull pullod back during I IIWOB 1 1 fla t ion of dflrtnge to cable 
jacket '< will lie roplacod 
OAIIV.R J Teias Utilltlon Odnoratiiig Co DO/OH/14 3pp 

B00623Q113 Rospondtt to IF Hullollii BO-03 i e vacuum condition rstoltino 
in dapnagn lo chomical vo I holdup tnnks l,lcinB rvl*iit IB 
not Y"t complete Thuv faiiall affnctnd lanha *m In NGGEi 
cope at mpplij'eicopt rocyclD hdldup lanki 
OARV.Ii J To>as Utilltid* Ootiaratlng Co EiO/OB/37 Ip 



8 Importable oecon one i LEKi b ral*te<[ ccirroiporidoncB 

B0060AOS70 Dof ic isncij rept re appai anl if I icrapancg in Intld 1 l"t ion & 
imp requirement! f Q r Clnat 3 non-nuclear infitg-rtlattd 
piping mupporto rormal i opt tlioitld bo submitted bg 000713 
QARYiFt J To in a UtlllUon Oenorattng On EiO/04/t!l Ip 

80062J0196 Daficlvncg rtpl ro uioldoil control board connvctioni> updating 
B0032I ropt Work will do completed by 100701 
OAKViR J Tpini UUllUui Oorieratlng CD DO/05/03 Ip 

Q006340342 Hupp lementfll dofic iency repl ro tlUl-OS HTOO MM iniUllatlon 
piping min mall Fnglnveilng i Hviou & (ILipoiitlon or min 
will violations al uolrii & bn* natal durvcti li continuing 
Antic ipaloa lubmlttlng no it prngri iflpt bg R01219, 
OrtnV.R J Ti*t Utllttlns Oenaratlng tin 00/06/19 Ip 



T Hearing tramcrlpti on non-nut 1 lru*t matters 



Q006ia03W ForuardE qualification tost scbodule l< itatu "or Cla IE 
iqulpment to bo supplied bg vendor Bobmi tta 1 in r*ipan*a to 
action item per 000307 moating re qualification prog^'in* 1< 
i euiou, r oquli od to otiiuie tlmetg itiuanc* of QL 

. T rl Uestlngliouie Eloctrlc Cprp 80/06/03 2pp 



DOUft3000ia Notlfiei that util hai provided detailed deilgn info T* 
piping unilgili of main iteam line inildi cnntalnmint Action 
1 taken In eimfoi manco ui/NRC PM Operating Prpcodure BOB. 
Flevliinn 1' "Submittal of Bupp 1 omentarg Deteiltd Data " 
IllJSMCLL.fl II Liccntlng Brant h a B0/06/0(. Ip 

0006300020 1 isti Urn incorpnrati no detailed eltctrical, 

ina trumontatiari 1 control drawings re facllltg dtilfln Action 
li taken In cnnfnrmanco w/NflC PM Operating I'rocrduri 300, 
lievUlon 1< "Qubmittal of Bupp Ufflentii g Dttalloil llata " 
H Licvniing Branch 2 SQ/Ot./O& Ip 



Notification of 1100610 % 19 netting* u/util b ANL In 
Betheida d Silver 8pr ing, MD. ronpec ti v 1'ji to revleu 
ilectrical inntrumentation t, control drawing for con'ormnnc* 
u/eparation. i odunifantg ^ ilgnal failure crltarla 
PU1!HFLL,B Llctnting Orsnch 2 80/06/13 2pp 

H00619043H Foruard* electrical Inttrumentat ion k control drauingi Lit 
of drawing* fc revfilon statin encl Draulng* available In 
Central F~i lot on Ig 
OAnv.FI J To. at milltlaa Doniratin} Co 00/06/13 2pp 



F Security, medlcali smergencg i fire protection plans 



Q003130317 forwaidt clarification of NHC ri<iulrmntt for onoraene 
reipunta fdclllllei defined in 790913 Itr Addl specific 
criteria for facilities under development 
FIorNIIUT. I) Dlwlilon of Operating Hiactori 00/04/30 61np 

QOOt>2SO'J33 Bummarg of 000513 meeting w/utll in Detheida^HD m fin 
protaction criteria 
DURIJEit.8 El Llcsnilnfl llranch 3 00/06/O9 Sp p 



Adjudlcatorg correspondence 



El 00606 02 3 3 Motion to compel applicant* to tupplu BOO* 10 poiltlcm on 
contentions per ABUI 800119 order re priharlng confivence 
schedule Urgtt poitponamant of 000130 prehearlng conference 
ponding receipt d mviouj of petition W/C*rtif lcte of Qvc 

i J Cltlien* Assittlatlon for Bound Enemy BO/01/21, 4pp. 



Q0060602S7 Correct* typogi'ophi ca I ominloiis d error) ma lie 
UOQ410 pntltion on content ion*, Tab I* of content* end 



in Intervanor 



UOQ410 p , 

CU.ie,J CltlioiM A.soclation for Bound Enrgg BO/04/21 4pp 



Cnrrecl* tgpographical rror* made In InKrvtnor 000411 
motion for extension of time h BOO 110 motion to conilder 
Contention El CuLlflcata of Qvc one I 
Ell 19, J Cltiiem A*oriatlon for fiound Cnergy BO/04/81 Spe 

P006060346 Motion In *uppoi t of intervnor Contention 19 r OA/QC 
Protenl wording cover* area* of concern r* design* testing, 
managerial I ndminUlratl ve control* Proposes other Vtnion 
if preienl uordlng I* not accepted Certificate of Ovc tncl, 
ELUQ. J Cltlien* Atiotifltlon for Doond Energv, 00/09/12 lOpp 



H00612039H Submits proposed cori-uc 1 1 on to Iraineript of Q00430 & 0001 
prehnfirino. conference held in F-orl UnrthiTX Cartlflcati of 
Bvc encl 

REVMOLD8, N El Texas Utllitlu* Oenerating Co flEYNOl.OQi N f) 
Debavoitt d Llborman E10/06/10 I7pp 



FI006060:t47 Poit-hearlng confereno memaranilum tUbmitUtto itatmtlt 
pollllon ra Impact of ALAQ-39D, wording of Cltllen*' 
Association foe Bound Energy contention* & Intsrvsnari' 
proposed OA/QC contention Certificate of Qvc encl 
R6.YNQLDH, N 6 , HOFMN, U A Texas UtilltU Oenertlng Co 
B Deuevoio li Llbermn EIO/OS/1H 17pp 



DOCKET 30-446 CC1MAMCHE PCAK 8TPAH FLLCTFMC HTA. .UNIT 8 

A Application/construction itauc dociimontt d cnrreipondence 

0006230 HO Advlie* EIUFI k CUR Applicant* of NtlC decision to modify 
Implementation plan pvotenlod in Suction 1 of NUFtEO-0377 re 
adequacy of applicable tupport tructure* Omieral oparating 
reactor review procedure % acceptance criteria encl 
EISBM(UT,D Division of Licenlnfl QO/OS/HO, 13pp 

S0061200Q7 Summarg of 800323 meeting w/utll & W*ltinghou* in 
Dettied,MD re Instrumentation If control igi 
BUitUEUL.B a Llcit*itig Branch a BO/OS/H7 ipp, 

8006090-184 9ummanj of Q004Ha meetlnfl u/utll in Btheid*,MD re 
rellabilltij evaluation of auitliaru faedwat*r sg* 
BURUELLi B D Llonting Branch 3 80/03/30 4pp 



0006090001 PoUtion on Contontlon 4 A, intervonnr lupport* pr*int 
uiordlng o( contention b nmpha*lii neceiiltg of Including 
Contention 4 G special operating requirement* in proc*tdlng 
Certificate of Qvc end 

L Citlion* for Fair Utililu FleguUtlan flO/09/12, 4pp 



D00609000S Btntement of position on ALAfl-390 application to 
admlsslbl 1 i to, of Intervenor contention* Opinion placei 
inlervennr under no obllQifclon to eiplaln validity of 
contention*, Cert If icate of EJvc end 

OAYiO H Asioclatlon of Communlti) Organizations for Reform 
Nou-Tnias OAY.O, M Moat Tcxat Legal Svrvlces 80/09/12 Qpp 

8006090007 Btatoment of potltian re OA/QC content Inn, Urn." VeeplnB 
contention broad at thl* itnge In lntr**L of juttlce (. In 
compliance U1/ALAB-S90 Certificate of 8vc inel 
QAV,0 M Atloclatlon of Community Organizations For Deform 
Naw-Txa OAV, H Uegl T> Lag*! Qarvicis BQ/09/12, 3pp. 
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DOCKETED ITEMS 



8O0603Q099 Forwards Commission 900516 nemorandum & order ruling on 
certified question of litigability of combuititle gn 
control inut 
ROTHSCH1LD.H U Hearing Branch 1 BO/OS/30 lp 

B00602012B Forwards final version of NUHEC-0660, "NRC Action Plan 
Developed as Result of TMI-2 Accident," Volt 1 (. 2 H/o me 1 
RQTHSCH1LD.M U Hearing Branch 1 BO/05/30 tp 

B006190S44 Order accepting Citii-ens for Fair Util Regulation 
Contentions 1.2A.2B.3A i 3B k Association of Community 
Organ! la tions tor Reform Noui Contentions 1,3, - 11, 14, 13, SO, 
22 34, 23 tt 31 

HOWERS.E 9 Atomic Safety and Licensing Boar* Pantl 80/06/16 
IBpp 



M Antitrust correspondence 



BO06130243 Discovery ript for Mar 1990 No discovery requests initiated 
or received Certificate of Svc !. change of address notice 
encl 

JGHN.D F Southwest Teias Electric Cooperative JOHN, D F 
McDermott.Hill t Emery BO/04/16 5pp 

B00606042B Corrects mlsitatement of fact in Public Utlll Board of City 
of Brownsville, TX Mar-Apr 1980 discovery rift Failure to 
participate in J Bruggeman deposition uias due to couniel 
Independent decision not to attend Certificate of Svc and 
STAHLiD M Iihm, Lincoln t Seal* BO/05/01 6pp 

600*120056 Motion for BOQ509 prehearing conference to apprise A8LB of 
status of settlement discussions Propoied order & 
Certificate of 9vc incl 

CVPHERT.S B , DOPBOVIC.D A . LUQUE, N JustlCBiDept Of BO/09/09 
9pp 

BOOA030555 Farttarei status rept Oillvery arrangements made for 000912 
KMOTTB.J B Detevalsi & Liberman BO/O9/O9 lp 

BO060S036I Statu* rept re settlement nigotiatlont ' pragrei* 
Disunions an continuing Urges ASLB to hold prehiaring 
conference by 000914 t< requeiti deferral of ruling on 
eitinilon Ortificiti of Bvc & lupporting dacuninti encl 
SAWELS. H D Terai UtilltUt Co E AMP ELS, H D Uonhaa, Fortijthe 
It Sjmpil. DO/09/0 1 ) 28pp 

8O060AO033 Forward* Houiton Lighting Si Pouer (tatui of *ettleent repti 
per ABLE B00410 order Affidavit not appropriate 
OftEEN.D Loyenitein.Neuman.Reii, Aielrad t> Toll BO/03/09 2p 



B0060o0541 Discovepy rept fur Apr 1980 Util touinel participated In 
depoiitlnns nf NC Lerner & Taylor, eipurt economic 
ultneiies for NRG J< DOT, rospect i v ly 

AHEARN.C D Teias Utilities Co AHEARNE, C D Dooevalso (. Liberman 
80/05/19 5pp 

80060-50179 Discovery rep.t for Apr i960 Participated in NC Learner (. 
Taylor depositions Reveived NRC updated response to Hauitun 
tiohting * Power second sot of interrogatories Inspected NRC 
documints designated by expert witness 

AHEARN.C D Te.as Utilities Oeneratino Co AHEARN, C D Debevolie b 
Li6rman GO/05/15 Spp 

0006200142 Discovery rept for Apr 19BO Pol-tic ipatad in OTC Taylor 
deposition Responded to Houston Lighting fc Pouer motion to 
compel production of documents Undertook settlomant 
diicussions !t trial preparation Certificate of Svc encl 
CYPHERT.8 B Justice, Dept of BO/05/19 Spp 

9006160163 Motion to establish trial fc procedural date! Propotff 805609 
for settlement repts, B00610 for prehearlng, H00613 for 
uitness lists fc brief *, BO0627 for reapondino parties & 
B007O1 for final prehearing confarence U/Cert i f icate of Svc 
CVPHERT.B B , PARHENTER, F , DOPBOVIC. D A Justice. Dept of 
BO/05/21 6pp 

8006170242 Discovery rept for Apr 1980 Attended continuation of NC 
Lerner deposition Responded to Houston Lighting & Pouer 
flnt let of interrogatories Joined parties' motion for 30- 
dag intension Certificate of Svc encl 
CARNGYjJ A Central fc South West Corp 80/03/22 6pp 

Q006170004 Foriuards corrected Page 3 to DQJ 800921 motion to flltablllh 
trial t; other procedural dates 
CYPHERT. S H Justice, Dept of 80/03/23, lp 

8006170007 Corrected Page 3 to DQJ 800521 motion to ettablith trial b 
other procedural dates Certificate of Bvc tnel 
CYPHERT, 8 B , PARMENTER,F , DOPSDVIC, D A Justice Dipt of 
BO/05/21 4pp 

8006120092 Reply in opposition to DQJ BOQSH1 motion to establish trill 
& other procedural date* Request premature ABLD should 
adhere to previous discretion that parties addrvis schedule 
at 800610 prehearing conference Certificate of 8vc encl 
KWOTTS-J B Texas Utilities Oeneratino Co KNOTTSi J B, Debevols* l< 
Liberman 80/09/2B Spp 

80060S0272 Notice of appearance in proceeding Certificate of Svc incl, 
LEWIS, 8 H Hearing Branch Z BO/06/03 4pp 



8006060036 Status of settlement rept per ASLB 800410 order deferring 
trial briefs, final prihearing conference b evidentiary 
hearing Urges addl 30-day extension for continuance of 
negotiation* dui to compliilty Certificate of Svc encl 
BARNETT.E U Houston Lighting 1 Pouir Co 80/03/09 7pp 



8006110162 Notifies parties that SH Lewis, appear ing in proceeding on 
behalf of NRCi Is nephvui of G Spiegel of Spiegel b McDlarnild, 
representing Public Utlls Board of City of Brouneville. TX, 
No conflict of interest eiiiti 
CHANANIA.F D Antitrust Division BO/06/06 lp 



BOO6060492 Status rept re settlement discussions' progres* Urge* ASLB 
to convene pretrlil conference to accommodate outstanding 
discovery, final trial preparation & resolution of remaining 
procedural matters. Cirtif Icate of 8vc encl 
CYPHEHT.B B , PARHEMTER.F . DDPSDVIC, D A Justice, Dept. of 
BO/05/0 1 ?. 9p p 



8006110302 Rept on settlement negotiations per A6LD 0005 13 order. 
Requests 30-dag citenslon for procedural dates to resolve li 
narrow issues Prehearlng conference should be held at end of 
eitension Certificate of Svc encl 

SAHPELS.H D , KNOTT8, J B Texas Utilities generating Co, 
8AMPEL8,H D Hurt ham, Forsythe 5. Sampels SO/04/O9 Spp. 



9006110333 Forwards rept on status of settlement 
OREEH.D Louenitein,Mtuman.Retl,A>elrad I. Toll 



BO/03/09 2pp 



BO041B0189 Rept an slttlement negotiations Suggests that conference be 
held to determine eddl time needed by applicant Trial should 
be preceded by, pretrlal conference to accommodate discovery 
It other matters H/Certif icate of Svc 

CYPHOtr.S B . PAtiHENTER.F , DOPSOvlCr D A Juittct.Dept of 
60/03/09 9pp 

0006330157 Settlent status rept by Public Utlls Board of Brounivillti 
TX.Pro|as*s early trial schedule & 30-day eitenilon to 
islare possleillty of settlement Certificate of Svc tnc 1 
SPIEOEL.C Brownsville, TX SP1E5EUQ Spiegel b HcDlarnid 
M/09/09 6pp 



ment negotiations per ASLB 800410 
n procedural datei to allow 
"icate or Svc end, 
irvices.Inc STAHL, D M Isham, 



ttlement negotatloni per ASLB 
nent will be completed by 
Certificate of Svc encl 
.oulslana Electric Caoperativei Inc 
O/OS/09 29pp 



8006110352 Second settlement status rept per ASLB 80O313 order Urges 
addl 60 to <?O-day eitenslnn to permit contlnuid efforts 
Complei areas re wheeling t, access to dc interconnections 
remain under continuing study Certificate of Bvc encl 
CHANANIA.F D Antitrust Division 80/06/09 7pp 

8006110337 Settlement status rept per ASLB 000513 order Urges 
establishment of trial date to complete outstanding ASLB 
discovery, to resolve ASLAB discovery b to expedite final 
trial preparation Certificate of Svc encl 
CYPHERT.B B Justice, Dept of 80/06/09 6pp 

8006110364 Rept on settlement negotiation! per ASLB 800913 order. Urge* 
ddl extension to entertain further substantial progress 
Expects to execute agreement w/Central & South Mst Corp & 
TX Utlls Generating Co Certificate of Bvc encl 

BARNETT.E W Houston Lighting (. Pouar Co * Baker !> Bottt, 
LouenstelnrMewman.Reis, Axelrad 4. Toll SO/Oi/O9 7pp 

B006110371 Rept on *ettlement; negotiation* bu Public Uttlt Board of 
City of Brownsville, TX. per ASLB 800313 order Submitted draft 
of transmission agreement & rate* to Central t> South Hut 
Corp No response received Certificate of Svc encl. 
SPIEOEL.O Teias, State of SPIEGEL, Spiagel & McDIarmid 
80/06/09 6pp 



DOCKETED ITEMS 



B00611O375 Rept on settlement discussions per ASLH B00513 order South 
Wit CD reached agreement u/Hcuston Lighting it Power It TX 
UtilB Co Differences u/Publlc Utila Board af Brounwi 1 le, TX 
not i|et lesolve-d Certificate of 5vc end 

QTAHL. t> tl Central t South Uoat Survl cei, Inc 8TAHL, D M Ishamj 
Lincoln ti Beale BO/O(j/O9 Bpp 

B00619O4S'I Bubnuta settlement negot la t loin status rept per ABLE 000513 
ardor TX LA '- TX Pouier I Light Co resolved difference. 
In 1 tr of intent Petition tu intervene will be amended to 
reflect now position Ceitifica.be of Svc encl 
HURCHCTTE.W H , RITTS, r H Nnrthcutt Elo BO/Q6/09 3pp 

3006200167 Rept on settlement negotiation!! status South TX Electric 
Cooperative t. Medina Electric Cooperative should be brought 
Into settlement process due to readiness to addrtu concern* 
re protection of certain Interests Certificate of Bvc end 
JHHK. D F , HUNTER. M Mod inae IBC tr I c Cooperatl ve. Inc JOHN' D F 
McDffrmntl, Will & Cmery BO/06/09 6pp 

BQQI>1 \ OSlib Forwards settlement agreement* oiecuted B00407 

BOIMN1QHT, J A Louens te 1 n, Newman. Re i s r Aielrad tt Toll BO/06/10 



Q00619021Q Forwards Hot Meetlnj Rmpti 50-449/30-12 fc 90-446/flO-la on 
BOQ4QE) No noncomp 1 lance nototf 

BEIDLE.H C Rcolon 1. Dallji, Reactor Conitructlon *. Enoineerlnfl 
Support B ranch CO/04/aO 2pp 

--BOOA19022A M S t Meeting Kept* 50-44S/BO-12 t 30-146/80-12 on 8QCMGB, No 
noncomp 1 iarcs- noted A real discussed at meotlnfl rtpor tab 1 1 i ty 
b documentation of significant const deficiencies & other 
ovoriti -oF NRC tntorest not uithlii reporting requ-irtmnts 
CROS8HAN, W A , TAVLDH.FI , BE1BLE P H C Realnn 4. DalUii Qf*lc 
of the Director BO/04/39 flpfl 

a006I-?0063 rtdvfse* that IE Insp Rajts 90-445/90-09 h 30-446/30-0 
contain no propi-tvt-arij info 

J Teiat Utilities Qdneratino Co 60/05/OQ lp 



BOO 6 040266 Forniard* IE Dul latin HO- 12. "Decay Heat Removal Sijt 
Dparabllitij " No written response reo,uird 1C Info Notice 
00-20, "Loss of Decay Heat Removal Capability at Pjvi-Bt 
Unit 1 Uhlla in Refueling Mode" encl 

BEVFRIT, K V ne-glon 4, Dalla, OffUa of th. Director BO/09/09. 
IP 



60061102132 Settlement agreement far all outstanding con trovers iei rt 
question whether Electiic Reliability Council of TX should 
b* interconnected u/Gouthujest Power Pool Certificate of Svc 
encl 

JOHDAN. D D Houston Lighting ii Power Co FARRINOTON.J B Dallas 
Pouer ti Light Co KAflQUAFIDT. W TRIAS Electric Service Co 
8Q/O6/Q9 l?pp 

BOQ61"?09?Q Order advising that further settlement negotiations status 
repts are to bo filed liij BOO711ithat another prehearlno 
conference be held on OO0711 & that discuverg question b> 
deferred until Further development? Urges fair agreement 
BISHOP. C J Atomic Eafoti| and Licensing Appeal Panel 80/Oo/lfi 
3pp 



N Antitrust hearing transcripts 



BOOM70743 Transcript of BQ0610 prehearlno conference in Bethesda.MD 
Pp O3K-B70 Morn ins session 
H Atomic Safety and Licencing Board Panel 80/06/10 B9pp 



B006LGO118 rtdvlsos NRC that IE Insp Kept* SO-443/BO-OB & 30-4*6/BO-OB. 
dtd S0041B, contain ?io proprietary info 
OARY.ft ^ Teifli Utllltlvi Oeneratlng Co 80/09/13 lp 

OOOAO905BO Ac k receipt of D00905 Kr InFoi-ming NRC of tUpi taken to 
correct violation niitffi) in IE In*p Rep)ti 90-443/DO-ll & 
SO-446/80-1 1 

BE I OLE- H C, Region 4. Dallasi Reactor Conitruc tion It Enj lnring 
Support tlranch BO/09/14 lp 

~ BOOfiO'70SB4 n*ponds to HRC BOD4OV Itr re violation noted in IE lnp 
Rptt 90-445/BO'll tc 3O-446/BO-1 I Corrictiwe actinni- bol t* 
connecting spoDli to pump flange removi d, prI lading further 
deadlight loadino on pump noiile 
QAF1Y.R J Teifli Utilltiis Oenvratlng Co BO/03/09 3ff. 

aOO300063 Forwards IE Circular flO-12< "Valvi-ShJf t-To-Ac*utor Key Half 
Fill Out of Place Minn Haunted On lour Morltantal Anis " No 
written rosponse required 

BEVFfilT. K V Hgloii 4, Dallas, Office of thi Dlroctor 60/05/14, 
IP 



H 00 633035 4 Propose^ correction* to BOOilO prehearlng confervnce 
transcript Certificate af Svc end 
CVPHCHT.S Justice, ncpt of BO/Oft/16 Spp 

Inspection rcportii IE Bulletins t* correspondence 

BOOfi300OSO Toruards IE Circular QO-OS, "Cmirgencu DUiel Oenepator 
Lubricating Oil Addition fc Onalte Supply " No written 
reiponio required 
BEVFRITiH V Ra-glon 4, DAllai, nffica of the Director 00/04/01 



B00603O110 Ack receipt of 80Q3O8 Itr Informing NHC of iteps taken ta 
correct violitlon noted in IE Imp dipt! 90-445/QO-O? b 
30-446/BO-09, 

BROHNrO D Region t, Dallas, Fuel Fading Si M*trial Safety 
Branch QO/O9/21 IP 

B00i030113 Responds to NRC 800407 Itr re violation noted In IE Imp 
[tepts 30-443/BO-09 fc SO-446/SO-O? Cc-r-rtc t Iva *Ctlom 
co-nducled reviaw of flow neaiurlng instrumentat loniUaber 
demand l> recording pTocedifro 
OARV.R J TUB i UtJlttU. Oeneratln; Co BO /O 9 /OS, 3pf 



0004060169 Forward* notice of violation from imp during 771213-Q004-02 
IE Imp tiepts 5O-44S/BQ-OQ & 90-446/E1Q-OB ulll be 
transmitted in near future 

BE I OLE. H C Region t> Dallas. Reactor Construction & Engineering 
Support Branch BO/O4/oa Hpp 

SOOctO6017B Notica of violation from insp during period or 791213- 
BO0402 Noncomp 1 iance noted failure to report significant 
con*t deficiency 
Region 4, Dallas. Office of the Director 80/04/02 Spp 

Q00609O140 Ack receipt of IE Insp RepU SO-449/BO-O7 fc IE Investigation 
Rspts 30-44S/BO-02 fr 50-4-16/flO-oS No ppoprletirg info 
QARV. H, J Teias Utilities Oonerating Co BO/04/07 lp 

BOOA12OE33 Foruardi It IfiSrp tlept* 90-449/BO-OB ti 3Q-446/BO-OB during 
Mir 1930 ti notice of violation 

BE I OLE 'U C Ren ion 4. tlallas. Reactor Construction h Engineering 
Support Branch SO/O4/1B 2pp 

BOOilEOBH? Notice of violation from Intp during Mar ilBO 

* Region 4. Dallas. Reactor Construction t< Engineering Support 
Branch BO/04/1B lp 

--BOOC.1S0231 IE Insp (lept SO-449/BO-OB 8 90-44o/8O-oa ilurlnfl Mar 17BO 

Nnncompliance noted failure to follow procedures for rp*lr 
of damaged cable & failure to report significant conit 
def leiency 

TAVi.DR,R Q , CROaSMANi W A Roglon 4, DalUfi Office of the 
Director 80/0-1/lfr topp 



BOOAOB0115 Forwai-ds IE fnip R.pti 30-445/SO-09 & S 
000312-14 ti notice of violation, 
DRGUN-0 B, Region 4, Dallas. Fuel Facllltv & tlibtrlilt Safety 
Dvaneh HO/04/07 2pp, 

BOO&O90I17 Notice of violation from intp on B00312-M 

FWglotl 1, DlU r Office of the Director HO/03,/31 lp 

- 8006030122 IE Ingp Rapti 30-413/60-07 & 90~446/dO-O9 on 000313-14 
Noncpmpl lance noted groundUMtar ultlidraual rates afaovt 
limit 

GROWN. D Region 4> [>*lUi, Fu*l Facility *< Hiterlali Bftty 
Branch, HILDORN. L (legion 4, Dallas, Office of th* Director 
GO/03/31 7pp, 



3006190740 Advlsvt that IE Insp Repts 90-449/flO-lB fc 9 
contain no proprl etaf 1 info 
OARV.R J Tetas Utilltlot Generating Ca, 60/03/21, 



lp 



BQO&230217 Forwards IE Imp Repts 50-443/90-13 tt SQ-444/BQ-I3 on 
800421-83 k notice of violation 

SEIDLEiWC. Region 4. Uallaii Reactor Construction b Engine^i-ing 
Support Branch 60/03/21 Epp 

8004230217 Notice of violation from in* f on B00421-2S- 

Region 4r Dallas' Office of the Director- E90/Q3/SO Sff 

9006230221 IE In*p R.pts 9O-149/BO- 13 SO-44&./BO-13 on B0042I-2S, 
Norcompl lance noted failure to f-ollou uieldlng d insp 
procedures * 

HftLL.n.E Region A- Dallasj Reactor Construction t> Efljinter-lng 
Support Branch CR09SMAM. W A . OILBERT, LD, Region 4. Dallas. 
Office of the Director BO/O9/20 7pp. 
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DOCKETED ITEMS 



8006120240 Ack receipt of 600514 Itr informing NRC of stops talion to 
correct violation noted In !E Insp Refits 50-445/30-09 b 
3Q-446/aO-QB 

SEIDLE.H C Region 4. Dallas. Reactor Constiuctlon b Engineering 
Support Branch 60/05/22 Ip 

8006120245 Responds to NRC 800118 Itr re violation noted in IE Inap 
Repti 50-445/BO-08 I 50-446/BO-OB Corrective action* cable 
uai pulled bad during investigation of damage to cabla 
jacket I mill be replaced 
QARY.R J Teias Utilities Generating Co 60/09/14 3pp 



G Ad jud icatorij correspondence 



B00624O311 Order granting eitension until 600715 for applicant to 
respond to Cltnens fov Enei gi; t, Employment B00602 motion to 
compel withdrawal of application for licenses 
BOWERS, E S Atomic Safety and Licensing Hoard Panal 90/06/10 1 p. 

6006240467 Farwt. as procedural rules in i csponse to intervenor 300603 
motion W/o encl 
REIS.E J Hearing Branch 3 NRC QO/Ofa/23 Ip 



B006230115 Responds to IE Bulletin BO-OS re vacuum condition resulting 
in damage to chemical vol holdup tanks Llcsniee review is 
not yet complete Thus far, all affected tanks are in N88S 
scope of supply, eitept recycle holdup tanks 
GARY.R J Texas Utilities Generating Co 00/03/27 Ip 



800626U205 Response to Concornod Citizens for Employment ! Ene 
BO 0602 motion to compel withdrawal of applications far CPs 
Urges referral to flSLQ having jurisdiction over issue Notice 
of appeavanca 4. Certificate of Svc anel 
REIS.E J Hearing Branch 3 80/06/23 9pp 



S Hiportabls occurrences. LERl ! related correspondence 

BQ06Q60570 Deficiency rept re apparent discrepancy in installation fr 
Inip requirements for Class 5 non-nuclear saf etu.-related 
piping supports Formal rept should be submitted by 800715 
OARY.R J Teia* Utilities Generating Co BO/04/21 Ip 

B006230156 Deficiency rept re uelded control board connections, updating 
B00321 rept Work will be completed by 800701 
GARY.R J Teias Utilities Generating Co 80/09/02 Ip 

6006240242 Supplemental deficiency rept re 1981-83 2300 HH installation 
piping mln us 11 Engineering revieu t< disposition of min 
uall violations at uetdi J. base metal defect! is continuing 
Anticipate* tubmitting r.eit progress rept by 801219 
OARY.R J Teiai Utilities Generating Co 80/06/17 ip 



I Hearing transcript! on non-antitrust matters 



6004120393 Submit! propoied corrections to transcript of 000430 b OS01 
prehearing conference held in Fort Worth. TX Certificate of 
Svc encl 

REYNOLDS, N S Taiat Utilities Generating Co REYNOLDS, N S 
Debevalie f, Liberman 80/06/10 17pp 



MCK6T 50-449 DOUGLAS POINT NUCLEAR STATION. UNIT 1 
Ad judicature correspondence 



800&OaD50<7 Notice of uithdraual of application for e*rlu Bit* revieui 
Load grouth forecasts Indicate little possibility of 
tommincin) conit within validity of finding! Roqutiti. order 
terminalinB proceeding Certificate of Svc encl 

TRDHBRIDGE, o F Potomac Electric Power Co TROHBRIDUE, F 8hu, 
Pittmen. Potts b Troubridoe 80/05/14 3pp 

B00624038I Forwards P8C of D Order 64333. c losing Caie 6603.PEPCD 
application tor certificate of public convenience t 
necessity or const of tuo nuclear power plantsidue to utll 
600602 wlthdraual of application 
HAHKIHa.R G Mai-ylandi State of 00/06/17 2pp 



DOCKET 30--IS3 GflEENWaOD ENERGY CENTER, UNIT 3 

A Application/construction stage documents ft corroapondence 

B00633O110 AdvisoD GUR & PUR applicanli of NRC docfsian to modify 
Implementation plan presented In Section 4 of NIJHeG-0977 re 
adequacy of applicable support structures General operating 
reactor revieui procedure 'j acceptance criteria encl 
EISENHUT.n G Division of Ltcansing 80/05/3O 13pp 

Adjudicatory correspondonce 

8006240311 Drdor granting eitansion until Q00713 for applicant to 
respond to Citiiens for Energy I- Employment B0060H motion to 
compel uii thdrauia 1 of application for licenses 
DGWERS.E S Atomic Safety and Licenninfl Board Panel 00/06/10 Ip 

8006240467 Forwards procedural rules in responm to intervnor 800602 
motion W/o encl 
REIS.E J Hearing Brand] 3 NRC 80/06/23 Ip 

6006260205 Responso to Concornod Cltlicnu far Employment t Ennrjjg 
800602 motion to compel withdraws! of applications for CPe 
Urg* rerorral to AS1 D having jurisdiction over losu* Noticn 
of appearance & Certificate of Svc encl 
REIS.C J Hearing Branch 3 BO/06/P3 9pp 



DOCKET 30-454 BYRON STATION, UMIT 1 

A Application/construction stage documents fi correpondene 

8006230110 Adviles QWft & PUR applicants of NRC .Incision lo modify 
implenentation plan presented in Section 4 of NUHEG-OS77 re 
adequacy of applicable support structm eo Oenei'al operating 
reactor review procedure d acceptance criteria encl 
EI8ENHUT.D Division of Licensing BO/03/RO 13pp 

8006110040 Fopuards Drawing S03F4'J9 inaJvortontly omlHed from Item 7 
of 600506 Itr 
NAUOHTON.W F Commonwealth Edison Co HQ/O6/03 i n 



DOCKET 30-449 DDUOLA6 POINT NUCLEAR STATION. UNIT B 
Adjudicatory correspondence 

6006060509 Not lc of withdrawal of application for early lite revieui 
Load arouth forecast* Indicate little possibility of 
commencing const uithin validity of findings Request* order 
terminating proceeding Certificate of 9ve end 

TRQHBRIDOE.O F Potomac Electric Power Co TROUBHIDOEi F Shaui, 
Pittman. Potts fi Trowbrldse 60/09/K 3pp 

0006840381 Forwards PBC of MD Order 64328, closing Caie 6603, PEPCO 
application for crtlfJct of public convenience * 
necessity for const of tmo nuclear power plants, due to util 
600602 withdrawal of application 
HflHKINB.fi E, Maryland, State of 60/06/17 2pa 



DOCKET 30-493 GREENWOOD ENERGY CENTER, UNIT 2 

? -!!l!!!"!!! / " n * trUl:tion _!*'' aB doclJmBn * s * correspondence 

60062301 10 AdvUe, BUR & PMR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUHEO-Q377 T 
adequacy of applicable support structures Oeneral operating 
i*' 1 ' i!"'^ ura < acceptance criteria encl 
Division of Licensing SO/OS/20 13pp 



B006230145 Discusses reorgani roti on of Dfc of Nucloar Reactor 
Regulation d advises that mgt rcsponsi b i 1 i tie* re facility 
have boen assigned to C Moon Reorgant lation charts encl 
TEDESCO.R L Assistant Director for Licensing BO/06/1B llpp 

8006230167 Raquetts addl info re nuiillarij bldg design !. containment 
Sldg loads to assist EOJO in preparation of independent 
structural analysis 
YCHJNaDt-OOD, B J, Licensing Branch 1 10/06/16 3pp 

FJ0063004S3 Submits update O f scheduled tommor ical vc datas for 
facilities, reflecting delays S scheduled OL ful toad 
dates Stresses importance of continued licensing process for 
Byron It Braiduood 
PEOPLES, D L Commonwealth Ediaon Co BO/06/20 Spp 

9006S70306 Forwards revised Revisions 11 d IB constating of Page 1-7 af 
CE-l-A, "Comm Ed QA Program for NucUar Oensroting 
Stations " fiovised Revision 11 includes basis on which 
equivalant education requirements wilt be established 
PEOPLES, D I., Commonwealth Edison Co 00/06/23 Ip 

F Security, medical, emergency t. fire protoction plans 

8003130317 Forwards clarification of NRC rnc-ulremont* for emergency 
response facilltfss defined in 790913 Itr Addl specific 
criteria for facilities under development 
EISENHUT.D G Division of Operating Reactors 60/04/25 Mop 
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0006160259 Forwards request for adcll info re BOO334 safeguards 
contingency p Ian. constituting eighth set of Round 1 
questions End withheld (roc 10CFR2 7901 
YOUNQ0LOOI), J Licensing Uranch 1 BQ/O6/02 2pp 

80061Q0293 Forwards Revision 1 to di af t emovgency plan EmoroBnci| plan 
station anneies also enc 1 
PEDPLCS.D L CommonuealtJi Edison Co 8O/Q6/04 2pp 



8Q061903'!/ Revision 1 to dratt emergency plan 
* Commonwealth Edison Co BO/07/31 139pp 



S00634Qii90 Responds to NI!C 80042S. 3O, OS01 . 09 t- 20 Itrs requesting addl 
info re guard training t, qualification plans Requests that 
response fubmlttal date be ei tended to 80OQO1 
PEOPLES, D L Commonweal tli Edison Co 80/06/10 lp 



BQ06170160 Revises response to IE Bulletin 79-2B. "Po**ible Malfunction 

of NAMCQ Model ErtlSO Limit Quitches at Elevated Tamps " 

Cover gasket replacement mill be completed when cabin to 
switches arP terminated 

PEOPLES, D L Commonweal th Ediann Co BO/03/30 3ff 

GOOi34053S Confirms 800613 meeting in Glen Ellun. II to discuss flndlnos 
of util investigation Into mat I failure of containment poit- 
tensioning Si(S anchor heads & remedial action 

MEPPLER, J O Region 3, Chicago. Office of the Director BO/Q6/O4 
IP 

BQ06330313 Act receipt at 800527 Itr informing MRC of steps taken to 
correct violations noted in IE Insp Flepts 50-494/BQ-05 i 
90-45S/80-03 

FIDRELLI.O Region 3, Chicago, Reactor Construction !. Engineering 
Support Branch 00/06/10 ip 



G Adjurflcatortj correspondence 



8006060232 Supplemented statement of contentions alleoinn lack of 
technical qualifications to operate station Dose impact* of 
projected routine releases of radioactive ma tit should be 
i'e-evaluated Certificate of Svc oncl 

* DeHalb Area Alliance for Responsible Energy Bate Energg for 
Neu Haven 00/05/07 2'lpp 

S00602010S Anauier to Bekalb Area Alliance far Responsible Enrgg Si 
Sinnlssippi Alliance for Enviion supplemented contentions 
Recommends Contentions 7 '< B, i ouiri ting of Contentions 1,2 t* 
6 t, deferral of Contentions 2a. 3 * 4 W/Cert if i cote of Svc 
KARKflN, M Hearing Branch 2 BO/O5/S9 16pp 



H General correspondence 



BQ062303SH Responds to (MRC BQQ42S 1 tr re violation* notei) ill IE Inip 
Repts SO-A94/BO-03 !. 5O-455/80-05 Corroctivo actions vafetg- 
relatad hanger b -snubb>or- supptior for worded reviisd 
installation instructions 
PEOPLES. D L Commonuiejil th Edi-aon Cn HO/O3/a7 lOpp 

3006260309 Ac k receipt of B00921 Itr infornins NRC of tp* takn to 
correct vJolotioni noted in 1C Inup Ropti 30-431/77-10 fc 
50-453/79-10 

riDFtELLI.O Region 3, Chicago. Re-actor Construction !* Engint wring 
Support Branch 90/Oi/ia lp 

BOO6260312 Responds to HffC 900126 Itr re vlnUtlotii not<( in IE Imp 
Rupts 5O-454/79-1B li 5O-435/77-1D Cori-ective action* 
in depth analysis an concrete eipansion anchor mi tol Ifltioni 
ac eomp 1 isfied Inata 1 1 atlon proccdurts Toviead t< approved 
PCOPLEQ.D L Common-uiaalth Edison Co BO/O5/21 Spy 



Q 0060 3 03 07 Requests that EN Cross of Sargent t- Lundij bi added to 
ditributlon list 
NAUOHTON.W F Commonujeal th Edison Co BO/0/23 lp 

Inspection reports. IE Bulletins & correspondence 

S006060325 Forwards IE Insp Reptfi SO-373/ao-lBi 50-37-t/00-l 1. 
30-154/aO-Oi, BO-IrtS/BO-06, SO-456/BO-02 t, SO~flS7/aO-Oa From 
meeting on G0032B No noncomp 1 ionco noted 

KEPPLEfl.J O Region 3, Chicago- Office of the Director GO/04/24 
2pp 

--B006060313 IE Inap fiepts 50-373/80-13.50-374/80-11,50-434/00-06, 
BO-45S/BO-06, 50-fl5(ii/BO~02 S 90-457/BQ-03 from metin9 an 
BQQ33B Areas inspected atatun of three stations under tontt 
FIORELLIiO Region 3, Chicago, Reactor Construction (. Engineering 
Support Branch BCHWEI BINZ. E R , BARREfT, P A, Region 3, Chicago, 
Office of the Director 80/04/14 4pp 



S Reportable occui ronces. LETRs tt rel-ated c orreapondtnc o 

8006030564 Ac* rocelpt of 000515 interim deficiency rtpt re pot- 
tentionlng dnchoThoad Pailuro Roquestod ii tain Ion until 
BOO 6 30 for lubmlttal op final rept li DC cap tab la 

FIQRELLI'G Region 3, Chicago, flea c tor Conitruc fcton & Eng ln**rlng 
Support Branch 30/05/23 lp 



DOCKET 30-459 HVRON STATION. UNIT 2 

A Application/construction stage document's ( ciimipndinci 

BOOi>230110 AdvUei RUN t, PWF* applicants of NHC dtcltlon to mod 
implamentotion plan presented In Section 4 of NUREO-OB77 r 
adequacy of applicable aoppoi-t structure* Oener*! opr*tin|) 
reactor review prpcocfuro d acceptance crittria rncl 
E1SENHUT,DB Bivlsion of Licencing QQ/Q3/2Q 13pp 



Q006170a00 Forwards IE Insp Rapts 50-454/80-03 A 5O-45S/FJO-05 on 
800325-26 '> notice of violation 

KEPPLER, J S Region 3, Chicago". Office of the Director SO/O4/23 
3pp 



-SOOol7021 I 3 Notice of violation from Insp on BO0325-E6 
Region 3. Chicago, Bffica of the Director 



3pp 



-8004,170217 1C Insp Repts 50-431/BO-05 t. 30-466/80-05 on 800335-26 
Noncomp 1 lance noted inadequate design drauiing revieui & 
installation procedures 

YIN, I T . DANIELSON, D H fleglon 3, Chicago, Office of the 
Director 80/04/18 6pp 



6006110040 Foruiaroa Draining BB3P497 Inadvor tsntly onittfd from Item 7 
of B00306 Itr 
NftL'OHTON.U F Comfnonwoal th Edison Co QO/OCi/03 lp 

S006230145 Hiicusias i-eopgan i lat ion of Ofc of Nuclear FUactor 
n*guUtlon & advlien that cngt re t pom ib 1 1 1 1 lee ra fjiqilitij 
havs been assigned to C Moon Reorgani latlon ch^rti imcl 
TEDEECO.R L Assistant Director for Llontlng BO/Oi/lE llpp 

BO Oi 2 3-0 147 Requests addl Info re auiiliai-g bldg -daifgn & containment 
bldg load* to aislifc EOJ'O In preparation of ln<l ipBndrit 
structural analgsli 
YOUNOBLC3DI), J LUensinB Branch 1 BO/Ot/14 3pp 



B006020013 Foriunrds IE Insp Ropt SO-454/BO-07 on B0040B-10 No 
none amp 1 lance noted 

FlORFLLIiC Region 3. Chicago, Reactnr Conntruction i Engineering 
Support Branch BO/04/26 2pp 

--8006020016 IE Insp Rept 30-451/BO-O7 on QOO-IOB-IO No no-ncompllance 
noted Major areas inspected KCPB d saf etij-related piping 
yorfc activities, welding ', procedures 

DANICLSQN. D M Region 3, Chicago, Reactor Construction 4 
Engineering Support Branch LEE, E M K Region 3, Chicago, Officn 
of the Director QO/04/21 4pp 



S00630D453 Submits update af scheduled comrnBr leal *yc ditDi for 
f aci 11 tlei, ref t ectlng dclaif-s & stheduloiJ CL Fuel Loitd 
date-a Stresses Importance of continued licensing process tor 
Byron & Gralduiood 
PEOPLES, D L Commonwealth Edison Co QO/06/SO 3pf 

BOO627O306 Foruiardn revised ilvliions 11 t 12 consisting of Pago 1-7 of 
CE-|-Ar "Comm Ed OA Program for Nuclear Generating 
Station! " RoviioiJ Ravlaion 11 Includes bails an uhlch 
equivalent education rEquiro/nonts will be eitabllsh*d 
PEOfLES.D L Common.ujea.lth Edison Co BO/O(b/33 lp 



6006090499 Confirms 8009 19 discussion re Q00530 moating In <Jl*n Ellun, 
IL to discuss flntlintjs of util investigation into mat! 
failure of containment po^t-tensioning aijs anchor heads tt 
remedial action to bo ta'<on 
KEPPLER, J ft Region 3, Chicajo, Office of the Director BO/03/23 



F Sacuritg, medical, amcrgentg >t fire protection plans 

BOO5130317 Foruiards clarification of NRC renuirement* for emergency 
response facilities defined in 790713 Itr Addl specific 
criteria fop facilities under development 
EISENHUT.D G Division of Operating Reactors HO/04/83 fclpp, 
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DOCKETED ITEMS 



,8004160259 Forwards request for addl Info re 800324 lafeguardi 
contingency p l*n, eonit ituting elflhtb set of Round I 
quittoni Encl withheld (ref 10CFB2 7901 
YOUHCBLCOu, B J Licensing Branch 1 80/06/02 Hop 

SOOol80E93 Forwards Revision 1 to draft emergency pUn Emergency plan 
itation nnneies alia incl 
PEOPLES, D L Commonwealth Edison CQ 80/06/04 2pp 

3006160347 Rtviilon I to draft emergency plan 
Commoniuealth Edi*on Co BO/07/31 139pp 

8006240490 Respond! to NHC 900425.30,0501,0? !< 20 Itr* requesting addl 
Info re guard tralnino b qualif Icallon plani Requests that 
raiponie subnittal date bo extended to 800304 
PEOPLES, D L Comnonuealth Edison Co 80/06/18 lp 



8006230312 Ack receipt Df 800527 Itr informing NF1C of stapt token to 
correct violations notoif In IE Imp RBpts 50-494/60-05 b 
90-433/80-O5 

FIQRELLI.fS Region 3. Chicago, Reactor Construction t. Engineering 
Support Branch BO/Q6/1Q IP 

8006230310 Responds to NRC 800425 Itr re violations noted in IE Insp 
Repts 30-434/80-03 & 50-433/60-09 Corrective actions safety- 
reiatod hanger & anunbsr supplier forwarded revised 
insta 1 lit inn in* true t ion a 
PEOPLES. D L Commoniuealth Ed non Co 8O/03/27 lOpp 

8006360305 Ack receipt of 800521 Itr informing NRC of steps taken to 
correct violations noted in IE tnsp Repts 50-454/79-1S d 
50-455/79-18 

FIOREL.L.1.0 Region 3, Chicago. Reactor Construction & Engineering 
Support Branch 80/06/12 lp 



Adjudicator^ correspondence 



8006060232 Supplemented statement of contentions alleging lack of 
technical quail flcationi to operate station Dose impacts of 
projected routini releases gf radioactive mat Is should be 
n-evaluated Certificate of Svc enc| 

* OeKalb Area Alliance for Responsible Energy Safe Energy for 
New Haven BO/05/09 24pp 

8006020105 Ansufr to Dtkalti Area Altianca for Responsible Energy b 
Slnnissippl Alliance for Environ supplemented contentions 
Recommends Contentions 7 b BJ rewriting of Contention* 1,2 b 
a lc deferral of Contentions 3d, 3 It 4 H/Certif icate of Svc 
KARMAN.M Hearing Branch Z 80/05/2? 16pp 



8006260315 Responds to NRC 800126 Itr re violations noted in IE Imp 
Hepti 30-454/79-18 5. 50-495/7<?-lB Corrective action* 
in depth analysis on concrete expansion anchor installation* 
accomplished Installation procedures revised & approved 
PEOPLES. D L Commonwealth Edison Co 80/05/21 2pp 

8 Reportable occurrences, LERs b related correspondence 

BOQ6020S64 Ack receipt of B00315 Interim deficiency rept re post- 
tentionlng arichorhead failure Requested extension until 
B00630 for submlttal of final rapt is acceptable 

FIORELLI'Q Region 3, Chicago, Reactor Construction b Engineering 
Support Branch 80/05/33 lp 



K Oinaral corresponittnce 



800603030? Requests that ER Cross of Sargent & Lundy be added to 
iflitrlbution list 
NAUOHTON.W F Connanuitalth Edison Co BO/03/22 lp 



Intpectlon reports, IE Bulletins b correspondence 



BOO 604033 3 Forwards IE Imp Ripts SO-373/BO-1B, 50-374/BO-U. 
80-454/60-06, 80-443/BO-06. 90-4S6/80-02 b !0-4S7/flO~02 from 
Witting on SO 0323 Hi noncompliance noted 

KEPPLER.J O Region 3, Chicago. Office of the Director BO/04/E4 
2pp 

8006040333 IE tnsp Ripti 30-373/BO-1B, 50-374/80-1 1. 50-434/80-06. 
50-455/BO-06, 50-436/BO-02 b SO-457/BO-02 from meeting on 
000333 Areas Inipected status of three itatloni under const 
FIOHELLIiQ Region 3, Chicago, Reactor Construction 4c Enginetrlng 
Support Breneh BO/04/14 4pp 

800617020S Foruardl IE Insp Repts SO-454/BO-05 b BO-45S/80-OB on 
800393-26 & notice of violation 

KEPPLER.J Rijian 3, Chicago, Office of the Director 80/04/29 
2pp 



-B00617O213 Notice of violation from imp on 800325-36 

* Region 3, Chiciga. Office of the Director SO/04/1B 



3pp 



B004170219 IE Intp Rejiti 90-454/80-05 b 50-466/80-05 on 8009ZS-2A 
NancoBpll*nce noted inadequate design drawing review l< 
installation procedures 

YIN, 1 T . DANIELSOH, D H Region 3, Chinao, Office of the 
Director BO/04/1B 6pp 

60060')04 1 )9 Confirms 800519 discussion re 800530 meetlnj in 01. n Ellun- 
IL to diicun finding) of utll investigation into metl 
failure of containment poit-ttnsianing sys anchor head* b 
redial action to U taken 
KEPPLEfl.JO Region 3, Chicago, Office of the Director 80/05/23 



Rlvlltl r 'poi" to IE Bulletin 79-2B, "Postlble Malfunction 
of NAHCO Model EA1BO Limit Switches at Elevated Tampi " 
Cover gastet replacement will be completed when cables to 
switches are terminated 
PEOPLES," L Commonwealth Ediion C 80/05/30 Bpp 

BM6240S39 Confirm. 800613 Meeting in 01. Ellyn, II to discus* flndln D s 
of util investigation Into natl failure of contiinment post- 
t*ntioning ys anchor heads b remedial action 
KEPPLERpJO Region 3, Chicago. Office of the Director BO/06/04. 



DOCKET 50-456 BRAIDWDOD STATION. UNIT 1 

A Application/construction stage document* b correipondence 

B006230110 Advliel BWR b PUR applicants of NRC dec (lion to modify 
Implementation plan presented in Section 4 of NUREQ-0377 re 
adequacy of applicable support structure* General operating 
reactor review proceduro ii acceptance criteria encl 
EI6ENHUT, D Division of Licensing 90/05/30 13pp 

800&110040 Forward* Drawing 3B3F499 inadvertently omitted from Itim 7 
of 800506 Itr 
NAUQHTON. U F Commonwealth Edison Co SO/06/03 lp 

8006250149 Dlscuisns reorganization of Ofc of Nuclear Reactor 
Regulation b advises that tngt retponiibllitle* re facility 
h*ve been assigned to C Moon Reorganl lation charts encl 
TEDEBCO.R L Astlstant Director for Licenslnfl 80/06/12 llpp 

80063B0167 Requests addl info ro auiillary bldg design b tontatnmint 
bldg load* to a*il*t EOW In preparation of independent 
structural analysis 
YOUNQBLOQD, B J Licensing Branch 1 BO/06/16 3pp 

B0063004S3 Submit* update of scheduled commerical svc dates for 
fJiellitle*,ref letting delays b scheduled OL fuel load 
dte* Stresses importance of continued licensing protess for 
Byron b BrAldwood 
PEOPLEBiD L Commonwealth Edison Co BO/06/ao, Spn 

8006270306 Forward* revised Revisions 11 fc 12 eonl*tino of Pagt 1-7 ft 
CE-l-A, "Comm Ed OA Program for Nuclear Generating 
Station* Revived Revision 11 Includes basis on uihleh 
equivalent education requirements will be established 
PEOPLES. D L Commonwealth Edison Co BO/06/33 lp 

F, Security, medical, emergency * fire protection plant 

800S130317 Forwards clarification, of NRC requirement* for emergency 
reiponte facilities defined In 790913 Itr Addl specific 
criteria for facilities under development 
ErSENHUT.D Division of Operating Reactor* BO/04/25 61pp 

H00604.0019 Forward* leventh *et of round ont question* re 79001S 
training J< requal if Icafclon plan per review of application 
for OL Encl withheld (rf 10CFR2 790) 
YrjUNQBLQDD, B J Licensing Branch 1 80/05/20 Spp 

BOQ617Q9B5 Forwards eighth set at Round one question* re B00334 
safeguard* contingency plan Questions withheld <ref 
1QCFR2 790) 
YOUNSBLOOD, B J, Ulcenilng Branch 1 SO/06/02, 2pp 



8006180293 Forward* Revision 1 to draft emergency plan Emergency plan 
itation annexes also encl 
PEOPLES.D.L Commonwealth Edison Co 80/06/04 Spp 



DOCKETED ITEMS 



8006180347 Revision 1 to draft emergency plan 
CommnniUBalth Edison Co BO/O7/31 I39pp 



6006240490 Responds to NRC B0042S, 30, 0501 . 07 & SO ltr< requesting addl 
info re guard training d qua 1 1 fi cat ion plan* Requests that 
response submlttal date be eitended to SOQB04 
PEOPLES, D L Commnniunal th Ed la on Co GO/06/18 Ip 



8Q062703Q6 Forwards revised Revisions 11 & 12 consisting of Page 1-7 of 
CE-l-Ai "Comm Edi OA Program for Nuclear Generating 
Stations " Revised Revision II Includes oasis ar\ which 
equivalent education requirements will h" estab 1 1 shelf 
PEOPLES. D L Commonweal th Edison CO BO/O6/23 Ip 

F Security, medical, emergencg fc fir* protection plans 



H Qenei a I c orrespondenc e 

80Q6Q3O309 Requests that ER Craii of Sargent: & Lundy be added tea 
distribution Hat 
NAUQHTONilJ F Commonwealth Edison Co GO/09/22 Ip 

(1 Inspec tlon reports, IE Bulletins & correspondence 

8004040325 forwards IE Insp Repts 5Q-373/8Q-1B, 50-374/BO-l 1- 
SQ-434/BO-O6, 30-443/90-06, 3Q-456/BO-02 fr 90-457/00-02 from 
meet ins on 900328 Wo nnncomp 1 iance noted 
KEPPLER.J Region 3. Chicago. Office of the Director BO/04/24 



6O0313O317 Forwards clarification of NRC requirements for emergent^ 
response facilities defined in 770913 1 tr Addl specific 
criteria for facilities under development 
EISENHUT, D Division of Operating Reactors BQ/O4/Z5 61pp 

8006040019 Forwards seventh set of round one question* rt 790910 
training !< rsqua 1 if 1 cation plan per review of application 
for OL End withheld (raf LQCFR2 790> 
YOUNQBLOOn, B J Licensing Branch 1 BO/05/80 Spp 

B006170055 Forwards eighth set of Round on* questions re BQQ324 
safeguards cont Ingene plan Questions withheld (ref 
10CFR3 790 t 
YOUNOBLDDD, D J Licensing Branch 1 00/06/02 Sff 



B004060333 IE Inap Repts 30-373/BO-1B, 50-374/SO-I !, 50-494/80-06, 
30-493/80-06,50-456/60-02 i 50-497/BO-Oa from meetlna on 
000328 Areas inspected status of throe stations under Const 
FIOREU.I>Q Region 3. Chicago. Reactor Construction ti Engineering 
Support Branch 80/04/14 4pp 

BD06170771 Foruiards IE Inap Rapt 50-4S6/BO-O3 & 90-497/BO-03 on 
600416-17 No noncomp 1 lance noted 

F1QRELUI.O Region 3, Chicago. Reactor Construction & Engineering 
Support Branch BO/09/06 2pp 

B006170776 IE Imp Repts SO-436/80-03 b 90-437/00-03 on 000414-17 No 
noncomp 1 lance noted Major areas Inspected revleu of records, 
cable trag hangar specs K> action on previous Insp findings 
HAYES. D U Region 3, Chlcaoo, Office of til* Director NAIDU.K R 
Region 3i Chicago, Reactor Construction b Engineering Support 
Branch BO/09/06 6pp 

8006090044 Ac k receipt of BO050B Itr Informing NRC of steps taken to 
correct violations noted in IE tn*p Repts 30-"196/79-19 li 
50-457/79-15 

PtDRELLI.O Region 3, Chicago, Redctar Construction & Engineering 
Support Branch SO/05/21 Ip 

8006090047 Reiponds to NRC 8001 IB Itr re violations noted In IE Insp 
Repts 50-436/79-19 fc 50-497/79-15 Corrective actions vendor 
long-term storage recommendation! will be revleued & filed 
for future ref 
PEOPLES, D L Commonwealth Edison Co SO/OB/OB 2pp 

B006170160 Revise* response to IE Bulletin 79-BS. "Possible Malfunction 
of NAI1CO Mod si CA1BO Limit Switches at Elevated Temp* " 
Cover gastet roplacement will be completed when cables to 
switches are terminated, 
PEPPLEB, D L Commonuaalth Edison Co 60/O3/30 Zpp 



DOCKET 90-457 BRA1DWOOD STATION, UNIT 2 

A Application/construction stagi documents & correspondence 

B006230110 Advises BUR & PWR applicants of NRC dacislon to modiPij 
implemantatlon plan presented In Section 4 of NUREO-0377 re 
adequacy of applicable support structures General operating 
reactor review procedure & acceptance criteria end, 
EISENHUT, D, Division of Licensing BO/O5/20 13pp 

B006110040 Forward i Drawing SB3F49? inadvertently omitted from Item 7 
of 800506 Itr 
NAUOHTON.W F Cominonueal th Edlon Co 80/06/03 Ip 

8006250145 DltEUsses reofjani latl on of Ofc of Nuclear Reactor 
Regulation t< advlset that mgt rnspltlnslbillbl** re facllitu 
have been assigned to C Moon Reorgani lation charts and 
TEDE8CO.R I- Assistant Director for Llcenlnu 80/06/12, llpp 

B006250167 Requests add! info re auxiliary bldg design t< containment 
bldg loads to assist EC5iO In preparation of Independent 
i tructural analysis, 
YOUNOBLOOD, U J Licensing Branch 1 0O/06/1& 3pp 

6006300453 Submits updatt of scheduled commerlcal svc dates for 
facilities, reflecting dvlaus V scheduled OL fuel load 
dates Stresses importance of continued licensing process for 
Dgron & Braldutood 
PEDPLES.D L Commonwealth Edison Co, BO/O6/20, 2pp 



8O061BOS93 Forwards Rev it ion 1 to draft emergency pl<*n Emuraentg plan 
itatlon annoes also enc 1 
PEOPLES. D L Conmonuealth Editor CD BO/06/04 Spp 

80061803+7 Revision 1 to draft emergency plan 
* Commonuealth Edison Co SO/07/31 139p(i 

QO06240490 Responds to NRC 800425,30,0301.0* b 20 Itrs requeltlig addl 
Info re guard training b qualification plans Req.uas.ts th*t 
response subfflittal date bo extended ta 60-0904 
PEOPLES.. D L Commonwealth Edison Co BO/06/18 Ip 



X Oenaral correspondence 



800603030*? Requti that ER Crass of Qargent 
dlitrlbution ll*t, 
NAUOHTON.U F Commonuea Uh Edison Co BO/05/S2 



Lundy be addeiF to 
Ip 



Inspection reports, IE Bulletins tc < orr spondence 

80060603S5 Forward* IE Insp Repti 30-373/80-18.90-374/60-11, 
90-4S4/BO-06,SO-44S/BO-Ofi. SO-456/BO-O2 S. 3O-437/BO-02 from 
meeting on 90O328 Mo noncomp liance noted, 

KGPPLER. J Region 3. Chicago. Office of the Director 30/04/34 
ZpP 

0006060333 IE Ilp Repts 50-373/BO-lfi, 50-374/00-1 li 50-4.S4/BO-06, 
SO-43S/BO-06, 30-49i/BO-oa * 50-437/00-02 from meeting on 
80032S. Areas inspected status of three it*tloni under const 
FIDRELLI,C Raplon 3. Chicago, Reactor Construction fc Engineering 
Support Branch 80/04/14 4np 

QOO6170771 FordJrd IE Insp Rpt 50-4Bi/aO-03 ti 90-437/30-03 on 
600416-17 No noncomp liance noted 

FIORELLItO Fleglon 3, Chicago, Reactor Construction & ngln*arlnn 
Support Branch BO/OS/06 2pp 

B00617077A IE Inp Ropts 30-436/80-03 fc 80-437/00-03 on B00414-17 No 

noncomp liin" noted Major 4re>s in*pec t*d, reviiu of racordir 
cable tray hanger spec* & action on previous Insp finding* 
HAVea, D W Region 3, Chicago, Ofplci of th.e Director WAIDU, K, R, 
Region 3, Chicago. Reattor Construction & Engineering Support 
Branch 80/09/06 6pp 

8006090044 Act racalpt of 60050S Itr Informing NRC of steps; taken to 

cerrscb violations noted In IE Imp Rpt 90-496/79-19 t< 

SO-457/79-1S 

FIORELLI.O Region 3, Chicago, Reactor Construction & Engineering 

Support Branch HO/ OS/2 f Ip 

B006070047 Responds to NRC 8001)8 Itr re violations noted In IE Imp 

Repts 50-456/79-18 *< 50-437/79-15 Corrective #<tion vnndor 
long-term storage recommendations mill fae reviewed & fll*d 
for future ref 
PEOPLES, DL CommnnuejUh Edi ion Co. BO/OS/OB Spf, 

B006I701iO flevies respon** to IE Bullstin 79-2B, "Possible Malrunctlon 
of MAMCO Model EA18O Limit Suitches at Elevated Timp* " 
Cover gasket rep 1 ac*mnt will be cDmplctvd uhnn cables bo 
soiltchei are terminated. 
PEOPLES, D L Commonwealth Ediion Co BO/QS/30 Sop. 
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DOCKET 50-45B IUVER EEND STATIC I, UNIT 1 



8006040345 Forward. IE Bui l.Hn 80-12. "Decay H.t |i S " B 
Ooerabilitu " No wrltton response requirod IE Info NottiD 
lo-lo, "Loss of Decay Heat Hartal Cflfabilitg at Davl3-Bes* 



..... , 



Support Branch 80/03/29 IP 



-M061BM39 Fcruard, P.ttsburgh Testing Lab BOOTHS t B009B6 r.pt, IBP 
ftn* t, coarse ajgregates rt.p.cM^lg, | rt.poni. to NRC 
771213 rtou.it Repts glv 6-rontli r.sulti of flSTII C227 
m0 rtar bar test lnj high * lew 'I*' 1 ' ^ ""!'"' , BB 
WEICAND-JO Gulf State. Utilities Co GO/OS/06 Spp 



Lino 



6006170371 Forwards "Pi-oposeJ Widening of E< istina Transmission 
Corridor.Rlver Bend Nuclear Pouor Station. Unit* 1 & 2, 
preliminary c.e rapt Requests e.pedited comment, cinco util 
hii bctn requstid to suspend const activities 
R60AH-U H Siting Analgsn Branch BD/Q6/02 2pp 



8006170373 "Proposed Widening of Eil.ting Transmission Lino Corridor 
Rlvri Bend Nuclear Pouer Stat ion, Unit) 1 i a." prtliiitnaru 
case rpt Njtl Sejiiter property doscriptioni 6. propod 
njmorandum of agreenent end 
a Dli/Hiim of Engineering EQ/06/02 60pp 



B00624061fi Fori.riJ "For ronnenf 
(e comment H/o end 
EISENHUT.D Dt',ist 



dition of NURGO-Oc.19 Roqutt revieu 
tC l-icensiny 90/06/10 3pp 



BOD&3000&B Forwards IE Circular 00-12, "V.lv.-Bh.'t-To-AetuatoP Keg May 
Fall Out of Place Uhen Mountsd Ilelouj Horliontnl Ais No 

"'""'SJr^'D.lla,. Dffic of the Director BO/03/1- 



lp 

00060'?0012 Ack receipt of B00305 & 0425 Itrfi informing WHC of tpl 
taken to correct violations noted in IE Inap Ropt 

SEIDLC.I! C Renion 4. Dallas, Reactor Construction & dig ineerina 
Support Branch BO/05/22 IP 

2006090015 Responds to NRC 300401 Itr re violations notd in IE Imp 
Rept 30-45(3/79-06 Corrective actions accept/ro joct critorU 
for potentially reactive afloregate y/lou nlkaloi cement hai 
been deleted 
WEIOAND, J Oulf States Utilities Co SO/O4/35 2pp 

flb'06230100 Responds to IE Dullotin SO-02, "Inadequate A for Nuclar 
auppiied Equipment " No matls or work have been provided by 
Marvin Engineering Co OE supplies reactor pressure vessels 
i internals under contract u/utll 
DRAPER, E L Gulf States Utilities Co SO/OS/23 lp 

3 Repoi-table octurrencos, LERs i rolatod coiroipondencB 

8006060S65 AdvfsoB that pntential deficiency r* concrete "cold joint" 
does not appear to represent significant defiilencij 
rpoi table undor 10CFR3O 39(0) Results of final anal"U 
uiill bo forwarded within 30 daijs 
WEIOAHD.J Gulf Stafco* UtilitUs Co BO/04/22 lp 



K Artitrutt corr*iponilnt 

8006200345 Dtscui**> URC antitrust r>viu in reiponie to 90041B 1 tr rt 
passible Cajun Clsctrlc Pome Cooperative, Inc antitrust 
violations u/raipeit ta facilitv Comments mill be consldond 
uhen utll applliG far OL 
HICH01.6GM.P Utility Finance Branch BO/OS/09 3pp 

E006IE01?7 Forwards Atty Oentral S00503 Itr furnishing addl antitrust 
info Ltr uill be sant to OFc of FR Petitions to intarvent ti 
request! for hearinji mag b filed bg interested parties 
ultMn 30 days after FR publication 
SALTIMAN.J Utllitg Finance Branch 90/03/19 lp 

--BQQ61B0215 Advises that rviu of info submitted for antltruat revieu 
provides no baiii tc conclude that Cajun Electric Power 
Cooperative, Inc participation would create situation 
inconsistent u/antitrust laws 
UTVACK,9 M Justice, Dipt of 80/03/03 lp 

8006IS0131 Forwards Attg Gonerdl 300305 Itr providing addl antitrust 
adviie re CP application Ha antitrust hearing nectsiarg for 
proposed amend to CP 
SALTZHAN, J Antitrust Si Indemnity Group BO/03/21 Spp 

6006120137 Advises that review of info submitted for antitrust review 
purposes, proposid amend to CP to allou Cajun Electric 
Pouer Cooaeritiv*, Inc & Sam Ragburn CtT, Ini to bscoffll unit 
co-ounirir provides no bans for antitrust hearing 
LITRACK.B M Justice. Uept of 80/05/05 lp 



Inspection reports. IE Bulletins It correspondence 



0QOM1026G Deficiencg rept re diesel generator bldg concrete roatl cold 
joint Equipment failura did not represent breakdown In OA 
prosrara Structural ntialgsis indicated unplanned const joint 
did not impair structural integrity or performance of matl 
DRAPER, G L Oulf States Utilities Co 60/03/22 lp 



DOCKET 80-159 HIVEfl BEND STATION, UNIT ? 

A Application/construction stage documants & correspondence 

B006230110 Advinei BHR t. PWR applicants of NHC decision to modify 
implementation plan presented in Section 1 of NUREO- 0977 r 
adequacy of applicable support structures Oanaral oparsting 
reactor review procedure & acceptance critorlfl end 
EISENHUT.D Division of Licensing 80/05/30 13p|i 

Q006I70371 FarmardB "Proposed Hitloning of Existing Transmission Line 
Corridor, Rlvor D*nd Nuclear Pouiar Station. Units i ii 2, " 
proliminarij case rept Requests expedited comments since util 
has Basn requested to suspend const activities 
ftEOAN.WH Biting Annlgsls Brancli 00/06/O2 2pp 

B006170375 "Proposed Widening of EiHting Tranimission Line Corridflr, 
River Bend Nuclear Power Station, Untti 1 d 2, " preliminary 
case rnpt Natl Register property descriptions fc proposed 
memorandum of agreement enel 
* Division of Engineering 00/06/02 60pp 

80062106.16 Forwards "For Comment" edition of NUREO-06i<? Request* revltui 
& comment tl/o encl 
EISEWHUT,D Division of Licensing 90/06/10 Spp 



9006300038 Forwards IE Circular 80-05, "ErairDency Diesel Generator 
Lubricating Oil Addition & Qnslte Supply " No written 
response required 

SEYFfilTrK V Region 4, Dallas, Office of the Director BO/O4/01 
IP 

6006030218 Forutrdt IE Insp Rept 50-453/00-04 on 000331-0403 
No nonconpllance noted 

8EIDLE,U C Region 1, Dallas, Reactor Construction b Engineering 
Support Branch 80/04/16 2pp 

9006030325 IE Imp Rept 30-45B/BO-04 on 600331-0403 No noncompl lance 
noted Hajgr areas Inspected storigt of saf etg-relatld 
equlpaentr concrete placement I reinforcing steel 
instclldtion 

CROS3tWN,W A . BEACH.A B . OBERO, C R Region 4, Dallas, Office of 
the Director GO/04/13 5pp 



Inspection reports. IE Dulletins i correspondence 

0006300059 Forwards IE Circular 60-09. "Emergency Diesol Generator 
Lubricating Oil Addition d Dnsite ftjpply " No written 
response required 

SEVFRIT.K V Region 4, Dallas, Office of the Director. 00/04/01 
lp 

0006040345 Forwards IE Bulletin 80-12. "Decau Heat Removal Sy* 
Operahllity " No written msponst required IE Info Notice 
30-20, "Loss of Decag Heat Removal Capability at Davis-Bess* 
Unit 1 Uhlle In Refueling Mode" end 
SEYFRIT.K v Region 4, Dallas, Office of th Director 00/05/0?, 
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8 QiiC3QOO65 Forwards I Circular 90-12, "Va I ve-Shaf t-To-flc tuator Key Kay 
p all Out of Place When Mounted Below Horliontal Ants " No 



n response required 

Region 4, Dallas, Office of the Director 



0Q/O5/14 



00Q609O402 Ack receipt of QOO319 Itr informing NRC of tttepi talun to 
correct deviation noted in IE Insp Rapt* 90~46Q/BO-04 !< 
90-91 3/HO-04 

SPENCER, G S Region 3r San Francisco, Roactor Construction fc 
Engineering Support Branch 00/05/30 lp 



8Qc>a3O10a Responds to IE Bulletin 80-02, "Inadequate QA for Nuclear 
Supplied Equipment " No matls or uoi fc have Been provided by 
Marvin Eiqinearlng Co GC supplies reactor pressure vessels 
* Internals under contract ui/util 
ORftpER,E L Oulf States Utilities Co BO/05/33 lp 



3006090-104 Responds to NRC 800415 Itr re deviation noted in IE Imp 
Repts SO-460/BO-O4 *, 50-513/BO-04 Corrective actions 
engineering evaluations determined that use of electrode li 
acceptable based on ASME 111 guidelines 

RENaERQCR.D L Washington Public POUIBT Supply BgitBin BO/09/13 
2pp 



DOCKET 50160 WPPBS NUCLEAR PROJECT. UNIT I 

A Application/construction stage documents fa correspondence 

B0063;3O110 Advises BWR >r PWR applicants of NRC decision to modifg 
Implementation plan presented in Section 4 of NUREG-0577 re 
adotiuacy of applicable support structures General operating 
reactor review procedure & acceptance criteria one 1 
EtSENHUT.D Division of Licensing HO/09/20 13pp 

600603046'! Suggests that clarification be added to Page 54 of NUREQ 
O46OiVol 4i to rafloct conteit in luhich enst estlmatiis for 
ATW5 mocfs ai B made Utils believe indirect costs uoro under- 
rated Disputes value impact analysis 
REHQERQER.KU Washington Public Pouar Supply System BO/03/2B 



9006050358 Forwards response to NRC S00325 request for addl info TH 
y -a sensitivity 
RENHERGER. D L Washington Public Pnnjer Sujiplg Sgstom 00/06/02 



0006090109 Forwards IE Insp Repts SO-460/BO-04 ic 90-313/80-04 on 

000301-31 % notiCB of deviation 

SPEMCEF1,Q g Region 5. San Francisco, Reactor Contruction & 

Engineering Support Branch 80/04/15 2pp 

a0060^0'U2 Notice of deviation from imp on 600301-31 

# fleoion 5, San FranciscOi Office of the Director 90/04/11 i 

BQQ60"?0'H8 IE Insp Repts 50-460/BO-04 h 5O-513/SO-04 on Q00301-3I 

No nfonpl lance noted welding electrodes qualified under Spac 
SFA-S 1 lather than SFA-5 5 were used for ueUing 
pipe-to-steara geneiator RCPD uslds 

TOTH.A D , HAYNES.B C Region S, San Francisco. Offics of the 
Director 80/04/11 7pp 

00O60 1 f01Oi Ack receipt of 800307 ttr informing NRC of stsps tahin to 
correct violations noted in IE Insp flepta SO-460/flO-Ol tt 
30-313/80-01 

SPENCER, G 8 Region 5, San Francisco, Reactor Construction 6 
Engineering Support Branch BO/03/30 lp 



SOO4J.1Q270 Notifies that lab will he conducting add! moisture testing 
on lou hydrogen electrodes using technique required In AWS 
AS -3, Section 23 Electrode coating moisture testing resirlti 
mil] be applied onli] to Units 1 !< 4 
RENBEROER. D L Washington Public Pouier Bupplg System ElO/Oi/06 



BO0609OiH4 Responds to NRC H00407 Itr r violations noted in IE Inip 
Rept* 50-460/60-01 b 50-B13/60-01 Corrective actioni 
temporary hanger & support procedure initiated & training 
session hold on 800206 

RENBERGER.R L Washington Puollc Pouier Supplg Sgitam OO/OS/07 
4pp 



F Security, medical, emergency ft firo protection plans 

8006270324 Forwards Amend 3 to "Fire protection Evaluation " 

HENBERflEH.D L Washington Public PouiBr Supplg Sustern BO/06/11 



BOOi27O326 Amend S to "Fire Protaction Fvaluation " 

* Washington Public Pour Supply Sgstom BO/05/31 6pp 



Forwards drawings re location for near-site ennrgoiuy ctr 
RncLUBiti immediate review (. reaponie so that ai te-pac i f ic 
daaign work can proceed & site preparation begin 
"Proconcpptual Bite Plan" available In Control Tiles onlij 

, L Washington Public Pouflr Supplg SgBtenl SO/06/1A 



BOO6240409 "Wind floae far WPPB-3 for Apr 1971 to Mar 1979 at 

33 Ft Level " 

* Washington Public Power Supply System 73/03/Sf lp 

-90O6S4O413 "Combined Plant Svcs & Emergency Coordination Facilitg 

Si te Location, i,930 Me-teF Radius E> elusion Area* (. Pi-jjpsrtg 

Ulnes " 

Washington Public Power Supply System 79/01/12 IP 

BOQ*240 J H8 "Environ Programs Baae Hap - Honford Area " 

* Washington Public Power Supplu Sgstem 79/01/12 lp 

Q Inspection reports, IE Bulletins t, cDrrespondonca 

BOD6O60134 Forwards IE In*p Rapt. 50-460/80-03 t. SO-313/fiO-OS on 
gOO331-0-403 No noncomp 1 ianc e noted 

SPENCER, O S Region 3. Ban Franclscoi Reactor Construction fc 
Eng*n BBrln fl Support Branch BO/04/H0 2pp 

-"BOOAOiOltl IE Insp Repfc* 90--160/00~OS k SO~513/HO~OS on 000331-0403 NO 
noivcompliance notad Major areas ln*pected WKM valvo flaui 
ind ica t ion*. pipe support 4 restraint sys d adminlstrntl v 
controls for nonconforming conditions 

DQDOS.R T Region Si San Francisco, Reactor Construction fc 
enflin*rlng Support Branch NARBUT.P P , WAONER, W Region 5, Ban 
Francisco, Office of tha Director 8O/04/24 6pp 



0006090441 Forwards 1C Insp Repts 50-460/00-01 ft 50-313/60-01 on 
SQ01O1-31 t, notit of violation 

SPENCER. G El Region 3. Ban Francisco, Reactor Construct Ion b 
Engineering Support Branch SO/O4/Q7 Spp 

9006070444 Notice of violation from imp on 300)01-31, 

* Region 3, San Francllco, Office of th Director BO/O1/02 



~a0060<?0447 IE Tnsp Repts BO-460/00-01 1 9O-S13/BO-01 on 000101-31 
Noncomp 1 lance noted failure to control temporary attachments 
to structural steel t- undorsile uields on pipe supports 
HAVNES.H C Region 3, San Francisco. Reactor Construction t 
Engineering Support Branch TOTH.A D Region S. Sin Francisco, 
Office of thff Director 00/04/08 9pp 

9 Rtportablo occurrences, UERs t: rslatsd correspondence 



8006030052 Part 21 rept re ugs of earllnr revision of 
response spoctra in design of tmo safatg-relateil tanks. 
DotaiU In NRC 790a21~2S CiA program Inp 

SARBTCN.O E United Enginoer* i Constructors, Ine dubs of 
Ragtheon Co ) 00/03/13 4pp 

BOQ602O059 Notice of ilevlation from insp on 790921-25 

* Ragion 4, Dallas, Office of UB Director 79/06/13, lp 

00OA030336 PNO-V-ao-037 on ROOBlHi Mount 0t Hl*n truptod,Unlt S has 
appro* l/S-lnch of ash on ground, some a)h dull in*id> plant 
Filtration igs operabll Itij confirmed Monitoring to detect 
abrasive matls In sg components unneruitv 

UlaHOP, T W Region 9, San Francisco, Office of th Rlretor 
00/05/19- Spp 



DOCKET 30-161 CLINTON POWER STATION, UNIT 1 

A Application/construction stage documonti fc correspondence- 

B006230HO Advises BUR J. PMR applicants of NflC decUlon to modify 
implementation plan prefentnd in Section 4 of NUREC-OB77 vo 
adei(uacy of applicable suppo-rt structure*. General op (rating 
reactor revleiu oroeadur l< acceptance criteria encl 
EJBENrWT, D Division of Licensing 60/03/30 ISpp 



Notification of 300634-26 meeting w/utll in Clinton, IL to 
dJicuss Porthcuming caseload forecast panel visit 
BUCKLEY. B Licensing Branch 3 00/Oi/O 1 ? 4pp 
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5004540064 Foruard. "For Cogent" edition of NUnEO-0619 Commenti should 
b. fcruarded by B00707 U/o end on , fl . /(W 3on 

EIEENHUT.D C Divmon of Lic.minj 80/06/O9 2pp 



F B.cuntV m.Jical, enorgsnc,, 



B00004aa R.qutit* ..tension of t,n, for iubutt.l of security guard 
training t qualification program until D e 'J B 7^'?"* !L 
tindtr.d ..curity plan matl ha) been accepted for docketing 
HULLER.O E Illinois Pouer Co BO/06/19 IP 

Inspection rtports, IE Bulletin) 4 correspondence 

BQ0620011B Forward! IE Insp flept 50-461/BO-04 on 800325-28 * notic. of 

FIOReU.l"c Itejion 3. Chicago. Reactor Construction fc Engineering 
Support Branch 60/04/25 2pp 

--8004300121 Natic. of violation from imp on 800323-28 

* R.gion 3, Chicago, Reactor Construction J. Enoineering Support 
Branch 50/04/21 Ip 

BQ06200I24 IE Insp R.pt 50-441/BO-04 on 800325-2B Noncompl iatice notad 
ntiulr.menis not correctly translated into drawings (. specs 
NAIDU.K , HARD.K , KMOP, R C Region 3, Chicago. Office of the 
Directsr BO/04/21 ISpp 

8004230145 Forwards IE Imp Rpt 50-461/00-07 on BOQ422-34 ti notice of 
violation 

FIORELLI, Region 3. Chicago. Reactor Construction & Enjinterlng 
Support Branch BO/05/09 2pp 

8006330148 Notice of violation from Imp on B004B2-24 

* Region 3. Chicago, Office of th. Director 80/03/09 2pp 

B006230151 IE Insp Rept 50-461/80-07 on B00422-24 Noncomp 1 lance noted 
failure to properly store melding matl. failure to verlfu 
conformanc. during Insp 6 failure to conform y/procedures 
DANIELSON.D H Region 3, Chicago, Reactor Construction t, 
Engineering Support Branch LEE. E M K Region 3. Chicago. Office 
of the Director BO/03/09 6pp 

8006230049 Forwards IE Insp Rtpt 30-461/80-00 on B00414-30 fc notice 
of violation 

FIQHELLI.G Region 3, Chicago, Reactor Construction & Engineering 
Support Branch 80/O5/14 2pp 

8006230034 Notic. of violation from insp on 600414-30 

* Region 3. Chicago. Office of the Director 80/09/13 2pp 

--80O6230061 IE Insp Rept 50-461/BO-08 on B00414-30 Noncompl lance noted 
inadequate control of welding processes & inadequate control 
of nonconf ormlng matl 

XNOP.R C . LWERhORE.H H Region 3, Chicago. Office of th. 
Dir.ctor BO/05/13 Spp 

8006390372 Act rec.lpt of 800922 Itr Informing NRC of Iteps taken to 
corr.ct violitions noted In IE Insp Rept 30-461/80-04, 
FIORELLI. Region 3. Chicago. Reactor Comtructlon tt Engineering 
Support Branch 80/06/11 Ip 

8006230375 Responds to NRC 800423 Itr re violations notad in IE Imp 
Rept SO-461/80-04 Corrective actions Bargent & Lundu design 
drilling uill be revised to Identify 480-volt sultchgear 
holts to be uelded to eoib.ildei) angle iron 
OERSTIjefi.WC Illinois Pokier Co BO/05/22 2pp 

BOO 43004 13 Ack receipt af 800606 Itr Informing NRC of steps taken to 
correct violations nottd In IE Insp Rept 50-461/80-08 
FIORELLI, Region 3, Chicago, Reactor Construction (. Engineering 
Support Branch 80/06/17 Ip 

8006300616 Responds to NRC 800514 Itr re Violations noted In IE Insp 
Rtpt SO-461/BO-08 Corrective actions removed all scrap matl 
fro* d.slgnated reject/hold area (, verified appropriate 
boundary markers 
OeR8TN6R,W C Illinois Pouer Co 80/06/06 Ip 



BQ06260064 Forwards "For Commont" edition of NUREG-0619 Commcntt ihag 
ba forwarded by B00707 U/o end 
EI6ENHUT, D G Division of Licensing 80/06/0"? 2pp 

F Security, medical, emergency It fire protection plans 

9004300-130 Requests eilension of time for submitlal of security guard 

training ti qua 1 1 f I cat ion program until Dec 1900 Previously 

tendered security plan matl has been accepted -for docketing 

UULLER.G E Illinois Power Co 30/06/19 Ip 



DOCKET 50-466 ALUENS CREEK NUCLEAR STATION, UNIT 1 

A Application/construction stage documents V correspondence 

9006230110 Advues QUR & PUR applicants of NRC decision to modify 
Implementation plan presented in Section 4 of NUHCO-0377 FB 
adequacy of applicable support structures General operating 
reactor review procadure t- acceptance criteria end 
EISENHUT.D Division of Licensing flO/O5/2O 13pp 

800623O133 Forwards "For Comment" edition of NUREO-0619 Describes 
technical i BSUBS, stud i es t> analyses performed by OC 
Comments should be (oriuarded to NRC by 800707 W/o end 
EISENHUT.D O Division of Licensing 80/06/06 2pp 

B006230151 Discusses reorgani lati on of Ofc of Nuclaar Reactor 
Reoulotion & advises that mot responsibilities re facility 
have been assigned to C Moon Reorganization charts end 
TEDE8CO.R L Assistant Director for Licensing 80/06/12 llpp 



Adjud Icatory correspondence 



B006190343 Responds to telcon 4. Itr requesting clarification of 
applicant responses to 13th set of interrogatories Explains 
use of citations d Bit ant of ansuier* Related cnrrepandenci 
DIDDLE, C T Daker & Dotts BO/03/31 2pp 

8006180013 Response to Houston Lighting '/ Pouer motion to compel 
production of documents from TX PIRO 8. C Hindertein Motion 
is moot due to Johnson 800420 Itr informing of Intention to 
produce documents in two wks Related correspondence 
SCOTT, J Teias Public Interest Research Group 00/03/01 Ip 

SOO6060392 Interrogatories << requests for production of documents r* 
consolidated Contention 3 concerning effect at transmi stion 
lines on human health Marraclr 800502 Itr to utll ti 
Certificate of Bvc end 

HAflRACK.D Marrack.D RENFRD. W E Affiliation Unknown BO/OS/03 
6pp 

8006120030 Response to JF Doherty 16th request for production of 
document* MEDO-109Q3-1, NEDO- 10678, APED-5736, APED-3335, NEDO- 
10017,NEDD~20913A,NEDO-20?39 t NEDO-24154 I & II are 
available for insp ft copying Certificate of Bvc encl 
BIDDLE.C T - NEWMAN.J R Houston Lighting fc Pouir Co BIDDLE.C T 
Baker k Dotts BO/09/06 4pp 

8006170286 Requests t. interrogatories re financial qualifications 
Including request for Insp tt copy Ing, first set 
of Interrogator! Ei directed to applicant b rvqueit for 
documents directed to NRC W/Certif 1 cate of Svc t article 
DAKER, D Affiliation Unknown 80/03/07 9pp 

80060SOOBS Motion for protective order re public disclosure of vendor 
document* b Info requested by JF Doherly Disclosure may 
Impair vendor competitive position Certificate of Svc & 
proposed order encl 

BIDDLE, C, T , NCWMAN. J R Houston Lighting & Pouer Co BIDDLE.C T 
Baler b Bottt 80/03/13 9pp 

80060BOI30 Discusses implications of ALAB-S90, requiring pitlttomi-i 
to Intervene to state bases for each contention uj/reaionable 
iptcificitv Ruling shifts burden on applicant & NRC u/ 
respect to contentions 
LAZO.R M, Atomic Safety and Licensing Board Panel 80/05/16 Bf>p 

6006090204 First set of Interrogatories t requests for production of 
documents directed to JK Bishop Requests identification of 
e>pert witnesses t, mat Is related to testimony Certificate of 
Svc encl 

BIDDLE.C T , NEWMAN, J R Houston Lighting t, Pc-uiar Co BIDDLE.C T 
Baler (. Botts 80/09/17 Spp 
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B00607Q215 First set of Interrogatories t requests for production of 
document! directed to Intiirvenor QL Baker Requests 
identification of expert uitneisvi & mails related to 
te*timony Certificate of Svc end Related correspondence 
BIDDLE.J G Houston Lighting & Power Co BIDDLE.J Q Baler * 
Botts SO/OS/ 17 3pp 



~ 9O06160I70 Notice requesting R or M Frammn to appear tor BO061B 
deposition on behalf of utiljat Author ofcire contentions 
admitted til ASLP B00310 order Instructions It Cert l*iete of 
Svc cue 1 

B1DDLE.C T Houston Lighting fc Power Co BIDDLE. C T 84 k Br 1 
Bntt* 80/03/27 4pp 



8Q06120061 First let of interrogator i es d request* for production of 
documont* directed bo intervsnor SA Doggett Requests 
identif ication of witnesses t matls related to plannad 
c-ipirt testimony Certl f IcJite of Svc end 

B1DDLE.C T , NEWMAN. J R Houston Lighting Si Pouer Co BIDDLErC T 
Baker fc Botts BO/O5/17 3pp 

B006120064 Pint nt of interrogatories *, requests for production of 
documents directed to intervenora Framson Requests 
identification of witnessed i matls related to planned 
oipart testimony Certificate of Svc tncl 

B1DDLE.C T , NEHMAN, J R Houston Lighting & Power Co "uIDDLEfC T 
Daker fr Dotts BO/O3/I7 5pp 

DOQ6120068 First set of Interrogatories t requests for production of 
documents directed to incervenor D Marratk Request* 
identification of witnesses t; matl* related to planned 
expert testimony Certificate of Svc encl. 

DIDDLE, C T , NEWMAN, J R Houston Lighting t Power Co B1DDLE. C T 
Oilier 1 Botts QO/05/17 9pp 

8OO6120097 First set of interrogatories t request* for production of 
document* directed to Intsrvenor FH Potthoff Reo,ue*ti 
identification of witness** & matls related to planned 
Ptpert testimony Certificate of Svc encl 

BIDDLE.C T , NEWMAN, J R Houston Lighting & Pouer Co DIDDLE, C T 
Baker & Botts BO/O5/17 Spp 

BOO A 04 03 BO Response to Houston Lighting b Power First set of 
interrogatories & requests far production of documents 
Intervenor uitneises Ii test Imony-related documanti are 
unknoun Certificate of Svc end Related correspondent e 
DQOQETT. SA Af f i 1 iation Un known 80/05/19, Spp 

8006120417 Urges that applicant BOO429 motion be granted to compel 
productifln of documents Prom TX PIRO Ic C Hindersteini rt 
three groups of documents not produced an SO0313 Ortif icato 
of Svc encl Related correspondence 
NEWMAN, J R Louienstein.Neuiman.RBis, Aielr*d & Toll 80/Q3/20 4pp 

B0061B0196 Notice of BO0613 deposition at author afc, directed to DL 
Baker to testify on behalf at utllir-e contentions admitted 
per A8LB BQ0310 order Instructions b Certificate of Svc 
(tic I 

COPELAND.J Houston Lighting i. Pouer Co COPELAND, J O Bakr J. 
Botts 90/05/20 4pp 

B0061BOEOO Notice of 600611 deposition at author oft, directed to JH 
Blihap to testify on behalf of utllrre contention! admitted 
per ASLB B0031O order Instruction* k Certificate of five 
encl 

COPELANDrJ Houston Lighting ti Pouer Co. COPELAND, J Qatar & 
Botts BO/09/20 4&p 

BOOalGOSOS Notict of BOO&12 deposition at author o f c, 41r*ct*,d to BA 
Doggett to testify on behalf of util.ra contention* admitted 
per ASLD 800310 order Instructions t Certificate of Bvc 
encl 

CQPELAND, J Houston Lighting & Pouer Co COPELAND, J tlaker t> 
BoUt aO/03/20 4pp 



80a<>190101 FQIA request for 19 document* spec If ical ly idatitifleif bij 
accession numb ur. doc ku t numbers b Brief description to aid 
In facility proceeding 
PdHERTYrJ F Daherty.J F 90/O5/2B 4pp 

800iO900iS Order arantinq applicant 000*29 motion to compel production 
of documents from intorvonors C Hlndertnin ft TK PJBO re) 
documents not produced on BOOS 15 Intervenors shall comply 
lu/ordtr b i| BOOtO? 
WOLFE, S J AtomU Safety and LJcgnsing B-oard Final BO /O 3/30 Spp 

BO04090076 Eipress concerns re eiemption of plant* from environ Impact 
consideration on cat-as trophic events 
WEINBED-H.1"'HH Af fil 1-atian Unknown BO/09/2O Spp 

3006090033 Urgei iviuance of lupplemental 18 re Class 1 accident 

potential Certificate of Svc encl 

SCHWARTZ, A R Teian State of BO/Q5/E2 4pp 

8006170224 Order grantina applicant 800-129 motion to compel production 
of document* from i ntervenor i C Hindentein ti TX PIRO re 
three groups of documents not produced on flQOSlS tntarvenors 
*hll comply, unorder by BOD&O9 
WOLFE, S J Atonic Safatv and Licensing Beard Panel 80X05/3O. Spp. 

S006 110346 Response in opposition to applicant motion to compel add! 
documents -from TX PIfiO If C Hindersteln Financial terms 
bftueen intervcnnrs tc ultnessei are proprietary in nature* 
TX PIF1-3 doe* not posiess c 1 tq uater supplg studl** 
SCOTT, J Teiai Public Interest Rn earth Group 30/05/31 9pp 

B006040115 Second partial response, to JF Dahirty tuilfth set of 
Interrogatories Includes NUREO CF1-066O recommenda tions, IE 
field ln*pa of QA program implementation & diese.1 gen'Tatar 
events Affidavit & Certificate of Bvc ncl 
SDHINKI.B M Hearing Branch O 80/06/02 IBpp o 

8006110170 Motion to quash applicant 80042? motion to compel production 
of document* from C Hindertteln S- TX PIRO No urltten 
contract or agreement ui/Satlon exist* Other info ptquntid 
Is undfr third party control Certificate of Svc encl, 
HINDER8TEIN.C Affll la t Ion Unknown BO/06/03 4pp 

B0061903B3 Statement of position re linkage at financial qualification* 
(< aafety ASLD SQ0310 order did not prevint Intervenon from 
avierting linkage between financial qual iPieatlon* b lafetv- 
CartlfUate of Svc encl Related correspondence 
BAKER, B Affiliation Unknown 80/06/03 App 

B006190S57 Response to applicant first set o^ interroDtorles Si request 
for production of document* Kitnesies as get unknown 
Certificate of Svc ncl nelatd correspondence. 
DAKCR'D Affiliation Unknoun, SO/O6/O3 2pp 

0006190364 Second set of 1 nterr ojatories !> request for production of 
documents Request* identity of ultneoeB Certificate of Svc 
encl Related corresp onde-nce 
BAKER. B Afflllatidii Unknoun BO/06/03 Spp 



BQ060E0466 Order granting in part t; denying in p*rt applicant 800501 
notion to confirm agreements on consolidation & to 
cnniolldat* certain contention! Lead party muit be appointed 
in 10 days to preient avidentei cro*s-eiamine ti plead 
UDLFE.B J Atomic Safety and Licensing Board Panel 90/05/23 6pp 



Q006190969 First set of inteiragatarle* r contoltdattd content Ioni 
Doggett 4 b Perrenad 1 Requests info re uritnet ie> financial 
estimate* at const delays b estimate at date of cann*rcl,L 
operation Certificate of Svc end Related corTatpondenc* 
DDOOETT. B A Dogg^tt, S A BO/04/03 1 tpp 



80O6060463 Advises that author* do not *hare RH Laio concern* that 
ALAB-390 ellmlnatei bale* require-ment for contentions. ASLB 
is not fret to determine whether petitioner has correctly 
relied on bates cited 

PARIS.O H . BECHHOEFERrC , BHDN, F J Atomic Safety and Licensing 
Board Panel so/03/27 2pp 

3006160166 Notice resetting D Harried to appear for 000630 deposition 
on behalf of utiliat author oft. re contention* admitted by 
ASLB B00310 order Instruction* It Certificate of svc encl 
Related correspondence 

BIDDLE.C T Houtton Lighting * Power Co BJDOLEiC T Baker fc 
Botts QO/OS/27 Ipp 



B0061A0023 Forward* 900&O& Interrooatorles b reqirest* for production of 
documents 
JOHNSON, C Ttxai Public Intereit Research Group aO/OA/04 Lp. 

BOOA160029 Interrogator las ti reg.ueits POT production of document*. 
Includes quaittons re computation oP stres* capabl lit it* of 
reactor coolant boundary d length of tine required for 
reactor scram 
JOHNSON. C Ten* Public Intercit Research Group BO/06/06. Sff 

G0061BO'1&9 Racommends that ASLAQ campoil 6 i on be changed to remove 
imbalance ha tup en lauyer & technical memtters i th*t 
unnecessdrij legalistic burdenst procedure* & req,uir*m(ints be 
el irainated ,, 

DEAL.EiV D Valentine D Deale B0/06?09, 4p 
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9Q061301S7 Advice* of rec&ipt of B Baler B00603 statement of poiition 
re linkage between financial qual if Uationi t safety All 
parties involved ihould be consolidated on leuus- Renuiriti 
that A9LD require appointment of single repres entati v 
BQHINK.1,8 fl Hearing Brancfi 3 00/06/11 2pf 



Motion for encl protective order fc agreement r JF Doharty 
B001 12 motion for subpoena to produce SE "Rad Rpt " 
Photocopu, privilege wlil be granted tf shown that document 
1 essential for evidentiary purpose* W/Crt i f iicate of Svc 
BIDDLE.C T , NEWMAN, J R Hou*ton Lighting fc Pouter Co BIDDLE.C T 
Baker & Qottl 80/06/11 15pp 



B00ilflQ34& Re*ponse to D Saktr HOOil 1 motion to compel product inn of 
documents re applicant rate hike application it hearing. 
Motion ii moot due to aval labil i tij of documents for imp & 
copying CertiflcaBe of Svc a-ncl 

COPELAND, J . NEWMAN, J R Moustoni Linhtin( 4 poutr Co 
CGPELANB.J G Bakr h Botts BO/Qfo/12 3pp 

SOO&1SO374 Motion to compol production of documents r* applicant rat> 

hike application & hearing Requests access tor indefinite 

period byond discovery limit 

GAKER.E Affiliation Unltiouin SO/06/ Jl Sop 

QOOilB039S Order denying as moot TX PIRQ Q00931 r*lponse & 
C Hinrfersteln BOO A 03 motion, do to r>alutian of disputed 
items among applicant & Intervenori ABLE B00330 order re 
production of document's Is vacated 
NOLFE.S J Atomic aafety anil ilcensinj floanf Panel SO/06/12 2pp 

a0061B0399 Advise* that disputed IfceiM between applicant tc Jtitcrvenon 

TX pfRO & C Hitidei-i6ein.ro rtBLQ 800530 order, have baen 

re*n 1 vid 

COPELAND.J fi Batir S. Butts. ao/06/11 3pp 

BOO 61 900^4 Responds to FQIA riunt for 16 document* Identified o<j 
acceiilon number, docttt number* & brief detcrij tion iu altf 
In facility proceeding Forward* ducupenti listed In App A 
Documenti 6 & 14 unavailable W/o encls 
f ELTON, II Division at Rults and Record t BO/O6/13, 3pp 

8006230433 Concurs u/NRC SOO&l 1 position re Intervenor B Otktv BO 04 03 
contention j-e linkage be>tuo>n financial qualification A 
*afet|| Order toniol idating <uch contBitloni (- appointing 
tingle litigating party requ-fited Certificate of Bvc incl 

D B LDuenstein, Meuiman. Rail. At tlrad t< Toll 80/06/17 App 



8006240457 Motion to compel D hUri-ali aniutrs to uti 1 600917 
Interrogator 1 *s & requettt for production of docuni*nti, 
Applicant mu-i-t be natffleiT of expert wltnestei prior to 
8007O? Certificate of Svc encl Delated carrnpondtr c 
COPELAMD, J.G Houston Llohtlnc k Poiuer Co SO/06/19 4pp 

00062-50464 Motion for liiuatic* of luhaafna dlrecttit to D Marract fo? 
OOOfiSO depofltlon noticed to< intepvenor on B003S7 
Certificate nt Svc. draft *uhpoena U deposition ichedule 
incl Rilatad correspondence 
COPELAND, J Houston Lighting & Poutr Co 60/Q6/19 9pp 

S00624030 1 ? Order electing not to review ALAH~S90 upon Commission 
initiative JF Ahearne dissent! & would summarily rrverie 
iftctsion 

CHILK.S J Dfflc* of th So cr ft dry of the Commi I 1 on 90/06/20 
IP 

80042403^1 Second *et of Interrogatories % requetts for production of 
document*. flujyestt idientlf icatlon of dotumtnti Eunportlng 
contentlnni ( identity of persons canttiM.nl In preparlnj 
contentioni Certificate of Svc end 

HANCOCK, D , NEWMAN, J R Hoiftton Liahtimg t< Power Co HANCOCK, D, 
B*ir l> Botti BfUGd/SO &pp 

800*840211 Memorandum & order denying AI moot D M*rrack BOOfill motion 
far protective order 4 rejecting applicant 900il'? motion far 
Iftuanct of lubpaena Applicant may file such motion directed 
to D Karrack for taltfng 80070& deposition 
WOLFE. S J Atomic 8aftu and Liceming Board Pnl, HO/O6/23 3pp 

8000270337 Rpon* to intervenaT PC P1R"> ninth let of Interrogatories 
Includes info re future analysis of RCPB piping per ftSKE 
code t; Ebaico b OE clcuUtion Affidavit & Certificate of 
Sve end 

CDPELAKD, -J , NEHMAM. J ft Houston Lighting & Power Co 
CDPELAHD,J Ba**r k Botts 60/06/B3 7fff 



shop Interrogatories lr 
n of dacumtnti- 
stlll tubj to 

Power Co 



BOOA300317 Response to D Baker second set of interrogator i ei & reviMi 
for production of documents re applicant Financial 
Hual if icatinns Identifies H Dean as anticipated uitneis dui 
to Foml 1 lari tij m/f inane la 1 integrity W/Cert i f 1 cate of Svc 
COPELANI),,; , NEWMAN, J R Houston Lighting !, Power Co 
COPCLANI), J 8 Baker - flotts 80/06/24 5pp 

0006300333 Response to JF Doherty eightaanth request for production , I 
documents NEDO-31551, NEDa-21154, Vol s 1 i. 2. PSAR Flours 
7 7-3' NEDa-S1173-P-l . NEDQ-21 173-P-a are available for Imp 
lc copylno Certificate of Svc encl 

BIDDLE.C T , NEWMAN, J R Houston Lighting & Pouer Co 31DM.6.C f 
Eflker * Doits QO/O6/21 Ipp 

E00i30033-l Response In opposition to Intervonor Marrock Jun* |TflO 
motion to compel answers to interroga tor ies InterrojatoT i ei 
mere not received until date of motion Interrogatories 
untimely per ftSLB 79111? order Certificate of Svc encl 
GULP. II H , COPELAND.J G Houston Lighting & Power Co CULP.fi H 
Louifrtis tein. Newman, Reie. Aielrad (. Toll 80/06/24 4pp 

BOO 630 03 40 Motion to compel FH Potthoff to ana me r first nt Of 
interrojatoriea K requests for production of documents re 
eipert uiltneaars E'perta' depositions must be taken inithin 
time left for termination of discovery W/Certi Flcflte of Svc 
BIDDLE.C T , NEWMANiJ R Houston Lighting b Power Co BIDDL,C T 
Bekor 6 Botts 80/06/24 4pp 

O Adviiory CnmmitteB on Reactor Safeguards reports & correspondent! 

S0061S0006 Forwards ACRS SOOSOi I tr to Chairman Ahrn rt near- hm 
CP app 1 Icat 1 nns 
VOU NOD 1-00 D, B J Licensing Branch 1 SO/OS/BB 3pp 



DOCKET 30-467 ALLENS CREEK NUCLEAR STATION. UNIT 2 
Ad judl catory correspondence 



BOO-&O20190 Discusses implications of ALAO-370. requiring pitittontn 
to Intervene to state bases for each contention iii/reasonable 
specificity Ruling shifts burden on applicant k NRC u/ 
respect to contentions 
LAZQ.R M Atomic Safety and Licensing Hoard Panel 60/05/16 S 

BOOA19O101 FOIA request for IS documents speclflcallg Idtntiflld lv 
accession numBeri docket numbers ! brief description to aid 
in facility proceeding 
DDHEflTY, J F Uoherty.J F 80/O3/28 4pp 



Ruponds to FOIA request for IS document* identified 
accession number. doc ket numbers & brief description to aid 
In facility proceeding Forwards documents listed in App A 
Documents 6 & 14 unavailable U/o ends 
FELTOH, J H Division of Rules and Records BO/06/13 3pp 



DOCKET 50-471 PILGRIM NUCLEAR POWER STATION, UNIT a 

A Application/construction stage documents t, correspondence 

30O6230110 Advises BUR h PHfi applicants of NRC decision to modify 
IfflplBroentatlon plan presented in Baction 4 of HURGO-OB77 re 
adequacy of applicable support structures General operatln] 
reactor revlow procadure t. acceptance criteria encl 
EIBENHUT. D O Division of Licensing HO/05/20 13pp 

8006R503B7 Dlscuisei reorgani tatl on of Ofc of Nuclear Reactor 
Regulation & advises that ingt licensing matters u/respect to 
facility have been assigned to D Scaletti Reorgani ration 
ch*rts encl 
TEUE8CO,n L Assiitnt Director for Licensing 80/06/13 IBpp 

Adjudicatnry correspondence 

BOO609O14B Responds to ABLD Q00327 order requasting date of pi*nnJ 
teitlmonij re emergency planning Issue Written testimony will 
be Piled within 4-6 w>ii from receipt of NRC evaluation 
Re 1* ted correspondence 
WniOHT, F8 Massachusetts, State of 00/05/02 2pp 

6006110038 Notice of withdrawal from proceeding effective 80Qt03 
Certificate of Svc enel 
LEWIS, S H Hearing Branch 2 SO/06/03 3pp 



M Qent'ral coi vesp ondenc e 

BOO6160065 Request mod of first pago of distribution list Distribution 
I i3t encl 
MICKEY. W F Boston Edison Co 8Q/06/-09 2pp 

D Advisory Canmitl.ee on Reactor Safeguards reports Si eorre ipnndenc e 

BQO&20G53O Forwards ACFfS Itr re near-term CP application! 
SCHWENCER.A Licensing Branch 3 BQ/O5/30 4pp 

8006200536 Discusses ACRS 8005O1-03 meeting ro review of near-term CPs 
Urges that NRC resources be made available for re-solution 
of action plan items t> policy questions 

PLESSETiK S rtCftS - Advisory Com.nitieo on Reactor Safeguards 
80/OS/O6 3pp 



0006050523 Forwards IE Insp Rspt 30-492/8O-09 on BOG317-20 & notice 
of violation 

SEIDLE.W C Region 4. Dallas. Reactor Construction Ik Engineering 
Support Branch 00/04/1 1 2pp 

9006030539 Notice of violation from insp on H00317-20 

* Region 4, Dallas, Office of the Director BO/O4/OFJ Sp p 



IE Insp Kept 3O-4Ba/60-05 on 800317-20 Noncomp Uanco notBd 
failure to provide prompt i. adequate cnrrective action 
CROBSHAN.W A , MARTIN, L E , DBERG, C R Region 4, Balls*- Offitt of 
the Director BQY04/Oa 6pp 

8006060128 Forwards IE Insp Rcpt 50-132/30-07 on B00331-0403 No 
none amp 1 i-ance noted 

EEIDLErU C Region 4. Dallas, Htactor Construction & Enoinonrlng 
Support Branch GQ/04/ld 3pp 



Inspection reports* IE Uu-lletins It correspondence 



BO06190332 Requests provision of personnel for field survey re plant 
breakwater review Loiu tide on S0061O mill allow imp of too 
o* structure Site visit necessary to recommend final 
appro/al of design 'j placement 

BIVINSi W S Hydro log ic ', Geotechnical Engineering Branch 90/03/29 
2pp 



-- aOQ6OA01Gl IE Insp Rapt 5O-4B2/BO-0/ on B00331-O403 Wo noncomp 1 ianc I 
nototf Major areni Inspected const deficiency T&ptt 
allegation re melding & const activity 

CRassrtAN'W A , ODERO,C R Region 4, n a ]ia, Office of the 
Director QO/O4/19 ypp 

BOOA12O3&b Advises that IE Insp Rep t 9O-492/BO-06 dooi not contain 
proprietary Info Forwarding Itr i rapt mag be placed In PDF! 
KOEBTEFi.Q L Kansas Gas t< Elecbric Co 80/04/24 lp 



DOCKET STN-SO-1B2 WOLF CREEK GENERATING STATION 

A Application/construction stage documents & correspondence 

BQQ&2301IQ Advises DWR & PUlt applicants of MRC decision to modify 
implmnontation plan presentad In Section 4 of NUREQ-OS77 T-t 
adequacy of applicable support structures General operating 
reactor review procedure & acceptance criteria encl 
EISENHUT, D G Division of Licensing SO/03/20 13pp 

B006250196 Reports that ASME Code Case N-71-? re addl rnatl* for 
component supports Fabricated by ueldlng la c ond 1 tional ly 
approved for general use 

, B J Licensing Branch 1 QO/Oo/13 lp 



F Security, medical, emergency fire protection plans 

BOO6 190325 DISCUBICS review of util 800937 Itr responding to qu-titiottt 
re QA programs for Fire protection Requests that util tc Cl 1 
holders be informed that responses are acceptable 

P Quality Assurance Branch GO/O6/O3 lp 



BOOA040330 Forwards IE Bulletin 90-12, "Decay Kaat Ramoval Syi 
Operabilltq " No uritteei i eaponse r&nuiraJ IE Info Notice 
BO-3O, "Loss of Decay Heat Removal Capability at Davi -&*> 
Unit 1 Uhile in Refueling Mode" encl 
SEYFRIT.K V Region 4. Dallas. Office of th Director- 00/03/01 



8O0630OQ64 Foruards IE Circular BO-12, "Va 1 va-BhaPt-To-Ac luator Hag Hay 
Fall Out at Place When Mounted Below Hori rental All* " No 
url tfcen response required 
SEYFRIT.K V Roolon 4, Dallas, Of f i c o of the Dirtctor. 8O/O9/I4 



BOO&07O1S3 Act receipt of 800307 Itr informing NFIC of *topi tkvri to 
correct violations noted in IE Imp Rept 30-462/80-08 
SEIDLE,U C Region 4, Dallas. Jtasctor Construction t< Enfllnnering 
Support Branch QO/O5/22 lp 

90060901SB Respond* to NRC H004 1 1 Itr re violations netted ii. IE Imp 
Ript SO'4QS/ao-O5 Corrective actions storage |>tdg hai **n 
stiff enedi seams caulked '- drainage around blda i proved 
KOESTER.S L Kansas Oas & Electric Co 00/03/09 3po 



9DOA23039'> Confirms intention to submit security training t. 
qualification plan by 0101O1 
KOESTER.O L Kansas Ooa & Electric Co GO/0&/1O 2pp 



B006130171 Foruards IE Inves I i jat i on Rept 50-4B2/BO-1G on BOOIH'J-aO No 
nnncorapl innce noted 
EEVFHIT.K v Region 1, Dnll.is, Office of the Diroctor 00/05/29 



Ad jud icatory correspondence 

8006060339 Notice of withdrawal from proc ecding, effect! ve BOO6QH 
Certificate of Svc encl 
LEWIS.SH Hearing Branch 2 8O/O6/05 3pp 

M Antitrust correspondence 

aoCW.230042 Act receipt of BOO506 Itr submitting antitrust info, per M 
Guide 9 3 
HES5IER.M Utility Finance Branch 00/05/21 lp 

P Operating license stage documcotE & correspundence 

S006200144 Forwards Const Technology Labs "WR Waugh Basemot Concrete 

Testing Program," supporting uttl contention that basemat 

concrete is uniform i of high quality w/actual in situ 
strength exceeding 3, OOO ps i 

KOESTER.O L Kansas Oas h Electric Co 79/lO/ai 2pp 



"WR Waugh Baaemat Concrete Testing Program " 
SHIDELER.J J , CAMPBELL, D H Construction Technology Lahorator-ie 
<<llv of Portland Cement Assoc > y^/twa-l 45pp 



Inspection reports, IE Bulletins t correspondence 



B00il3017a IE Investigation Rept 50-4B2/SO-10 on 800329-aO Ho 
noncomp 1 lance noted Major areas impacted alligatloni that 
supervisory & labor personnel involved in narcotics uti at 



HEfiFt. K , CfilSHILL. D D . SEVFdlT.K V 
the DirflCtor SO/05/2 1 ? rtpp 



Region 4, 0*1 Ui- 0-fflci of 



aoOi!20312 Peapontfs to IE Bulletin 9O-03 re vacuum cantfltlon reiultlng 
in damage to chemical vol control ays holdup tank* Tank 
damage due to vacuum conditions precluded 4i i; design 
provision* or suitable vent conncctloni 

PETRICK,N A Standardiied Nuclear Unit Power Plant 8^*t*n 
BO/06/Ofi 2pp 

S Riportablc accvrre-ncaai LEFIs l< related correspondence 

BOO61B0535 Potential deficiirncy rept ro RocVbestai cahl* jackib 
entrust on defects Jacket defects do not affect inviran 
qualification or ability of cAble to per form intcndni) 
function Defect does not constitute reportdble deficiency 
KOE9TER,O L Kanaaf Cae ! Electric Co 80/05/03 lp 

B006250O12. Deficiency rept re crack? in refueling pool Floor adjacent 
to reactor cavity Ac k la it urn So lubmit timely rept to NRC 
Cracks are being evaluated by Beehtel Problem does not 
appear to const i frute i-eporlable dcftelency 
KOESTEH, L Kansas Oas & Electric Co 30/05/14 Bpp 



BOOi3D0047 Forwards IE Circular 9O-05, "Emergency Dieiel Oenerator 
Lubricating Oil Addition ; Onsite Supply " No uritten 
response retired 
SEVFR1T.K V Region 4, Dallas, Office of tho Director 9O/04-/01 



9006290019 Foruards Bechtel 300508 luppl to final 4ePlcincu. rept ra 
Ruikln KPg Co vertical fire dampen. Mad prapoied in 900215 
Final rept is unacceptable since Number & screuis could 
become loove Ruitln nas developed successful design mod 
PETRICK.N A Standarfiied Nuclear Unit Power Plant Suitem 
HO/OS/1A 6pp 
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DOCKETED ITEMS 



0005300 -itl Part 31 rept ri pipe support swag ttruti u/looie bushings 
During itiinic evint. piping could b ovrstrjsed Struts 
havi bun nuarked lo correct deficiency 
MEYERS, S L Bichtel Corp BO/05/19 3pp 

BOO 62 50 374 Ack nceipt of BQ0516 final deficiency rapt re Rusfcin Mfo Co 
fire d<*>peri 

CARLSOW.R I Region I, Philadelphia. Reactor Construction fc 
Enginiirlng Support Branch BO/06/02 IP 

BQC61203H tnttrln deficiency rept re centrifugal charging pump 
operation following stcomjarg side line rupture dlscuned In 
800508 til con Evaluation of transient described in 
Heitlnjhoun SQQ50B Itr utll be provided pending cnnplation 
PETH1CK.N A Standardmtf Nuclear Unit Potuir Plant Eastern 
BO/06/06 3ft 

BOO6240200 Follotui up B0050B notification of potential dtficiencg re 
llniar Indications tn pip* spool in essential svc uter 
dlieharge lint Evaluation determined matter not reporfcable 
KOE8TER.O L Kamai Oil f. Electric Co BO/0&/O6 Ip 

BO062402Q4 Follows up 800509 notification of potential deficiency rt 
color coding of uirei in saf etg-re luted suitchgear supplied 
bit OE Evaluation determined natter not reportable 
KOEBTER.O L Kansas Oas t, Electric Co 80/06/06 Ip 

8006250403 Act nceipt of BOOS06 final deficiency refit n Bunker Ramo 
Corp electrical penetration assemblies 

CAflLSQtJ.R T Rejion 1. Philadelphia, Rtactor ConltrucHon t, 
Englnrin) Support Branch 00/06/06 IP 

B006170492 Supplenintal defUiincij rpt aivliinj NRC that addl Imp 
found Benftratlon wire lamination* u/inlulation eitending 
into t*rninal lug barrel 1, incorrectlu ilitd lugi on ulri 
adul* Hold on addl fabrication at Hunter Ramo vttabllihtd 
SEIKEN.S J Staniiardiieif Hucl*ar Unit Pouitr Plant Sutttn BO/06/I8 



8006170612 SuppUmntt 800S04, inttrim deficiency Fpt r qualitij tc 
intijrltv of penetration ulre tirminationi Addl tti-nin.tinni 
found w/ln*ulatlon eitandlng Into or through terminal lug 
Barrel Aiifi(*nt of Bunl r Rarnn OA 1 mgt undtrua^ 

SGIKEN.B J Standardlnd Nuclaar Unit Power Plnt Sytttfl 80/06/12 
2pp 



H General correspondence 



SOO60204S1 Responds to 000324 request foi info re application to 
facility of NRC revisions in plant design & safety ttd 
reiulting from TMI-2 accident Revisions published in enc 1 
NUREOs 057B ti OSB5 W/o ends 
VQUNODLODD, B J Liconsing Braneli 1 BO/05/22 app 

S00611O240 Submits Info ro recent functional changes In util 
orjani lati on al structure 
BflYAN, J K Union Electric Co 60/06/04 Ip 

Inspection reportsi IE Bulletins !, correspondence 

S006090S06 Forwards IE Insp Ropt 50-183/BO-01 on B00107-09 No 
none amp liance noted 

FIORELLl.O Region 3, Chicago, Reactor Construction & Engineering 
Support Branch 80/04/23 2pp 

--B006090511 IE Insp Rept, 50-103/80-01 o n flOOl07~07 No nancamp 1 iance 
noted Major areas inspected 8A program relating to control 
of design (. procurement, aud i t program & document control 
KNDP.R C , UE5COTT.H n . HANSEK. W Region 3. Chicago, attic* of 
the Director 00/04/17 "?t>P 

8006170196 Forwards IE Insp Rept 30-4B3/BO-07 on 000311-11 (. notice 
of violation 



Region 3. Chicago, Reactor Construction t. Englneerinn 
Support Branch 80/04/36 3pp 

BOQ6170197 Notice of violation from inap on B00311-14 

* Region 3. Chicago, Office of the Director HQ/04/2S Ip 

B006170S01 IE Inp Rspt 50-4B3/BO-O7 on B00311-14 Noncomp 1 lance noted 
failure to establish procedure to control welding 

WESCOTT.H M , KNOP, R C Reolon 3, Chicago. Office of the Director 
BO/04/2S 6pp 

BOO&1B0410 Forwards IE Insp Rept 90-4B3/80-11 on 800329-27 No 
none amp 1 lance noted 

FlrjRELLI.G Region 3. Chicago. Reactoi- Construction tc Enolnsn-Ino 
Buflport Branch BO/04/29 2pp 



DOCKET STN-3Q-4B3 CALLOHAV PLANT. UNIT 1 

A Appltcatlon/conitruction itag* docuraent* I correspondence 

8006170260 Bu B r..ri ( ,, ,uistions tranimitted to Bechtel at result of 
800*10 aeetino re util efltid rept 
8CHNELL.O F Union Electric Co BO/O4/24 g p p 

BOM830110 Advli*i BUR fc PUR applicant, of NRC d,cisi on to .o.ifu 
lopiiHentatlon plan presented in Beetion 4 of NUREO-0577 re 
aifetu'ci, of applUaii, cup-port structure* Oeneral operatlne 
rV i iH Kr " 1 ""-' * " P tne* criteria tncl 
O Diviiion af Licensing BO/05/20 13jp, 



BOOW90501 Confir.t 800319 

^EPPLER ^ E"? 10 *i M , 
KEPPLER.J R,,ion 3. C 



iscu.sion r . 600329 ffl ..tln 9 in Ol.n Ellv 
f m "" 1 <'"' Pi-*- .-r at ,!t. " 

icago, Office of th. Director BO/05/22 



< t Cinlln s "-* "111 be handled b u 

tviti" " b<i " 9 "'" U """ n of """P** * nBln H 

TEDE8CO.R L Anisl.nt Director for LU.niinj BO/06/12 2pp 



VOUNOHLOOD.B J Licensing Branch 1 BO/06/13 Ip 

l "UL?!!!;^:.!!:^:^.^:* **' P i.. 

8006190335 Discu.se, revifU- O f util BOOS27 Itr responding to ue.tlons 
Quality Anurance Branch BO/06/03 Ip 



~ B0061B0414 IE Insp Rept 50-483/80-11 on B00335-B7 No noncomp 1 lane. 
noted najor areas inspected saf etij-rc latod structural 
concrete ti soili work 

LANDSMAN.R Region 3, Chicago, Office of the Director 
HAYEB.D M Region 3, Chicago, Reactor Con*tructl on i Etuineerino 
Support Branch BO/O4/2S flpp >ii.cr <n g 



""" 



S00423-24 t, notice of 



B006300070 Notice of violation from in*p on 000493-2t 

Region 3, Chicago, Office of the Director 80/05/13 Ip 



instructions shoun in desinn 
- provide tlmelu 



vM- t * 

verification of work per design rEquirementi 

DANJELSON.D H Reoion 3, Ch Ica go , V^tor Con, true Uor, K 

S. 1 S"K P 8Hp 8S^;S IiellVINl1 T RB9ion 3 ' Chl "- Ofptc ' 



BulUtln 80 ~ os re vacuum condition resulting 

dM dp f DI cont1 ' 01 h ld"P Unn Tank 9 

damage due to vacuum conditions precluded bu design 
provision. 01 suitable vent connection., ' 



,, 
chemital VDI 



N A app B * a " dal ' (f " ed Nuclear Unit Power Plant 



B006230063 Ac J receipt of 80052B Itr informing NRC of steps taken t 

alD * " Ud ln 1E Inap "'P* so ! ^/GO-07 



DOCKETED ITEMS 
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8006230069 Responds to NRC 800436 Itr re violation* noted in IE Imp 
Rept SO-4S3/BO-07 Corrective actions arranging, meetinfl 
tu/Dechtet & P-W Industries to resolve question* re uildlng 
procedure* used for cable tray fittings 
BRYAN.J R Union Electric Co SO/O5/2B 2pp 

3 Repnrtable occurrences, LEfls 6 related corraipondence 

8006250018 Forwards Bechtel B0030B uppl to final deficiency rept re 
Ru*kin Mfg Co vertical fire dampers Mod proposed in B00215 
final rept is unacceptable since Number 6 screws could 
become loose Rusk in has developed successful do*(gn mod 
PETR1CK.N A Standardized Nuclear Unit Pouier Plant System 
80/03/16 Spp 



Adjudicatory correspondence 



8006110397 Request* confirmation of util deciiicn re licensing of 
proposed facility Ltr prompted by 000331 Itr to editor in 
Times-Union neuipaper in which JE Houlton claimed proJBct 
uai cancelled 

TQMPKIN3.B A Atomic Safety and Licensing Appeal Panel 60/03/06 
IP 

B 00604 03 43 Requeit for eitenaion until &OQ616 for parti ri. eicept NRC. to 
submit post-hearing memoranda re radon Itiue Record lengthy 
lc intervenors have other commitments made prior to Fab 19BO 
Certificate of Bvc ent 1 
KEPFGRD.C Citizens for Safe Envirnnmtnt BO/05/20 4pp 



6006030001 At If receipt of 800313 interim deficiency rept re improper 
preheat of heavy structural members prior to welding 
NRC mill review final rept upon receipt 

FIQRGLLI.G Region 3. Chicago, Reactor Construction If Engineering 
Support Branch 80/05/23 Ip 

8006290374 Ac k receipt of 800516 final deficiency rept re RuiVln Mfg Co 
fire damper* 

CARLSON, R T Region 1. Philadelphia, Reactor Construction b 
Engineering Support Branch BO/06/02 IP 

BOOM 203 11 Interim deficiency rept re centrifugal charging pump 
operation Poll owing secondary side line rupture discussed in 
8005QB to Icon Evaluation of transient described in 
Westinghouse BQ05QB Itr will be provided pending completion 
PETRICK.N A Standardised Nuclear Unit Power Plant Button 
BO/06/06 Spp 

B0062304O3 Ack receipt of BOOSQ6 final deficiency rept reBunker Ramo 
Corp electrical penetration asiemblle s 

CARL80N.R T Region 1, Philadelphia, Reactor Construction tt 
Engineering Support Branch 80/06/06 IP 



B006060262 Correction to llconsees' B0042S brief on diipoiitian of 
alleged Deficiency 1 Certificate of Bve enc 1 
BILBEftG.J E Metropolitan Edison Co SO/OS/HO Spp. 

8006060547 Reiponie to intervenor*, York Committee for Safe Environ & 
Cltiien* for Safe Environ request for eitcn*ion until 
800618 to file proposed findings of fact in generic radon 
proceeding Many delays in proceeding are cause for concern 
CONNER, T B Philadelphia Electric Co SO/05/23 llpp 

8006080550 Order granting eitunsion until 800618 for York Ctuwnlttee for 
Safe Environ & Cttliens for Safe Environ to file propo*d 
findings of fact Sc conclusions of law NRC findings du* an 
000703 & intervenors' & applicants' reiponiei an B007B. 
BISHOP. C J Atomic Safety and Licensing Appeal Panel 80/09/28 
Spp 

8006060529 Order. CLI-BO-23i aff irming ABLAB dec is ion, ALAB-502 Separate 
view* of Commin ionert Kennedy & Hendrie. leparate vieu* of 
Commlisioner Oiliniky & dissenting vleu* of Chairman 
Ahearne encl 

J Office of trio Secretary of the Comrtilllon BO/05/29 



8006170492 Supplemental deficiency rapt advising NRC that adcfl imp 
found penetration mire termination* u/insulatlon entendlng 
Into terminal lug barrel tt incorrectly siied lugi on uilr 
module Hold on addl fabrication at Bunker Ramo established 
SEIKEN.S j Standardiied Nuclear Unit Power Plant Bus tern BO/06/12 
Spp 

B006I7O612 Supplements 800906 interim deficiency rept re quality & 
integrity of penetration wire terminations, Add 1 termination! 
found u/insulatlon extending into or through terminal lug 
barrel Auessment of Bunker Ramo QA Si mgt underlay 

SEIKEN, B J Standardized Nuclear Unit Pouier Plant Sy*tem, BO/06/12 
Spp 

8006240441 Interim deficiency rept re surface* mounted plate* 
Rein*pection of surface mounted plate* underway Final 
rept will be issued on 800908 
BRYAN, J K Union Electric Co BO/06/16 Ip 



U Congrei i Jonal/Eiecuti VB Correipondence 



8006120920 Expresses concern over delys in NRC rnvleui of pending 
DL application* for facilities Failure to carry out rivleu* 
In timely manner is unacceptable Schedule for revlius should 
be developed t- implemented 

EAQLETON, T F , DANFORTH, J C . DDLE.fi Senate, Governmental Affair*. 
80/05/16 4pp 



DOCKET STN-3Q-40B STERLING POWER PROJECT NUCLEAR, UNIT 1 

A Application/Construction stage docymanti V correspondence 

8006230110 Advi*es BUR S> PUR applicant* of NRC decision to modify 
Implementation plan presented in Section 4 of NUREQ-0577 r 
adequacy of applicable support itructures General operating' 
reactor revliu; procedure & acceptance criteria end 
ElSENHUr.D G Division of Llcn*lng BO/03/BO 13pp 

80061 BO 53 7 Cammenti on 300906 preientatlan to NRC Comminlontrs re 
*tatus of SEP tt description of difficulty a* lack of 
aggrai*ion toy liceniees NRC has not provided guideline* 
Inuti u/hlghir priorities have arlon 
WHITE, L D Rochester Qas fc Electric Corp 80/06/18 3pp 



8006110172 Advises that no clear basis exist* for termination of 
proceeding due to unconfirmed repti nf cancellation of 
project Applicant must plainly cat forth intention* 
REI8,E,J Hearing Branch 3 BO/06/06 2pp 

B 006 2303 7 7 Memorandum Ii order vacating for mootness ABLB 1977 Initial 
decliion which authorlied lnuance of CP Proceeding 
terminated, Director of Mud Bar Reactor Regulation Initrucled 
to revoke outstanding CP 

BISHOP, C J Atomic Safety and Licensing Appeal Panel SO/06/17 
Spp 

800626020? Memorandum & order advlting th4t Sterling lisue It no longer 
germane to consolidated proceeding* uhere radon itue 1-s 
being determined Ecology Action cauie for late Intervention 
must be filed by B 007 00 

BISHOP, C J Atomic Safety and Ucensind Appeal Panel 60/04/23 
3pp 

Q Inipection report*, IE Bulletin* It correipondence 

8006200032 Forward* IE Circular SO-13. "Or id Strap Damage In 
Ueitlnghouse Fuel Astembliet " No written reiportie nquirid, 
ORlERjB H Region I, Philadelphia, Office of the Director 
BO/09/2B Ip 

8006120312 Respond* to IE Bulletin BO-O5 ra vacuum condition resulting 
In damage to chemical vol control lys holdup tanks. Tank 
damage due to vacuum condition* pricludvd by design 
provision* or suitable vent connection* 

PETRICK.N A Btandardltvd Nuclear Unit Pnuer Plant Bystam 
80/06/06 2pp 

S Reportable occurrence*, LERs i, related corre*pondence 

8006120311 Interim deficiency rept re centrifugal charging pump 
operation fallowing secondary side line rupture discuvi-ed In 
B0050S telcon Evaluation of transient deicrlbed In 
NestlnghoUi* 800508 Itr will be provided pending completion 
PETRICK.N A, Standardiied Nuclear Unit Pouier PUtit fiustem 
80/06/06 2pp 



DOCKET 8TN-50-486 CALLOWAY PLANT, UNIT 2 

A Application/construction stage documents tt correspondence 



BOO A 030 206 Request* Commission notification of any acceleration in 
facility const schedule 

CH1LK.8 J, Office of the Secretary of the Comminlon BO/04/17 
Ip, 



8006170260 Summarize* questions transmitted to Bechtel at result of 
800410 meeting re util untie i rept 
BCHMELLiD F Union Electric Co 90/O4/S4 Spp 

80O623O110 Adviiei BtfR !< PUR applicant* of NSC decision bo morfifg 
implomntatlon plan presented in Section 4 of NUflEC-0377 re 
adeq.uacg of appli-cable tup port structui B General operating 
reactor review procedure- lc acceptance criteria and 
E!SENHUT,[) Division of Licensing BO/05/20 13pp 

SO 0630 03 14 Forwards r eorgani lation chart For Dfc of Nuclear Rsactor 
Regulation Facility licensing matters in HI be handled bg 
R Stark Transition being ma do u/min of disruption to ongoing 
activitm 
TEUEaCu.R L Asslitant Director for Licensing SO/O6/IS 2pp 

B00a2aol6 Riports that A9ME Code Calf N-71-9 r* addt matl* for 
component supports fabrlcatod bg welding 11 cond itional ly 
approved for general USB 
VOUWJBLoaD, B J Licensing Branch 1 80/06/13 Ip 

F Security i medical, mero.oncij Jf fire protection plans 

B0061903S5 Discusses riviau of util DO 0527 Itr responding to questions 
r* QA programs for firs protection Requests that util & CP 
holder! be Informed that responaas are acceptable 
HAA9S.W P Quality Assurance Branch 00/06/03 Ip 

H Qtnsral correspondence 

B004020431 Rtspondt to BOO3S4 raquest for info i-e application to 
facility of NFtC revisions In plant design ti sofotg itds 
resulting from TMI-S accident Revisions published In encl 
rajftEQs OS7B t. 0303 ll/o ancls 
VOUNOBLOOD.B J Llctnilnfi Branch t BO/09/SS Spp 



B006110240 BubmHi info VD recent functional chnngeo 
orgintiatJon*! itructura 
BRYANiJ K Union EUetrle Oo QO/06/O4 Ip 



Inspection nportii IE Dullatlni Si carranpanilence 



B00iiao312 fitipond* tu IE Bulletin 30-00 re vtiruum condition resulting 
In damtge to chemical vni control igs holdui> tanti Tank 
dam*g due to vacuum condition* prBcludud (jij design 
prnviilanl ar suitable vant connctionb 

PETHICK.N A Stanifardii*d NucUar Unit Pc-uicr Pljnt Bgitim 
SO/06/06 2pp 



QQQ6240441 Interim deficiency ropt re surface mounted plates 
Rainspec tion of surfaca mounted platos underuag Final 
rtpt ulll be Issued on H0090Q 
DtJYAN-J K Union Electric Co 8O/O6/16 Ip 



U Congressional /Executive Correspondence 



B006120920 Epreeaos concnrn ovor dalags in NRC rtivieua of pending 
DL app 1 Itationi for facilities Failuro to carrg out revieui 
In timely manner is unacceptable Schedule Far revieuis should 
b developed 1 imn lemnrited 
EAOLETOM. T F , IWtNF-ORm J C , DOLE, R Senate. Governmental Affairs 



DUCKET STN-50-4()a PCRKINS NUCLEAR STATION. UNIT 1 

A Application/construction stage documents & corraspQitd&tiee 

B004230UQ Advises BUR k PUR npplicants of NRC derision to modlfg 
imp Isnuntation plan presented in bection 4 of NUREQ-0377 re 
odltquacg of applicable support atructures Oenaral oprqttng 
roactol reviau procedure d acceptance criteiia oncl 
EISENHUT.D Division of Licensing 80/03/20 !3pp 

G0063501A9 Discusses reorganization of life of Nuclear Reactor 
Regulation d advises that mg t respunsi b i 1 i ttu i-e Pacilftg 
have been assigned to C Moon Hoorgani loi ion charts oncl 



TEDESCD.R L Assistant Director for Licensing 80/06/12 



Upp 



Q Adjudlcatorg correspond once 



t300iO I y0014 Response in support of D Springer petition Co intervane Addl 
info mag be holpful in reaching proper decision fiertif Irate 
of Gvc i supporting documentation anil 
PFEFFERKGRH, W Pfeffarkorn 4 Cooley, P A 80/09/09 4pp 

flOO&l 20034 fiesponae in opposition to C Springer 300413 petition to 
intervene In',ervenor advanced grounds that hnv been 
previously rejected in 177&-77 petitions Petition untimelg fc 
unupportd bg fact* CerliPKato of Elvc end 

MCOARfiT.J M Buke Pouar Co HCOAHRY. J M Debwvoise & Liberman 
SO/OI/O* 6pp 

H006170H37 Ac li receipt of NflC SOO-iOS rilponau to B0041S petition t< 
ASLB B00507 iri'mnrandum t order Urgss that request for 60-day 
eitension tic considered Criticiies NRC bui eaucratic 
attitude 
SPRINGES. D Affilmtiun Unknown BO/05/12 Ip 



8 Rtportablt occurrtncti, LERs I related correspondence 



Forward* Bach It: 800309 tufipl to final dtflcisncy rept re 
RuJkin UPg Co vertical Pipe dampers Mad proposed in B00213 
final rept is unacceptable tine* Nuciber h strain* could 
b teams loaie RuiHn has developed succanfut design mnd 
PETRrCK, N A aturidardiiBd NucUnr Unit Pouer Plant BtjstBm 
00/05/16 Bpp 

8006290394 Ack receipt DP QC0916 llnal deficldicg ropt re ttuspln Kfg Co 
firs dsmpr 

CARLSON, R T Region 1. Philadelphia, fieactor Construction d 
Enjinetring Support Branch BO/Ofi/02 IP 

E100il20311 Interim itaflciencg rapt re centrifugal charging pomp 
opiratlon follauing sacaridarg tide line rupture discuisod in 
800309 telcon Evaluation of transi*nt described in 
Uestinghouse BOO SOB Itr will be provided pending completion 
PETRICK, N A St^ndardiied NocUar Unit Pourr Plant Sgatam 
90/06/06 2pp 

0004230403 Ack receipt of BO 0906 final deficitncg rept ra Bunker Ramo 
Corp iltctrlcit penetration atiembllei 

CARLSOMiR T flegion 1, Philadelphia. Reactor Construction fr 
Enftneerlng Support Branch E)0/06/0d IP 



3006190189 Affidavit in support of [} Springer H00413 petition alleging 
that neither NRC or AELB hon fullg considered potential for 
once-thtough cooling fr toiuer cooling Supporting 
docufflentatioi, t. Certificate of Bvc cncl 
SPRINGER, D Affiliation Unknouin BO/OS/Hl 13pp 

B00i2000fii Foruarua Page* !< 3 t t which were inndvertontl g omifcttd 

from Eihibit A of High Rock Lake Association 800321 
affidavit 

SPRINOOJ.D High flat IE Lais Association BO/05/P3 Ip 

3006300071 Pages 4.3 fc 6 for Eihibit A nf High Rock Lako Association 
BOO 52 1 affidavit, 
SPRINGER, D High Roctc Lake Association /fl/11/16 4pp 

PQ060E0310 Order granting extension until 000613 foi Commission to 
review f>LAD"S91 
CHILKrS J Office of the Secrotarg of the Commissinii BO/09/29 



B00606037S Order advising parties to file exceptions to ASI.B B00222 
partial initial dec islon, LBP-30-9, re alternate site issue, 
by BQO&23 Certificate of Svc Oncl 

BISHOP, C J Atomic Rafaty and Licensing Appnal Panel BO/03/30 
5pp 



8004170492 Bupplemontal dof iciencg rept adviiing NRC that add! imp 
found penetration wire termination* u/insultion eitending 
intg tirminal lug barrI t incorrectlg tiled lugs on wire 
nodule Hold on addl fabrication at Bunitr Ramo ettabliihed 
SEtKEHiS Standardiir/d Nuclear Unit Power plant 8ustn> BO/06/1S 
2ppj 

8006170612 Supplemvntt BOQ5O6 interim deficltncg r*pt re quilitv *< 
intajritii of penetration wire termination*, Addl terminations 
found ui/ Insulation extending into or through terminal lug 
barrel Assaisntnt of Bunkar Ramo QA k mgt underway 
8E1KEN.8 J, Btandnrdiieil Nuclear Unit Powr Plant 8gtom SO/OA/12 



B0061103-1S Motion to reconsider ABLB 000223 decision or to reopen 
record due to reasons stated in D Springer affdavit 
Certificate of five encl 
PFEFFEFtKOHN. W Pf of ferkorn < Cooley, P A 80/06/06 Sfp 

9006110297 Response in opposition to D Springer B00413 affidavit re 
B00415 petition requosting 60-dag extension to file 
document* supporting allegations Adheres to 800509 position 
Certificate of Svc encl 

MCOAHRV.J n Duke Power Co MCOARRY, J M Debevolsi & Liberman 
BO/06/09, 4pp 



0006180341 Motion For extension until 000825 or after tn file 
e.ceptions to ASLG 800923 partial initial docision Awaited 
resolution of petition tn reopen record based on D Bpringei 
affidavit mag make appe.nl unnecessary W/Certi f icate of Svc 
PFEFFERKOF1N. W Pfefferkorn t Cooloy, P A 00/06/11 ?pp 

8006190642 Order declaring ABLR has jurisdiction to consider D Spring! 
800418 petition to intervene Will not rule on merits until 
A8LAB decides jurisdiction question NRC must respond to 
petition l< 800415 affidavit regardless of outcome 
nOIJERSiC S Atomic Safoty and Licensing Hoard Panel BO/Ofc/17 
4pp 

8006240143 Response in opposition to intervenors' B00611 motion for 
addl time to file exceptions to ABL0 800222 partial initial 
decision re alternate site Issue Motion is based on Springer 
affidavit tuhtch was opposed bij util U/Cortif Icate of Svc 
MCGARflY. J M Dule Power Co MCGAHflYi J tl Debpvoise fe Llbarman 
80/06/18 flpp 

8006230248 Response in opposition to intervenors' 800611 motion for 
entension until 800833 to file eiceptionfl to ASL!) 7901202 
partial initial decision on site alternatives Certificate 
of Svc enel 
BARTH.C A Hearing Branch 3 BO/06/19 flpp 

8006240415 Memorandum fr order. (M.AB-597, extending timn to file 
eiceptions to ASLB SQQ322 partial initial decision, 
L0P-BO-09, until ASLB takes action on D Springer petition & 
intervenors' 000606 motion ii until ABLAB further order 
aiSHOP.C J Atomic Safety and Licensing Appeal Panel 00/06/20 
lOpp 

0006S3Q231 Rosponse in opposition to inturvanora ' BOO 60S. motion to 
reconsider or reopen record Applicant has already opposed 
D Springer petition & affidavit, on uihich intervonora ' motion 
mas t>asi>d,as untimely b unsupported Certificate of five end 
MCQARRY.J M . PORTCR. W L Duke Power Co Q0/06/i3 3pp 

9006300496. Response in opposition to intervoriors ' B00606 motion to 
reconsider ASLB 800232 partial initial decision ra lite 
altoi natives Motion untimely k reconsideration stds not met 
Certificate of Svc one 1 
HARTH.C A Hearing Branch 3 BO/06/26 lOpp 

Advisory Committed on Reactor Safeguards reports ti correspondence 



[JOCKET STN-30-489 PERKIN3 NUCLFAFt STATION, UNIT 
A Application/construction stago documents t, cor 

0004230110 Advises BUR t, PUR applicants of NRC decision to 



mn 

Implementation plan presented In Section 4 of NURE0-Q377 
adequacy of applicable support structures General operation 
reactor review procedure ti acceptance criteria ancl 



nrf 
^ 



ElfSENHUT.D (! Division of Liconsing GO/03/20 



lg pp 



SOOA230149 Discusses reorgani lation of Qfc of Nucleav Heact 
Heoulatlnn t. Drfvises that mgt rcEponslbi 1 itis re Pacilit 



have fiein assigned to C (loon Reorgani lation charts encl 
TEDESCQ.R L Assistant Director for Licensing 30/06/13 



Adjudicator^ correspondence 



llpp 



1006090014 flesponie in support of D Spi injor petition to mt 

info man be helpful in reaching prapur decision Ci-tif icate'^ " 1 

of Svc Ji supporting documontation one I 

PFEFFEHKORN. W Pfefforkorn & Cooloy. P A HO/Q3/09 4nn 



FJ006ia0024 Respons 
intervene Interve 



in opposition to I) Springer 000419 petitim, t- 
nor advanced grounds that have b*n 
previously rojnctod in 1976-77 petitions Petition unllmelu i, 
unsuppoi ted by facts Certificate of Svc end 

MCOARRV.J M Duke Power Co MCOARRY, J M Uwbtvolcn . i . u 
QO/05/09 &pp " U1 brman 



0006170237 Ac k receipt nf NRC 800503 response to 800113 oitin 
ASLU 800307 memorandum . order Urges that request for 60-d ** 

eitension Be considerail Crittclres NRC buraaucratic 
attitude 
BPRINOER.D Affiliation Unknown 80/03/12 lp 



D061V01B9 Affidavit in support of D Qprlnoir 80041S ootitio, ,, 
that noilhor NRC or ASLB has fully considered potential for * '" 9in S 
once-through cooling fc tower cooling Supporting 
documentation & Curti f Icaba uf Svc encl 
SPDINOEIi,0 Affiliation Unknown 



3006300066 Foruiords Pagei 4.3 '- 6 which uiero inadvertently 

from Fihiblt A of High Hock Lake Association HQOD3L <ted 



affidavit 
EIPRINQEfl, 



High 
High flock Lake Association 



0QOS3L 
BO/OS/K3 



1006090003 Forward* MS FUessufc 800306 1 tr to Jf Ahearns ra HLr-torm CP 
spp 1 icati ons 
YOUNQDLGGD, D J Licensing Branch 1 QO/03/2B i3pp 



(3006^00071 Cages fl, 3 It 6 for fihibit A of High Rock Lak 
fiPRINQER,D HiQh Rock Lake AsnaciaClon 



Ipp 



- ao0609000t Discusses ACRR i-eviou of naar-tovm CPi UtiU identified six 
policy Issue) Interim position must be formulated to resolve 
issues 

PLFSSET.M 8 ACR3 - Advisory Committee on Reactor Safeguards 
80/03/06 2pp 

Q Inspection rvportsi IE Bulletins it correspondence 

900 6 060 -I 1 ? 3 Faruard* IE Bulletin 80-11, "Masoni'u Mall Design " No action 
or written reaponie requirod 1C Info Notice 79 -ffBi 
"Overloading of Structural Elements Due to Pipe Support 
Loads" one 1 

Q'REILLY. J P Region 2. Atlanta, Office of the Director 80/05/OS 
app 

8006040398 Forward* IE Bulletin BO-12. "Betsy Heat Removal 8ys 
Operablliti) " No written response required IE Info Notice 
SO-20, "Loss of Decay Heat Removal Capability at Dnvis-He*e 
Unit 1 Uhilo in Refueling Kode" encl 

Q'REILLY.J P Region Z, Atlanta, Office of tho Director BO/09/09 
2pp 

Q006300123 Forwards IE Circular 80-11, "emergency Diesel Generator Lube 
Oil Cooler Failures " No written response required 

O'REILLY.J P Region S, Atlanta, Office of tho Director 60/09/13 
2pp, 

8006340229 Forwards response to IE Dulletfn 80-03 re vacuum conditions 
resulting in damage to holdup tanks Lists vacuum condition* 
In low pressure i holdup tanVs bij tank name, BIJ*, quantity/ 
unit, design pressure & protective measures 
DAIL, L C Duke Pouier Co 80/06/09 2pp 



G00fi0a0310 Order grsntins oitonslon until 000612 for Cnmm(.i.^ . 
revlow ALAII-Svl mission to 

CHILK.B , Office of the Secretary of the Commission BO/OS/a7 

EJ006060572 Older fldvislng parties to file exceptions to ABI B 
partial initial dec is ion, LEP-BO-9, re alt*rnat ilte Issue 
by 0006^3 Cortlflcata of Svc encl ' 

BIBHOPjC J Atomic Safoti; and Licenalnn Appeal Panel SO/03/ao 



8006110342 Motion to reconsider ASLB 000282 doci*ion or to ronn 
record duo to reasons stated In Springer affidavit 
Certificate of Svc *ncl 
PFEFFFRKORN, 1J Pfefferkorn S- Cooley, P A 80J/06/O6 Snp 

8006110897 Response in opposition to D Springer B0041S affidavit 
B0041S petition requesting 60-day eitension to file P * 

dacuinonti supportlna allegations Adherus to 600509 position 
Certificate of Svc encl 

MCOARRY.J M Duke Power Co MCGARRY.J M Do-bivois. t lih 
BO/06/09 4pp '-'Derman 

9006180341 Motion for eitvnsion until BOQB29 or nft.r to file 
eiceptions to ASLB 800223 partial initial decision Audited 
resolution of petition to reopen record baaed an Springer 
affidavit may make appeal unnecessary W/Corti f Icate of Svr 
PFEFFERKORN. M Pfefferfcorn (. Cooleij, P A 80/06/11 Hpp 

B006190642 Order declaring ASLD has jurisdiction to consider n o 

80041B petition to ititervane Will not rule on merits until amt| 9' 1 

AGLAB decides jurisdiction question NTtC must respond to 

petition k B00413 affidavit regardless of outcome, 

BOWERS. E S Atomic Safety and Licensing Board Panel 80/06/1? 

4pp 



238 



80062*0143 Reiponte in apposition to intervenors' 600i.il motion for 
addl tint to file eioptions to ASLB B 00222 partial initial 
decision re alternate lite Issue Motion is based on Springer 
affidavit uhlch mat opposed by util U/Certif icate of Bvc 
MCOARHY, J H Duke Power Co MCGARHV, J M Debfvolse tc Librman 
BQ/06/1B 4pp 

B006E3024B Response in opposition to intirvenurt ' 000611 motion for 
eitanslon until 800825 to fiU eiceptions to A3UB 790202 
partial initial decision on *ite alternative! Certificate 
of Bvc end 
HARTH.C A Hiarino Branch 3 80/06/19 8pp 

9Q06B40415 Memorandum b order, ALAB-597, eitend ins time to file 
exceptions to A9LB 900222 partial initial decision, 
L8P-80-09. until ASLB takes action on D Sprinjer petition fc 
intervenors' BOQ606 motion & until A6LAQ further order 
BISHOP, C J Atomic Safety and Licensing Appeal Pan*! BO/O4/20 
lOpp 

8006250391 Response in opposition to intervenors ' 800606 motion to 
recotnidar or reopen record Applicant ha* already opposed 
D Springer petition t, p f idaviti on which intervenors' motion 
was based, as untimely & unsupported Certificate of Bvc enc 1 
MCOARR.V.J M . PDHTER.U L Duke Power Co 90/06/23 3pp 

8006300196 Rpons in opposition to iniervenors ' 900606 motion to 
rtconiidtr ABLB BO0222 partial initial decision re siti 
alternative* Motion untimely fr reconiideration stds not met 
Certificate of Sve encl 
EARTH, C A Hearing Branch 3 90/06/26 lOpp 



Adjudicatnry correspondence 

8006090014 Response in support of Springe! petition to intervene Addl 
infn may be helpful in reaching proper decision Certificate 
al Svc & supporting documentation encl 
PFEFFGRKQRN, U Pfeffurkorn fc Cooleq, P A 80/05/O9 flpp 

8006120024 Response in opposition to D Springer 800415 petition to 
intervene Intarvenov advanced grounds that hovo been 
previously rejected In 1976-77 petition* Petition untimely !c 
unsupported by facts Certificate of Svc encl 

MCOARRY, J M Duke Power Co MCGARf)V,J M Dcbevoite b Liberman 
00/05/09 6pp 

8006170237 Ac k receipt of NRC B00505 response tn 000415 petition !t 
ASLB 900907 memorandum t order Urges that request for 60-tJey 
intension bo considered Critlciiea NRC bureaucratic 
attitude 
SPRINGER. D Affiliation Unknown 00/05/12 Ip 

B0061901B9 Affidavit in support of D Springer B00415 petition alleging 
that neither NRC or ASLB has fully considered potential for 
onct-through cooling it tuiuer cooling Supporting 
documentation K. Certificate of Bvc encl 
SPRINGER, D AC f i 1 iation Unknown SO/OS/21 13pp 

BOO 620 00 6 6 Forwards Pages 4, 5 fr 6 which wire inadvertently omitted 

from Eihiblt A of High Rock Lake Association B00331 
affidavit 

8PR1NSER, D High Rock Lake Association BQ/OS/33 Ip 



Advisory Cammittie on Reactor Safeguards reports t> correspondence 

B006090003 Forward* M9 PlBiset SOOS06 Itr to JF Ahearnt re near-term CR 
applications 
YOUNGBLOOD, B J Licensing Branch 1 80/03/36 2pp 

8006090006 Dlscuise* ACFtS review of near-tirm CPl Utllt Identlflei) sli 
policy iisuei Interim poiltlon must bt f ormulatei! to resolve 
issues 

PLEEBETiM S ACRS - Advisory Committee on Reactor Safeguards 
BO/09/06 2pp 

Q Inspection rtportir IE Dulletini d corrvspandeno 

90060&0493 Forward* IE Oul letin 90-11. "Masonry Mall Design " No action 
or written response required IE Info Notice 79-39, 
"Dvirloadlng of Structural Elements Due to Pipe Support 
Loads" end 

O'REILLY.J P Rslon 3, Atlanta, Office of the Director BO/09/OB 
2pp 

800604035S Forwards IE Bulletin 80-12, "Decay Heat Removal By* 
Operabilitv " No written response required IE Info Notice 
80-20, "Lost of Dacjy Heat Removal Capability at Davis-Bess* 
Unit 1 While In Refueling Mode" encl 

D'flElLLY. J P Region 2< Atlanta, Office of the Director 8.0/09/09 
2pp 



B006O20310 Order granting intension until 800615 for Commission to 
review ALAB-591 
CMILK.B J Office of the SHcretavi/ of the CommiBsion BO/03/29 



B006060572 Order advising parties to file exception* to ABLB 800322 
partial Initial decision- LDP-BO-*?, re alternate site isiue, 
by 800623 Certificate of Svc encl 

BISHOP, C J Atomic Safety and Licensing Appeal Panel 90/05/30 
Spp 



8006110342 Motion to reconsider ASLD 800222 decision or 
record due to reasons stated in D Springer affidavit 
Certificate of Bvc encl 
PFEFfERKORN. W Pfefferkorn i. Cooley. P A BO/06/06 



Spp 



9006110297 Response in opposition to D Bprlnger BOO4I9 affidavit re 
800415 petition requesting 60-day eitension. to file 
documents supporting allegations Adheres to 800309 position 
Certificate of Bvc enc 1 

MCQARRY.J hi Duke Pouier Co MCOARRV. J 11 Debevoise S. Liberman 
QO/06/09 4pp 

8006190341 Motion for extension until 900825 or after to file 
inception* to ASLD 800252 partial initial decision Aualted 
resolution of petition to reopen record baled on D gprlnger 
affidavit may make appeal unnecessary W/Csrtif icate of Svc 
PFEFFERKORN, W Pfefferfcorn & Coolaui P A 80/06/11 2pp 



8006300123 Foruard* IE Circular 90-ili "Emergency Diesel Oinerator Lubi 
Oil Cooler Failures " No- uritttn responie required 

O'REILLViJ.P Flvgior, S, Atlanta, Office of the Director SO/05/13 
3pp 

600*840220 Forward* retponie to IE Dulletin 90-05 re vacuum condition* 
resulting in damage to holdup tanks Lists vacuum condition* 
in low praisure & holdup tanks by tanl name, sys> q 
unltideilgn pretsure ii protective measure* 
DAIL.L C Dutt Pouier Co 90/06/09 Spp 



DOCKET 9TN-50-490 PERKINS NUCLEAR STATION, UNIT 3 

A Application/cons truttlon stage document* It correspondence 

8006230110 Advist* BWR te PWR applicants of NRC decision to modify 
Inpltmantatinn plan presented In Section 4 of NUFtEO-0377 re 
adequacy of applicable support structures Oeneral operating 
reactor revieu procedure fr acceptance criteria end 
EIBEKHUT.D Division of Licsnslng BO/OS/20 13pp 

000 6S 5 0149 Otacuum riorgani utlon of Ofc of Nuclear Rtactor 
Regulation t< advises that mgt repon*ibl 1 Ities re facility 
hav* bun assigned bo C Moon fitorganKatlon chart* ncl 
TEDEBCO.R L Asiistant Director for Licensing BO/06/1S llpp 



9006190642 Order declaring ABLB has jurisdiction to consider D Springer 
B00419 petition to intervene Uill not rule on merits until 
ASLAB decides jurisdiction question NRC must respond to 
petition It 800415 affidavit regardless of outcome 
BOWERS- E B Atomic Safety and Licensing Board Panel 80/06/17 
4pp 

8006240143 Response In opposition to intervenors ' 800611 motion fnl- 
addl time to file exceptions to A81.D B0022B partial initial 
decision re alternate site issue Motion is based on Springer 
affidavit which uas opposed by utll W/Cert 1 f ieate of Bvc 
MCOARRV, J M Duke Pouier Co I1COARHV, J M Dbevc,i*e ti Liberman 
90/06/18 4pp 

8006230249 Response in opposition to intervenors' 900611 motion for 
extension until 800025 to file exceptions to ASLD 790202 
partial initial decision on site alternatives Certificate 
of Bvc encl 
BARTH.C A Hearing Branch 3 BO/06/19 Dpp 

B006240415 Memorandum ft order, ALAB-597, eitend ing time to file 
exceptions to ASLD 800232 partial Initial decl*ion> 
LBP-80-09, until ABLB takes action on D Springer petition fc 
Intervenors' 900606 motion t- until A9LAB further order 
BISHOP, C J Atomic Safety and Licensing Appeal Panel BO/06/20 
lOpp 



DOCKETED ITEMS 
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B0042502S! Response in opposition to inter venors ' B00606 motion to 
reconsider or reopen record Applicant has already opposed 
D Springer petition ! affidavit, on uih i c h intervenon' motion 
was based, ns untimely '; unsupported Certificate of Svc encl 
MCSARRYp J M , PDRTEFf.W L DuVe Power Co 80/06/33 3pp 

8004300496 Response in opposition tn intervenors ' B00606 motion to 
reconsider ASLH B00222 partial Initial decision re site 
alternatives Motion untimely & i ec one i derat ion stds not mot 
Certificate of Svc encl 
EARTH. C ft Hearing Branch 3 80/04/96 lOpp 

O Advisory Committee on Reactor Safeguards reports & corre*pondence 



--B0040901S4 IE Insp Repta 50-491/80-05.50-492/80-05 & 50-493/90-05 on 
800415-17 Nnncamp 1 lance noted survey loop closure data & 
settlement monitoring on Unit 1 L auiillary bldg not 
documented d performed as required 

CONLGN. T E Region 2, Atlanta, Reactor Construct ton tt Engineering 
Support Branch HARRIS, J R Region 2, Atlanta, Office, of the 
Director SO/04/29 4pp 

B00604Q355 Forwards IE Bulletin BO-12, "Decau Heat Removal 9yi 
Dpei-ab i 1 1 ty " No urlttan response required IE Info Notice 
80-aO, "Lass of Decay Heat Removal Capability at Davit-Deist 
Unit 1 While in Refueling Mode" encl 

O'REILLY, J P Region 3, Atlanta, Office of the Director BO/05/09 
2pp 



B0040900O3 Forwards MS Plesset BQ0306 1 tr to JF Ahearno re near-term CP 
app 1 1 cat i ons 
VDUNODLOOD, D J Licensing Branch 1 60/05/23 2pp 

BOQ6090Q04 Discusses ACRB review of near-term CPs Utils identified ill 
policy Issues Interim position must be formulated to resolve 
1 ssues 

PLESSET. M 8 ACRS - Advisory Committee on Reactor Safeguards 
BO/09/04, 2pp 

Inspection reports, IE Bulletins fc correspondence 

BOO4040493 Forwards IE Bulletin GO-11. "Masonry Hall Design " No action 
or written response required IE Info Notice 79-23, 
"Overloading of Structural Elements Due to Pipe Support 
Loads" encl 

O'REILLY, J P Region 2, Atlanta. Office of the Director BO/05/QB 
Epp 



8006300133 Forwards IE Circular BO-11. "Emerjancy Diesel Oenerator Lube 
Oil Cooler Fallurei " No written response required 

O'REILLY.J P Region 5, Atlanta, Office of th Director 30/05/13 
2pp 

8006240229 Forward i response to IE Bulletin 80-05 re vacuum condition* 
resulting In damage to holdup tanks Lists vacuum condition! 
in low pressure & holdup tanks by tank name, su,*, quantity/ 
unit, design pressure lc protective measures 
DAIL,L C nute Power Co BO/06/09 2pp 

B Reportablo occurrences, LERs fc related correspondence 

BO 062 00 02 4 Final Fart S\ rept re mined heat of iteel supplied bg U3 
Steel from which 4-lncti elbows d 3-Inch ten iiiere mfg to 
A234HPB requirement Investigations conducted i cloied at 
46 listed facilities 
SEAY.J L Chemtron Corp , Tube Turns Dlv 80/06/04 3pp 



S006O40355 Forwards IE Dullelin 80-12, "Decay Heat Removal By* 
Operabllitg " No written response required IE Info Notice 
BO-20, "Loss of Decay Heat Removal Capability at DavU-Be*e 
Unit 1 Uhlle in Refueling Mode" encl 

O'REILLY, J P Region 2, Atlanta. Office of the Director BO/O9/O9 
2pp 

B0063001S3 Forwards IE Circular BO-11, "Emergency Dieel Generator LUOB 
Oil Cooler Failures " No written response required 
O'REILLY, J P Region S, Atlanta, Office of the Director 90/09/13 



DOCKET STN-50-473 CHEROKEE NUCLEAR STATION, UNIT 3 

A Application/construction stage document* & correspondence 

B006330110 Advises DWR t> PWR applicants of NRC decision to modify 
implementation plan pre*ented in Section 4 of NUREO-OS77 re 
adequacy of applicable support itructuret General operating 
reactor review procedure & acceptance criteria encl 
EISEMHUT, D Division of Licensing SO/OS/ 20 13pp 



8006240228 Foriuards response to IE Bulletin 00-03 ra vacuum conditions 
resulting in damage to holdup tanks Lists vacuum conditions 
in low pre-isure It holdup tanks bij tanV name. sy*. qoanti ty/ 
unit, design pressure & protective measures 
DAIL, L C Dufce Power Co BO/04/09 2pp 



DOCKET STN-50-491 CHEROKEE NUCLEAR STATION. WIT 1 

A Application/construction stage documents d iorrepondence 

30062301 1O Advises BUR b PUR applicant* of NRC decision to modify 
implementation plan presented in Sactton 4 of NUREO-0577 ri 
adequacy of applicable support structures General operating 
reactor review procedure t. acceptance criteria enel 
EI8ENHUT.D C Division nf Licensing BO/OS/20 13pp 

B0043OQ304 Forwards reorganl lation chart for Dfc of Nuclear Reactor 
Regulation Facility licensing matter* uiltl be handled bi| 
C Moon Transition bolng made w/min of disruption to ongoing 
activities 
TEDESCD, R L Assistant Director for Licensing 90/06/12 Epp 

Q Inspection report*, IE Bulletins b correspondenca 

B 00 6060 493 Foruiards IE Bulletin BO-11, "Masonry Mall Design " No action 
or written response required IE Info Notice 7?-3Bi 
"Overloading of Structural Elements Due to Pipe Support 
Loads" and 

O'REILLY.J P Region 2, Atlanta, Oftlet of the Director SO/08/OB. 
2pp 

8004090142 Ac k receipt of IE Insp Repts 90-4fl/BO-03, BO-492/BO-O3 fc 
SO-493/BO-OS No proprietary Info 
DAIL.L c Duke Pouiar Co 80/03/Oa IP 

B004090144 Forwards IE In*p Rept* 50-491/BO-OS, 50-49B/BO-03 h SO-493/ 
80-05 on 800415-17 t< notice of violation 

MURPHY, C E Region 2, Atlanta, Reactor Construction !< Engineering 
Support Branch 00/04/2"? 2pp 



B006300304 Forwards reorjaniiatlon chart for Dfc of Nuclear Reactor 
Regulation Facility licensing matters Uill be handled bg 
C Moon Transition being made ui/mln of disruption to ongoing 
activities 
TEDESCO.R L A*itant Director for Licensing SO/04/12, Bpp. 

Q Inspection reports, IE Bulletins d correspondtnct 

B004040493 Foruards IE Bulletin BO-il, "Hatonrg Wtll Design " No action 
or written repon*e required IE Info Notice 79-a8i 
"Overloading of Structural Element* Due to Pipe Support 
Loads" encl 

O'REILLY.J P Region 2, Atlanta, Office of the Director BO/05/OB 
2pp, 

B004090142 Ach receipt of IE Insp Rept* 30-471 XSO-OB, SO-4?2/BO-05 fc 
30-493/SO-09 No proprietarij Info 
DAIL.L C Duke Pouer Co BO/OS/OB IP 

B006090144 Forwards IE In*p Repts 30-491/BO-OS, 50-492/BO-05 1 5O-493/ 

SO-03 on B00419-17 ti notice of violation 

MURPHViC.E Region 2, Atlanta. Reactor Construction l> Englnering 

Support Branch BO/04/29 2pp 

B006090147 Notice of violation from imp on B004I5-17 

* Region 2, Atlanta, Office of the Director BO/04/39 lp 

B006070156 IE Insp Repts 90-491 /BO-OS, 30-492/80-03 b 50-4W/BO-O5 on 

800419-17 Noncompliance noted suvveg loop closurv d*ta ti 

settlement monitoring on Unit 1 & auxiliary bldg not 

documented h performed ai req.ulred 

CONLDNiT E Region 2, Atlanta, Reactor Construction 4 Engineering 

Support Branch HARRI8.J R Region 2, Atlanta, Office of th 

Director BO/04/29 4pp 

6006040399 Forwards IE Bulletin BO-12, "Decag Heat Removal Bus 
Qptrabillbi/ " Mo written response reo,ulrei) IE Info Notice 
B0-20> "Los* of Decag Heat Removal Capability at Davli-Besse 
Unit 1 Uhlle in Refueling Mode" encl 

Q'REILLY,J P Region 2. Atlanta, Office of the Director BO/OS/09 
2pp, 



-B006090147 Notice of violation from insp on B0041S-17 

* Region 2, Atlanta, Office of the Director 80/04/29 
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8Q063UQ123 Forwards IE Circular BG-11, "Emergency Disiel Generator Lube 
Oil Cooler Failutei " No untton reaponsa required 

O'flEILLV-J P Region J. Atlanta. Orflce of the Director 00/05/13 
2pp 

6006240220 Forwards iosponse to IE Bulletin GO-OS re vacuum conditions 
resulting in damage to holdup tanks Lists -acuun conditions 
in lou pressure t- holdup tanks big tank nams, sijs. quanti tiff 
uni t. flei icjn pressure tt protective measures 
DAIL.L C Dulce Poutr Co BO/O6/07 2pp 



Ft * pot- tab I > occun oncei, LEFts i related correspondence 



S Floportnble occur 



correspondence 



3006200024 Final Part 21 rept ro round heat of steel supplied by US 
Stest from which 4-inch elboue t. -uich toes uiers mfg tn 
A33WFB runuli-ement Investigations conducted fc closed at 
46 listed facilities 
SEM.J L Chemtion Corp , Tube Turns Div 80/06/Oi 3pp 



DOCKET 50-496 MONTAGUE NUCLEAil POWER &TATIDN, UNIT 1 

A App 1 i cati on/canstruc t i on stage documents t c orrespondcnct 



8006300024 Final Fart 31 ropt re nucd heat of steel supplied bu US 
Steel from uhlch -1-incfc elbous t 2-lnch tees were mfg to 
AHSflUPfi requirement Investigations conducted t closed at 
46 lilted facilities 
SEAY. L Chontron Corp , Tube Turns Dlv BO/06/O6 3pp 



B00623011O Advises OUR t, PUR applicants of NRC decision to modify 
implementation plan pi esonted in Section -1 of NUHEG-05/7 ro 
adequacy of applicable support structures Gcnuial operating 
reactor review procedui o ( acceptance criteria end 
EISENHUT. D Division of Licensing BO/05/^0 i3pp 



DOCKET STH-50-493 CHEROKEE NLJCLEAH STATION, UNIT 3 

A Application/construction stage documents Is correspondents 



DOCKET 50-497 MONTAGUE NUCLEAR PQWErt STATION, UNIT 2 

A Appl icatton/consti uct ion stage documents & corvospondance 



8O06B30I10 fidviSE* BUR & PWK applicants of NRC decision to modify 
Imp 1 snmntot ion plan presented in Section 4 of NUREO-OS77 re 
adoiiuicij of applicable support itruttures Ooneral operating 
ruactor review pracadure & acceptance criteria oncl 
EIBEKHUT, D C Division of Licensing BO/05/20 13pp 



B00i230110 Advises DWF1 V PUR applicants of NflC decision to modifi) 
implomontatmn plan presented in Section 4 of NUHEO-0577 ro 
adequacy of applicable support structures Oeneral operating 
rsactor revleui pioceduro I acceptance criteria encl 
EISENHUT,!) Division of Licensing BO/09/20 13pp 



6006300306 Forwards roorgani latlon chart for Ofc of Nuclear fl*ctar 
Ragulfltian Facility licensing matters uiill be fiandlnd by 
C Moor, Troniition being made w/mln of disruption to ongnlns 
activities 
TTEDESCO,R L Aisiitant DiToctor for Licensing 90/06/12 2pp 



Inspfctinn reports, IE Bulletins & corresponded 



SOOiOi04 I ?3 Forward i IE Bulletin BO-11, "Masqnry Hall Daiign " No action 
or written rrcponie required IE Info Notlct 7?-2B, 
"Ov*rloadlng of Structural Elements Due to Pipe Support 
Loads" and 

O'REILLV.J P Reijion 2, Atlanta. Office of the Director BO/03/OB 
2pp 

3006090142 Aci r-oceipt of IE Imp Rapt* 50-491/80-05. SO-492/SO-Q5 t 
30-493/30-09 Mo proprietary info 
DAIL.L C DirkB Pouer Co BO/03/OB Ip 

S006070144 Fc-riuardi IE Imp Repts SO-A91/go-OS, 5O-492/80-03 t 30-493/ 

BO-09 on 800115-17 fc notice of violation 

MUflPHVrC C Region 2, Atlanta, Reactor Construction & Engineering 

Support Branch BO/04/29 2pp 

a<JOiO?0147 Notice of violation from insp on B0041S-17 

* Region 2, Atlanta, Office of the Director BO/04/29 Ip 



IE Insp Repts SO-491/BO-09, 50-498/90-05 t 90-493/BO-OS on 
800415-17 Nnncompllance noted turveij loop closure data fc 
uttltmint monitoring on Unit 1 & auiiltiry bldg not 
documented 1" (nrforwed at rnuireiJ 

CDNLDN, T,E Region S, Atlanta, Reactor Construction d Enginairlng 
Suajiort Branch HAftFMSiJ R Segion S, Atlanta, Office of the 
Dlrictor BO/04/29 4pp 



Forwards IE Bulletin 60-12. "Decag Heat Removal Sus 
Qpir-ab lllty " No written rtsponie required IE Info Notice 
80-20, "Loss of Decay Heat Removal Capability at Davls-Bisie 
Unit 1 HhiU In Refueling Mode" encl 
O'REILLVrJ P Region 5. Atlanta, Office of the Director 80/09/0 



DOCKET BTN-BO-I^B SOUTH TEXA^ PROJECT, UNIT i 

A App 1 icat ion/conotruct ion stage documents &. corrBEpondsnc 



3 00 i 230110 Advise* EWR & PUR appHcarits af NRf decision to mod 
Implementation plan presented In Section 4 of NUREQ-0977 re 
Adequacy of applicable support structures General operating 
reactor revleui procedure '/ acceptance criteria end 
EISENHUT, n Division of Licensing HO/OS/20 13pp 



? Advisen that CAW 79-37 mill bo withheld from public 
disclosure per 1OCFR2 770 Document is part of package sent 
by utll on 791120 representing detailed technical audit of 
fuel design 
BCHUENCEft,A Operating Reactors Branch 2 BO/OS/23 3pp 

B006130I5& Notification of 300710 mBntlng u/util in Dithesda, MD rs 
toil/structure interaction study Meeting arginally scheduled 
for B00626 
SELLS, D Licensing Branch 2 50/06/02 Ip 



Notification of BQQ(,2ii mooting ui/util in DethesdaiMD to 
dlscusi soil/structure interaction studij 
SELLS, D Licensing Branch 2 80/06/02 3pp 

F, fiicurity, medical, emergency ! fire protection plans 

800S130317 Forwards clarification of NRC requirements for emrgency 
rxponse facilities defined In 79O713 Itr Addl specific 
criteria for facilities undor development 
HIBENHUT. D Division of Operating Reactors 80/04/29 61pp 

S0060S036B Flasponds to NRC 791121 Itr ro upgraded Bmarguncy plan* Util 
will defer (ubmlbtal of upgraded plan until later date 
consistent ui/project licensing schedule ft development of NRC 
guidance 
HCQUIRE, W F Houston Lighting t Power Co C1Q/O3/2B 3pp 

Adjudicatory corraspondence 



BQ06300123 Forwards IE Circular BO-11, "Emergency Diesel Generator Lul> 
Oil -Coottr Failures " No written response require* 

Q'REILLVtJP Region 2, Atlanta, Office of the Director Bo/05/13 
Spp 



0006120070 Conflrmc '. notifies of agreement for DE Suiayit G00619-21 
deposition, sub j to ASLB granting of motion for discovery 
intension Place ulll be determined at later time 
COWAN, F E Sakar i, Botts BO/04/2S 3pp 



900424 Oase Forwards response to IE Bulletin QO-OS r vacuum conditions 
resulting In damage to holdup tanks Lists vacuum condition* 
In lou pressure & holdup tanks by tank name, sys, quantity/ 
unititfislgn pressure & protective measure*. 
DAILiL C Duke Power Co 'BO/06/09 Sff 



B00612027Q Confirms t, notifies parties of L Blnkin 0006 IB deposition 
Rascheduling necessitated by involvement in other hearing 
Suggests 600617 for Elucharn deposition Related 
correspondence 
COWAN, r E Baker & Botts BO/05/05 3pp 



6006060479 Motion to compel Citiiens for Equitable Util* to provide 
further answers to first set of interrogatories Intervenor 
B00423 answers incomplete & somntimei Irrelevant it 
unresponsive Certificate of Svc encl 

CQWAN.F E , NEWMAN.J R Houston Lighting Power Co COWAN. F E 
Oak*r & Bottl BO/05/OB Ilpp 
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0006200129 Ack PuOSOi telcoti re agreemunt for P Guchorn 800617 
deposition in San Antoniu.TK Suilin deposition will be taken 
n 00<"i,lB '/ Suaijie on BC10619-=>1 
COHAN, F C Bakei ?. IlotU BO/05/OB 3pp 

B006110267 Confirms final aiiangements for P Buchorn.L Sinkin !. 
D Btuayia depositions P I'ucfioiti (. L Sinkin riepniitiona 
scheduled BOOM/ ' IB, respoc 1 1 ve Itj, in Ban Antonio, TX t 
Sujayie deposition scheduled 000617 in Bag Clty.TX 
COWAN, r E Uaker t Botts BO'05/20 3pp 



R006120056 [lotion for 800509 pi shearing conference to apprise AGLB of 
status of settlement discussions Proposed order !. 
Certificate of Svc encl 

CYPHERT.S G , DDPSDVIC,D A , LUQUE. N Justice, Dapt of BO/03/03 
Spp 

0006120392 Discovery rept for April 19BO No discovery requests received 

or initiated Certificate of Svc end 

WQOD.JC San Antonio, TX WQOD, J c Matthews, Nnwlin, Macfarlane 
(, Barrett BO/Q5/O5 4pp 



B006190595 Submits 
convene public h 
violations noted 
be able to presc 



supportive evidence* For BOOS27 request that NRC 
;aring on 90O43Q ahoiu ciiuse order re 

in NRC investigation Intervenora should 
it evidence re contentions Memo one] 



51NHIN.L Citliens Concerned About Nuclear Power. Inc SINKIN, L 
CitlteriB for Equitable Utilities SO/05/38 13pp 



80060*0036 Advises that Public Utils Hoard of Cltg of Brounivi 1 le, TX 
(Joe i not agree iu/DM Stahl version or facts re Bruggaman 
deposition Labeling matter as misunderstanding considered 
m pnllte understatement 
Fmp.IER,l1 R Spisgol S, McDiarmid BO/05/07 Ip 



BOQfaO30i39 Advises that Nnc has i eceived Houston Lighting I* Power 
801>F>S3 Itrs in reaponse to [E SQ053O Itr re order to show 
cause, notice of violation ', notice of proposed imposition 
of civil pens 1 ti es 

J Hearing Branch 1 OO/O5/30 Ip 



SOQ61 10340 Discussss possible solutions to matter rained by P Buchorn 
at 800529 meeting concerning application for OL Suggests 
that P IJuchorn submit list of specific documents for 
o larainat ion or duplication 
COWAN, T E Oaier h Botts BO/06/OB 3pp 

BQQ61805Ofc Response in opposition to Citiiens Concerned About Nuclear 
Fouei j. Cltiiens for Equitable Utila request for hoarJno re 
IE BQQ43Q order to show cause Pi?tltlnners failed to 
establish right to hearing Certificate of Svc end 
CULP.R H , COWAN,F Houston Lighting & Power Co CULP.fi H 
Louenttein,Ncuman,Reis, Aielrad t Toll 80/O6/13 13pp 

OOQ626G19A Motion to denij Cttiicnt Concerned About Nuclear Pouor ti 
Cittiens for Equitable Utila' B00327 request for hoarinD re 
1C 800130 order to shouj cause uhij saf etu-raJated const 
activities should not be stopped Certificate of Svc one 1 
LIEBEKMAN, J , BURNS. S O Rulcmaklng 's Enforcement Division 
BO/Ofi/21 lapp 

--B006260190 Requests hearing on behalf of Matagorda Countg,TX citiiana 
r NRC Q00130 ropt sent to Houston Lighting i Power H 
Scarlott 80090') article in Houston Pout & Citiiens of 
Matagorda County petition enc 1 
KEEN, (J Affiliation Unknown EIO/05/15 3pp 

8006360200 Submit! Beiar County. TX, 2Ut Senatorial dlttrict convantloli 
reso luti on, requesting hoaring to provide public u/full info 
re arder to ahou cause based on util violations 
ANDCHBOfJ, 1 H Affiliation Unknown SQ/09/19 Ip 



9006030S55 Fo 
KNUTTS,J H 



JJHI ds status rept Beliveru, arrangements made for 000913 
Bebevoise ( Liberman ao/03/09 Ip 



B00a050561 Status iepL re settlement negotiations' progress 
Discussions are continuing Urges A5LD to hold prehearlng 
conference by B00314 & requests deferral of ruling on 
Hitension Certificate of Svc !< supporting documents encl 
9flMPEt-S,rl D Teiai Utltitieo Co SAMPELB, M D Horsham, Foriythe 
& Gampels 00/05/09 HQpp 



aoOiD6OO33 Forwards Houston Lighting (t Pouer ilatm 
per ASLB EI004IO order Affidavit not appropriate 
GREEN, R O Loioenstein-WBUiman, Reis, Aielrad t- Toll 



cf settlement rapt, 
BO/OS/09 2pp 



0006060036 Status of settlement rept per ASLB 000410 order dgferring 
trial brief si final prohearing conference i evidBntiary 
hearing Urgoo add) 30-day extension for coiitinuance of 
negotiations due to complexity Certificate of Bvc encl 
BARNETT.E W Houston LightinB >* Pouer Co BO/03/09 7pp 

800606049S Status 1'ept re settlement discussions' progriii Urget ASLB 
to convene pretrial conference to accommodate outstanding 
discovery, final trial preparation 1 resolution of remaining 
procedural matters Certificate of Svc encl 

CVPHEtlT.S D . PARMeMTGR.F , DOPGOVIC.D A JustlCB. De-pt of 
80/09/09 9pp 



B006tlOa33 Forwards rept on status of settlement 
OtIEEN, D O Louieniteln.Nnuinian, Rait, Axelrad ti Toll 



6006180189 Hopt on settlement negotiatloni Buggeits that conference b* 
held to determine addl time needed by applicant Trial should 
bo preceded bij pretrial conference to accommodate discovery 
t< other matters W/Cartif icate of Bvc 
CVPHEriT, B B . PARHENTEFi.F , DOPBOvIC, D A Jut leg, D*p t of 



B006aftO2Ol Requests hearing on behalf of Houston Oulf Coaat Dldg Trade 
Council in Matagorda County, TX 
VAN HQY.O Affiliation Unknown BO/03/20 Ip 



H General correspondence 



3006060204 Opposes licensing of power plant Informs NF1C that legal 
action uill be taken to prevent licensing 
DUNSTON.P , DUNSTON.L Affiliation Unknown 80/06/01 Ip 

K Utility Final Safety Analysii Report (FSArO !< amends 

0006180370 Forwards Amend 11 to F8AR, conn 1 sting primarily of responses 
to NRC 800318 request tor addl QA info 
OPRtA.O W Houatoti Lighting fr Poiuor Co BO/06/1Q 3pp 



HQQ623Q197 Settlement status rept ay Public Utits Board of Brouinivl 1 le. 
TX Proposes early trial scliodute b 30-day eitenion to 
eiplore possibility of settlement Certificate of Bvc encl 
SPIEOEL,0 Brownsville, TX BPIEOEL, Spiegel & McDiarmid 
00/03/09 6pp 

8006240230 Status rept on settlement negotiations per A.BLB 000410 
order Requests 30-day eitension in procedural dates to allow 
continuation of tfiicuislona Certificate of Svc encl 
BTAHL.D H Central 4, South (Jest Servicei, Inc STAHLiD M Iih*m, 
Lincoln t> Bealc BO/OS/O9 12pp 

B006290193 Submits status rept on settlement negot'tians pr ASLB 
000410 order Joint owner id ip agreement uill b* completed by 
001101 Supporting documentation t. Certificate of Bvc encl 
BURCHETTE, U H , IIITTSrF II Te.as-Loui siana Electric Cooperative, Inc, 
BURCHETTE.H H Northcutt Ely 00/03/09 H9pp 



B0061S0373 Amend 11 to F8AR. cons Isting primarily of responses to NRC 
00031B request for addl QA info 
OPREAiO W Houston Lighting ! Power Co 80/06/13 9App 



ti Antitrust correspondence 



0006130243 Discovo.y rept for Mar 1<?BO No discovery requests Initiated 
or received Certificate of Svc (. change of address notice 
encl 

JOHN.D F Southwest Texas Electric Cooperative JOHNr D F 
McDei-mott. Will * Emery 80/04/16 Spp 

0006060428 Correct* mis statement of fact in Public Utils Ooard of City 
of Biownsvilli.,TX Mar-Apr 1900 discovery rept Failure to 
participate In J Bruggenian deposition u>at due to counsel 
independent decision not to attend Certificate of Svc encl 
STAHL, D H Isham, Lincoln fc Beale 80/03/01 6pp 



B0060ti0941 Discovery rept for Apr 1780 Util counsel participated In 
depositions of NC Lerner fc Q Taylor, eiptrt economic 
witnesses for NRC t, DOT. respec tivalv 

AHEARN.C D Teiai Utilities Co AHEARNE, C D Dabevoise b Uberman 
00/09/15 Bpp 

800609017S Discovery rapt for Apr 1900 Participated In NO Learner b 
Taylor depositions Roveived NRC updated response to Houston 
Lighting It Pouer second set of Interrogatories Inspected NRC 
documents designated by eipert uitness 

AHEARN, C D Texas Utilities Generating Co AHEARN.C D Debevotse !< 
Liberman BO/03/IS 9pp 

0006200149 Discovery ropt for Apr 1900 Participated In OTC Taylor 
depoaitlon Responded to Houston Lighting tt Power motion to 
compel production of documents Undertook settlement 
discuisions tt trial preparation Certificate of Svc encl 
CYPHERT, 5 D Justice. Dept of 00/03/19 Spp 
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8006060361 Discusses review of 800507 document re question of 
disconnecting facilities in event of interconnection in 
interstate commerce C o irun i s s I o n should not agree prematurely 
to licenn conditions re federal jurisdiction eiemption 
SPIEGEL. Spiegel t McDiarmid 80/09/30 2pp 



8006190454 Submits settlement negotiations status ro.pt par ASLD BQO513 
order TX LA i TX Power 4 Light Co resolved differences 
In Itr of intent Petition to intervene will be amended to 
reflect new petition Certificate of Svc enc 1 
BURCHETTE.W H , RITTS.F H Northcutt Ely BO/06/09 Spp 



S0061601G3 Motion to establish trial d procedural datot Proposes 800609 
for settlement reptl. 800610 for prehearing. B00613 For 
witneii liiti & brief*, 800627 for responding parties d 
800701 tor final preheanng conference M/Ctptif icate of Eve 
CVPHEST, a D , PAfiMNTEfl,F , DDPSOVIC.D A Justice, Dept of 
SO/OS/SI 6pp 



8006300167 Rept on settlement negotiations itatus South TX Electric 
Cooperative !c Medina Electric Cooperative should be brought 
into settlement process due to readiness to addre*s concerns 
re protection of certain interests Certificate of Svc end 
JOHN.D F , HUNTER, H Ned lna 1 eitric Cooperat i ve, tnc JOHN. D F 
McDermott, Will J( Emery BO/06/09 6pp 



8004 1702 42 Discovery opt for Apr I960 Attended continuation of NC 
Lirnar depgsitlun Responded to Houston Lighting & Power 
first cet of interrogatories Joined parties' motion for 30- 
day extension Certificate of Svc end 
CARNEV. J A Central & South West Corp BO/05/22 6pp 



JOQ6170004 Foruardi cor rut ted Page 3 to DOJ B009S1 motion to establish 
trial Ii other procedural date* 
CVPHERT, 8 B Justice, Dept of BO/OS/53 Ip 

8006170007 Correctid Page 3 to DDJ 800521 motion to establish trial b 
other procedural dates Certificate of Bvc end 
CVPHERT.S B , PAHMENTER.F . DQP80V1C. D A Justice, Dipt of 
80/QV21 4pp 

3006120092 Reply in opposition to DOJ BOO 521 motion to establish trial 
d othtr procedural dates Request premature ASLB Ihould 
adhere to previous discretion that parties address schedule 
at aoOfilO prehiarlnj conference Certificate of Bvc end 
KNQTTSjJ B T*>as Utilities Oentr*tlng Co KNDTTa, J, D Dibevolsi b 
Libirman BO/OS/SB Spp 

8006090272 Ha tin of appearance In proceeding Certificate at Bvc *nel 
LEWI 8, B H Hearing Branch 2 80/06/03 4pp, 



0006110366 Foruartfs settlement agreement, executed B00609 

BOUHNIGHT.JA Louenstein, Newman, Reis. A<elrad (.Toll BO/04/10 



6006110282 Settlement agreement for all outstanding controvers ie re 
question Aether Electric Reliability Council of TX should 
be interconnected lu/Sauthweit Poiuor Pool Certificate of Sve 
enc 1 

JORDAN, D D Houston Ligfiting 4- Power Co FARRINOTON. J 8 Dalla* 
Power i. Light Co MAROUARDT.W Tea Electric Service Co 
BO/06/09 19pp 

8006190590 Order advising that further settlement negotiations status 
rapts are to be filed by 800711, that another prehearino 
conference be held dn B00714 * that discovery question be 
deferred until further developments Urges fair agreement 
H1BMOP.C J Atomic Safety and Licensing Appeal Panel QO/06/1A 
3pp 



N Antitrust hearing transcripts 



B0061707-13 Transcript of floOtlO prehearinj conference in Bethsd,MD 
Pp 832-B90 Morning session 
Atomic Safety and Licensing Board Panel 80/06/10 99pp 



800611007& Atfviies that San Antonio has neither received nor Initltated 
diicoverv tfurinn. H*v ItBO Certificate of Bve end 
UOOD.J C. Hittheus, Noulin. Hacfarlani 8. Barrett, 60/06/03 4pp 



8006230394 Proposed corrections to B00610 prehearing conference 
transcript Certificate of Svc encl 
CYPHERTiS B Justice, Dopt of BO/06/16 Spp 



BOO&110162 Hotifle* partle* th*t BH Leuls, appearing in proceeding on 
behalf at HHC,(* nphu of Spiigel of Spiegel b He D Urn id, 
representing Public Utili Board of City of Brauntvllle. TX 
No conflict of Interest eiisti 
CHANANfA, F. D Antitrust Division 80/06/06 Ip. 

6006110303 Ftipt on settlement negotiation! per ASLB 800513 order 
Hequeit* 30-day extension far procedure! dates to resolve fc 
narrow issues Prehearlng conference should b> held at end of 
ittnslon Ctrtipicate o* Svc end 

SAMPELS, M, D. , KHDTTS, J B Teii Utilities Ot nt rat ing Co 
SAMPELSiKD Moriham, Forvthe fc BampeU 80/06/09. 9pp 

8OOA1103S2 Second settlement status rept per ASLB SO03I3 order. Urges 
addl 60 tn 90-da^ eitenilon to prIt continued efforts 
Connltt area* r wheeling 4 access to de interconnection* 
renain under continuing study, Certificate of Eve encl. 
CHANAM1A.FD Antltruifc DIvis ion BO/06/09. 7pp 

B006110397 Sefctlinent status rept pr ASLB 800513 ordtr Urges 
*tanll*nment of trial date to complete outstanding ASLB 
ditcoverV'to rtio-lve ASLAB discovery & to expedite final 
trial preparation Certificate of Bvc encl 
CVCHEBT, S, B JustlceiDipt of BO/06/09, &pp 

BOO6 11 034-4 R*p| on ttttUmant negot!iationi per ABLB 500913 order Urgtt 
addl iitiniion to entertain further substantial progress 
Eipects -to vxecute, agreement u/Central fc South Hest Corp 1> 
TX Utlli ner*tlng Co, Certificate of Bvc end 

BARNETTiE.M. Hoirmton Lighting t< Pouer Co * Baker d Botts * 
Low*nitlniMe,hMan, Reis, Aielrad It Toll, BO/06/09. 7pj> 

8006110371 Rept on ettlimant nigotiatlons by Public Utlls Board of 
City of Brownsville, TX, per ABLB 800913 order. Bubnltted draft 
of traniMl til on *gre*nnt d rate* to Central It South H*t 
Copp.No response received Certificate of Sve encl. 
BPIE9EL,O. Te>a, Btata of. BPIEOEL,0 Spiegel I, rtcDlarmld 
BO/06/D9. 6pp, 

9O06110379 ftapt on settlement discussions per ASLB 800913 order. South 
Mitt Co reached agreement u/Houtton Lighting d Power 1 TX 
UtlU Co. Diffiretices u/Publle Utll* Board of Brounsvill*, TX 
not yet ritolvtd. Certlf Icatt of Bvc encl 

BTAHL.D.M, Central l< South West 8rvices,Inc STAHL.D M Itham, 
Lincoln tc Beele. 00/06/09 3pp, 



Q Inspection reports, IE Bulletins 1 correnpondince 

8006300053 Forwards IE Circular 80-05, "Emeroancy Diesel Generator 
Lubricating Oil Addition % Qnstte Supply " No written 
response required 
BEYFR1T.K V Region 4, Dallas. Office of the Director BO/O4/01 



8006130194 Forwards notice of violation from insp on S00301-31 IE Insp 
Repts 50-49B/SO-Q9 6 50-499/80-05 will be isued in near 
future 

8EIDLE.U.C Region 4, Dallas. Reactor Construction fc Engineering 
Support Branch 80/04/04 Spp. 

B006130203 Notice of violation from insp on B003Q1-31 Noncompllance 
noted failure to provide timely reply to item of 
noncompliance It failure to provide timely notification of 
const deficiencies 
* Region 4, Dallas, Office of the Director 80/04/O4 2pp 

B0061300A9 Foruard* IE Insp Repts 50-493/80-05 t, 50-499/80-05 on 
800301-31 

SEIDEL.U.C Region 4. Dallas, Reactor Construction & Engineering 
Support Branch BO/O4/Z5 Spp 

8006130074 IE Insp Repti 30-498/00-05 & 50-499/80-08 on 800301-31 
Noncompliance noted failure to provide timely reply to item 
of noncompllancB fc failure to provide timely notification of 
const deficiencies 

CROSSMAN, H, A , PHILLIPS, MS Region 4, Dallas, Office of tho 
Director BO/04/24 Spp 

8006040164 Discusses special investigation of const activities 
conducted 791110-800207 Areas Inspected Include allegations 
of harassment, intimidation & lack of support of OC 
inspector! by OC mgt & assessment of OA/QC program 
BTELLO.V Office of Inspection * Enforcement, Office of the 
Director BO/04/2B Ip 

B00609022S Forward* IE Insp Ripts 50-49B/SO-07 t 30-499/BO-07 on 
B0040B-11 & notice of violation 

SEIDLE.W C Region 4- Dallas, Reactor Conitructlon (c Engineering 
Support Branch. 80/04/30 Spp 



8006090229 Notice of violation from Insp on 600408-11. 
Region 4, Dallas, Office of the Director 80/04/24 
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50-499/00-07 on B0040B-11 
procedure fnr storage 



8006090234 IE Inap Repts 50-193/80-O7 
Noncomp 1 lance noted failure to foll 
of mat! 

HUBACEKxW G . GROSSMAN, H A Region 4, Delias, Offic 
Diiector BO/G4/24 4pp 

B0060402B9 Foruiaids IE Bulletin 00-12, "Decag Heat Removal Bigi 
Operability " No written response required IE Info Notice 
90-20, "Loss of Decay Heat Removal Capability at Davis-Besse 
Unit 1 While In Refueling Mode" end 



SEYFHIT, K V 
IP 



Region 4, Dallas, Office of the Director BO/O3/Q9 



9006090017 Ack receipt of 800S07 Itr informing NHC of steps taken to 
correct violations noted in IE Inap Repts 90-49B/BO-O9 !. 
SO-499/BQ-Q5 

SEIDLE.tJ C Region <li Dallas- Reactor Construction ti engineering 
Support Dranch BO/OS/14 Ip 

B006090O21 Responds to NHC 800404 Itr re violation* noted in IE Imp 
Repts 50-49B/BO-05 *, 50-499/BO-05 CorrectlvB actions 
applicable personnel hnvo been reminded to provide time I g 
replies t notification to HOC 
TURNER, E A Houston Lighting t Poiuor Co 80/03/07 3pp 

8006300062 Forwards IE Circular 80-12, "Valve-Shaf t-To-Actuator Keg May 
Fall Out of Place When Mounted Belou Horizontal Ails " No 
written response required 

SEYFRIT.K V Region 4, Dallas, Offlco of tlie Director BO/03/14 
If 



6006110314 Forwards final deficiency rept re safety injection igi 
containment emergency sump piping design 
TURNER, E ft Houston Lighting fc Potuor Co 00/09/30 3pp 

8006110322 Final deficiency rept re aafetg injection sys containment 
emergency sump piping design During routine review, 
discovered weld betuieen sump liner A proem pipe 
insufficient Design corrected ti procedures revised. 
* Houston Lighting i Power Co HQ/09/30 3pp 

B006110337 Interim deficiency rept re nonconf ormlng backfill matl r 
around Unit 2 power block Borings into structural backfill 
ihoued Unlb 1 area in conformanct Four areas within Unit S 
fount potentially below QC criteria Goring diagram end 
TUHNER.E A Houston Lighting & Power Co BO/OS/30 Bpp 

8006240292 Second interim deficiency rept re essential cooling uatvr 
sgs girth uald radiograph rejectable indications Deficiency 
will be addressed in util response to shou cauie order Next 
rept utll be submitted 000912 
OPREA, Q W Houston Lighting 4 Pouer Co BO/06/13 3pp 

3006300433 Interim deficienty rept re seismic qualification of 
essential cooling water intake structure gantry cr-arte* & 
dieiel generator fuel oil storage tank Preliminary findings 
shou designs sufficlentlg conservative Modi not xpactid 
OPREA, W Houston Lighting * Pouer Co 80/06/26. 2pp 



Operator Eiaminationi 



B006030D1S ToTiuards payment of civil penalties In amount of 6100-000 
In response to NHC B00430 notice Items of noncomp 1 lance are 
essentially substantiated Certificate of Bvc encl 
DPREft-0 W Houston Lighting . Power Co SO/03/33 3pp 



S0061B0075 Notification of B00717 meeting w/utll lit Bathisda.MD to 
discuss current requirements for operator qualification h 
llcentlng Mae ting originally scheduled for 800623 
SELLS, D E Licensing Branch 2 BO/04/02 Ip 



3006030023 Responds to SOO430 ahou cause order Hatters r> Section III 
answered In reply to notice of violation Kgt it committed 
to become more involved In program & make QA/QC functions 
hlghlg visible & independent Certificate of Svc encl 
OPREA, W Houston Lighting t- Pouer Co BO/O3/23 6pp 



B0061B0339 Notification of BO 062 5 meeting u/utll In Bthltd.MD to 
discuss current requlraments for operator qualification it 
1 lonslng 
SELLS, D E Licensing Branch 2 BO/OA/02 3pp 



B006030175 Responds to NRC B00430 Itr ro violations noted in IE Insp 
Repts 90-49B/79-19 t, 30-499/79-19 Corrective actions Brown ti 
Root conducted mgt astessment of causes of perception of 
harassment Utll increased Involvement In OA/QC program 
QPRCA, W Houston Llnhtlng (. Pouior Co BO/03/23 73pp 

B00620004B Forward! 1C Circular 80-13, "Grid Strap Damage in 
West inghousB Fuel Assemblies " No written response rxtulrid 
SEVrRITpK, V Region 4, Dallas, Office of the Director BO/03/28 



DOCKET STN-SQ-499 SOUTH TEXAS PROJECT. UMIT 2 

A Application/construction stage documents b corr*tpondenci 

3006230110 Advises BHF1 & PUR applicant! of NRC decision to nodlfg 
Implementation plan presented in Section 4 of NUREQ-Q377 re 
adequacg of applicable support structures General operating 
reactor review procedure 1 acceptance criteria encl, 
EISENHUT. D Division Of Licensing HO/03/BO I3pp 



BQ0630097B Responds to IE Bulletin BO-OS, "Vacuum Condition Resulting, 
In Damage to Chemical Vol Control Bys CCVCS) Holdup Tank* " 
Two tanks mill bo augmented u/vacuum relief valves prior to 
plant operation Bui summary table end 
TURNER, E A Houston Lighting t- Pouer Co BO/06/02 3pp 

9006160171 Bummaru, of B00530 meeting w/util In Bethisda.HD re utll 
response to enforcement actions 

THDRNBURQ.H D Division of Reactor Construction Inspection 
80/06/03 2pp 

0006300636 Ack receipt of B003B3 Itr informing NRC of staps taken to 
correct violations noted In IE Insp Repts SO-499/BO-07 (t 
30-499/BO-07 

8EIDEL, W C Region 1, Dallas. Reactor Construction S> Engineering 
Support Branch 00/06/09 Ip 



B0060602S9 Advise* that CAM 79-37 uill be withheld fro* public 
diiclasure per 10CFRS 790 Document Is part of package* sent 
bg utll on 791120 representing detailed technical audit of 
fuel design 
BCHWENCER, A Operating Reactors Branch 2 BO/09/22, 3pp 

80061 30 15S Notification of 900713 meeting u/utll In Bth*dl.HD re 
soil/structure interaction study Meeting orgtnallv scheduled 
for 800626 
BELLS, D Licensing Dranch 2 BO/ 06/02 Ip 

800619068B Notification of 800626 meeting u/utll in Bethesdai HD tn 
discuss soil/structure Interaction studg 
SELLS. D Licensing Branch 2 BO/06/03 3pp 

F Svcurllig, medical, emergency & fire protection plan* 



80063006 '14 Responds to NRC B00430 Itr re violations noted in IE Insp 
Repts SO-49B/SO-07 ti 50-499/80-07 Corrective actions site 
mechanical QA instructed to perform surveillance of 
Installed penetrations/sleeves on meekly basil 
TURNER, E A Houston Lighting b Power Co 80/09/23 2pp 

Q Reportable occurrences, LERs t related correspondence 

B006090571 Advises that potential deficiency re excessive hydrostatic 
pressure under essential cooling pond does not meet criteria 
of 10CFR53(e) 
TURNER, C A Houston Lighting Pouer Co 80/04/29, 3pp 



BOOS130317 Poruards clarification of NRC requirements for emergency 
response facilities defined in 790913 Itr Addl specific 
criteria for facilities under development 
EIsetJhVT, D Division of Operating Reactors BO/04/2S 61pp 

Q00609036B Responds to NRC 791121 Itr ri upgraded emtrgsincv plans Utll 
uill defer submlttal of upgraded plan until later date, 
consistent u/project licensing schedule tt development ot NRC 
guidance 
MCOU1RE. W F Houston Lighting d Powor Co 00/03/2B Spp 



Adjudicator^ correspondence 



B006180639 Notifies NRC that 900411 final Part SI rept re unqualified 
motor operator for turbine driven auxiliary fieduater pump 
ua also Intended to satlsfg 10CFR30 S9(e) reporting 
requ irements 
TUHNEfl.E A Houston Lighting t Pouer Co 60/05/07 3pp 



8006120070 Confirms d notifies of agreement for DE Suig it B00619-21 
deposit ion. cub j to ASLB granting of motion for dls.cov<ry 
extension Place uill bs determined at later tlffli 
COUAN.F E Baker t> Botts 60/04/29 3pp 
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900^130279 Confirm* ! notifies parties of L SinHn BQQ6IB dopositior 
Rescheduling neconi tatcd bij involvement in other hearing 
Suggests 900617 foi Buchorn deposition Rolatet! 
correspondence 
COHAN, F E Baker t> Botts 80/05/05 3pp 

SOOA06CM79 Notion to compel Cltnens for Equitable Utilt to provide 
further .answers to first set of interrogatories Intervenor 
SQ0433 answer* incomplete & sonetimBS irrelevant & 
unresponsive Certificate of Svc encl 

CDHAN.F E , NEWMAN.J fi Houston Lighting Ji Power Co COUAN, F E 
Baker I Potts SO/05/00 llpp 

8006300139 Ack GOOS06 telcon re agreement for P Euchorn 800617 
deposition In San Antonio, TX Sinkin deposition ulll lie taion 
on 800613 Si Suayie on 000619-21 
COWAN, F E Baler & Salts 00/03/03 3pp 

80-06110267 Confirms final arrangements for P Buchorn- L Sinkin fc 
D Suauie iJeposltioni P Buchorn V L Slnlin deposition) 
scheduled GOQ617 ft IS. respectively. In San Antonio. TX fc 
D SUBU.II deposition scheduled 900619 in Bay Citg.TX 
COWAN, F E Baker Ii ffotti BO/OS/20 3pp 

fl006t9QS95 Submits suppnrtive evidence for 600527 request that NRC 
convene public hearing on 000430 shout cause order re 
violation* noted in N"IC investigation Intervenors should 
b able to present evidence re contentions Memo end 
SIHKIN-U Cititeni Concerned About Nuclear Payer. Inc BINKtN.L 
Citiiens for Eq.uitflbls Utilities BO/OS/2B 13pp 



M Antitrust c 01 rsspondertcf 



8006130243 Discovery rept for Mar 1980 No discovery requeHts initiated 
01 received Certificate of Svc t change of address notice 
enc I 
JOHN. D P Southwest Taias Electiic Cooperative BO/04/14 5pp 

S00606042H Corrects mi cs tatemeiit of fact in Public Utils Hoard of Citg 
of Browns-M lie, T* Mar-Apr 1990 discovery ropt Failure to 
participate iti J Bruggeman deposition uaa due to counsel 
independent decision nol to attend Certificate of Svc enc 1 
STAHL. D 11 Ishnm, Lincoln h Benle SO/05/01 6pp 



ehnaring conferenc 
ns Proposed order 



00061 30054 Motion for 800509 prehnaring conference to apprise ASLB of 
status of settlement di 
Certificate of Svc end 
CVPHERT.a . PAHMENTEfl,F , WALLACE, fl L Juitico.Dopt of SO/05/05 
5pp 



ROQ613Q393 Discovorij rept for April I960 No discovery requests received 
01 Initiated Certificate of Svc encl 

WDODrJ C San Antonio. TX WOOD- J C flatbSoun, Naul in. Macf*rUm 
t Barrett 0O/09/O3 4pp 

S 00*04 0026 Advise* that Public Utils Hoard of City of Brounivi 1 1 e, TX 
dues not agree ui/DK Stahl version of facts rn Druggeman 
deposition Labeling matter as misunderstanding considered 
aa polite understatement 
PDIRIER.M R Spiegel b HcDiarmid BO/OS/07 lp 



SOD6030139 Adviiu* that NRC has received Houston Lighting & Poutr 
B005B3 Itrs in rosponse to IE 300330 Iti- re order to shotu 
causa, notice of violation t notlc* of proposed impoiltian 
of civil pen*) tits 
MCQURFiEN. H J Hearing Branch 1 80/09/30 lp 

8006110340 Discuases possible solutions to matter raised by P Buchorn 
*t 800929 meeting concerning application for OL Suggests 
that P Buchorr. submit list of specific documents for 
riamln.atlon or duplication 
COWAN. F E Baker b Botts 80/06/02 3pp 



Response in oppasitian to Cltinni Concerned About Nuclmr 
Pouer & Cfctiiens for Equitable Utils ro.ueit for hearing r* 
IE 600430 order to ihoiu cause Petitioners failed to 
stablith right to hearing Cvrtificata of Bvc encl 
CULP.R H . COHAN.F Hou*ton Lighting i Powr CD CULPrR H 
LouenttliniNiunian.niis, Aielrad & Toll 90/06/13 13pp 



Motion to deny Citliens Concerned About Nuclear Pouer 
Citlnni for Eo.uitabU Utils' 000927 raqut for haarinfl re 
IE 600430 ordr tn show cause uhy safetg-nlattd conct 
Activities should not be itopped Certificate of SVE encl 
LIEBERHAN. J i BURNS.fi Rultmiklng & Enforcement Division 
80/06/24 12 ff 



8006030595 Foruards status rept Delivery arrangements made for 900912 
KNOTT8. JD Debevoise V Liberman 90/OB/09 lp 

8006050061 Status rept re settlement negotiations' progress 
Discussions are continuing Urges A5L.D to hold prehearlng 
conference by 800314 t> ruauefits deferral of ruling on 
extension Certificate of Svc fc supporting documents encl 
SAMPELS.M D Teias Utilities Co BO/05/09 aQpp 

B006060033 Furuards Houston Lighting d Poutr status of sgttlament rept, 
per ASLtl B00410 order Affidavit not appropriate 
OREEN, D Louienstein.Noiuman, ReiSi Aielrad tt Toll SO/03/07 3pf 

0006060036 Status of settlement rept per ABLB BOQ41O order deferring 
trial briefs. final prehearlng conference & evldintlary 
hearing Urgas addl 30-day extension for continuance of 
negotiations due to complailty Cartiflcata of Bvc and 
BARNETT, E U Houston Lighting & Power Co 80/03/09, 7pp 

8006060492 Status rept re settlement discussions' progress Urges A8LB 
to convene prutrial conference to accommodate outstanding 
d iscoveryi f inal trial preparation t> resolution of remaining 
procedural matters Certificate of Svc encl 
CYPHER!, S B , LUQUE, N , WALLACE, R Justlcn Dept of 90/05/09 <?pp 



900S26019B Requests hearing on behalf of rlntagarda CountyiTX ci titan* 
re NRC 800430 rept sent to Houston Lighting & Poutr H 
Scarlett 800504 article in Houston Post & Citliens of 
Matagorda County petition and 
KEEN.N Affiliation Unknown BO/03/19 3pp 

8006260200 Submit i Be nr Countui TX. 21st Senatorial dilti-lct convention 
re*ttlutionire<tu*stlng hearing to provlile public u/full Info 
r* OTjr to shou cause based on utll violations 
ANDERSON, I H Affiliation Unknown BO/05/19, lp 

900*260201 Ren miit hearing on behalf of Houston Oulf Coast Bldg Trade 
Council in HataooriTa CountyiTX 
VAN HQY.G Affiliation UtlVnoun 80/03/20 ie 



H fienaral Garreipondffnce 



3006060284 Opposes licensing of power plant Inform NRC tht legal 
action uilll b* taten to pnvtnt licensing 

DUNStON, P , DUNBTOM, L Af f 1 1 latlon Untnouin 80/06/01 lp 
R Utility Final Safety Analysis Report 1FSAR) b amends 

BOOblBO'370 Foruiarils Amend 11 to FSARi consisting primarily of response* 
to KfiC QOD319 rtquitt for addl QA Info 
OPREA, M Houston Lighting & Pouar Co BO/06/ IB 3pp 

8004180373 Amend 11 to FBAfi, consisting primarily of responses to NRC 
800318 rqut for addl OA info, 
OPREArO U Houston Lighting h Poulr Co 80/06/12, 9&pp 



Q006110S33 Foruards rvpt on status of settlement 
OREEN, D Louiensteini Neiumani Retsi Aielrad (. Toll 



BO/05/09 2pp 



3006190199 Rept on settlement negotiations Suggests that conference be 
held to determine addl time needed by applicant Trial should 
be preceded bu, pre trial conference to accommodate discovery 
tt other matters U/Certif icate of Bvc 
CYPHERT.8 B , LUOUC, N , WALLACE. R Justice, Dtpt of 80/03/09 9pp 

8006230137 Settlement status rept by Public Utils Board of Brownsville, 
TX Proposed early trial schedule ! 30-day extension to 
explore posdlbility of settloment Certificate of Bvc encl. 
BP1EOEL.O BrownsvilleiTX 80/03/09 6pp 

8006240290 Status rept an settlement negotiations per A8LB 600410 
order Requests 30-day extension in procedural dates to allou 
continuation of discussions Certificate of Bvc end 
STAHL, D M Central & South Hast Services, Inc 80/08/09 12 PP 

0006290193 Submits status rapt on settlement nvgotatlons per ABLD 
900410 order Joint ownership agreement will be completed by 
801101. Supporting documentation (, Certificate of Svc encl, 
BURCHETTE. W H Texas-Louis Una Electric Cooperative. Inc RITTS, F. H 
Northcutt Ely BO/03/07 29pp 

B006060341 Di*coveri) rept for Apr 1980 Util counsel participated in 
depositions of NC Lerner & Taylori expert economic 
witnesses fur NRC S. DOT, respoctlvaly 
AHEARN, C D Tel a I Utilities Co BO/09/13 9pp 
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QOQ60 1 70175 Discovery repc f 
Tayloi ijepus 1 1 ions Recelv 
Lighting >j Power second a 
ducunetiti designated bu i> 
AHEARN. CD Te.as Ut il i t 



ir Apr 118O Participated in NC I.earni 
d NSC updated response to Houston 
it of interrogatories Inapectad MHC 
ipert witness 
IBB Generating Co 00/O5/15 Spp 



B0061I0375 Ropt on settlement d i scL'ssi-ons por ASLD 800313 ordei South 
West CD reached agreement uj/ Houston Lighting Ic Pouor b TX 
Utils Co Differences in/Public Utils Board of Drounavlllo, TX 
not get resolved Certificate of Svc end 
3TAHU.D H Central & South Host Snrvlcej, Inc aO/06/09 Opp 



BQ06200142 Discovery i opt for Apr 1 9RO Participated in 5TC Taylor 
depoiitinn Responded to Houston Lighting & Power motion to 
coiiipsl pioductian of ducunents Undertook settlement 
discussiuns r, trial preparation Certificate of Svc encl 
CVPHERTi S II Justice. Dept of HO/09/19 3pp 



B006190454 Submit! settlement neoottat ions status rapt par ASLB BOOS 13 
order TX Lrt S TX POUBI (, Light Co resolved dif f D rerun 
In Itr of Intent Petition to inteivone ulll be amended tu 
reflect neui position Certificate of 3wc encl 
UUBCHETTE. W H Northcutt Ely BO/06/0? 3pp 



QQ06060361 Discusses IPVIBU of B00509 document re question at 
d i aconnec t i ng facilities m e/ent of interconnec tion in 
interstate commei ce Commission should not- agree prematurely 
to license condition* re feiloial jurisdiction oiemption 
SPIEGEL, G Spiegnl ', McDurmld SO/OVaC 2pp 

S006160163 Motion to establish trial > procedur-ul dates Proposes GQQ6Q7 
for settlement reptSpB00610 for pi ehear ing, S00613 for 
witness lists ', b- lef s, 8OQ627 foi impending partlus & 
B00701 for final piohearing conference W/Cert i f icste of Svc 
CVPHEFiT.t. B . WALLACE. R Justice, Dept of BO/05/31 6pp 

Q006170212 Discovery rept fnr Apr 19BO Attendad continuation of NC 
Lerner depositinn flesponilotl lo HouEto" LiahllnB & Pouer 
first set of Interrogatories Joined parties' motion for 30- 
day eitension Certificate of Svc one 1 
CARNEY. J A Central S< ^outh Usst Corp BO/OS/22 6pp 



BOOfal70004 Turuaids corractod Pago 
trial t other procedural dates 
CYPHER!. S H Justice. Dcpt of SQ/O5/23 



DQJ BOO 521 motion to utabllsh 
IP 



5006170007 Corrected Pago 3 to QOJ BOOSP1 motion to *ttabllih trial 
other procedural datos Certificate of 9vc end 
CVPHERT.S n . WALLACE. R Just i c e. Uopt of BO/03/P1 4pp 

UOOil200S2 Reply in opposition to DDJ BQOSdl motion to oitabliih trial 
t/ othei procedural dates Request promoturs ASLB ihould 
ndheru to pievious dlncrotlon that parties aodraas icliidule 
at SGG6IQ prehearlng conferance Certificate of 8vc encl 
KIJOTTB.J I) To. as Utilities Generating Co BO/03/2B Spp 



8006200167 Rept, on settlement negotiations status South TX Electric 
Cooperativo f- Mcdipa Electric Cooparative ihould be brought 
into settlement process due to readinast to addrns concains 
re protection of certain interests C-ertiftotB of Svc onrl 
JOHN. D F Mc-dinaelactr ic Cooperative. Inc HUNTER. H McOlnnls. 
Lochndgo t, Kllgore BO/Ot/09 ftpp 

8006110266 Forwards iBttlemnnt agroeiront. eiecuted S00i09 

DDUKNIOHT, J A Loutens tain, Neuiman. He Is, Aielrad fe Toll QO/04/10 
IP 

0006110302 Battlement agreement for all outstanding controversies r 
question uh other Electric Reliability Council nf TX should 
be interconnec ted uj/Sou thuoa t Pauor Pool Certificata of Svc 
enc 1 

JORDAN. D D Houston Lighting & Pouer Co SPENCE, M Tual PaUlir 
t. Light Co HARRIS, H J Central t- Soutli West Corp 80/06/09 
19pp 

8006190590 Order advising that further settlement negotiations status 
repts arc to be filed bu, 800711, that another pnhorlng 
conference bo held on 800714 !. that discovery quxtion ba 
deferred until further developments Urgal fair (grotAiftln't 
DIQKOPiC J Atomic Safety and Licensing Appeal Pantl BO/06/ 16 
Spp 



N Antitrust hearing transcripts 



8006170743 Trnntcript of BOOftlO prchearing conference in Betheidn.MD 
Pp 833-390 Morning session 
a Atomic Safety and Licensing Board Panel BO/06/10 S9pp 



B0060S0372 Notice of appoaranue In pioceedlng CirtiFlcat* of Svc tncl 
?. S H Hearing Branch S 10/06/03 4pp 



(J006110076 Advises that San Antonio hflB neither received nor Jnltitatad 
discovery during May 1780 Certificate of Svc encl 
WCIDD.JC Hatthcus, Moulin. Macfarlane t Burrett BO/06/03 4pp 

B00611O16S Notifies parties that SH Leuii G, appear inj In proceeding nn 
behalf of NftCili nephew of O Spiegel of Spiegel t> KcDlarmld, 
representing Public (Jtlls Board of Citu, of Brounsvllle. TX 
No conflict of interest eiists 
CHANANIA.F D Antitrust Division 80/06/06 Ip 

S006110302 Rapt on settlement negotiations per ASLB B009I3 order 
Requests 30-day eitunition far procedural dates to resolve It 
narrow Issues Prehearirig confoienco should be held at and of 
eitension Certificate of Svc encl 

SAMPEL'i.M D Texas Utilities Generating Co KNDTT9, J D Dbevol 
(< Llberman BO/O6/O? Spp 

8006(10333 Second settlement status rapt per ASLD 800313 order Urges 
addl 60 to "fa-day eitension to permit continued efforts 
Complex areas re wheeling t- access to di interconnections 
remain under continuing study Certificate of Bvc encl 
CHANANIA.F D Antitrust Division BO/06/0 1 ? 7pp 

S006110337 Settlement status ropt per AS1 D B00913 order Urgo 
D9tablEhmont of trial date to complete outstanding ABLE 
discovery. lo resolve A9LAH discovery & to eipedita final 
trial preparation Certificate of Svc encl 
CYPHEHT.S B Justice, Dept of 80/06/09 6pp 

8006110364 Rept on settlement negotiations per ASLD 800313 order Urgei 
addl eitension to entertain further substantial proc,ri 
Expects to eiecute agreement u/Contral ! South tlest Corp t< 
TX Utils Generating Co Certificate of Bvc encl 
BARNETT.E W Houston Lighting * Pouor Co BO/Oi/0 1 ? 7pp 

8006110371 Rept on settlement negotiations by Public Utils Board of 
City of Brownsville, TX, per ASLB B00513 order SubmitUd draft 
of transmission agreement b rates to Central t< South Wst 
Corp No response received Certificate of Svc encl 
9PIEOEL.O Teias, State of 80/06/09 6pp 



B006230334 Proposed corrections to (500610 preftearlng confirenee 
transcript Certificate of Svc encl 
CVPHERT.S 11 Justice, Dept of SO/O6/16 Spp 



(J Inspection reports, IE Dulletlns 6 correspondence 



8006300053 Forwards IE Circular 80-05, "Emergency Diisal Generator 
Lubricating Oil Addition d dnslte Bi/pply," No uritten 
response required 

SEVFRJT.K V Region 4, Dallas, Office of t(l Diractov. 80/04/01 
IP 

8006130194 Forwards notice of violation from tnsp on B00301-31 IE In*p 
Repts 30~4*!a/aO-03 h 30-499/80-05 Will be iisueif in near 
future 

8E1DLE.U C Region 4< Pallas, Reactor Conitruction & Engineering 
Support Branth BO/04/O4 Spp 

8004130203 Notice of violation from imp on B00301-31 Noneomp 1 lance 
noted Failure to provide timely reply to It tin of 
noncompl iance t< failure to provide timely notification of 
const def Ic iencles 
* Region 4, Dallas, Office of thfl Director 80/04/04 2pp 

8006130069 Forwards IE Insp Repts 50-498/80-05 & 30--499/BQ-05 on 
800301-31 

8EIDEL.W C Region 4, Dallas, fieactor Construction ti Engineering 
Support Branch GO/04/25 2pp 

--800613007-1 IE Insp Repls 30-498/60-03 fc 50-499/80-03 on 800301-31 
Noncompl iance noted failure to provide timely replv to item 
of noncomp 1 iance & failure to provide timely notification of 
canit deficiencies 

CR098MAM,U A . PHILLIPS.H 9 fiegion 4. Dallas, Office of the 
Director 00/04/24 Spp 

8006040164 Discusses special investigation of const activities 
conducted 791UO-B00207 Areas Inspected include illegationi 
of harassment. Intimidation (- lack of support of QC 
Inspectors by QC mgt % assessment of QA/QC program 
STELLO.V Office of Inspaction & Enforcement, Office of tht 
Director 80/04/2B Ip 
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DOCKETED ITEMS 



9004.090233 Forward* IE lnp Rept* SO-498/BO-07 J, 50-499/60-07 on 
BOO40S-11 1( notice of violation 

6EIDLE.W C Region 4, Dallas, (leactor Construction ti Engineering 
Support Branch BO/04/30 2pp 

8QQ&09Q22 1 ? Notice of violation from Insp on B00400-11 

Region 4, Dallas. Office of the Director BO/04/24 Ip 

--8006090334 tE Intp itepts 50-496/90-07 . SO-499/BO-07 on 900408-11 
Noncampl i *nc t noted failure to follou pi-ocedure for storage 
of matl 

HUBACEK.W . CROSBMAM.W A Region 4, Dalian Office of the 
Director BO/O4/24 4pp 

8006040399 Forwards IE Bulletin 90-12, "Decay Haat Removal Syi 
OperablMtij " No uritten reiponie required IE Info Notice 
80-SO, "Los* of Decay Heat Removal Capability at Davls-Besse 
Unit 1 While In Refueling node" end 

SEYFRITrK V FUgion 4, Dallas, Office of the Director SO/05/09 
Ip. 

B006O9Q017 Ack receipt of 300907 Itr informing NRG at steps taken to 
correct violations noted) In IE Intp Repts 50-499/90-03 d 
3Q-499/BO-O3 

8EIDLE, W C Region 4. Dallas. Reactor Construction & Engineering 
Support Branch BO/05/14 Ip 

aQOA090021 Ritponds to KIRC B00404 Itr re violation* noted in IE Imp 

Psptt 30-49B/BO-OS t 30-499/80-05 Corrective actions 
applicable pers-annel have been reminded to provide timely 
replies i. notification to NRC 
TURNER. E A Houston Lighting t Power Co SO/05/07 3pp 



Forward* IE Circular QO-12, "Valve-Shaf t-To-Actuator Keg M*g 
Full Out of Place IJ'ien Mounted Below Horiiontal Aill " No 
urlttan reiponse required 
SEW1IT.K V Region 4. Dallas, Office of the Director 80/05/14 



SOO&03001B Forward) payment of clvit penalties In amount of (lOOiOOO 
in Tesnanie to NFIC B00"130 notice Items of nonconp 1 lance are 
essentially substantiated Certificate of 8ve encl 
OPneA.e.H Houston Lighting t, Poui.r Co 00/03/23 3pp 

900&0-30D23 Rospnndi to Q00430 thoiu cauit order Hatttri re Btction III 
aniuerid in replu. to notice of violation Hgt It cominlttad 
to become mure Involved in program ( make Qft/QC function! 
hlghlg viiible & independent CertifiEatt of Svc mcl 
OPRA,fi U Houston Lighting b Pouer Co 80/09/23 opp 

9004030172 Rnpondi to KRC 900430 Itr rB violations noted In IE Imp 
Rapts SO-49B/79-19 4 50-499/79-19 Corrective actions Broun t 
Root conducted mgt tiienment of causes af perception of 
harassment Utll increaied involvement In QA/QC program 
OPREAiG.U Houston Lighting & Pouir Co fiO/05/23, 79pp 

800620004B Forward* IE Circular 60-13i "Grid Strap Damage in 
UtltinghousB Fuel Assemblies " No uritten response required 
BGYFR1T. K V Region 4i Dallas. Office of the Director, 00/05/29 
IP 



8006)90639 Notifies NRC that Q00411 final Part 31 rapt re unqualified 
motor operator for turbine driven auilliarg feeduater pump 
uai also Intended to satisfg IOCFR50 5S(o) reporting 
requirements 
TURNER. E A Houston Lighting ( Power Co BO/OS/O7 3pp 

3006110314 Forwards final deficiency rapt re safety Injection iijs 
containment emeigbncg sump piping design 
TURNER. E A Houston Lighting I Pouier Co BO/05/30 3pp 

B006110322 Final deficiency rept re safetg injection igi containment 
emergency sump piping design During routine review, 
discovered tueld between surrp liner '* process pipe 
Insufficient Design corrected & procedures revind 
* Houston Lighting ', Pouer Co SO/05/30 3pp 

9006110337 Interim deficiency rcpt re nonconf orming backfill matl areas 
around Unit 2 pouer block Borings into structural backfill 
showed Unit 1 area in conformancc Four areas uithin Unit 3 
found potentially belou QC criteria Boring diagram me 1 
TURNER. E A Houston Lighting If Power Co BO/05/30 9pp 

S006240292 Second interim deficiency rept re essential coaling ulster 
iijs girth weld radiograph reject able indications Deficiency 
mill be addressed In util response to shaiii cauie order Next 
rept cut 11 be submitted BOQ9I2 
OPREA.G !J Houston Lighting ti Pouer Co 90/O6/13 3pp 

8006300435 Interim deficiency rept re saismic qualification of 
eisential cooling uater Intake structure gantry crane & 
die* el genera toi fuel oil storage tank Preliminarg finding* 
shou designs sufficiently conservative Mods not expected 
OPREA.Q H Houston Lighting I Power Co BO/O6/26 2pp 



V Operator Enaminat ioni 



3006160095 Notification of S00717 meeting u/util In Hetheida.MD to 
discuss curi ent requirements far operator qualification h 
licensing Meeting originally scheduled for BQQ635 
BELLS, E Licensing Branch 2 SO/06/02 Ip 

6006180339 Notification of 80O&2S meeting w/utll in DBttii-sda.MD to 
discuss current requirements for operator qualification & 
1 iteming 
SELLS, DE Licensing Branch Z 80/O6/O2 3pp, 



DOCKET 50-SOO DAVlS-nESaE NUCLEAR POWER STATION. UNIT 2 

A Application/construction stage documents & correspondence 

BQ06230110 Advise* BUR & PUR applicants of NRC decision to modify 
Implementation plan presented in Section 4 of NUREQ-0577 re 
adequacy of applicable support structures General operating 
reactor review procedure t> acceptance criteria encl 
EI6ENHUT, D Division of Licensing SO/05/20 13pp 

Adjudicatorg correspondence 



8006300573 Responds to IE Bulletin BO-OS- "Vacuum Condition Resulting 
in Dmg* to Chemical Vol Control Sys (CVCB) Holdup Tanks " 
Tuio tinki will b augmented u/vecuum relief valvis prior to 
plant opir*t(on Bys summary table enc 1 
TURNER, E A Houttan Lighting t, Pouir Co BO/06/OB 3pp 

30061t0171 Bummirg of BOO 530 meeting w/utll in Btthi(J*,HD re util 
rvsponti ta enforcement action! 

THORNBURG, H D Division of Reactor Construction Inspection 
BO/ 06/03 Spp 

6006300636 Ack receipt of BOD523 Itr Informing NRC of steps UUn to 
correct violations noted in IE Insp Repts SO-49B/BO-07 fc 
30-499/BO-07 

SEIDELrU C Region 4. Dallas, Reactor Construction li Engineering 
10/06/09 Ip 



B006200071 Paga* 1. S I, 6 for Ethlbit A of High Rock Lake A*oclation 
BOOS21 affidavit 
SPRINGER, D High Rock Lake Association 7B/11/1A 4pp 



DOCKET 30-501 DAVIS-BE99E NUCLEAR POUER STATION. UNIT 3 

A Application/construction stage documents (t corrtipondence- 

8006230110 Advises BUR & PUR applicants of NFtC decision to modlfg 
implementation plan presented in Section A of NUREO-OB77 re 
adequacy of applicable support structures General operating 
reactor review procedure Ir acceptance criteria encl 
EISENHUT. D G Division of Licensing 80/05/20 i3pp, 



DOCKET STN-50-502 HAVEN NUCLEAR PLANT, UNIT 1 

A Application/construction stage documents b carnspondenca 



9006230110 Advises BUR & PUR applicants of NFtC declclon to modify 
Implementation plan presented in Section 4 of NUREO- QB77 re 
adequacy of applicable support structures Central operating 
reactor review procedure & acceptance criteria ncl 
EiSENHUT, D G Division of Licensing 90/03/20 !3pp 



DOCKETED ITEMS 



DOCKET SrN-50-500 UPPGB NUCLEAR PROJECT, VH 1 1 3 

A App I icat i on/e onsti uc t ion stage documents S- correspondence 

0006230110 Ad vises BUR & PUR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUnEO-OS77 re 
adequacy of applicable suppoit structuies General operating 
reactor reviEiu procedure ti acceptance criteria end 
EIBENHUT,!) G Division of Licensing 00/05/SO 13pp 

BG0611037B Notifies that Ub ui 1 1 be conducting adifl moisture testing 
on low hydrogen electrode's using technique required in AWS 
AS 9. Section 25 Electrode casting moisture testing results 
will be applied only to Unit 1 >j 4 

RENHERGER, D L UasMnglon Public Pooier Supply. Si) it tin 8Q/O*/Ocj 
IP 

3QOS250140 Discusses roorgan i ia t i on of Ofc of Nuclear Reactor 
Regulation & advises that mg t responsibilities r facility 
have been assigned to A [iournla Reorg ani ration chart* nc 1 
TEDESCO.R L Assistant Director for Licensing aO/04,/12 llpp 



&OQ6030464 Suggests that clarification be added to Pag* 34 of HLfflEO- 
04fiO,VDl 4. to reflect tc-nteit in uhlch cost estimates for 
ATMS mods are made Utils believe indirect eotti yere under- 
rated Ditputei value impact analysis 
RENBERGER.K L Washington Public Pouter Supply Suits* HO/OJ/8B 



300&OSO35B Forwards response to NRC 300335 request for addl info rn 
sijs s.En* i t ivi tg 

5IENDEF1QER, D L Wajfilncton Public Pomer Supply System BO/06/OH 
Sflpp 

800>11O27B Notifies that lab wilt be conducting addl moisture ttititlfl 
on lou hijdrogn electrodes using technique required in AM3 
AS Bisection 2& Electrode- coating moisture teiting results 
uiill be applied onl4j to Uniti 1 t, 4 
RENDEftGEH. D L Washington Put 1 Ic Power Supply Sgittm HO/Oo/Oi 



F Security, medical- emergenci; { fir* protection plni 



F Security. medical- emergency tt Fire protection plans 

QDQ&25Q195 Approves request far topical manual approach for site 
emergency plan t denies request for late submittal of site 
emergency plan 
TEDESCO.R T Atilvtant Director far Licensing BO/OA/16 3pp 

S Reportable occurrences, LERs 4 related correspondents 

6006030336 PNQ-V-BO-O37 on H0091B, Mount 8t Helen erupted Unit S h 
appro) l/B-inch of ash on ground, some ash dust Iniide plant 
Filtration sij3 operab 1 1 i ty confirmed Mnnitoring to detect 
abrasive matl In sijs components underiuaij 

BISHOPiT W Region 5. San Francisco. Office of the Director 
SO/03/19 2pp 



Foi-uiard* Amend 2 tto "Fire Protection Evaluation " 
RENSEflOEFt, l> L Washington Public Power Supply Susttn BO/06/ 1 1 
2pp 

B006B70326 Amend 2 to "Fire Protection Evaluation " 

* Washington Public Power Supply Sytim SO/05/31 App 

SOC-&S4O.104 Foruiardi drawings re location for near-site emergency ctr 
flequeits immediate review S< response so that * 1 te-spec If i c 
design uork can proceed & site preparation begin 
"Preconcep tual Bite Plan" available in Central Flltt only 
flENQEROER, D L Washington Public Power Supply System 80/Ot/li 



- -aoOi24040H "Wind Rose for WPPB-2 for Apr 1974 to Mar 1975 at 
33 Tt Level " 
* UaiMngton Public Power Supply S^ittm 73/03/31, lp 



DOCKET STN-30-509 WPPBS NUCLEAR PROJECT. UNIT 3 

A App 1 ication/construc tion vtage documenti tt correip onidence 

GG06230110 Advises QUR & PUR applicanti of NRC dvciilon to modify 
implementation plan presented in Section 4 of WUHE<J-OS77 rt 
adequacy of applicable support structure* General operating 
reactor revieu procedure ! acceptonco criteria encl 
EISENHUT.D G Division of Liconsinfl 30/05/2O I3pp 

BOOill027a HutiPlei that lab will be conducting -addl moisture testing 
on lou hydrogen electrodes using technique required In AWS 
AS 9, Section 35 Electrode coating moisture testing rult 
mill be applied only to Unit* 1 & 4 
RENOEROER.D L Washington Public Power Supply Suitim BO/O&/0& 



-SOO6K4Q413 "Combined Plant Svt* b Emnroencu Coordination Facility 
Site Location. 1,130 Meter Radius Exclusion Ar ( Property 
Lines " 
* Raihlnaton Public Power Supply By-stg-m 77/01/12 lp 



"Environ Program! Base Map - Hanford" Ar*i " 
Washington Public Pouer Supply Suctem 77/01/12 lp 



Inspection reports. IE Bulletin* tt correspondence 



gOOoOc.0134 Foi-uariJi IE Imp Depti 50-4iO/SO-OS I. 50-313/80-09 on 
BOD331-0403 No nonconp 1 iance noted 

SPENCER, (3 8 Region S. Ban Franclica, Reactor Construction & 
Engineering Support Branch BO/Q4/2B 2pp 



e-0 06250 HO Discusses reorganl lat I on of Qfc of Nuclear Reactor 
Regulation & advises that mg t responsibilities re facility 
have been assigned to A Bournla Reorganl I3t i on charts encl 
TEDE8CO,R L Assistant Director for Licensinu BO/06/IS 

JF Stcurity. medical, emergency & fire protection plans 



llpp 



0006330195 Approves raquest for topical manual approach for lite 
emergency plan t denies request for late submittal of *ita 
emergency plan 
TEDESCQ, R T Assistant Director for Licensing BO/06/1& Spf. 



~aoOi060141 IE Inip Hp-ti SO-160/BO-OS & 50-513/80-05 an 800331-0403. No 
nnncompliance noted Major areas inspected HKH valvt fl*w 
indications-, pipe support & rcitralnt iyi 1< administrative 
controls for nonconf orrainf conditions 

DDDDS, R T Region 3. San Franclscoi Rector Conitrvctlon t 
'Englnearlng Support Branch NARBUT. P P , HASHES, W Region 5, San 
Francisco, Office of th Director GO/04/24 &pp 

BOO609O40& Ack receipt of B00515 Itr infarniing NRC of itpi taken to 
correct deviation notetf in IE Imp Reptf SO-460/HO-04 It 



SPENCER. G s Region S. San Francisco, Reactor Construe tlon t 
Engineering Support Branch BO/O9/30 lp 



a fieportable occurrencas. LERs fr related corresp ondente 

BO060S023t> PND-u-BO-037 on 800548, Mount Bt Helen erupted Unit 2 has 
appro l/B-inch of ash on ground, *one ash dust Inside plant 
Filtration sys apirablllty confirmed Monitor! no to detect 
abrasive matl in sijs components underway 

BISHOP, T 14 ftagion S. San Franciaco, Office o* the Director 
go/os/w app 



.DOCKET 50-513 WPPS8 MUCLEAR PROJECT. UHIT 4 

A App 1 icat ion/c onitruc t ion stage documents It convespondenc e 

eO,O6S301IO Advises DWH fc PWR applicants of NRC decision to modi f g 
implementation plan presented in Section 4 of NUREQ-OS77 re 
adequacy of applicable support truc tures, General operating 
reactor revleur procedure li acceptance criteria encl 
EISENHUT.DO Division of Lieonsing BO/05/20 I3pp 



~BOOi090404 Responds to NfiC 800413 Itr re diviatlon not*d in IE li| 

Rept* SO-46O/HO-04 t SO-3I3/BO-04 Corrective action*' 

engingerlnig evaluations determined that use of tlictrad* Ii 

acceptable hated an ABME III guideline* 

PEHBERGEn. D L Malhington Public Fouer Supply System GO/09/19 

2pp 



Foruards IE Insp Repts 50-460/80-04 & 50-513/BO-04 on 
BO0301-31 fc notice of deviation 

SPENCER jO B Region S. Ban Franclscoi Reactor Com true t ion B. 
Engineering Qua port Branch BO/04/ 15 2pp 

-BOOA0904I3 Notice of deviation -from ln*p on 300301-31 

* Raglan S> San Francisco, Office at the Director 80/04/11 



-aoo60904ia IE imp nepu 

Noncomp 1 iance no ted.tfeld ing electrodes qualified under Spec 

BFA-S 1 rather than SFA-5 5 uiere utid for welding 

p 1 pe- to -it earn generator RCPB uelds 

TOTH.A D , HAYNES.R C Region 3, Ban Francisco, Office of the 

Director 30/O-4/11 7pp 



lp. 



i090406 Acfc r-Bcsi[U of GOQ507 Itr informing NRC o* itnpi talun to 
ri-sct violations noted in IE Imp Rapt* 50-4AQ/SQ-QI t. 
-513/00-01 

'EHCER.Q S Potion 5, Sar, Francisco. Fioactor Contiruct i on t 

igineeririfl Support Branc-h 00/05/30 Ip 



Floquest for deferral until 30O715 to i-espond tn intervenon 
Foitlauii on Qojrd BOOS27 contentions Proposed contentions on 
NRC alternative situ reanalipis need to be diicutsrcj 
ui/parties Cei 1 1 f icate of Sv c encl 
BURDEN I CKi B M Hear ins Br,inct> 4 QO/OA/10 5pp 



)OiQ9Q414 Rospunds ti r.flC S00407 Itr r violations nuted in IE Imp 
Ropts 50-460/BO-Ol L 50-513/60-01 Corrective actions 
tBmporarij hangar & support pracndure initiated & training 
inoinn field nn S003Q6 
RErJBERGER, D L Hashing ton Public Paiuer Supply Solera 00/03/O7 



H00626l)17? Ordai for 800723 prehear itii) conferenco tn consider 
appropriate issues For u-arly site sui t-nb i 1 i tij hearing Oranti 
eitenslon until E00713 for HHC to respond to Foralaius on 
Board V LH flarbtt i3O0527 filing 
DCIJERB-E S Atomic Sarettj and Liconsina Hoard Panel SO/06/23 3? 



)OoG9Q441 Fciuards IE Imp Repts 3O-46O/SQ-01 (. 30-S13/BO-01 on 
SOOIO1-31 !< r,ntit at violation 

SPCnCEH.G 5 Region 5.. San Francisco, Realtor Construe fclon it 
Englneti ing 'Juppoi t Branch Ha/04/07 3pp 



Notice of violation from iriao on 300101-31 
[legion 3, Ban Fianeiie-or Office af the Director BQ/04/Oi 



Spp 



X)0.147 IE Insp Repts 30-4AQ/GO-Q1 (. 30-313/EQ-O1 on BQ0101-3I 
Noncnm'pl lance no tod failure to control temporary sttac hmcntt 
to itTuctural itnal & under-ilie uelds on pift iwpport* 
HAVMESi H C Hegion 5. Bsn Franclico. Rtactor Cont tfiit t on U 
Enjiner(.nj Support BrJr.ch TOTH; A D RBpion !), San Francisco, 
OPfie of tin Dlroctor SO/O4/02 9pp 



Adi/uorj Committee an Reactoi Safeguard! repaits ti correHpondence 

0004900610 Foiuords ACIS5 aOO30v-i Iti to JF Aliearnif r* near-tprfn CP 
applications one 1 far infu 

Lic-enting Rranch 2 BO/05/3O 2pp 



8CO&30Q61J Discuases ACRS 24Ut meeting- on 800 SC 1-03 to revioiu statu* 
oF app 1 I cat i one far- near-term CPs 
F'LESbCT, II & ACRS - Advisoiy Committee o-n Haaetor Safeguards 



UDCKET 5TN-SO-S16 JflMESPORT NUCLEAR STrtTItiN, UNIT I 

A ftpp 1 i cat i on/con*ruct 1 on at ago documents & cm rsapondenc B 



FTr 50-&14 PEBBLE BPRINflS KUCtEAR PLANT, UNIT 1 

ai ion/K onetruc-tion stiflfr document! V c<jrrepond*ni i 



B30UO Advlie* Bllfi (, PUR apoltcnt of N9C docl^ion to mod 
rplnitientn tion plan pi"enntad in Otction * of MUSEO-0377 r* 
In^uacv uf applicable suppoi t itr-ucturci Qencral opsratiug 
factor rovitu procedure t< accptanca cvltaria encl 
[HEMKUT.O G tltvltlon of Litpniing BO/O5/PO 13pp 



carrmpandence 



111023S Rpon fco AKLl) H00327 & -0403 nrdor-i fc to FES.Buppl 1 UrflO* 
re rigorous site al turns ti ve anaiijios prior to further 
urlngi Recorans-ridfi that Subpart li oC EJ 1 * b traated at 
intuition in proceeding 
in BET, 1 K f-or-elaui an Board SO/05V27 -Ipp 



Q006330110 Advues DWH t- PHR applicanta of NFIC decision to mutfify 
Inpleironta t ion plan presented in Section A of NUREO-0577 IB 
adaq.uacij of appl-cablo support structures Oencral uporatlns 
reactor- revieuj pvotedure '' acceptance criteria encl 
EISENHJT.D Division af Licensing BO/OS/SO 13pn 

flO061BOtO-J Advises that NRC overcharged util for revleu ! procoiing 
CPs Contvul lor authi-rliBil to foi-tuaril refunrf 

O Licanso Fee Kanaqument Qrancji BO'06/03 Ip 



H Oincrol c r,rr O3|)0nduric v 

BOMSOO-l-SS Requetbs vorification of address Halatod covrsspondenea 

B6V6I.EV. M T Hun ton t- Williams 8fl/i>&/ia Ip 

Q Intppictio-n rnport'., IE Bulletint L ct-rreipomtencD 



Rsijuast for ifaferral until BCQ715 fco respond bu insa 
)rlBui un Board Ei005^7 cuntwiiCion* Proposnil contontlo-ns on 
1C nltTnativB altfl reanatysu neod to bo diicgstf 
'pai-tioi Certi f itat* of Svc encl 

B H Mooring Dranch 4 BO/OA/10 9pp 



oruarda IE Circular BO-13, "Gffli St"np Ddmaje in 
West InghousH Fusl Aaaerrbliaa " No Ljritton i-eap-onso roquirei 1 
URIOi.Q H Region I. Philadelphia, nfp, clt ot ttie Director 
Ip 



126019=? OrJer foi 690/33 preparing eanfertnc v to con-ilder 

iproprljto tsiuei fo-i* eai ly lite suitability hearing Orantt 

itmiinn until G00715 for NRC to rtiiuoiiiJ to Forali on 

)*rd b LK flarbet Q00327 Filing 

JWERB. E! B rttomlc Safety arid Llcatislnfl Board Parti UO/OA/23 l 

\dvlorij Comniittoe on RcnctO' aafsguorda reports t. corruiponJence 

J2O0610 iForuards ACR8 SOO306 Itr to JF Ahearm- r near-fearti CP 
ip ! Lcaiion* ent 1 for info 

Licensing Branch 2 flQ/O5/30 2op 



106200611 lllscuifDi ACR8 341 it nKfittng on 80Q501-Q3 to r-svlou itatui 
of *ppl Icatlon* for near-torm CPi 

PLEBSET.M a ACR8 Advisory Commiltee en Rsac-t-or- Safeguavds 
SO/05/06 Epp 



<ET 50-513 iTBBLE SPHlNOa NUCLEAR PLANT, UNIT 2 
cjti on/tontruct Ion stage- document* S. corrB 



b230t!0 Adviica OUR !> PUR applicants of NRC dtcliion to modify 
npltmentation p-tan presented in Section 4 o-f NUKEO-0377 re 
lequacif oF applicable support itruc turei-, General p per* tins 
actor Tvieu procedure t, acceptance criteria tncl 
[8ENHUT.D Dfvilian of LtcensinD 60/09/20 13pp 



Vd judic-a tortj corrtspondence 



iU0333 Ruipons to ASLB 600327 ti 0403 orden h to FESiSuppl 
ara rigorous site a 1 ternafciv-e nalv*e prior to ftjrth.r 
larlngi Rvcannanda that Subpar-t II af EPA be treatnf at 
[intention in procciiTlng 
\RBET.L K Farelau an Baaed BO/05/37 -5pp 



Hespond^ to IE Bulletin 79-Q3A. "Uuns Itud inal Hell) Defect* 
in AGUE BA-312 Tt/pe 304 Stainless Steel " All Weitinahouie- 
lupplied pl|i far use on NS5S Is either of forgud inanleBS 
o-r centrifugal cjslf const 
PLASHOM.R E Long Island i-ightin} Co Qu/OB/2EI Ip 



DCCKCT STN-50-517 JAMEBPOFfT NUCLEAR STATION, IJMIT 3 

h App 1 1 cat ion/c on-a true 1 1 on staja dacumanti 5 correipandence 



Aflvues HWR t PWR applicants of NRC docision to mndify 
imp Itmontation plan preienttd In BEL lion 4 af NUREQ-0577 re 
adequaci) at applicable- mpport otructurei Qoner-al operating 
reactor rpvism procetfuro '- acceptance criteria end 
EISFWHUT, D nivision of Liconslnj BO/03/2O 13pp 

BO06ie060'J Adviim that NRC overcharged utll for revieu (i processing 
CPs -Control l-or authgrlied to forward rsfcfiiB 
t1ILLRi U License Tee Manaacniont Branch BO/06/03 Ip 



H Oaneral corvasp ondenc a 



6006300425 rieq-irest verification of addrmt- Related correipandence 
ItEVElEY.U T Hun ton b Uiiliams 00/06/12 Ip 



Inspection reports, TE Bullefcini & correspondence 



BOOi20003-4 Forward* IE Circular BO- 13- ''Grid Strap Damage in 
Uffltinghouse Fuel Assemblies " Nn urltten reiponse required 
OfUEfl- B H Ragion i, Philadelphia, Office of the Dlmetor 

so/os/sa IP 
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^.,^ Responds to IE Bulletin '9-03A, "Longitudinal Held Uefect-; 

in ASME SA-312 Type 30d Stainless Steel " All Uostinahouae- 

suppliod pipe for use an NSBS is eithei af fnrjed mJmlcSB 

or centrifugal cask const 

PLASKON.R E Long Island Lighting Co EtO/03/SB Ip 



--80061B007,' Forwards It. Imp Repts 50-51B/BO-QIJ, SO-519/fiQ-O'J, 
50-520/80-04 i 30-531/80-04 un BQQ319-32 t notice af 
violation 

BRYANT, J Fiogian 2. Atlanta, FlonctnT Construction & Engineering 
Support Branch BO/01/17 2pp 



DOCKET STN-SO-Sia HAHTSVILLC NUCLEAR PLANT, UNIT I 

A App 1 1 cat i an/canatruc t ion 'itagc documents ti correspondent" 

BQOA2301SO Advises BUil >, PUR applicants or NBC decision to modify 
implementation plan presented in Section 4 Df NURfc.Q-03/7 re 
adequacy of applicable support structures Gonef-al operating 
reactnt- reviaui procedure *, dccoptance ci'ltoiio encl 
EISEMHUTiD Division of Licensing QO/OSI/PO I3pp 

O Adjudicator^ correspondence 



QOU60AO336 Advises that AH Gutteiman mill na longer appear in 
proceedings on behalf of util 
SANQER.H 3 Tennessee Valluy Authority RO/03/1? 3pp 



Inspection I epnrts, IE Bulletins & con ospondonce 



(I006Q3O49B Forwards IE Insp Repts 50- Si 13/00-05. 50-319/GO-03, 30-S2O/ 
80-03 ft 30-321/80-05 on SOQiPe-0229 Ha noncomp 1 iance noted 
MURPHY, C E Region 2. Atlanta. Reactor Construction t< Engineering 
Support Branch 50/04/22 2pp 



80O61SOOEI3 Notice of violation from inap on 000219-23 

* ilegion 2> Atlanta, OfFlce of the Cirector 90/03/11 



--S0061B0071 IE Insp Hapts bO-51Q/BO-Oi). 3O-91'?/eO--04, 90-BaO/HO-04 I, 
30-321/80-01 on 800219-22 Noncnmp I lance noted Failure to 
follow procedure in uotd joint idunt if 1 cation 

HEPDT, A 1 Region 3, Atlanta, TlaacLor Conitruc tion d fug i neti-lnfl 
Support Branch RLAKC: J - ULElNSDfiOE, U Region 2, Atlanta, ntttc 
of the Dlrtctor 00/03/11 7pp 



El llGportablo ociiirrencei. LERa i. related 



QOOftO60230 Forwairis CTI-Njclear E100B03 Port 21 ropt rt potential 
fallurn or McGrau Eiltson dovico uaod in CTI-Nuclear 
electronic control circuit foi dotoctinQ higfi temps in 
alralrson In vsi ious air filtration ai|> 
KEMVOIJ.H Tonnesseu Vallay Autdonty QO/OD/Oa 4pp 

Q0060fl'll.)0 PNJ-lI-aO-090 on B00920, Lihi la in procos* of pouring Unit A-l 
vont wall: crane brato failed & dropped Pour cubic yard 
concreto bucket Threg emplo^oes uare severely Injurid 
LlcBiiscii plann to (Etujt preas release 

HRICHTpR W , Ci\NTRE!.L,F 5 ItegiDn 2, Atlanta, Office of thi 
Director BO/OS/21 Ip 



--B00603051I IE Insp ftepts 5Q-91B/EIO-05. UO-ai9/8O -03, 30-S20/RO-03 4 
30-321/QO-05 on B001P9-0229 No noncomp lianco noted Mejnr 
arois inspected structural concrete. t,teel 3 true tui-es & 
raactor vesnel insta 1 1 dtion 

CAHlRELL.r 9 Region 2, Atlanta, Reactor Construction t. 
Enoinrering Support Branch SHAN, IJ B flsglon 2, Atlanta, Office 
of thfi Director 80/04/3H 6pp 

aOOi.0601S9 Toiuiards 1C Bullotin BO tl, "Maaanry Wall Dosign " No action 
01- written responso required IE Info Notice 7V-2EI, 
"Overloading of Stinctural Elamcnti Due to Pipe Support 
Inails' end 
O'RBHUV. J P fleginn p. Atlanta, Gffico of the Diroctor SO/03/00 



Q0060WJci7 Fo-imi'ds IE Bulletin 00-1^, "Deciiu Hunt Itunovnl Sys 
Dperab 1 1 1 tij " No uirltteri roaponaa requnuii 1C Info Nolico 
00-20, "Loss of Decoy Moat Romovnl Capability at Dnvia-Htmi 
Unit 1 Ufi 1 1 e in Refueling Mode" one 1 

O'neiLuY.J P Fipgiim 2, rttlantn, Office nf the Director 00/OS/QV 
3pp 



BOOiO4D230 Forwards second interim deritiBncu, rept vo Hold d f tcientiai 
un i uoctor presoure /asael ihield ualt Final rept ohould bt 
subnllfced by B00926 
MILLS. L Cl Toimeiaae Valley Authority BO/03/E9 ip 



Secpnd Intorin defirleney rtt re ueld d?ic ionc lot an 
matter prsiBiirn vmiol shield uall All bflctint birs 
rgtnovoil from ueld joints lietuisen etipfaneru t thall plati 
Usldo jll I tie ropsirod 

* Tonnossco Vnlloy Authority E10/05/P9 tp 

BOOA0601O1 Faruird* final deficiency rint r* unocrsp tubl* banding at 
u/Bld9<J stud dnchnrs an enbedded plates 
rULl 5, 1 H Tonnest.ee Vallay Authority 00/06/02 i|i 

fl0060AO'lia Ftnol dsficinnry lept re unaccoptabls bendinn of uoldod 
anchui s on acibaddud platei Tettin) pronram ui inltlilbvif 
Bending of atudu hns no uignificant effect on stud capacity 
Lists guidelines for ma* benJIng of itud anchorn 

* Tanneson Valley Authority B0/0(./02 3pp 



U006120034 Foruards IE Circular 00-11, "hmBrsonry Diaoel Oenerator Lub 
Oil l.oolur F.iiluroa " No unitton reapontit vequirsd 

OTIEILLV.J P Region 2, Atlanta, Offico of the Olroctor UO/09/13 
3pp 



Responds to 300121 itr luhich transmitted IE Qullntln 00-02 
Inveittgnt ions rovealod that foeduatwr sparflert or tllormal 
ileevtg mfg d/or fabricated by Marvin Eng incur ing Co have 
not been purchased i/or hdvo Dot beon inn Lai litd in nlnnts 
MILLS.L H Tennessee Valley Authority 60/05/21 Ip 

aQO&lBOOM Acl< rccutpt of 00307 itr informing HRC of tpa taken, to 
correct violations noted in IE Insp Hopt 5D-D1H/BQ-Q4, 
30-519/HU-Q4, BO-520/BO-04 (. 5O-5H1 /BO-04 

MURPHf , C H Region 2, Atlanta. Reactor Construction & Engineering 
Support, tlranch 80/OS/91 2pp 



Toruards supplumental ri.iponaO to 1 Insp Hept 
aO-310/80-O4 Invostigatlnj all nppticoblo ueldl BOP-17 t 
9QP-34 being revived Clarification ot reqiiireinenti uilll 
prevent noncomp 1 lance through misinterpretation 
HILLS. L M TenneasBe Valleu Authority 00/03/07 2pp 

-B006190060 Acli receipt of SO0409 Itr informlno NRC of steps taken to 
correct violations noted in IE Insp Repts 50-51H/BO-04, 
90-519/60-04, SO~S20/aO-0'l (. 30-321/80-04 aupplemontal ropt 
due by 800309 

MURPHV, C E Region 3, Atlanta, Reactor Construction & Engineering 
Support Branch 00/04/20 2pp 

B0061800/2 Responds to NRC 800317 Itr ro violation* noted in IE Insp 
Repts SO-S1EJ/BO-01. 30-3I9/SO-04, 50-520/80-04 k 90-021/80-04 
Con BC ti ve, act! ons joint stamped u/toui stress stamps In 
piping mat) adjacent to welds 
HILLS, L M Tennessee Valleu Autholity BO/04/07 Zpp 



Et0061100*B Forujard* first intgpim deflcmncy rept re stutidbu DBS 
truatmont ay" chare on 1 adsorber 
MILLS, L M TOTmessee Volley Authority QO/Ofc/04 Ip 

SOOil lOOSe Pint intunm defiiiancy rept re stindby gaf trmstmnt syn 
chai-caal advorberg Charcoal rotsntton icroeni separating 
f/on framHE djo to Impl oper or broken apot uolifs Vandori 
CTI-Nucluir, Investigating pmblom Final mpt b 800^30 
it Tomitdsee ValUy Authority 80/06/04 Ip 

BQ06L2CX!0? Foru'ni da interim def 1C tonctj reft re iticm tunnel embedment 
stiffeiier plate ueld 
MILL&, LM Tennessee Valley Authoritij 80/06/01 Ip 

B0061203I3 Intel im deficiency rapt re failure by Atlas rfichino t, Iron 
Worlia to implement QA procBdurei for ibeatt tunnel embedment 
Etiffener plate tueld Stlffenfr plt MCR-10 weldad per QA 
rnuirumentB fr aid for Atlas OA program tantractd 

* Tannescee Valley Authority FJO/OA/O4 Ip 

B006200024 Final Part 21 rept re miaed heat at ateel supplied by UB 
Steal from uhich 4-inth elfmius * S-ineh taeos iiierB mfg to 
AZ3WPB requirement Jnvostigatians conducted t< clamd at 
46 lUtod facilities 
6EAY, J L Chemtron Corp , Tube Turns Dlv 90/06/06 3pp 

BO 062004 32 Forwards final deficiency rent re defective HcQrau-Ednon 
ttmp dettctton controllers in standby gas trcatmiint syi 
HILLS, L (1 Tennessee Valley Authority BO/06/13 ip 

800620049-1 Final deficiency rept re defective Ump detection controller 
In standby gas treatment sys Electronic temp detection 
controller failed in svc Cauied by acid flux solder sealing 
controls Controllers to be replaced u/certlfild controllers 

* Tennessen Valley Authority 80/06/13 Spp 
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DOCKETED ITEMS 



8006290275 Forward! final deficiency rapt re incorrect root fact on 
slowed cadwild sleeves 
HILLS.L H Tnnejse valleg Authority BO/06/1? lp 

--B0062302B1 Final deficiency r.pt re incorrect root face on steued 
cadu.ld sleeves Atlai Machine & Iron Work* fabricated iome 
representative ttructurai using same welding process ai 
sleeves Destructive pull telts performed satisf actori ly 
Tennessee Valley Authority 60/06/19 Bpp 

BQ0629Q256 Second interim deficiency rept re defects in Rosemount trip/ 
calibr unt* Ulil t OE invaitigetion* re quantitg of Model 
1192 pres*ure transmitters shipped continuing Final rept 
will til submitted bg S009I7 
MILLS, L M Tennessee Valley Authorltg BO/06/30 lp 



DOCKET BTM-80-519 HARTSUILLE NUCLEAR PLANT, UNIT 3 

A Application/construction stage document* i correspondence 

8006B3Q110 Advise* BUR fc PUR applicant* of NBC decision to modify 
implementation plan presented in Section 4 of NUREQ-0977 re 
adequacy of applicable support structure! General operating 
reactor r*vleu procedure t acceptance criteria end 
EIBENHUT.D Division of Licensing BO/OS/20 13pp 

Adjudicator!) carreipondence 

8006060396 Advlsei that AH Outterman uiill no longer appear In 
proceedings an behalf of utll 
8MJOEB.H S Tennessee Valleg Authnritg 80/09/19 3p 

Inspection riports, IE Bulletins ii comspondenca 

800603047B Forwards IE Insp Reptl 30-518/80-03, 90-919/80-09, SO-320/ 
GO-OS I 90-921/80-09 an BOQI2B-0229 Na nuncampl lance noted 
MURPHY, C Region 2, Atlanta. Reactor Construction b Engineering 
Support Brant ft BO/04/22 2pp 



-6Q061SQ06B Act leccipt of B004Q9 Itr informing NRC of step* taken to 
correct violations noted in IE Insp Repts 30-91B/80-04, 
30-319/BO-O4. SO-320/BO-O4 & 5O-921/BO-01 Supplemnntal rapt 
due by H00507 

MURPHY. C E Region 2. Atlanta, Reactor Construction * Engineering 
Support Dranch SO/04/28 2pp 

3006160072 Reipuncfs to NRC BOO317 Itr re violation, naked in IE Intp 
Repts SQ-910/80-04, SC-51-7/BO-04, 50-520/00-04 t. 30-321/60-04 
Corrective actions joint stamped uj/loui stress stamp* in 
piping matl adjacent to weldi 
MILLS, L M Tennessee ValUy Authority 80/04/07 2pp 

-B006180077 Foruiarda IE Insp Repti 50-91B/BO-04, 50-519/BO-04, 
SO-S30/BO-04 fr 50-321/80-04 on 800219-23 t, notice of 
violation 

ORYANT, J C Region 2, Atlanta, Reactor Construction & Engineering 
Support Dranch 80/03/17 2pp 



Notice of violation fiom insp on 900219-22 
Region 2, Atlanta. Office of the Director QO/03/11 lp 

B0061B0071 IE Imp Reptl 30-313/80-04.50-319/80-04,30-520/80-01 (. 
80-531/80-04 on BQD319-22 Noncompl lance noted failure to 
Follow procedure In uield joint Identification 

HERDT, A R Region 2, Atlanta, Reactor Construction h Engineering 
Support Branch BLAKE, J , KLE1NSDRQC, W Region S, Atlanta, Office 
of the Director BO/03/11 7pp 

8 Reportable occurrencvsi LERs t rolated correspondence 

B006060230 Forwards CTI-Nuclear 000503 Part 31 rept r potential 
failure of HcQrau Ediion device used In CTI-Nuclear 
electronic control circuit for dttectlng high tamps In 
alrstream in various air filtration sg* 
KENVQN, M Tennesiee vallaij Authority SO/O9/OB 4pp 



9006040401 Forwards final daficlencg rept re unacceptabli 
uelded stud anchors on embedded plates 
t11LLa,L M Tennessee Valleg Authority QO/06/02 lp 



bending of 



8006030311 IB Insp Rtpti 50-5 1B/BO-05, 30-31 9/90-05, 30-32Q/BO-05 h 
SO-sai/BO-OS on B001SB-0229 No noncomplianc* noted Major 
arias inspected structural concrete, steel structures b 
reactor veitel installation 

CAMTHELL,F s Region Z, Atlanta. Reactor Construction h 
Engineering Support Branch SWAN.VJ B, Region a, Atlanta., Office 
of the Director BO/04/22 6pp 

80060&0199 Forwards IE Bulletin BO-11, "Masonrg Uall Deilgn " No action 
or written response required IE Info Notice 77-2B. 
Overloading of Structural Elements Due to Pipe Support 
Laafi" *ncl 

O'REILLY, J P Region 2, Atlanta. Office of the Director 80/03/08 
3pp 

9006040267 Forwards IE Bulletin BO-18. "Ditag Heat Removal Sui 
Operablllt<( " No written response required. IE Info Notice 
60-ao, "Loss of Decaij Hiat Removal Capability at Davis-Baste 
Unit 1 Hhile in ftefu*lin] Mode" encl 

Q'REILLV, J P Rigloti 2, Atlanta, Office of the Director. SO/ 05/09 
3PP. 

8006180034 Forwards IE Circular 80-11, "Emergency Diesel Oinentor Lube 
Oil Cooler Failures * No written response required 

'RE ILLY, J P Region S, Atlanta, Office of th* Director BO/09/13 
3pp 



8006060413 Final deficiency rept re unacceptable bending of uelded il 
anchors an embedded plates Testing program uias initiated 
Bending of itudi has tio significant effect on stud capacity 
Lltts guidelines for max bending of atud anchors 

* Tennesiee Valley Authority QO/06/02 3pp 

8006110048 Forwards firit interim deficiency rept r* standby ga> 
treatment *gs charcoal adsorber 
HILLS, L M Tennessee Valley Authority 80/06/04 lp 

8006110058 First Interim deficiency rapt re standby g>t treatment ty 
charcoal adsorbers Charcoal retention screen* separating 
from frames due to improper or broken spot welds Vendor, 
CTI-Nuclear, lnve*tlgat ing problem Final rept by BOOB20 

* Tennessee Valley Authority 80/06/04 lp 

S006130309 Forward* Interim deficiency rept ri *team tunnel embedment 
stlffener plate weld 
MILLB.L M Tennns*ee Valley Authority 80/06/04 lp 

--80061H0313 Interim deficiency rept re failure by Atla* Machine S. Iro. 
Works to Implement QA procedures for steam tunnel embedment 
itlffener plate weld Stiffen*? plate NCR- 10 welded per QA 
requirements & aid for Atlas QA program contracted 

* Tennesiee Valley Authority BO/06/04 lp 



80060?049i Responds to B00121 Itr which transmitted IE Bulletin 80-02 
Inveitlgttioni revtaltd that feedwater spargers or thermal 
sleeves mfg War fabricated fay Marvin Engineering Co have 
not eaen purchased t/nr have not been installed in plant* 
MILLS, L H Tenneisve Valleg Authority 80/09/21 lp. 



B006200024 Final Part 21 rept re mixed heat of steel supplied bg US 
Steel from which 4-lnch elbows & 2-lnch tees were mfg to 
A234WPB requirement Investigations conducted ti closed at 
46 listed facliitlei 
SEAY, J L Chemtron Corp , Tube Turns Div BO/0&/06 3pp 



B0061BODfri Aci receipt of 800907 Itr informing NRC of steps, taken to 
correct violation* noted in IE Insp Repts SO-S18/BO-04. 
90-919/80-04,90-820/80-04 & 50-521/80-04 

HUflPKY.C.E Region 2, Atlanta, Reactor Construction d Engineering 
Support Branch 90/09/21 2pp 

-- 8006180044 Forwards *upp lemental respontt to IE In*p Rapt 
30-318/80-04 Investigating all applicable weld* 80P-17 t< 
SOP-S-f being revised Clarlf itation of requirements mill 
prevent noncompliance through mlilnteFpretatlon 
HILLS, L M Tenneisee Vatleg Authoriti; BO/09/07 2pp 



8006200432 Forward* final deficiencg rept re defective McOrau-Edison 
temp detection controllers in standbg gas treatment ig* 
MILLS, L M Tennesiee Valley Authority 80/06/13 tp 

8006S00454 Final deficiency rept re defective temp detection control 
in itandby gas treatment sgt Electronic temp detection 
controller failed In svc Caused by acid flux solder *eallng 
controls Controller* to be replaced w/certified controllers 
Tenneixee Valley Authority 80/06/13 3ff 

3006290373 Forwards final deficiency rept re Incorrect root face on 
stewed caduield sleeves 
MILLS.L M Tennessee Valley Authority BO/06/19 lp 
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B006250281 Final deficiency rept re Incorrect root fact an skewed 
cadueld sleeves Atlas Machine & Iron Mark* fabricated *oie 
representative tructures uilng same wilding proctn as 
sleeves Destructive pull testa performed sat isfactori ly 
* Tennsssoe Valley Authority GO/06/19 2pp 



-B0061B0072 Respond* to NRC 600317 1 tr r violation* noted in IE In*p 
Reptt SQ-91B/BO-04. 30-519/80-04, SO-SaO/80-04 (. 30-321/60-04 
Corrective action! joint itamped u/ 1 ou strs itamp* In 
piping mat! adjacent to UBlds 
MILLS, L M Tennessee Valley Authority BO/04/09 2pp 



800625025* Second interim deficiency rept re defects in Rosemount trip/ 
calibr units Util It OK inves tigationi re quantity of Model 
1152 pressure transmitters shipped continuing Finil rept 
uill be submitted by 800917 
MILLS, L M Tennessee Valley Authority BO/06/20 ip 



-S0061S0077 Forwards IE Insp Refits 30-518/00-04, 50-319/BO-04, 
30-330/80-04 1 30-921/BQ-O4 on 800317-22 It notice of 
Violation 

BRYANT, J C Region 2, Atlanta. Reactor Conitructlon & Engineering 
Support Branch 80/03/17 2pp 



DOCKET STN-50-530 HART3VILLE NUCLEAR PLANT, UNIT 3 

A App 1 icati on/eon*lruct ion stage documents d correspondence 

8006330110 Advises BUR & PWR applicant* of NRC decision to modify 
implementation plan prasonted in Section 4 of NUHEO-0377 re 
adequacy of applicable support structures General operating 
reactor review procedure d acceptance criteria encl 
EISENHUT, Division of Licensing 80/03/20 13pp 



-B0061BOOB3 Notice of violation from insp on 800219-32 
* Region 2, Atlanta, Office of the Director SO/03/11 



-8006180091 IE Insp Ftepts 30-518/60-04.30-519/90-04,50-520/80-04 Ic 
50-521/BO-04 on 30021 9- 22 Noncomp liance notd failure to 
follow procedure In weld joint identification 

HERDT, A R Region 2, Atlanta, Reactor Construction & Engineering 
Support Branch BLAKE, J , KLEINSOROE, U Region 2, Atlanta, Office 
of the Director BO/03/11 7pp 



Ad judicatory correspondence 



6006060356 Advises that AH Qutterman uill no longer appear in 
proceedings on behalf of utll 
SANQER.H 8 Tennessee valley Authority GO/09/19, 3pp 



Inspection reportsi IE Bulletin* t, correspondence 



BOQ603Q47B Forward! IE Insp Repts 90-918/80-09, 30-919/80-03, 30-920/ 
BO-OS fc 30-321/80-03 on 80012B-02B7 No noncomp 1 lance noted 
MUHPHY, C E Region 2. Atlanta, Reactor Construction & Engineering 
Support Branch 80/04/22 2pp 

~- B006Q30511 IE Imp Rept* 30-S18/80-OS, 30-319/80-03, 30-920/80-03 S. 
30-321/80-05 on BOO 1 28- 0229 No noncomp 1 lance noted. Major 
areas inspected *truetui-al concrete, steel structures l< 
reactor vessel installation 

CANTRELL, F S Region Z, Atlanta, Reactor Conitructlon ti 
Engineering Support Branch SWAN, M D Region S, Atlanta, Office 
of th* Director BO/O4/2Z 6pp 



Reportable occurrences, LERs I related correspondence 



8006060230 Forwards CTI-Nuclear 8005O3 Part 21 rept re potential 
failure of McOrau Edison device used in CTI-Huclear 
electronic control circuit for detecting high temps in 
alrstream in various air filtration syi 
KENYON.M Tennessee valleg Authority- 80/09/05 4pp 

3006060401 Forwards final deficiency rept re unacceptable bending of 
lilt Id td ttud anchors on embedded plates 
MILLS. L M Tennessee Valley Authority BO/06/03 Ip 

8006060413 Final deficiency rept r* unacceptable bending of welded itud 
anchors on embedded plates Testing program was initiated 
Bending of studs hai no significant affect on stud capacity. 
Lists guidelines for mat bending of itud anchor* 
* Tennesiei valltg Authority BO/O6/02 Spp 

8006110048 Foruards first interim deficiency rspt ri standby gas 
triatmiint sys charcoal adsorber 
MILUa,L M Tennessee Valley Authority BO/06/04 Ip. 



8006060157 Forwards IE Bulletin 80-11, "Haionru Hall Dtslgn " No action 
or written response required IE Info Notice 79-2B, 
"Overloading of Structural Elements Due to Pipe Support 
Load*" encl 

O'REILLY, J P Region Si Atlanta, Office of th* Director BO/OS/OS 
Spp 

30060402*7 Forwards IE Bulletin B0-12j "Decay Heat flimoval 8ys 
Operabilltu " No written reiponti required IE Info Notice 
B0-20i "La** of Decay Heat Removal Capability at Davis-Bess* 
Unit 1 While in Refueling Mode" encl 

O'REILLY, J P Region 2i Atlanta, Office of the Director 80/03/09 
Spp 

8006120034 Forward* IE Circular 80-1 1, "Emergency Diesel Generator tub* 
Oil Cooler Failures " No uritten response required 

O'REILLY, J p, Region S- Atlanta, Office of the Director 80/O9/13 
Spp 

3006090436 Respond* to 800121 Itr uhich transmitted IE Bulletin 80-02 
Investigations revealed that feeduater spargers or thermal 
sleeves mfg t/or fabricated by Marvin Engineering Co have 
not been purchased b/or have not been Installed in plant* 
MILLS, L h Tenne*sae Valley Authority 80/03/91. ip, 

B006180061 Act receipt of 800907 Itr informing NRC of it*p* taken to 
correct violation* notad in IE Imp R*pt* 50-818/BO-04i 
30-319/30-04,30-320/80-04 fc 90-521/80-04 

MURPHY, C E Region 2, Atlanta, Reactor Construction ti Engineering 
Support Branch 80/OS/Z1 2pp. 

8006180064 Forwards supplemental responi* to IE Insp Rept 
30-31B/80-Q4. Investigating all applicable ueldi SOP- 17 ti 
SOP -34 being revised Clarification of requirement! uill 
prevent noncomp 1 iance through mi*interprttatlon 
HILLS, L M Tennessee Vallsu Authority BO/08/07 Spp. 

8006180068 Acfc reoipt of B00407 Itr informing NRC of ste.pt taken to 
correct violations noted in IE Insp Repts 30-310/80-04, 
30-319/80-04.30-320/80-04 fc 00-3H1/80-04 Supplemental r*pt 
due by 800307 

MUHPHY'C E Region 2, Atlanta. Reactor Conttruction k Enginaarlng 
Support Branch 80/O4/28 2pp 



B0061iOOSa First interim deficiency rept re standby ga* treat*Tit *u* 
charcoal adsorbers Charcoal retention scraims teparating 
from fram dun to improper or bro*e?n spot uelds, Vendor, 
CTt-Nuclear, Investigating problem Final rept by 800820 
* T*nnt**e Valley Authority 90/06/04 Ip, 

a 006 1203 09 Forwards Interim deficiency rept r itean tunnel tubidntnt 
itlffener plate ueld 
MILLS. L H Tennessee Valleij Authority BO/06/01 Ip. 

8006120313 Interim deficiency rept ri failure by Atlas Machine *c Iron 
Work I to implement QA procedures for steam tunnel ambadntnt 
itlffener plate ueld Btiffener plat* NCR-1Q uelded per OA 
requirements & aid for Atlas Q.A program contracted 
> Tennessee Valley Authority 80/O&/04 Ip. 

80Q6B00024 Final Part 21 rept re miied heat of tteel lupplied by U3 
Btael from tuhlch 4-lnch elbow* 1 2-inch teec uere Mfg to 
A234UPB requiriment, Investigations conducted & cloud at 
46 lilted facilities 
8EAY, J L Chemtron Corp , Tube Turns Div 80/06/06. 3pp 

8006200432 Foruards Mnal deficiency rept re defective McOraw-Ediion 
temp detection controllers in standby ga* traatment sys 
MILLS, L H Tennessee Valley Authority SO/Oi/13 Ip. 

Q006S00434 Final deficiency rept re defective temp detection controller 
in standby gas treatment sgt Electronic temp detection 
controller failed in svc Caused by acid flux (older sealing 
controls Controllers to be replaced in/certified controller! 
Tennenee ValUu Authority 80/06/13 Bpp 

8006230236 Second interim deficiency rept re dvfectt in Roitaount trip/ 
callbr units Util I OE invei tigationi rt quantity of Model 
1192 pressure trantmittcr* ihipped continuing Final rept 
uill bt submitted by 800917 
MILLH.L H Tinn****e Valley Authority BO/06/20 Ip. 
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BOCttfcT STII-50-521 HAHTSVILLE N'JCLEM PLANT, UNIT 4 

A Application/construction itage documents ti correspondence 

aOQoaaOllQ Advises BUR ti PWFt applicants of NrlC docislon to raodify 
implementation plan presented in Saction A of NUHEQ-0977 re 
adequacy of appl icablt support structures Qineral operating 
niaitor rovle-u procedure >r acceptance criteria end 
EISSNHUT.I) & Division of Licencing GO/05/2Q llpp 

Ai judicatorij correspondence 



S00604035S. Advisai that AH Gutterman will no longer appear in 
P roc Dad tug i on bohalf of util 
BANGER. H S Tannsssec Valloij Authority 8Q/05/19 Ipii 

IhipflClion >*portt, IE Bulletins L corraspondence 

B006O304<7e Forwards ]E Ihsp Rftpta 50-S1Q/HO-0 1 ), 50-31^/00-05, 30-520/ 
0-03 ! 50-521/00-05 on Q00120-02P? No noncompl ianco noted 
MURPHY. C E Region 2. Atlanta, Reactor Construction t. Engineerih(] 
Support flranth 80/04/22 2pp 



--BQO&180091 IE Imp Repts 50-518/80-04, 90-319/SQ-Ofl, 50-520/BO-04 l< 
30-531/90-04 an 000319-22 Noncomp 1 lance noted failure to 
follow procedure in uield joint identi f icaiton 

HERDTi A R Region ?. Atlanta: Reactor Construction t- Engineering 
Support Branch BO/03/11 7pp 

S nepor table occurrences, LERs & related correspondence 

Q006060230 Forwards CTI-Nuclear 000503 Part 21 rept re potential 
failure of McQrau Edt*on device used In CTI-NurlBar 
electronic tonlrol cii-cuit for detecting high temps In 
alntream i n vartout air Filtration sijt 

TeniiBBsoo Valley Authority 90/05/09 flpp 



B0060i0401 Forwards Final deficiency rept re unacceptable boriding of 
utldod stud anchors oti embedded plates 
MILLS. L 11 Tennessee Valley Authority 90/06/O2 Ip 

3006060413 Final deficiency rept re unacceptable bending of uielded ttuo 
anchors oti embedded plates Testing program iuaa Initiated 
Sending f studs hoi no significant affect on >tud capacity 
Lilts guidelines for mai bending of stud anchors 
* Tennessee Vallnij Authority 30/06/03 3pp 



--G006030511 IE Insp Hepte 50-518/00-05, 50-S19/BO-09, SO-9EO/90-09 S, 
90-931 /B0-O"i on B001?B-OSa9 No roncomp 1 ianco noted Major 
areas inspected structural concrete, steel structures i 
reactor vessel installation 

CANTRELL.F S Region 2, Atlanta, Reactoi Construction ti 
Engineering Support llranch 80/04/32 6pp 

8004040139 Foriiardo IE Bulletin QO-ll, "Masonry Mall Deilgn " No action 
or written T-asponte required IE Info Notice 79-30, 
"Qvarloadinc, of Structural Elements Due to Pipe Support 
Loddi" and 
O'REILLV.J P Region 2, Atlanta, Office of the Director SO/03/00 



0006040247 For-iuirdi IE Bulletin BO-IS, "Decay Heat Removal Bys 
Dlierahi 1 itu, " No uirltton response required IE Info Notice 
00-ZO, "Loss of Decay Heat Removal Capability at Davis-Hesse 
Uhlt I While in Refueling Mode" end 

O'REILLV.J P Region 2, Atlanta, Office of the Director BO/O5/0 1 ? 
3pp 



B0041 1004B Foruiarda first Interim deficiency icpt re standby gs 
treatment sys charcoal adsorbei 
MILLS.L II Tennessee Valley Authority BO/06/O4 Ip 

BGOiillOOSB First interim deficiency rept re standby gas treatment >iji 
charcoal adsorbers Charcoal retention screens separating 
from frames due to improper or brofcen spot melds Vendor, 
CTI-Nucloar. Investigating problem Final rept by BOOB20 

* Tennessee valley Authority 80/06/04 Ip 

BQOM20309 Forward* interim deficiency rept re tteam tunnel embedment 
sliffener plata uield 
HILLS, L K Tenltessee Valley Authority 80/06/04 Ip 

0006130313 Interim defitienci) rept re failure by Atlas Machine Ic Iron 
Harks to impltmint QA procedures for itaatn tunnel ambfldmenl 
stlf^ener plate weld Stiffener plftte NCR-10 uelJed par Oft 
requirements b aid for fttlas Oft program contracted 

Tennessee Valley Authority 80/06/04 Ip 



GOQfriaQQ34 Fnruaros IE Circular 90-11, "Emergency Diasal Generator Lubn 
Oil Cooler failures " No urltten responi* i>en.uired 
0'KEILLY,J P Region 3, Atlanta, Office of the Director 00/05/13 



,00&0?045A Renpondi to S00121 Itr uihich tranimltttd IE Bulletin 80-02 
Invest igt ianf revtalid that feeduater spargers or thermal 
iluavci mfg Ii/or fabricated by Marvin Engineering Co have 
not bmn purchaseid ti/or have not been Installed in plants 
MILLS. L H Tennsee ValUy Authority GO/OS/31 Ip 

aOQctlBOOM Act receipt of 800B07 Itr Informing NRC of tepi taken to 
correct violations noted In IE tnsp Repts 50-31B/BO-Q4. 
SO-S1^/BO-04,30-S30/BO-04 !< UO-Sai/90-04 

MURPHY, C C Region 2, Atlanta. Reactor Construction & Engineering 
Support Branch SO/09/21 2pa 



0006200024 Final Part 31 rept re mlxad heat of stael supplied by US 
Steel from uhich 4-ihch elbouis t S-tnch tees uers mfg to 
AE34HPB requirement Investigations conducted ti closed at 
46 lifted facilities 
BEAY.J L Chemtron Corp . Tube Turns Dlv QO/06/06 3pp 

BO 06300432 Forwards final doficlency rept re defective McOraw-Edliriti 
temp detection controllers in standby gat treatment ius 
MILLB.L M Tennessee Valley Authority 00/06/13 Ip 

8006200454 Final deficiency rept re defective tamp detection lOtntrolinr 
in standby gas treatment stff Electronic temp detection 
controller failed in svc Caused bu, acid flux (older sealing 
controls Controllers to be replaced u/certlf ied controllers 
o Tennessee Valley Authority SO/06/ 13 2pp 



-Q0061Q0064 Forward* supplemental responie to IE Insp Rept 
90-3ta/Bu-04 Investigating all applicable ueids, 8QP-17 
BOP-34 bftlng revised Clarification of requirements mill 
prevent noncompl i ante through mi i interpretation 
htLLS.L H Tennessee Valley Authority 60/09/07 2pp 



B0062S02S6 Second Interim deficiency repl rn defect* in Ronomount trip/ 
callbr units Util & OE investigations re quantity of Model 
1153 pressure transmitters shipped continuing Final rapt 
uill be submitted bu B00917 
MILta.L. M Tennessee Vdllny Authority BO/Qi/BO Ip 



Ack receipt of 80040? Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repti 90-319/80-04' 
50-819/30-04,80-920/60-04 t SO-921/BO-04 Supplemental rept 
dun by 300907 

HURPttVrC E Rag ion 3, Atlanta. Reactor Construction b Gnglneorlng 
Oupport Branch 80/04/88 3pp 



DOCKET STN-SO~3Sa 8KAG1T NUCLEAR POWER PROJECT, UNIT 1 

A Application/construction stage documents h correspondence 

8006090143 Hequetts info re composition of open cooling sy> Advis-es 
that Bkaglt Tribes concern about toxlcity at diffusers have 
intehsif led 
BUBCH. R U Evergreen Legal Services HO/01/29 tp 



B006230110 Advises DUD ( PUR applicant* of NRC dacision to modify 
ImplBmentation plan presented in Section 4 of NUREO-057/ ro 
adequacy of applicable support structures General operating 
reactor revlaiu procedure V acceptance criteria and 
EISENHUT.D Division of Licensing 80/09/20 13pp 
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Adjudicating coi 



llolion to dismiss application u/pi ejudici! Applicants took 
na steps to pursue application Oespite oppmtunity givon 

issues Certificate of <ivt end 

LEED.R M Skagt tomans Lanterned About Nuclear Power I EED, R M 

Leed,R M !0'O5/OS Sp|< 



ruaida monthly 
ropl>j in nppniitiot, to 
About Nuclear Punier mo 
Mecca affidavit U/u en 
THCJn5FN,r T Perkins 
jpp 



riff 



ep I for nag 1 i!30 conintino of util 

&k 3(J 1 tDll lane Con ccrnefl 

iss Lnnsl application f. JE 

, Olsun '- Ni liu.iis 00/05/23 



G006IE3O1B1 Rpplij in oppOiitiun tn Stag i ton lans Concerned About Nucleai 
I'durar QOOSaS mution to ilismi?^ application w/pre jud ite due 
to lack ot diligent pmsuit Applirants aio engaged in 
eitonslvB prngi am to locatu suitjblf site 

IHOMStN. r T Puget Sound Pome) '- Light To THDMSEN, I" T Parkin*. 
Loie, Stone, Olssn '_ William* BO/0 1 )/ 23 5 PC 

~ QOQ61ti01E3'j Affidavit i n suppotl of applicants' reply objecting to 
Skagitonans Conccnipd About Nuclear Power FJ0050H motion tn 
dismiss ii|ip 1 1 cat i on TinUiina tipp 1 icarits ' efforts to Incato 
suitable site Certifiralt of 5\ c encl 
lltCCA,J fc Puget Sauna PHUIPT ', tight Co 50/05/33 6pp 

Q006030213 Submits second status rept re Skagit application t 
continuing ro^iebi of Foi ts by NfiC t USGB No progress made re 
rospertive reviouj functions Change in pi oposed Mite n ocini) 
comiderprt big uppltcants Updated info mill bo provided 
BLACK, fl L Hearing llraiich 1 QO/05/3O Spp 

Q0061fO'I47 llcplif lui thdrauirij) OOOSOQ mot ton tn dlimla* *ppUc*tion 
Applicant rBsponse to motion i Mecca affidavit provided 
detailed info re applicant QOO414 rtpt Pragrcie ropt mu>t be 
filarl bg 000,601 bg applicant CertiPicflte of Bvc incl 

GENDLER.N W , LEED.H M Skag i toniani Cnncorned About Nuclear Pouier 
OENOLER.tl W Ised.R M BO/06/01 9pp 

B0061B0411 Arcepta B0063O BE dale foi oubmittal of NUC t- applicant*' 
repta continuing Apr-Mog rospoinoB to Pniagrapli 14 C of ASLB 
800306 order 
DEAtE, V B Atomic Safotg and Licensing Hoard Panol 130/O6/13 Ip 



Advising Commit tt 



un Raactor Safe 



rda reports ti corrpondonc 



B0061703B5 Foruai il S00506 Itr from ACRS to Commissioner Ahenrn* re 
near-term CP applications foi info t, use 
SCHWENCER.A Liconiiiio Branch 2 GO/05/30 2pp 



Q0061S01Q1 Rcplg in opposition to Sltag i toniani Concerned About Nuclear 
Pouier B00908 motion to diamls! application u/p^ojudice due 
to lath of diligent pursuit Apa 1 icantt are engaged in 
eieenBivE program to locate suitable site 

THQMBtN.F T Puget Sound Power & Light Cn THOHBEN. F T Perlini. 
Coie, Stone, Dlsen ', Uilliams QO/OS/23 Spp 



Affidavit in support of applicants' replg objecting to 
Slagi tomans Concerned Aljnut Nuclear Pcnuur SOOSOB motion to 
dismiss application Eiplanis applicants' Bfforti to locate 
ouitabU fitp Certificate of &/c enc 1 
MECCA, ,J E Puget Sound Pouier ! Lioht Co SO/O5/B3 ipp 

B006030P13 Submits seccnd status T-ept ro Skagit application !- 
continuing revieui efforts bg NRC '. U9GB No projreia (nad FO 
respective review (unctions Change in proposed ute ia being 
considered uy applicants Updated info uill be provided 
HLAO.P L Healing Branch 1 RCI/05/30 2pp 

BOOfol l V0447 Fleplg ui thdraiuir.g fl0050B motion ID dUmiss application 
Applicant respnnae tc not inn t> MELCB rfffldnuit provided 
dutailod info IE applicant 300411 rept Progress rept mult be 
filed bv aOOAOl by applicant Cortifitatc of Bvc one 1 

QENDLEfMI W : LEED.R M Sliooi toninns Concerned About Nuclear Power 
GENDLER.tl U Lead, II ft SO/Oii/OI bp p 

BOOM 804 U Accepts 000630 as date far subfnittal af NRC & applicant!' 
repts LDtitinuing Apr Hag responses to Paragraph 14 C of ASLB 
B00306 Older 
DEALtiV B Atomic bnfsty and Liconsing Board Panol OO/Oi/13 Ip 

Advliorij Cnrnmittee on Reactor Safeguards reports It carrtipondecicc 

B006170385 Forwards 800306 Itr from ACRH to Commissioner flhearm rt 
near-term CP applications for info ! use 
SCHUENKEH, A Licensing Branch 2 BO/O5/30 2pp 



DOCHET 8TN-SO-52Q PAUO VERDC NUCLEAR STATIOM, UNIT 1 

A App 1 icat ion/construction stage documents li correlpandence 



3006330110 Advlies liUJi ft PUR applicants of NRC decision to (lodlfu 
Implementation plan preeontad In Section 4 of NUREQ-0377 r 
adequacg of applicable support structures Oeneral operating 
reactor review procedure t, acceptance criteria encl 
EISENHUT, D G Division of Licensing BQ/05/20 13pp 



B00i240232 Advisos that NRC t> industry should develop improvdiJ 
procedure* for eipediting licence applicatloni Suggest! 
nutting u/apnlicant t vendors for eiped i tiouj rivleui of itfl 
design decisions 
EISENHUT, D Division of Licensing BO/Oi/tO Ip 



DOCKET STN-50-S23 SHAOIT NUCLEAR PQUER PROJECT. UNIT 2 

A Application/construction stage documents & correspondence 



8006240336 Notification of 500709-10 meeting ui/util in Botheidn, MD to 
participate in rivioui of ac power sgs 
KERRIOfltJ.J Licensing Branch 2 00/06/10 Ip 



B0060?O143 Requests info IB compoaitton of opsn Cooling ays AdviBHS 
that Skagit Tribes concern about toiicitv at dlffuneri have 
intcnslf led 
DUBCH, F( IJ Evergreen Legal Services 80/01/27 Ip 



6006300185 Recommends that station application tic accepted For 
docketing Application in about 9 OK complete ti lomft ivction* 
of FBAH ti environ rept are complete 
TEDEBCO.R I- Assistant Director fur Licemlng 80/06/16 Ip 



8006230 UO Advisee DUD t> PUR applicants of NSC decision to modify 
implementation plan pt esented in Section 4 of NUREQ-0377 re 
adequacy of applicable support structures Oineral operating 
react or revieui proceduic t< acceptance criteria encl 
EIBENHUT.D G Division of Liconsing 80/OS/2O 13pp 

G Ad jud i catory correspDndoncc 

9 00 606 OH 1 ? 9 Motion tn dismiss application ui/prejud ice Applicants toad 
no steps to pursue application despite opportunity given 
at BO0123 conference to addi ess pending geology t. iiiimology 
issues Certificate of Svc end 

LEED.H M Skagitonians Concerned About Nuclear Power LEED.R M 
Lead.R 11 BO/OS/OB Spp 

600606032B Foruaids monthly status rept for Mag 19BO coniisting of util 
replg in opposition to intervenor. 9ksg i tonians Concerned 
About Nuclear Paiuer motion to dismiss const application & JE 
Mecca affidavit W/o encls 

THOMSEfJ.FT Perkins. Coie, Stone, Olscn t. Hi 1 1 iarai 80/03/23 
3PP 



8006230676 Forwards application for OL 

VAN BRUNT, C E Arnona Public Service Co 



80/06/19 Ip 



--00063306(30 Application for OL 

* Arliona Public Service Co 80/06/19 260pp 



0006330693 Foruordi "THI-2 Loisc-ns Loarncd Implementation Rept 
VAN BRUNT, E E Arliona Public Service Co BO/06/19 IbOpp 



C Utility Environmental Report (EH), amends ( correspondence 



8006230696 Forward! environ rept. Vols 1-4 

VAN DRUtJT.E E Aruona Public Gervice Co 80/06/19 Ip 



B006230673 Cnvlrnn rept,Vol 1 of 4 

Arliona Public Service Co 90/06/19 SOOpp 



B006330697 Environ rnpt,Vol 2 of 4 

Ariiona Public Service Co BO/06/19 SOOpp 



~a00633070a Environ repl.Vo! 3 of ^ 

* Ariiona PublU Service Co BO/06/19 300pp 
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-800623070S Environ rpt,Vol 4 of 4 

Ariiona Public Servict Co 80/06/19 SOOpp 



F Security, midical. em.rgencu (- fir* protection plans 



B006230716 Chapter 12 of Palo Verde FSAR. "Radiation Protection " 

* Ariiona Public Service Co 60/06/19 lOOpp 

B006230717 Chapter 13 of Palo Verde FSAR, "Conduct of Operation! " 

Ariiona Public Service Co 60/06/1? 60pp 



6006230691 Forwards emergency plan 

VAN HHUNT.E E Ariiona Public Service Co 80/06/19 lp 



0006230718 Chapter 14 of Palo Verde FBAR, "Initial Test Program " 
Ariiona Public Service Co 80/06/19 30pp 



B006230696 Emrgencu plan 

Ariiona Public Service Co 80/06/19 I40pp 



6006230720 Chapter IS of Palo Verde FBAR, "Accident Analysis " 
Ariicna Public Service Co SO/06/19 4Qpp 



Adjutfleatarij cornipondence 

8006260158 Forwardi Director's decision per 2 206 b FR notice in 
rispon*e to Friends of the Earth 791024 petition to require 
pnparatlon of supplemental environ statements on Clan 9 
accidents Jt Diablo Canuon.Rancho Seco t Palo Verde 
DEHTOH.H H Office of Nucliar Reactor Regulation. Director 
BO/06/1"! 2pP 

B006260159 Reiponds to 791024 petition requesting preparation of 
lupgle/nintil E1S re impact of Clan 9 accident) at 
facllitili No ipicial c ircumitances niit uhich would 
warrant reopening proceeding) Reijueit denied 
DENTON,H R Office of Nuclear Reactor Re9ulationr Director 
90/06/19 2pp 



-- 9006260161 Director's decision 
791024 petition to require pr 
on Class 9 accident! No spec! 
would uirrant reopening envlr 
DENTDN.H R Office of Nuclea 
60/06/19 17pp 



*r 2 206 denying Friends of thi Earth 
paratlon of supplemental E18 
1 circumstances eilst uhich 
n proceedings 
Reactor Regulation. Director 



B006230721 Chapter 16 of Palo Verde FSAH, "Tech Specs " 
Ariiona Public Service Co BO/O6/19 I30pp 

9006230722 Chapter 17 of Palo Verde FSAR. "QA " 
* Ariicna Public Service Co BO/06/19 30pp 

Inspection reports, IE Bulletins & correspondence 

B0062S0187 Forwards IE Insn Repts 50-528/80-04, 30-329/80-04 ( 
50-330/80-04 on B002O1-2B No noncompl iance noted 
SPENCER, fi Region 5, San Francisco, Reactor Construction fr 
Engineering Support Branch aO/OS/02 2pp 

8006230192 IE Insp Repts 30-528/80-04,50-929/80-04 fc 30-530/00-04 on 
B00201-88 No noncotnp I iance noted Major areas inspected 
containment bldg concrete, polai crane support girden, 
reactor vessel supports < auiiltsrti bldg tua 1 1 reinf orcemtnt 
DQDD3, R T Region 5. San Francisco. Reactor Construction b 
Enginiering Support Branch VORDERBRUQGEN Region 5, San 
Francisco, Office of the Director 80/03/01 4pp 



B00626O163 Notice of (nuance of Director's decliian per 2 206 dinging 
Friendi of th Earth 791024 petition to require preparation 
of lupplimintal EIS re Clais 9 accldinti 

DEHTQH. H R Office of Nuclear Reactor Regulation, Director 
BO/OA/19 Iff 

K Utllltu Finil 5af*tu Analysis Report (FBAR) i imend* 



3 Reportable occurrences, LERs & related correspondence 

9006030351 Advises that commitment made In 800324 preliminary 
deficiency rept ulll not be met Info from qualification 
testing mill not be available within 60 days, due to 
implementation difficulties Info flnaliied by 800801 
VAN BRUNT. E E Ariiona Public Service Co 80/03/23 3pp 



8006230673 Chapter 1 of Palo Verde FSAR. "Introduction t General 
Diicrl.pt ion of Plant Includes Revision 1 

* Arliana Public Service CD 80/03/31 ISDpp 

8006230677 Chapter 2 of Palo Vr* FSAS. "Site Characteristic* " 

Arlion* Public SirviEe Co 80/06/19 SOOpp 



8006230683 Chapter 3 of Palo Verde FSAR. "Design of Structure, 
Component). Eq.uipmnt It Siji " 
Ariion* PuSHc Service Co 80/06/19 600pp 



8006230633 Chapter 4 of Palo Verde FSAH, "Reactor " 
* Ariion* Public Service CD 80/O6/19 EOpp 



8O06230&94 Foruardi FSAR.Vols 1-10 

VAN BHUNT.E E Ariiona Public Service Co 80/06/19 lp 



S006200D24 Final Part 21 rept re mixed heat of steel supplied bu US 
Steel from uhich 4-inch elbows d 2-lnch tees wer rafg to 
A234UPO requirement Investigations conducted & closed at 
46 listed facilities 
SEAY, J L Chemtron Corp . Tube Turns Div 80/06/06, 3pp 



T Hearing transcripts on non-anti trust matters 



8006110308 Forward* BOO SOB sys revieu transcript re Class IE pounr 
Rvi*u held before Power Sgs Revieu) Board tn PhoenliiAZ 
Pp 1-179, 
VAN BRUNT, E E Arizona Public Service Co 00/06/04 SOOpp 



DOCKET STN-50-92? PALd VERDE NUCLEAR STATION, UNIT Z 

A Application/construction stage documents tt correlpandence 



~ B00623069B FSAR, voli 1-1O Includes Revision 1 

Ariiona Public Service Co 80/03/31 310pp 

B006230&95 Chapter 5 of Palo Verde FSAR, "[1CS t Connected Bgs " 
Ariiona Public Service Co BO/06/19 60pp 

8006230701 Chapter 6 of Palo Verde FSARi "Engineered Safety Features " 
t Aritona Public Service Co 80/06/19 300pp 

K062307O3 Chapter 7 of Palo Verde FSAR. "Instrumentation t, Controls " 
Arimna Public Service Co 80/06/19 I40pp 

B00623071O Chapter 8 of Palo Verde FSAH, "Electric Pnuer " 
* Arlmna Public Service Ca 80/06/19 ISOpp 



llliary S(j 
600 pp 



Steam tt Pouer Conversion 
ISOpp 



6006230110 Advlsv* BWR tt PWR applicants of NRC decision to modify 
impl*mntatlon plan presented in Section 4 of NUREQ-0577 ra 
adequaci/ of applicable support structures Oeneral operating 
reactor review procedure tt acceptance criteria enc 1 
EtSENHUT.D G Division of Licensing BO/09/20 13pp 

E3006240232 Advises that NRC t> industry should develop Improved 
procedures for eipedlting license applications Suggests 
meeting u/appllcant t vendor* for expeditious revieu of sgs 
design dec isions 
EIBENHUT.D Division of Licensing 80/O6/10 lp 

-8006240236 Notification of 800709-10 meeting u/util in Bebhetda.MD to 
participate in review of ac power sijs 
KERRIGAN, J Licensing Branch S QO/06/1O lp 

6006300165 Recommend! that station application be accepted for 
docketing Application is about 'JO'/, complete d some tections 
of FBAR t- environ rept are complete 
TEDESCD, R L Assistant Director for Licensing BO/06/16 lp 

B006S30676 Forwards application for QL 

VAN BRUNT. E E Ariiona Public Service Co BO/06/19 lp 



ladwiite Hgt " 
120pp 



8006230680 Application For QL 

* Ariiona Public Service Co 80/06/19 260pp 
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8006330^93 Forwards "TMI-2 Lessons Learned Implementation Hept " 
VAN BRUNT. E t Arizona Public Service CD 80/06/19 IBOpp 



8006-230701 Chapter 6 of Polo Verde FEAR, H 'Eng ineered Safttg Feature* 
* Aninna Public Service Co BO/06/19 300pp 



C Utility Environmental Report < r.R ) . 



suds I corresp ond ence 



B0062306Bfa Forwards environ rapfciVols 1-fl 
VAN BRUNT, E E Ariiona Public Service Co 



-BQ0633O692 Environ rcpt.Vol 1 of 4 

* Aruona Public Berjico CD BO/06/19 300pp 



-B006230&97 Environ repl,Vol ? of 4 

* Ariiona Public Service Co SO/Q6/19 SOOpp 



--B00623O702 Environ rcpt.Vol 3 of 4 

Ariiona Public Service Co 8O/O6/I9 SOOpp 



--B006230703 Environ rept.Vol 4 of 4 

Arirona Public Service Co 80/06/19 SOOpp 



F Security, medical, emergency S> fire protection plant 



SOQ6B30691 Forwards emergency plan 

VAN BRUNT, E E Ar i lona Public Service Co 



B00633Q696 emergency plan 

Ariiona Pu&liC Service Co 



Ad jud icatory correspondence 



80/06/19 140pp 



8006230703 Chapter 7 of Palo Verde FSAR, " I nstrumtntat ion b Control! 
Ariiona Public Service Co BQ/O6/19 140pp 

B00623071Q Chapter of Palo Verde FEAR, "Electric Power " 

* Aj-iiona Public Service Co 90/06/19 ISOpp 

8006230711 Chapter- 9 at Palo- Verde FSAR, "Amiliartj By* " 

* Arijona Public Service Co SO/O6/I9 fiOOpp 

9004.230713 Chapter 10 of Palo Verde FSAR. "Steam te Power Convertion 
Sy, " 
< Arizona Public Service Co SO/06/19 150pp 

B006230714 Chapter II of Pain Verde fSAR. "Raduaste Mgt " 

* Ariiona Public Service Co 80/06/19 IBOpp 

B006B3O716 Chapter 12 of Palo Verde FBAfi, "Radiation Prottction " 
Ariiona Public Service. Co 8O/O6/19 IQQpp 

8006H3O717 Chapter ID of Palo Verde FSAR, "Conduct Of Operations " 
I Arizona Public Service Co BO/06/19 60pp 

8006B30710 Chapter 14 of Palo Verde FSAR, "Initial Test Progra* " 
Ariion* Public aervico Co 90/O6/19 1 EOpp 

B0062397EO Chapter IS of Palo Verdo FSftR, "Acildant Anlgii* " 
Arliona Public Service Co BO/06/19 "lOpp 



B006260158 Forwards Director's decision per 2 206 8. FR notic in 
rcipanse to Friends of the Earth 791024 petition to rq.uir 
preparation of supplemental environ itatementi on Clan 9 

' accident* at Diablo Cannon, Ranc ho Seed & P-alo Verde 

DEMTON.H R Office of Nuclear Reactor ilegulation, Director 
QO/06/lf 2pp 



9006230721 Chapter 16 of Palo Verde F8AR, "Tach Sptci " 
* Ariiona Public Service Co- BO/06/19 130pp 



B00623072B Chapter 17 of Palo Verd* FSAR, "Oft " 
* Ariiona Public Service CD 90/O6/19 SOpp 



B006260159 Respond* to 791024 petition retiueitlng prtpa.rt ion of 
iupp lementa 1 E1S re Impact of Clasi 9 accident* at 
facilities No apucial circ umi tance-s eiist uhlch uould 
uarrant reopening proceedings Request denied 
DENTOtJ. H R Office of Nuclear Reactor RsjuUtiom Director 
60/06/19 2pp 

--B006260161 Director's decision per 2 2O6 denying Fritntt* of thd Earth 
791024 petition to require preparation of *upplem*ntal EIB 
on Clan 9 accident* No ipeclal c Ircumstano* ii*t which 
uould warrant reopening environ proceeding* 

DEMON, hi R Office of Nuclear Reactor Regulation, Director 
BO/06/19 17pp 

8006260163 Notice of 1 nuance of Director'* dicliion pr 2 SOt, denginfl 
Friends of th Earth 791024 petition to require preparation 
of lupplimental EI8 ro Class 9 accident* 

DENTDN.H R Office of Nuclear Reactor regulation. Director 
BO/06/19 2pp 

K Utility Final Bafetg Analgil* deport <F9AR) b *imnd 

B00a230673 Chapter 1 of Palo Verde FSAR, "Introduction b General 
Description of Plant " Include* Bevilon 1 

Ariiona Public Bvrvice Co BO/03/31 ISOpp 

S006230677 Chapter 2 of Palo Verde TSAR! "Bite Characterl iti c* " 

* Ariiona Public Servlc* Co BO/06/17 SOOpp 



a Inspection reports, IE Qulletinx & corraiponrienci 

B0062SOIB7 Forward! IE Inp Repts 30-328/BO-04, BO-5S9/BO-04 fc 
90-930/30-011 an 600201-38 No noncomp 1 ianc noted 
SPEMCER.O B Region 5, Ban Fran-ciico, Reactor Construction b 
Engineering Support Branch, 8O/05/02 Hpp 

8006230192 IE Imp Rep ts 30-528/30-04,30-929/00-04 & SO-B30/BO-04 on 
BO 020 1-29 No noncomp 1 iance noted Major areai inipectNd 
containment bid] concrete, polar crane *upport girdtrsi 
r*actor venel support* ^ auxiltarij bldg wull reinforciment 
DODDSjR T R*>gion 5, San Francisco, Re* c tar Canitructlon It 
Engineering Support Branch VOflDEfiDHUOOEN Region 5, Bin 
Franclico, Office of th* Divec tor 30/09/01. 4pp 

B Riportable occurrenc**> LERc & related corrxpondenci 

QOO&&3O331 Advi that commitment mad* Sn 600324 prtliminarv 
deficiency rept mill not be met Info from q.ul If lotion 
testing mill not be available within 6O <J4V*i dui to 
imp lamentation difficulties Info Flnaliied by BOO BO 1 
VAN BRUNT, E E Ariiona Public BervfC" Co BO/03/23 Epp 

800620 DO 24 Final Part Si rcpt re nixed haat of itvtl supplied bg US 
Steel from which 4-lnch slbouii ti H-Inch ti ueve m*g to 
A234WPB ranuiremmt Invest igafclana conducted ti cloved at 
46 listed fact lltl* 
8EAY, J L Chemtron Corp , Tub* Tuvns Div 80/06/Oi 3ap, 



Q0062306S3 Chapter 3 of Palo Verde FSAR, "Dnign of Slructun 
Componint*, Equipment ti Bg " 
* Ariion* Public Bervice Co BO/06/19 600pp 



S00623069Q Chapter 4 of Palo Verde FSAR, "Reactor " 
> Ariiona Public Service Co BO/06/19 20pp 



T Hearing transcripts on non-onti fcruit matter* 

BOO&11030B Forwards 800SOB sijs revieui transcript n Clasi IE power sgs 
Review hild before Power Sgt RevLeu Baar^l in PtoenlxiAZ 
Pp 1-179 
VAN BRUNT, E E Ariiona Public Service Co 80/06/04 EOOpp, 



B006230694 Forwards FSAR, Vol* 1-10 

VAN BRUNT.E E Ariiona Public Service Co 60/06/19 lp 



B00623069Q FSAR-VoU 1-tO Include* Revision 1 

* Ariiona Public Bervice Co 80/03/31 SlOpp 



B00623069S Chapter 5 of Palo Verde FSAR, "FJCS b Connected Sg * " 
* Aruona Public Brrvice Co BO/OA/19 60f>p 



DOCKET 8TN-SO-&30 PALO VERDE NUCLEAR STAT1OM, UNIT 3 

A Appilliatton/cons true t ion stage documents h correspondence 

8006230)10 Advlvei BWR & PUR applicant* of NRC dtcliion to nodify 
implementation plan presented in Sactlon 4 of NUREQ-0577 re 
adia.uacg of applicable support ttructurni Oeneral operating 
reactor roview procedure fc acceptance crltri encl 
EISENHUT.D O Division of Licensing 6O/O5/20, 13pp 
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SOO>241>332 Advises that HHC '/ industry should develop improved 
procadurei for oipediting licenie applications Suggosts 
mooting u/applicant t vendors cor eipeditlous review of BIJ I 
design dec i sions 
EISEMHUT.D Dl/ision of Licensing BO/Ofi/SQ lp 

B0063fl0236 Not i f i cati ori of 90O707-10 meeting u/util in Betheida, KD tc 
participate In revlaiu of ac power iija 
KERR1GAM, J Licensing Brancf. 2 BQ/Ot./10 lp 

9006300105 Recommends that -station application be accepted -for 
dockoting Application la about ^OA complete '. ancie sections 
of FBAR ti environ rept are complete 
TEOE5CD.fi L Assistant Director for Licensing BO/Oi/li lp 

B00623067i!i Forwards application far CL 

VAM BRUNT, E E Ariiona Public Service Co 8O/O6/19 lp 



8OQ62306SQ Application For OL 

Ariiona Public Service Co BO/06,/19 2&0pp 



3006230693 Forwards "TH1-2 Lessons Uaarned Imp 1 ementation Rent " 
VAN BRUNT, E E Ariiona Public Service Co 30/06/19 150<)p 

C Utility Environmental Report <ER>. amends & correspond enc* 



B006230677 Chapter 2 of Pnlo Verde FBAR, "Site Chat ac ter 1st i cs " 
* rtriiona Public Service Co SO/Oft/19 SOOpp 



S&Q62306O3 Chapter 3 of Palo Verde FSAH, "Oesigti of Structure, 
Conponents, Equipment ( Sija " 
* Ariiona Public Seivlce Co UO/Q6/19 fiOOpp 



G0062306Ba Chapter 4 of Palo Verde FSAUr 'Reactor " 
* Ariiona Public Service Co BO/OA/l*? 20p[i 



B00o230i94 Forwards FSAR.Vol* l-IO 

VAN URUNT.E E Ar i i ona Public Servir 



00/06/19 lp 



B00623O698 FG^R, voli l-IO Iticludea Revision 1 

Ariiona Public Sei ^ice Co BO/01/31 310pp 



B006230695 Chapter 5 of Palo Verde FSAR, "f*CS 5 Connected Sga " 

Ariiona Public Service Co UO/O&/17 60pp 

0006230701 Chapter 6 o-f Palo Verde FSAR, "Engineered Safety Features " 

* Ariiona Public Service Co BO/Ofa/1? 300pp 

B00623070'3 Chapter 7 of Pnlo Verde FSAR, "Instrumentation t. Controls " 
* Arltona Public Service Co BO/06/lf 140pp 



800tiS306a& Forward* environ raptpVols 1t 

VAN BRUNT, E E Ariiona Public Service Co 80/0o/19 lp 



8006230710 CJiapter B of Palo Verio FSAR, "tleetric Power " 
Ariiona Public Service Co QO/06/19 ISOpp 



-BOOa2306^a Environ rapt. Vol 1 of 4 

* Ariiona Publtc Strvice Co 80/06/19 300pp 



S00i230711 Chapter 9 of Palo Verdu FBAR, "Auiiliari) 8y " 
* Ariiona Public Service Co 30/06/19 AOOpp 



HOOt2306'?7 Environ r*pt<Vol H of 4 

* Ariiona Public Service Co 80/06/19 SOOpp 



BOOtZ30702 Environ vpfc,Vol 3 of 4 

ftriiona Public Strvtc* Co 30/O6/19 BOOpji 



B00423070S Environ rtpt.vcl 4 of 4 

Ariiona Public Service Co 9O/OA/19- SOOpp 



F Security. miJle*l, emorgeticij ti firo .protection plans 



9006230691 Foruardi cniBrgvncv plan 

VAN BBUNT. E E Arl iona Public Birvice Co 90/06/19 lp 



5006330696 Smsrgtneij plan 

Arizona Public Sirvlce Co 80/DA/19 140pp 



Adjudlcatarv coTr*ponif anc 



8 004260138 Forward! Director'* dacliion per S SOb tt FR notice In 
f*i*pn to Fritnilt at the Earth 791024 pitltlon to rtquira 
preparation of supplemental anviron atitemtnti on Clan t 
accldtnt* at Diablo Cngon< Hinchn 9eco & Palo Verajr 
DENTON. H R Offlci of Nuclear R*actar Ft*guUfeoni Dirtctor 
SO/Ofi/19 Spp 

--BD062&0159 Rcipondi to 791024 petition requesting preparation 
upp 1 inentaL EIS c* impact of Class 9 accidtnti at 
fcilmi Mo -sprclal cirEinnitdticei ttiit uhlch uould 
uiaTTant reopening proceed 1 ng. Rtquett den I tit 
DEHTON, H H Offic* nf Nuclaar R*ctor Regulation. Director 
BO/Oi/19. 2pp 



8006330713 Chapter 10 of Palo Verde FSAIli "Stonm fc Power Conversion 
Sy " 
Ariiona Public Service Co BO/06/19 ISOpp 

8006530714 Chapter 11 of Palo Verde TSAR, "Raduiasta Mgt " 

* Artiona Public Service Co SO/O6/19 120pp 

S006230716 Chapter 12 of Palo Verrf* FSAR, "Radiation Protection " 

* rtriiona Public Service Co 90/06/19 lOOpp 

8006330717 CJiaptar 13 of Palo Verde FSAR, "Conduct of Operation! " 
i Ariiona Public Service Co E10/O6/19 60pp 

SOO623071B Chapter 14 of Palo Verde FSAR, "Initial Test Program " 

* Arliona Public Service Co BO/06/19 20pp 

800623Q7EO Chapter IB of Palo Voroe FSAR. "Accident Anali|*is " 
Ariiona Public Service Co QO/O6/19 40pp 

B00o23072-l Chapter 16 of Palo Verde FSAR, "Toch Spacs " 

* Arliona Public Service Co BO/O6/19 130pp 



0006.230722 Chapter 17 of Palo Verde FSAR, "OA " 
Arlinna Public Service Co 00/O6/1? 3Opp 



Q Inipvctioii reportii IE Bulletins ft carrespandence 



BOOfiHSOlB? Forward* IE Insp Repts SO-S2B/BO-O4. 30-389/30-04 (. 
SO-330/BO-Q4 on B0020I-2B No noncompl iance not*l! 
8PENCEfi,0 S Region S, San Francisco, Reactor Conitruction 
Enginterins Support Branch BO/OS/02 2pp 



Director'* decivlc-n per 3 20 i denulng Frltnif* at the Earth 
791024 petition to require preparation of iupplnintal EIS 
on Clait 9 accldnti No ipt-cial cfrcumitances etltt which 
woulif warrant reopening environ proceedings 

DENTOM.H R Office of Nuclear Reactor Regulation, Director 
I7p|i 



BQOA2&01&3 Notice a-f ivsuanEi of Dlrectar'* drclsloci per 2,206 
Frtendi of the Earth 791024 petition to require preparation 
of supplemental EIS re Clatc 9 accident*. 
DENTON.H H Office of Nuclear Reactor Regulation. Director 

app 



K. Utility Final 



Analijii* Report (FSAR) !< anendt 



8006330673 Chapter I of Palo Vtrda FSARi "Introduction t< 0ner*l 
Description at Plant," Incluifei Revliion 1 
Arizona Public Brvit Co BO/03/31 ISOpp 



80Q62SO19S IE Inp Repts 90-328/30-04,50-529/00-04 S< 30-530/00-04 on 
30030-1-26 No noneo-mp 1 lance noted Major areas Inspected 
containment bldg cone rite. pol ar crane support glrderii 
reactor vessel supports % auxiliary bldg wall rilnf orcemcnt 
DQDDS.R T Region 5, San Francisco. Iloactor Construction fr 
Rnglneerlng Support Branch VORDERGHUGGEN Region 5. San 
Francisco, Dffieo of the Director 90/09/01 4pp 



Reportable occurrences. LERi i related correipondence 



a 00603 03 31 Advises that commitment matte in 6O0324 preliminary 
dtftciincu, rapt mill not be met Info from qualification 
tilting mill rot be available within 6O days. due to 
Implementation difficulties Info finalised bu 000B01 
VAN BRUNT.E E Ariiona Public Service CD 00/03/23 Hpp 
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aOQ&200024 Final Rait 21 rent re mined "Piit of steel supplied by US 

A234WPB requirement Investigations conducted (. closed nt 

46 listed ttic 1 1 1 t 1 es 

3EAY, J L Chemtron Corp , Tubu Turns Div SO/O6/06 3pp 



T Hsartng trans 



ipti 



no n-onti trust mattoi s 



G00611030B Forwards SQOiiQB sys roviou transcript la Class IE pouer sys 
Hevioui held define Pouor Sy9 Rcvioui Uonrd in Phoonl i> AZ 
Pp 1-179 
VAfJ I1RUMT, E E Arliona Public -bervice Co SO/06/O4 2OOpp 



C Adjudicator^ correspondence 



8006110424 Response to Save the vallei]-&ava Marble Hill 800423 (nation 
to itrike ' objections to utll bill at costs re Civil Action 
7B-I369 on appeal Urgm assigning costs to State of KV tc 
intervenor W/Cortlf icate nf Svc Related correspondence 
VQIOT.H H Public Service Co of Indiana, Inc VQiGT, H H LaBoeuf, 
Lamb, Leiby ! MacRso 30/04/29 3pp 

8006050443 Forwards giaduated rescission of 770B13 order 

STELLO,V Office of Inspection '- Enforcement. Office of the Director 
90/05/13 Ip 



tlGCKET 30-937 CLINCH FUVER BREEDER REACTOR 

I) Utility Prel Iminary Safety Analysis fleport, amends 



QOOM1O3O1 Confirms d Isti ibi;t ion of Amend 31 to PSrtR Certificate of 
3vc oncl 

CQPELAND. Fi L Energy, Hop t of. Clinch Rivev Breeder Fleactor Plant 
90/06/09 2pp 

300627020S Forwards Amend 55 to PSAR 

COPELAND. R L Energy, f)Ep t of. Clinch River Breeder Rosctor Plant 
80/06/27 4pp 

9006270223 Anmnd SS to P9AH 

* nergy,Dept of. Clinch River Breeder Reactor Plant 30/06/27 
300pp 



--B00605Q449 Orfldoflted rescission nf 790B1S ordr. confirming that procen 
prescrided in app affordi roasonable anurance that laf&ly- 
rclated activities mill he conducted per requirements 
STELLO.V Office of Inapection L Enforcement. Office of thi 
Director 00/05/15 fcpp 



H Ocneral corruspondcnct 



Q00521O113 Requests, ill followup Co 300313 Itr, that laf atg-relatBd uort 
not be allowed until FBI Investigation results are knoun 
FORD, WH Senate BO/04/17 2ap 

B005210130 Ltrs from sii cltliena b anaciations rfqucltlng that CP 
not be lnued until FBI Investigation results an 
knoun t< actod upon Urges that all const tie stopped until 
facility li Inspected by Save the Valley engineers 
GILL, M , 3HELDOURN, J L HEPLEH.W Affiliation Unknown BO/ 04/30 



DOCKET 90-53B MEMPHIS STATE UNIV RESEARCH REACTOR 
Adjudicator^ correipondenco 



B006190301 Response In opposition to Zi miner Area Cltiions 800315 
proponed contentions Intervenors failed to demonatrati good 
cause under policy stated in Commission decision overruling 
ALA0-S90 Cei ttf icate of Svc one 1 

CONNER, T 1) Cincinnati Gas & Electric Co WETTERHAHN.fi J Co 
Moore V Corber 00/06/16 llpp 



DOCKET STN-30-346 MARBLE HILL NUCLEAR STATION, UNIT 1 

A Application/construction stage documents It correipondence 

B006230110 Adviioi DWFi (. PUR applicants of NRC daciiton to modify 
Implementation plan presented In Section 4 of MUREQ-Q977 re 
adiquacy of applicable support structural General operating 
reactor review procedure ti acceptance criteria end 
EI8ENHUT, D Division of Licensing BO/03/20 13pp 

B00406OD92 Forwards evaluation of 800428 consolidated description of 
revised QA program & Q00906 supplemental rept Reviled QA 
program Is acceptable 
VOUMOHLOOD, B J Licensing Branch 1 BO/05/E3 4pp 

B 0060 60 596 Safety evaluation supporting revised QA program 
4 Licensing Branch 1 BO/05/23 3pp 

8006090071 Forwards response to questions fc comments proienttd at 
900329 public meeting t> 900407 Itr Ofc at Nuclear Reactor 
Regulation H00411 meeting discussed changes to OA program 
Changes have been documented & are part of docketed File 
STELLOi V Office of Inspection & Enforcement, Office of the 
Director 00/05/33 7pp 



--B006090073 QA program for facility 
* Sargent t. Uundy, Inc BO/03/23 



37pp 



8006190206 Ack receipt of 000501 Itr informing NHC of proposed method 
for evaluating concrete surfaces uihich are inaccessible due 
to backfilling 

FIORELLIiG Region 3, Chicago, Reactor Conitructlon & Engineering 
Support Branch BO/03/2B Ip 

0006200613 Informs that proposed alternatives for design of quality 
records storage facility are acceptable Acceptable 
alternatives sliould be incorporated into QA program 
TEDESCO.R L Assistant Director for Licensing 30/06/03 4pp 



9006090134 Advises of certain changes in PBC of IN snior mgt HA Barker 
elected chairman but ui 11 also serve 4s chief eitcutlve 
officer DV Menscer elected president but ulll serve as 
chief operating officer Related correspondence 
VOIOT, H H LeBoeuf, Lamb, Lelby t, MacRie BO/05/02 2pp 

300521 OUt Mallgramt from 33 citiiens requesting that CP should not tie 
Issued until FBI investigation results are Vnoun S< *ctad 
upon Urge* that all cont be stopped until facility is 
inspected by Save the Valley engineers 

OWEM.fi F , BRAEHLEfl.T F , BENNETT, M Affiliation Unknown BD/03/O3 
23pp 

9006090393 Opposes facility based on inadequate demand for Increased 
electrical generating capacity & public safety 
considerations Utll motivated by t-relateit Incentives 
Preliminary tax incentive rept end 
XAUCK.F Save the Valley - Save Karble Hill 00/09/09 4pp 

0006120463 Responds to 000406 Itr re status of FBI invastlgatien ir^a 
alleged misconduct at facility Premature release of findings 
could jeopardlie future action of DDJ Ltr b plan ulll be 
attached to transcript of 800325 meeting 

0TELLO, V Office of Inspection & Enforcement, Office of the 
Director BO/05/23 Ip 

0006130164 Ack receipt of BOQ326 Itr enclosing M Hudgin statement d MA 
Cassaro prof vita Encls will be placed In 000329 meeting 
record & MA Caisaro vita ulll be considered In selection 
process for Independent engineer 

8TELLO.V Office of Inspection It Enforcement! Office of the 
Director BO/09/23 tp 

0006)30187 Forwards h Hudgin statement preiented at NRC 800323 meeting 
ui/util in Madison, IN J MA Castaro prof vita 
DATTILOiT M Dattilo, T M 00/03/126 7pp 

B006170335 Ack receipt of 800326 Itr forwarding comments re 800323 
meeting on resumption of const Comments will be carefully 
considered 

BTELLO.V Office of Inspection & Enforcement, Office of the 
Director 00/03/23 Ip 

8006170343 Forwards statement which uas not completely presented it 
BO 032 3 meeting re resumption of const Sassafras Audubon 
written statement also end W/o Sassafras Audubon statement 
HAUCK.F Save the Valley - Save Marble Hill BO/03/26 13pp 

6006120141 Responds to 800411 Itr re DH McCarthy comments & questions 
about meeting in Madison, IN concerning facility Foruiirds NRC 
response 

DIRCKS.H J Office of the Eiecutive Director for Operations 
00/05/29 Ip 
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~ BOG6120146 Act receipt of 800403 Itrs providing lilt of comment* tt 
question* for record of 800325 neetinj- re facility Comments 
4c questions ulll bt included in meeting record t considered 
In license dllber*t ion 

&TELLQ.V Office of lnnction fc Enf orc*mint, Office of th e 
Director BO/OS/23 Ip, 

-- -6006120150 FJqu*its review of DH McCarthy Itr Tt B 0032 5 meeting in 
ttiditon, IN n fictllty 

FORD, H H Senate, Commerce, Bc(*nco E. Transportat ion BO/04/I1 
IP 

800^170531 Notifies of format (on of neu div t< author relocation to 
plant site 
SHIELDS, S Public Service Co at Indian*, Inc BD/O6/O9 1 p 



Q Intpectioji reports, IE Bulletin* & correspondence 



6006300175 Forwards IE Insp Repta 50-54d/BO- 
900S07-0& No tiontompl lance noted 
F1CBELLI,O Region 3-, Chicago, Reactor Conit 
Support Branch BO/05/21 2pp 



(. 50-547/60-18 on 

tlon t. Engineering 



&QOfi300183 IE Insp ReptS 30-516/80-13 t 30-547/BO-18 on B00507-OB No 
ncncomp I iancr noted Major ares Inipecfeed licensee action 
relitivr to phqstcal inap t. verification of In-place laFetij 
Catggorij 1 piping & hangers 

CDRDERD, Z C Rglon 3. Chicago. Office of tho Director 
DANIELEDN, D H Reoion 3. Chicago, Reactor Construction fc 
Engineering Support Qr^nch QO/05/19 3pp 



Notifies Board of Clarl County Commi ss ionars. Jef f ersonvl 1 1 B 
IM of BOOfbOi. meeting in Hadiaon. IN to discuss MRC regulatorij 
t raiident In if programs for nuclear power plantt Tentative 
agenda enc 1 U/o end 
HEPPLERrJ Region 3, Chicago. Oft' ice of the Director 30/03/29 



8006090033 Forward* IE Imp Reptl 50-846/60-11 & SO-547/flO-l 1 on 
000402-04 & OB-tl Nft none omplia nee noted 

FIOBE-LLrjO Region 3. Chicago. Reactor Com true Han & Engineering 
Support- Branch BO/O4./S5 3pe 

80060^0056 IE Imp Stftt 5Q-546/SO-1 1 tr SQ-547/BO-I 1 on 600403-04 & 
OB- 11 Mo noncomp 1 l*nc noted Major areas Inipected *t*tui 
rtvliu of IQCFR2I item & const verification Procedures SPP-2 

t. BFP-g 

HMJKtMS. F C Region 3. Chicago. Office of the Director 

HAYES! D H Region 3, Chicago, .Reactor Com true tion fc Engfneerlno 

Support Branch 8Q/04/21 3pp 

BG06020020 Forwards IE Insp RapU 3O-S46/BO-14 1. 50-Bt7/BO-14 fln 
900331-0103 No noneonpliance noted 
FIGRELLItO Region 3, CMcjaoi Office of the Director. HO/04/2A 



0006020024 IE Inif Rents 90-946/80-14 & 90-947/90-14 on B00331-0403 No 

nonemnpllanee noted Major 4rt*i ln*peettil i*f ity-Ttl*td 
plplngj laydoun arl It itorage u*rehoute 

DANIEL6DN.D H Region 3, Chicago, Reactor Conitructlon 1. 
Enolnierlng Bujipart Br*nch CDRCERD, I. C Region 3i Chicago, 
Office of the Dirietor 60704/21 3pp 

8006020059 Foruaril* IE Intp Hpt 50-B46/BO-09 ti SO-B47/BO-OB on 
800J27-E9.0306 i 18-21 No nancompliancn noted 

riOREULIiO Beg Jon 3, Chlcijo, Reactor Construction t> nglneirlng 
Bupjiort Dr*nch 80/04/26 2pj) 

--B00402QQ63 I Imp Dipt* SO-54A/BO-OB t. 50-947/60-08 on 800227-29,0306 
(. lB-21,No noncomp 1 l*nc noted Major ariet lnipctd 
ebiirvatJon of uork l< rtvleu of nimltty Trcordi ! 
pracetfurei 

HAYE9, 0, H. Region 3, Chicagoj Reactor Conitruction ) Engineering 
Support Branch HAHK1NS.F C KAHRI8, J R Region 3. Chicago. 
Orfiet of th. Director 80/04/17 7pp. 

6006020069 Forward* IE Intf Repti 90-54&/BO-12 ic 30-547/80-12 on 
000331 No- nancompllance noted 

KEPPLER.-J Q, R talon 3, Chicago. Office of the Director 30/04/S6 
Sff 

~8(XW020073 IE Intp Rift* S0-04&/80-ia fc SO-947/BO-ia an H00331 HO 
itancoftpllanc* not*rf, ttajor area* impacted, meat Ing to dlicuet 
propoied raitert program * rnumption of rtcalpt imp 
.ttlvUlu 

FfORELLIiO Region 3, Chlcagoi Rvactor Conitruction & Engineering 
Support Branch SCKHEIBINZ, E.R . HAVES, D W Region 3. Chicago, 
OfMei of the Director 80/04/33 2pp 

B006190319 Forunrdi IE InP Repti 50-S46/BO-15 It SO-547/BO-13 on 
No eio-nconpl I met noted 

Region 3> Chi<*ooi Reactor Conitroct Ion (i Engineering 
Support Br*nc(i. SO/04/29. Epp. 

B00690323 IE Imp fttf t* 50-34oY80-l V 00-S47/BO-1S on BO0416-1B. No 

noncoftpl lance noted. Major areaf Inipicted. llcen*e* action! 
re fnip of [nitalld Cattgory I itructural it*tl ) iaf*tv 
rtlited piping a< part of const verification program 

KONKLIHi J E. > COBDERO, Z. C. , WIU.IAMS, C C. Region 3. Chicago. 
Office of the Director BO/CH/33. 6pp. 

B0063S014A F truer lit IE ln*p Ripti 30-34/aO-20 I. 90-947/BO-SO on 
800401-30, No nonconpllAnce noted, 
FtOFtELLIiO Region 3. Chic-ago, Reactor Corn true tion Ir Engineering 

Support Br*nch. 30/09/21. 2pp. 

~ -8006330170 IE Imp Rept* 30-546/60-20 & 50- '947/60-20 on BOO 40 1-30. No 
nfrneonpl lance noted. Major areai tntptc ted' contt activltio 
tt storage h preiarvatlon of matl (. e^uipmnt, 
MILLIAHS, c,C. > HARRISDN.J J, Rtgfon 3i Chie.goj Office of th* 
Diredtor 80/03/21. 4pp. 



B00619O700 Notifies. Board of Clark Countg Commisi ionerii Jef f erionvi 1 It, 
IN of BO 0606 meeting In Madison, IN to discuss NRC regulatory 
tt resident Jtl*p program* for nuclear pouer plants Tentative 
agenda end U/o enc 1 

KEPPLER.J Region 3, Chlcagoi Office of UB Director BO/03/29, 
IP 

B0061907O3 Notifies Board of Clark County Coramiss inneri. Jef f er jonvil le. 
IM of 800606 meeting in MadltonilN to diicuti MRC regulatory 
t retidont Inip prograran for nuclear power planti Tentative 
agenda enc I UYo tncl 
KEPPLER, J RBglon 3- Chicago, Office of the Director BO/03/29 



B00619O706 Notifie* Hanover Totun Board, Hanover, IN of 000606 mtatlng in 
Kadl<oni IM to ditcuss NRC regnldtorij & resident inip 
progrtmt For nuclear pouer planti Tenatetive agenda *ncl N/o 
end 

KHPPLEH, J O Rglon 3. Chicago. Office of the Director BO/Q3/29 
IP 

6006170713 Notification of BOO&O6 most ing in Hadiion. IN to discuti HHC 

regulatory & resident insp programs for nuclear power 
pljmti Tentative; a gen if a encl M/o ancl 

KEPPLER. J Region 3< Chicajo. Office of the Director 80/C9/29 



a006170717 Notifies New MA State Sanl of 000606 meeting in Hadiion, IN 
to diicun NIC regulatory i f residant Imp program* for 
nuclear pouer plant* Tentative^ aganda encl 

KEPPLEBiJO Region 3. Chicago, Office of the Director BO/03/29 
3pp 

B 00633 01 62 Heipondi to IE Bulletin BO- 05 re vacuum condition resulting 
In damag* to chemical voL holdup tanti Evaluation of 
protective measure* against vacuum damage is ongoing 
Requtit-s extension until 800 7O9 
SHIELDS- 3 M Public Service Co of Indiana. Inc 60/06/04 IP 



Forwards IE Insp Rept 50-946/80-16 fc 50-S47/BO-16 on 
aOQ452-S3. 0429-0502,06-09 & 14-16 No noncompl lance noted 
FIOFELLlrO Region 3. Chtcagoi Reactor Construction Ii Engineering 
Support Branch. SQ/0&/O& Epp 

8006190300 IE Intf Kept* 50-546/BO-I6 ti 30-347/00-16 on 800422-23, 29- 

0502, Oi-0? b 14-16 Mo noncomp 1 lane e noted Major areai 
In-tpected procdur rcvlilonij tual ity record*, observation of 
uork tt previous Intf flndinge 

HAVES. D VI Region 3i Chlcaoo. Reactor Construction It Engineering 
Support Branch HAWKINS, F C , HARRIS, J R Region 3. Chicago. 
Office o-f the Director BO/Otb/02 App 

B006260392 Ack r*celpt of flOOSSB Itr Informing NRC of steps taken to 
torrwct violations notae! in IE Intp flepts 50-S46/BO-03 S> 
30-S47/SO-03. 

FIDHEULIfO Region 3, Chicago, Reactor Conttruc tlon & EnglnterinC 
Bupport Branch. BO/06,/ 1 1 Ip 

B00t260354 Respond* to NRC 800321 Itr r* violation* noted In IE Irip 

Repti 50 -51 A /SO- 03 b SO-547/90-O3 Corrective actions' utll 

It presently arranging for (irope-r perionnel assignment to 

aivume: daficiencv rept responib 11 Itlti 

BHIELDSra W Pufrlic Service Co of Indian*' Inc BO/OS/S8 3pp- 

3. Heportable octurr*nco r LERi & related correspondence 

8006X00049 Interim Part 21 rept re operation of centrifugal charging 
piinpi at fliln flour rate lunen RCS reaches: pressurlier safety 
valve setpq-int prc(*ure during igcondarg sgi high energy 
line rupture Udtinohousc mill analyn problm 
SHIELD3,S M Public Service Co. of Indiana, Inc BO/Ofi/02 3pp 
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T Hearing transcripts on non-antitrust matters 



8005210137 Forwards transcript of SOO325 hearing in Madison, IN. 

of prof court reporter 

STELLQ, V Office of Inspection t, Enforcement, Of-fice of the 

Director 80/03/05 lp 



-B005210177 Transcript of 800325 hti 
STELLO.V Office of Inspection ', 
Director 80/O3/35 230pp 



Had lion, IN 
; merit, Offlc 



H General carre s-pandenco 

SOOS21O113 rtequeats. as follouiup to 800313 Itr, that .afe ty-rt Uttd work 
not be alloued until Pin Investigation results are kn0urt 
FC1RD, W N Senate BO/04,-17 2p p 

B00521O130 Ltrs from lii cibiions t, asioc latlons requeitinj that CP 
not bo Issued until FBI investigation results are 
known t acted upon Urges that all const be stopped until 
facility Is inspected bi; Save the Valley engineers 
C1LL.M , SHFLDGURN.J L . HEPLEH, U Affiliation l/nknnmn 00/04/30 



-8003210187 Act receipt of NftC notice of 800411 meeting in Bethesda. MD 
re revised OA progi am Eipresses concerns re safety-related 
questions not answered at Had l son, IN mooting 
EYED,J A Sassafras Audubon Society 80/04/07 app 

-8005210202 Submits questions i. comments presented at BOQ325 public 
meeting in Madison, IN 
EYED, J A Sassafras Audubon Society BO/04/3O 3pp 

-B005310208 Forwards M Hudgins statement presented at BOQ325 meeting In 
Madison. IN u/prof qualifications 
DATTILO, T M Dattilo. T M 00/03/26 7pp 

-8005210217 Compliments handling of BOO325 meeting in Hadison, IN F Hiuck 
comments re safety matters enc 1 
HAUCK, F Save the Valley - Save Marble Hill 80/03/56 Qpp 



DOCKET BTN-SO-547 MARBLE HILL NUCLEAR STATION. UNIT 2 

A Application/construction stage documents it correspondence 

B004230110 Advises RUR & PUR applicants of NRC decision to modify 
Implementation plan presented in Section 4 of NUREC-O977 re 
adequacy of applicable support structures Qener*! operating 
reactor revieul procedure It acceptance criteria enc 1 
E1BENHUT, D Division of Licensing 80/05/20 13pp 

9006060592 Foruiardi evaluation of B0042B c onsol idated description of 
revlsid QA program <r 800506 supplemental npt Revised OA 
program is acceptable 
YOUNOBLOOD, n J Licensing "ranch 1 BO/05/23 4pp 

0006060S9A Safety evaluation auppnrting revised OA program 
* Licensing Branch 1 BO/O3/H3 5pp 



B006090134 Advises of certain change, in PBC of IN senior ngt HA Barker 
elected chairman but will alto serve as chief executive 
officer DV Menacer elected president but uill serve as 
chief operating officer Related correspondence 
VOIOT.HH LelioGuf, Lamb, Le i b <t & MacFlae 80/05/02 Sff 

8009210116 rTailgrama from 23 citnons requesting that CP should not ba 
issued until FBI investigation results are knoun & acted 
upon Urges thai nil const be stopped until facility il 
Inspected b i| Bave the Valley engineers 

OHEN.R F , BRAEHLER.T F , BENNETT. M Affiliation Unknown BO/OS/O9 
23pp 

BOOiO905H5 Opposes facllltij based on inadequate demand for increased 
electrical generating capacity ' public safety 
considerations Utfl motivated b ij tai-rela-ted intuit ivas 
Prsliminarij ta incentive rept enc I 
HftUCK.F Save the Valley - Save Marble Hill OO/05/05 4pp 

S00613O463 Responds to aoO40i Itr re status of FDI iiweetl gat I on into 
allsged misconduct at facility Premature release of flndlngi 
could jeopardlie future action of DOJ Ltr (. plan will be 
attached to transcript! of 800323 meeting 

STELLQ, V Office of Inspection & Enforcement, Office- O<f the 
Director 80/O5/S3 ip 

3006130184 Ack receipt of 800326 Itr enclosing H Hudgln *t*tfllnt V MA 
Caslaro prof vita Ends ul 1 t be placed In 600323 meeting 
record S. MA Cassara vita -ail 1 1 ba considered in selection 
process for independent engineer 

STELLO.V Office of Inspection It Enforcement, Office o* the 
Director BO/03/B3 lp 

--8006I30IB7 For-iuardi M Hudsi" statement presented at NRC B00325 matting 
u/utll in Mgdiion, IN I HA Caisaro prof vita 
UATTILO, T II Uattlla, T H aO/O3/24 7pp 



aOOi090071 Fortuards reiponie to quo it ions tt comments preionted at 
800323 public mee-tlng ' 300107 Itr Ofc of Nuclear Reactor 
Regulation 000411 meeting discussed change* to QA program 
Changes have been documented & are part of docketed file 
8TELLO.V Office of Inspection & Enforcement, Office of the 
Director BO/O3/B3 7pp 



S006090073 QA program for facility 

Sargent & Lundu, Inc 8O/OS/23 



37PP 



B00hl9020i Ack receipt of RGO909 Itr Informing NRC of proposed method 
for evaluating concrete surfaces which are inaccessible due 
to bac*f llllng 

FlORCLLIiO Region 3, ChlcaB"' Reactor Construction 8. Eng Intering 
Support Branch -BO/OS/B8 lp 

S006H00613 Informs that proposed alternatives for dasion of quality 
records storage facility arn acceptable Acceptable 
alternatives should be Incorporated into QA program 
TEDESCCKR L Assistant Director for Licensing BO/Ofi/03 4pp 



O Ad jud icfltory torrespondencc 



600il7O335 Ack rAcelpt of 80032& Itr forwarding comments re 800329 
meeting on resumption of conit Comments will be carefully 
considered 

STELLO. V Office of Inspection & Enforcmenti Office of tht 
Dir*ctoT 80/03/23 lp 

3006170343 Forwards statement which was not completely presented at 
CO 032 B meeting T* resumption of canst Sassafras Auduban 
urltton itatvmint also eni. 1 W/o Baasafrai Audubon itatBinent 
HAUCK.F Save the VjiUy - Save Marble Mill 00/03/26 13pp 

SOQ61BO141 Responds to 300411 Itr re DH HcCapthu commoiti & question.! 
about meeting in Madison, IN concerning facility Foruiards NIC 
response 

D1RCK.S, U J Office of tha E'ecutive Director far Operitloni 
BO/03/aO lp 

BOOil 20146 Act receipt of BOQ4Q2 Itrs providing list of comments Ic 
questions for record .of B00323 meeting re facility Comminti 
d questions will be included In meeting record % considered 
in license deliberations 

8TELLO.V Offic* of Inspection U Enforcement, Offle* of the 
Director flO/03/23 Ip 



3006110424 Response to Save the Val leij-Sav* Marble Hill BOO4E3 motion 
to strike it objections to utll bill of costs re Civil Action 
7B-1367 on appeal Urges assigning costs Ko State of KY It 
Intervenor W/Cert If Icate of Svc Related corresponcfence; 
VOIOT.H H Public Service Co of Indiana, Inc vOIOTi H H LeBoeufr 
Lamb, Lelbu tt MacRae 80/04/27 3pp 

00060304-13 Foruiards graduated rescission of 790819 order 

STELLChv Office of Inspection t Enforcement i Office of the Director 
BO/03/19 lp 

B0060S0449 Graduated rescission of 790815 order, confirminn that process 
prescribed In app Affords reasonable assur-ance that safety- 
related activities ulll be conducted per requirements 
BTELLO.V Office of Inspection (< Enforcement, OFfie* of the 
Director 80/05/15 6pp 



8006130150 Requests rsvieu of DH McCarthy Itr rs 600325 m.tting in 
Mad i i on, IN r facilltv 
FORD, U H Senate, Commei-c", Be lence, tt Transportation. BO/04/11 



S006170531 Notifies of formation of neu dlv & author relocation to 
plant stte 
SHIELDS, 8 H Public Barvice Co of Indiana, Inc BD/O6/09 lp 

9 Inspection reports, IE Bulletins (t correspondence 

3006090052 Forward i IE Insp Rapts 30-546/90-11 tt SO-9fl7/aO-l 1 on 
B0040E-04 ii 08-11 No nonec-mp 1 lance noted 

FIORELLI,0 Region 3* Chlcaeo< Reactor Coin tructiun & Engineering 
Support Branch SO/O4/25 2p p 
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0006090056 IE Imp ReptB 50-S-WBQ-l 1 J. SO-547/BO- 1 1 on 900103-04 I 
OQ-S1 fin none any 1 ianco noted Major areas inspected itatui 
reveu of 10CFR31 itara & const ver i f i cat i an Procedures SKP-a 
!. SPP-S 
HAHK1NS.F C ttegion 3. Chicago.. Office of tho Director 

I! Region 3. Chicago, (leflctor Construction ! Engineering 

Branch BO/04/21 Sp p 



Foruarda IE Insp Repln SO-54ii/6Q-l4 ti 30-547/90-14 un 
1300331-0*03 No none ompl janco nntod 

FIORELLI.Q fie 9 1 an 3. CM cage. Office of th Dtt-octor 80/04/26 
2pp. 

BQ06020024 IE Insp Repcn 50-54*/0Q-l 4 f, '30-517/60-14 on 800331-0403 Ho 
noncom-p 1 ianc c noted Major areas impacted oof eta-related 
pip ing i laydoun area* & storjiijo marehfluj e 

DAHIELBDM.D H Rooton 3, Chicago, Roactnv (.cnatructlnn ! 
Engineering Support Branch CORDEHO, Z C flogian 3. Chicagb. 
Office a* tho Director BO./O4/21 3p p 

BQO&Q20Q&9 FaruardB IE Imp Kept* 3Q-546/BO-OB fc 50-547/00-03 on 
B00227-29. 030A S, 18-21 No none nnp 1 lance noted 

FIDHELLI-C Rag Ion 3. Chicago. Reac tar Construction ! Engineering 
Support Branch 00/04/24 3pp 

--B0060aOOt3 IE Intp Heptt 90-5S6/90-OS . 90-347/80-03 on 800237-29, 030fc 
i 1B-2I No cioneompliance noted Major arena impacted 
ub lervat I or. of uark t, ravleu of quality retordi A 
procedures 

HAVES, D H Region 3, Chicago, Reactor Construction fc Engineering 
Support Branch HAWKINS, F C . HARRIS. J ft Hag Ion 3, Chicago. 
Office o* the Director BO/04/17 7p p 



B006W0700 Notifies Hoard a-f flait Oountij Commi ss lonera- Jof f emorwi 1 1 1, 
IN of B00606 mactlng in Mail i son, UJ to Queues NRC regulntorg 
ft resident map ppo-gvams foi nuclear power plants rentativo 
agenda sncl W/o enc 1 

MEPPLEFI,- 1 (f (legion 3. Chicago, Office of the Director 00/OS/29 
IP 

--B00619O7O3 Notlfios Hoard of Clark County Cornrni as lonorg, Jof f ersonv i 1 1 , 
IN nf 800606 rnoetinQ in Madison. IN to discuss MflC roijulatorij 
"i resident insfl prugfama for nuclear pouor plants Trintativs 
agenda end W/o and 

KFPPLER.JG Region 3. Chicago, Office of the Director 80/05/29 
IP 

--HOQ6190706 MotiMes Hanover Town noavil, Hanovep, IN of B00t06 maetlnj Ki 
tledison, IN to discuss NRC regulatory ', recidont imp 
piogiams foi nuclear pouier plants Tenatative agenda encl W/o 
enc l 

KEPPLER.JQ Region 3, Chicago- Office of tin Director BO/05/B9 
tp 

S0061TO713 Notification of B006Q6 meeting in Madison. IN to dlacun HOC 
regulatory d resident insp programs for nuclear power 
plants Tentative agenda encl ll/o H nc 1 

KEPPLERi J Q Region 3, Chicago. Office of the Director 00/O9/29 
IP 

900619071? Notlfiei Neu WA State liank of B006O6 meeting In Madiaon, IN 
to diacuas MIC -regulatorij ft roaldent Insp program* for 
nuclear pouor plants Tentative agenda euc 1 

KEPPLER.J Region 3, Chicago, Office of the Director 90/03/39 
3pp 



ao06020Oi,9 Forward* IE lnp flepts 30-046/30-12 it 30-347/80-12 nn 
900331 No noneompl tanca nntdd 

KEPPLER, J <3 Rogion :i, Chicogo. Office of th* Director SO/O4/S6 
3pp 

EJ0060200V3 IE Insp R(,ti 30-316/60-12 b 30-347^00-12 on H00331 No 
noneompl lance nofcud Major *raas inspected mretinj to ditcusi 
prapoied restart pr-opram ti reiunptton of rg-cvlpt imp 
actlvltli* 

FICRELL^O Region 3, Chicago, Reactor Cunatructlon t, Engiiia-er Ing 
Support Branch SCHMEIBINI, E fl , HAVES. D W Kglon 3, Chicago. 
UfMcn of the Director 80/04/23 Hpp 

SOOA170319 Foruardt IE InP Repts SO-S46/00- 13 & 30-547 /BO-1 on 
SO0416-1G Ha none omp Hanco noted 

FtOitELLI, ffl {leolon 3, Chicago. Keactor Conitructlon t. Engineering 
Qupport Branch 80/04/29 2pp 

BO061903B3 IE lnp Rpt 90-546/80-15 & 30-^47/BO-l^ on 80Q416-1B Ma 
noricon^llance noted Major r*s inspected liceniee actloni 
r tnsp at initalted Cattjorij I structural ittal it lfty~ 
ralated; piping, a* part nf const verification program 
HOHW.IN.J E . C08DHtl,Z C . MILLIArtS,C,C Region 3. Chica B o, 
Offitc of tfie Director 60/01/23, &pp 



9006330162 Responds to IE Bulletin QO-OS ro vacuum condition resulting 
in damage to chemical vol holdup tanks Evaluation Qf 
protective measures againat vacuum damage ii ongoing 
Request! ettenaion until 8O0709 
SHIELDS, S H Public Service Co of Indiana, Inc SO/06/04 lp 

9006190296 Forwards IE Insp Repts 50-346/80-16 t, 30-547 /BO- 1 6 on 
800422-25, Q429-OS02. O6-O9 & 14-16 No noncomp I ianc nottd 
FIORELLI.O Region 3, Chicago, Reactor Construction b Enplneerlng 
Support Branch SO/Oi/06 2pp 



IE Inp Rapt* 30-346/BO-li d 30-347/00-16 on BD0422-33i 0429- 
0302(06-09 !< 14-16 Mo noncorap I lanca noted Major oreal 
InipectlU procBdure r eviaion*, qu*l i ty recordii observation of 
uark t< previous insp findings 

HAVEB.D W Rejion 3, Chicago, Reactor Construction !i Engineering 
Support Dranch KAHKINS.F C , HAHRI3.J R Region 3, Chicajo. 
Office of the Director BO/06/02 dpp 

BOOo2603S2 Ack receipt of 800S2B Itr informing NRC of steps taken to 
correct violations noted in IE Insp Hepts 30-546/BQ-03 It 
80-347/80-03 

F10HELL.I.Q Region 3, ChUago, Reactor Construction fc Engineering 
Support Branch 80/06/11 lp 



8O04Z901o6 Foruartli IE Imp Repts 50-M6/BO-2Q I. SO-S47/BO-2O on 
80010 1-3O Wo noneompl tance notid 

FtOfleLLI.fl neglon 3. Chicago, Reactor Construction fc Enginer-ing 
Support Branch BO/Q3/21 Zpp 

8006B5017O IE Imp Rapt* SO-S46/HO-20 i, &0-847/80-20 on 60O4Q.1-30 No 
noncat>llancB noted Major- *i VB* inipectrif conit Bctivltiei 
Si iturage l< aresirvation of mat! li equipment 

MltLIAMB.C.C > HARRISON. J J Region 3. Chicago. Office of the 
Dlractor BQ/O9/Z1 4pp 

aoOfc300175 Foruariii IE Inao Rsjt* SO-SIA/BO-IB & 90-S47/BO-1S on 
BOO 507 -00 No noncontpliance noted 

FIORELLI.O. Region 3. Chicago. Ra actor Construction e, Engineering 
Support Hrncti BO/O5/21 fpp 



IE Iti*p Repti 30-546/BO-1B k SO-847/80-1B on H00307-OB No 
noneompl ijnca nc-ted Major areas iniptcteiJ llcaniee setlan 
r*Iitlve to phytlcal imp i. vortf lct ion of in-plac safaty 
CBtegaru 1 piping & hanger*. 

COflDEflO, I C, Region 3. Chicago, Office of ths Dirctor, 
DfvHIELEOKi D H Region 3, Chicago, Reactor Gonitructian B< 
Engineering Support Branch BO /OS /I 9 3pp 

300&19069& Nottfiei florif of CUr* Coontg Cowmi i tlontr*. Ovf lenonvil \*i 
IN of BOO6B6 meeting in Had! son, IN to dt*cu NRC rtgulatorij 
& Tt*t<fent fn*p program* for nuclear power plant* Tentative 
agenda end H/o tncl. 

HEPFLEflpJ Region 3. Chicago, Office of the Divctov BO/03/29 
ID. 



BOOQ26O336 Responds to NRC S00321 Itr re violations noted in IE Imp 
Rept 30-346/BO-03 S, 30-347/30-03 Corrective action! util 
ii presently arranging for proper personnel assignment to 
stume deficiency rept reiponalb 11 i ties 
SHIELDS, 8 W Public Service Co of Indiana, Inc BQ/09/SB 3pp 

3 Reportable occurrances, LERs d related correspondence 

600620004.9 Interim Part 21 rept re operation of centrifuo*l charging 
pumps at mln flow rat* ujtien RGB reaches presiuriier safety 
valvg ttetpoint pressure during secondary ays high energy 
Una rupture Uistinghause will analyie problem 
SHIELDS, B H Public Borvice Co of Indiana. Inc BO/06/02 3pp 

T Hearing transcripts on non-ant itrust matters 

6003210137 Forwards tranBcri.pt of Q00325 hearing in Madison, IN. 
containing feu omisilons S- some, inaccuracies due bo absence 
of prof court reporter 

BTGLLOi V Office o* Inspection S, Enf or cement, Office of the 
Director 90/05/09 lp 

--900S21017/ Transcript of B0032S hearing in Madison, IN 

STELLDiV Office of Inspection t EnForcement. Office of the 
Director 80/03/35 Z30pp 

8009310187 Ack rectipt of NRC notice of 800411 meeting In fletheid,HD 
re revised QA program Enprnnes concerns ra saf iity-related 
<tu*itlon* not ansuared t HadiionilN meeting 
EVED.JA 8ajsafT-as Audubon Society BO/01/07 Spp 
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-BOQ5310202 Submits questions E. c orara- 
meeting in Madison. IN 
EVED, J A Sassafras Audubon Socii 



mts presented at 800325 public 
ty QO/04/30 -Jpp 



-BQ032IO20B Foru>.n>ds M Hudgins statement presented at 80O323 mooting in 
Mad I a on, Iti u/prof qualifications 
DATTILC1.T II [Jattllo, T M 90/01/26 7pp 

-B0052102I7 Compliments handling of B0032S meeting in Madison, IN F Hauc k 
comma n ts re safety matters encl 
HAUCK.F Save the Valley - Saje Marble Kill 80/03/26 Bp p 



0004,060159 Forwards IE Bulletin 80-11, ' Masonry Hall Deaign " No action 
nr untteri response required IE Info Notice /9-2B, 
"tJvap load i ng of Structuiul Elements Due ta Pipo Support 
Loads" encl 

O'REILLY, JP Region^, Atlanta, Office of the Diroctor BO/03/08 
ipp 

BOOb040a67 Forwards IE Bulletin 90-12, "Decay Heat Removal 8ys 
Oporabllity ' No uiiitton response reqturod IE Info Notice 
30-20. "Lois of Decay Moat Removal CaBcib 1 1 1 ty at Davis-Best* 
Unit I Wliile in Refuel MIJ Mode" encl 

O'REILLY. J P Region 2, Atlanta, Office of the Director QO/OS/09 
3p,p 



DOCKET SO-S4B FORT CALHQUN STATION, UNIT S 
G Adjudicatory correspondence 



B0060iG45c> Urges to hold further licencing proce-edlng In ajbeyanco due 
to pending West I nghouso .breach of contract action against 
utll Present Itr constitutes semiannual status rapt Painted 
correspondent e 
VOIQT.H H LnBoeuf. Lamb. Leiby i, MacRae BO /OS/05 Ip 



H General correspondonci 



8006110086 Requests that MA Tub or be substituted far MR Paradii 
an BVC lut In future, a! 1 info should be sent to MA Tebnr 
TEBOR.M A LeQoeuf. Lamb. Leibij ttMacilae 30/03/29 Ip 



DOCKET 30-349 GREENE COUNTY NUCLEAR POWER PLANT 

A Application/construction stage documents & correspondence 



aO&6iaOO3l Forwards IE Circular 80-11, "Emergency Dtosi Oenorator Lube 
Oil Cooler Failures " No written response required 

O'REILLY, J P Region 2, Atlanta, Office of the Dtractnr aO/05/13 
3pp 

80QJj0304i02 Ack recsipt of B0050Q Itr informing NRC nf itapi tln to 
correct violation noted in IE Imp Kept* 50-333/79-17 1 



MURPHY, C E Region S. Atlanta, Reactor Construction t, Enginstring 
3 up p 01 t Branch BO/03/21 2pp 



Responds to NRC aoO-129 Itr re violation note* In IE Imp 
liept.9 SO-933/7'?-t7 Si 50-3S4/79-16 Correctlvo actions 
deposited mold metal in oicess of limit will bf removed 
MILLS, 4_ 11 Tennvaiee Valley Authority BO/03/08 4pp 

BO06O3OAOi Ack receipt of 600331 Itr Informing URC of stipt t Jilt 11 to 
corract violation nntnd in IE Insp Repts SO-S53/79-17 !i 
30-954/79-li, 

MURPHV, C E Region 2, Atlanta, Reactor Construction t. Engineering 
Support Branch 60/04/39 Epp 



3006230110 Advise* BUR b PUR applicants of NRC dtcllion ta modify 
implimentat ion plan presented in Section, H of NUHEO-OS77 re 
adequacy of applicable support structures General oparatlng 
reictor review procedure tt acceptance criteria end 
EI6ENHUT, D Q Division of Licencing SO/09/2O 13pp 



3006030609 Rospontli to NRC 90033$ Itr re violation noted in IE Imp 
Rtpts 50-5S3/79-17 1 90-33^/79-16 Corrective actions niceii 
weld rtfft*! depositi will ac removed Addl details re man 
weave uidth provitleil in Nonconf ormancn Hpt PBN-OA7 
MILLS, L M Tennessee Vatleij Autharltg 30/03/31 Ip 



Ad jud icatory correspond ence 



6006110020 Notice of tulthdraual from proceeding effective BO 0602 
Certificate of Bvc encl 
LEWIS, S hi Hearing Branch 3 80/06/03 4pp 



DOCKET STN-SO-953 PH1PP8 BEND NUCLEAR PLANT, UNIT 1 

A Application/construe tion stage documents k correipandance 



B0060904S4 Reipcmdi to SOOIHI Itr which transmitted IE Bulletin BO-02 
Invest i gatloni revealed that feeduater lp*rgTj or thermal 
sleeves mPg fc/ar fabricated by Marvin EnaineDTlng Co have 
not boen purchased &/or hdve not been installed in plants, 
KILLS, I. n Tannessee valley Authority QO/09/SI Ip 

BOO61SOS67 Outltnoi BOOS16 Insp of geoloolc faulting In Unit 1 spray 
pond Utll may proceed w/fill toncrate operations on Zone 2O 
& Fault 19 Addl faulting must be reported 

MURPHY, C E Region 2. At lantaj Reactor Construction & Engineering 
Oupport Ilranch 30/09/S9 3pp 



8006230110 Advises BWR l< PUR applicants of NRC decision to modify 
Implementation plan presented in Section 4 of NUREO-O977 rff 
adequacy of opplicabli support structure* Oeneral operitlng 
reactor revleiu procedure b acceptance criteria end 
EIBENHUT.D Division of Licensing SO/O3/20 13pp 



S006190466 Resounds to NRC 6QQS31 Itr ra violation noted in IE 
Rapts 50-5S3/BQ-07 S SO-SS'l/BO-06 Corrective actlont- 
procedure for controlling lubmerged arc melding flux hai 
been made available to craft personnel 
MILLS, L n Tennessae Volley Authority BO/06/13 3pp 



B0060&0370 Porusrds <ftaill dflicription of tranvers* fault b-eniath 
essential tvc mater spray p-and nna per 300902 & 09 talcans 
Fault is not judged capable per App A to 1OCFR100 
HILLS, L H Tennessee VaMay Authority BO/06/03 4pp 

8006B40620 Forwards "For Comment" edition of NUREO-0(.I9 Re<tuts review 
fr comment W/o encl 
EI8ENKUT, D o Division of Licensing 90/06/10 3pp 

O Adjudicatory correspondence 

60040i039i Advises that All Outtcrman ulll no longer appear in 
proceedings on behalf of utll 
SANDER, H S Tennessee Valley Authority HO/03/19 3pp 

Intpectton reports, IE Bulletin* tt correspondence 



BOO&25Q333 Forward final response to notice of violation described in 
IE Insp Repts SO-353/aO-oa i. BO-S34/BO-07 Contrete cylinder 
breaks for samples- representing safety-relatv-d structure 
al4cemenbs mede S005O7-O9 have been revieued 
MILLS. L M Tennessee valley Authority BO/D6/19 3ap 

S Reportable occurrences. LERa & related correspondence 

8006060230) Forwards CTI-Nuclear B00303 Part 21 rept re potential 
Failure of McOrau) Edison device used in CTI-Nuclear 
electronic control circuit for detecting high temps tn 
airstream in various air filtration sys 
KENVON, H Tennesaea Valley Authority QO/OS/09 flpp 

QOQ&06Q4G1 Foruards final deficiency rapt n unaccep tll bending of 
melded stud anchors on embedded plates 
MILU8.L M Tennessee Valleg Authority 80/06/02 Ip 



8006090419 Forwards IE Inp Rapts 30-B53/BQ-O6 tc 30-534/90-03 on 
B00331-0403 No noncompl lance noted 

MURPHY, C E Region 8. Atlanta, Reactor Construction fc Engineering 
Support Branch 80/04/33 2pp 

--8006050420 IE Insp Repts SO-553/SO-06 * 50-BS4/BO-OS on 80O331-0403 No 
noncomplianee noted Major areas intpected concrete 
placementjOA manual re-view i, inspector f ol lo-wup it Bin 
CANTRtLLiF & Region 2, Atlanta, Reactor Construction t. 
Engineering aiipport Branch WRIOHT-R W, Region 2. Atlanta, Office 
of the Director 90/04/22 7pp 



B0060(b0413 Final deficiency r*pt re unacceptable Bending of melded Itud 
anchors on amlie-dded plates Teiting program iiias initiated* 
Bending of studs has no significant affect an stud capacity 
Lists juidelitiBS for ma i bending of stud anchors 
Tennessee Valley Authority 80/06/02, 3pp 

BOO611Q04Q Forwards first interim deficiency i-e-pt re itandby ga* 
treatment sys charcoal adsorber 
MILLs.L M Tonni-Hie* Vn 1 1 at, Authority 00/Q6/04 Ip 
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DOCKETED ITEMS 



SOQ6110059 First interim deficiency rept re standby gai treatment tijs 
charcoal adsorber-! Charcoal retention scrtens leparating 
from franc* due to improper or broken spot ueld Vendor, 
CTl-Nuclear. investigating problem Final rept bu 800820 

Tennessee Valley Authority BO/06/04 Ip 

BOOA120309 Forwards interim deficiency rept re steam tunnel embedment 
stl'fener plate ue 1 d 
MlLLSrL H Tennessee Valley Authority 60/06/04 lp 

BQ06120313 Interim deficiency rept re failure by Atlas Machine tt Iron 
Worki to implement OA procedures for stem tunnel embedment 
itlffener plate meld Stiffener plate NCR-ID welded par QA 
requirements ii aid far Atlas GA prog-ram contracted 

Tennessee Valley Authority 00/06/04 Ip 

8006200024 Final Part 31 rept r* mned heat of it*sl supplied by US 
Steel from uihicti 4-lnch clboui I. 2-inch tee* were mfo to 
A234WPB requirement Investigations conducted & closed at 
At, llit*d facilities 
SEAYi J L Chemtron Corp . Tube Turns Dlv BO/O6/06 Spp 

8006200-132 Forwards final deficiency rept re defective McQrw-Ed tson 
temp detection controllers in standby gas treatment sy* 
MlLLSiL H Tennessee Valley Authority BO/06/ 13 Ip 

SOQ&2QQ434 Final deficiency rept re defective temp detection controller 
tn standby gas treatment sy* Electronic temp detection 
controller failed in svc Caused by acid fLui solder sealing 
control* Controllers to be replaced ill/certified controllers 

Tennesiite Valley Authority SQ/O&/13 2pp 

80-06330257 Forwards first interim deficiency rept re improper Insp 
records 
MILLS. L H Tennessee Valley Authority SO/O6/19, Ip, 

8006250261 First interim deficiency rept rt improper inp records Civil 
QC imp program bilng reviewed to determine changes 
nectstary for compliance u/appllcable requirements. 
Tennessee Valleu Authority BO/06/19 Ip 

SCO 625027 5 Forwards final deficiency rpt re incorrect root face on 
steued e id me Id sleeves 
MILLS.L ft Tennsnee Valley Authoritif 90/06/1? Ip 

9006250291 Final deficiency rept re incorrect root t-*ca on ikeued 
c'dueld *levat P At 1 as HttMln* 1< Iron Work* fabricated >omi 
represinta t Ive itructuTtt using same uiilding prncesi 
fletvei Da-structive pull tests perforraEd sat isfactoi-llg 

Tennence Valley Authority GO/06/1? 2pp 

30062 502 Si Second interim deficiency rept re defect) In Rotimnunt trip/ 
callbr unlti IPtil & GE I nvostlgationi re quantity of Model 
1192 preicure transmitters shipped cantinulng Final rapt 
will be lubraltted by B00717 
MILLS.L M Tnnecse* V 1 1 e<j Authority 60/06/?0 1 P 



DOCKET BTN-SO-594 PHIPPS BEND) NUCLEAR PLANT. UNIT B 

A Applies IT ion /can struct I DTI itage documents !i t orrtspojidence 

0006330110 Advise* BUR *> PUR applicants of MRC decislan to modify 
inplamtntation plan presented In Section 4 of NUREO-0577 re 
adtquacy of applicabla support itrutturti General operating 
reactor revieu procedure It acceptance crit*rla encl 
EISENHUT.D Division of Licensing 80/03/20 I3ff 

8006040370 Foruardi detailed description of tranverse fault beneath 
siential *vc water ipray pond one yrr BOO 502 b 09 tilconi 
F*ult is not judged capable per App A to IOCFR100 
MILLS.L H Tennessee Valley Authority 90/06/03 4pp 



<3 Inspection roporta. IE Bulletins ti correspondence 

e00605Ofl!9 Forwards IE Insp Refits 50-553/00-06 t, 50-354/BQ-03 on 
BOQ33 1-0403 Ma none ornp 1 1 ance noted 

MURPHY, C E Region 3, Atlanta. Reactoi Construction & Engineering 
Support Branch 30/04/23 3pp 

B006050420 IE Insp Repta 30-533/80-06 50-554/80-05 on Q00331 -0403 No 
noneomp 1 lance noted Major areas inspected concrete 
placemen 1 1 QA manual i evieu) I Inspector follouiup Items 
CANTRELL.F S Region 2, Atlanta, Reactor Construction Si 
Engineering Support Branch URIQHTiR W Region 2, Atlantai Office 
of the DiretEor BO/Q'l/22 7pp 

B006060159 Forwards IE Bulletin BO-tl, "Masonry Uall Design " No action 
or written response required IE Info Notice 79-2Hi 
"Overload ing of BCructural Elements Due to Pipe Support 
Loads" enc 1 

O'REILLY, JP Region 3. Atlanta, Office of the Director 80/09/08 
3pp 

6006Q4O267 Forwards 1C Bulletin 80-12, "Decay Heat Removal Syi 
Qperabllity " No uritten response required IE Info Notice 
3O-3O, "Loss of Decay Heat Removal Capability at Davii-Besse 
Unit 1 Uhlle In Refueling Mode" encl 

O'REILLY, J P Region 2, Atlanta. Office of the Director 80/03/07 
3pp 

B006120034 Forwards IE Circular 80-11, "Emergency Diesel Generator Lube 
Oil Cooler Failures " No written response required 

a'HETLLY.J P Region 2, Atlanta. Office of the Director 80/05/13 
3pp 

6006030602 Ach receipt of 800508 1 tr informing NRC of iteps taten to 
correct violation noted in IE Insp Repti 50-553/79-17 & 
50-354/7?- 16 

MURPHY, C E Region 2, Atlanta. Reactor Construction b Engineering 
Support Branch SO/O3/S1 Hpp 

3006030404 Responds to NRC 800429 1 tr re violation noted in IE Imp 
ReptC SO-533/7?-17 & 3O-354/7?-16 Corrective actions 
deposited uield metal in eicess of limit uill be removed 
MILLS, L H Tennessee Valley Authority 80/O5/08 4pp 

8006030606 Act receipt of BOO331 Itr informing NRC of steps taken to 
correct violation noted in IE Imp Repts 30-333/79-17 & 
50-354/79-16 

MURPHY, C E Region. S. Atlantai Reactor Construction & Engineering 
Support Branch 80/04/2? 2pp 

8006030608 Responds to NRC 900323 Itr re violation noted in IE Insp 
Rfpts 50-533/79-17 & 30-354/79-16 Corrective actions excess 
utld metal deposits will be- removed Addl details re mai 
weave width provided in Nonconformance Rept PDN-067 
MILLS.L M TontiBasee ValUu Authority 60/03/31 Ip 

B006090456 Respnnds to 800121 Itr uihich transmitted IE Bulletin SO -03 
Investigations revealed Chat feeduater spargers or thermal 
sleeves mfg Ii/or fafarlcatod by Marvin Engineering Co have 
not b-een purchased b/or have not been installed In plant! 
MILLS.L M Tennetsee Valley Authority 80/O5/21 Ip 

6006180567 Outlines 800316 Insp of geologic faulting in Unit 1 spray 
pond Utll may proceed ui/flll concrete operations on Zone 20 
& Fault 19 Addl faulting must be reported 

MURPHY. C E Region 2, Atlantai Reactor Construction (H Engineering 
Support Branch SO/OS/2? 2pp 

SOO&19O466 Responds to NRC 800321 Itr re violation notvd in IE Insp 
Rept* 30-553/80-07 9O-354/BO-06 Corrective actions 
procedure for controlling submerged arc welding flux has 
been made available to craft personnel 
KILLS, L H Tennessee Valley Authority BO/06/13 3pp 



BOOd.210620 Forurds "For Comment" edition of NUREO-0619 R*quls revieu 
t camni*nt H/o encl 
EISEMHUT,D O Division of Licensing BO/06/1O 3fp 



Adjudici tory corres pond enc e 



S006O60396 Advliei that AH Outterman ulll no longer appear In 
jirocaidinpB on behalf of iffeil 
SiSMOER.H 3 Tennettee Vjllev Authority SO/O5/19 3p 



BOO 62 SO 3 S2 Forwards final response to notice of violation described in 
IE Insp flepts 30-953/80-OH *. 50-334/BO-O7 Concrete cyliniler 
breaXs for sample* representing safety-related structure 
placements made S00907-09 have been reviewed 
MILLS. L M Tennessee Valley Authority 80/06/1? 3pp 

8 fteportahle occurrences, LEfis k related correspondence 

9006060230 Forwards CTI-Nuclear 8O0503 Part HI rept re potential 
failure of McQraui Edison device used in CTI-Nuclear 
electronic control circuit far detecting high temps In 
afrstreajn in various air filtration sys 
KENYON.M Tenne*ee Valley Authority SO/OS/OB 4pp 



DOCKETED STEMS 
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B006060401 Forwards final deficiency rept re unacceptable bending of 
uelded stud anchors on embedded plates 
MILLS, L M Tennessee Valley Authority 80/06/03 Ip 

B006Q604I3 Final deficiency i ep t ro unacceptable bending of welded stud 
anchors on embedded plates Testing program UJB> initiated 
Bending of studs has no significant effect on stud capacity 
Lists guidelines for ma i bending of stud anchors 

Tennessee valley Authority 90/06/02: 3pp 

BD0611004S Forwards first interim deficiency rept re standby gas 
treatment sys charcoal adsorber 
MILLS; L M Tennessee Valley Authority 8O/06/04 Ip 

6006110059 First interim deficiency rept re standby gat treatment iy< 
charcoal adsorbers Charcoal retention screens separating 
from frames due to Improper or broken spot ujeldi Vendor, 
CTI-Nuq 1 eari Inve st iga t ing problem Final rept by BOOQ2Q 
Tennessee Valley Authority BO/06/04 Ip 

BQ061203Q9 Forwards interim deficiency re-pt re steam tunnel embedment 
stiffener plate ueld 
MILLS, L M Tennessee Valley Authority BO/06/04 Ip 

900613O313 Interim deficiency rept re failure by Atlas Machine & Iron 
Works to implement QA procedures for steam tunnel embedment 
stiffener plate ueld Stiffener plate NCF1-10 welded per 0>A 
requirements ' aid for Atlas QA program contracted 

Tennessee Valley Authority BO/06/04 Ip 

B006200024 Final Part 21 rept re mixed heat of steel supplied by US 
Steel from which ')-inch elbows I 2-inch tees were mfg to 
A234UPB requirement Investigations conducted & closed at 
46 listed facilities 
SEAY, J L Chemtron Corp , Tube Turns Dlv 8O/06/0& 3pp 

B006200432 Forwards final deficiency rept re defective McQrau-Edison 
temp detection controllers In standby gas treatment *yt 
MILLB.L M Tennessee Valley Authority 80/06/13 Ip 

BOQ620Q-IS4 Final deficiency rept re defective temp Selection controller 
In standby gas treatment sys Electronic temp detection 
controller failed in svc Caused by acid flui solder sealing 
controls Controllers to be replaced ui/certlfied controllers 

Tennessee Valley Authority SO/O6/I3 Spp 

BOQ6250257 Forward 5 first interim deficiency rept re Improper Imp 
records 

MILLS.L M Tennessee Vallny Authority 90/06/19 ip 

B006250261 First interim deficienc-y rept re improper Insp records, Civl 1 
QC Insp program being reviewed to determine changes 
necessary for compliance ui/ap p 1 leal) le requirements 
Tennessee Valloy Authority 80/06/17 Ip 

8006230281 Final deficiency rept re incorrect root face on skewed 
cariueld sleeves Atlas Machine (/ Iron Worts fabricated some 
representative structures using same molding process; as 
slaevet Destructive pull tests performed satlifac torily 
Tennessee Valley Authority 80/06/19 8pp 



Advisory Committee on Reactor Safeguards report* & correspondence 

BOO6SOQQ7S Forwards ACRE BOOSC-i 1 tr to JF Ahearne re near-term CP 
pp 1 icat i ons 
SCHWENCER.A Licensing Branch 3 BO/OS/30 2pp 

DOCKET STN-SO-597 BLACK FOX STATION, UNIT 3 

A App 1 icat ion/cons tructl c-n stage document! & correspondence 

90O623O110 Advises BUR c PUR applicants of NRC decision to modify 
Implementation plan presented in Section A of NU REG -0577 r-t 
adequacy of applicable support structures General operating 
reactor review procedure & acceptance criteria end 
EISENHUT.OQ Division of Licensing HO/O5/20 13pp 

9006300360 Advises tliat list of mails to be uttd in const of fire stops 
tt characteristics re * lammab i 1 i ty t- fire retardancy uill be 
provided 1 yr subsequent to receipt of CP 
HUENCH.G W Public Service Co of Oklahoma BO/O6/2Q Spp 

Advisory Committee on Reactor Safeguards reports t correspondence 

9006200072 Foruard* ACRS BOOS 06 1 tr to JF Ahum* re near-term CP 
appl icat inns 
aCHHENCE,A Licensing Branch S BO/03/3O 8p p 

DOCKET 8TN~5Q-9t,l D-SAFl-205 

A App 1 icat Ion/cons tructl an stage document* It correspondence 

8006090098 Forward* addl info re eitendsd operation of 4.HBR core In 
Bhlppingport Pouier Station, per BOO50B request Releases of 
radloac t i ivi ty continue to ba a e 1 ou applicable stds as 
documented In annual environ repts 
RICKdvEn.H Energy, Dept of BO/O9/21. I3pp 

3006090104 Forwards common ti on extension of LUBR operations Proposed 
continuation might affect conclusions in areas of proposed 
augmented Inservice Insp pros ram- reactor vessel irradiation 
ti control rod drive mechanisms 

DENTDN, M H Office of Nuclear Reactor Regulation* Director 
BO/01/30 4pp 

B.006O9O11B Forward* ACRB conclutlans re extended operation of LUBR 
core U/o enc 1 

FRALEYiR F ACRS - Advisory Committee on Reactor Safeguards 
80/03/06 Ip 



DOCKET STN-50-56i YELLOW CHEEK NUCLEAR PLANT, UMIT 1 

A Application/construction stsoo do^cuments tt eorretpondtnee 

80060202 HO Summary of 0005O7 meeting re partial refund of CP fee Refund 
uill be made using ASLAD average of 6 man-dags 
HOLLOWAY, C J License Fee Management Branch QO/09/1?, Ip 



8006290296 Second interim deficiency rept re defects In Roiemoutit trip/ 
clllbr units Utll & OE investigations re quantity oP Model 
1152 pressure transmitters shipped continuing Final r*pt 
ulll be submitted fly BOO9I7 
HILLS. L M Tennessee Valley Authority SO/06/20 Ip 



8006230110 Advil**: DHR & PUR applicants of NRG decision to modify 
implementation plan presented In Suction 4 of NUREO-0577 r* 
adequacy of applicable support structures General operating 
reactor review procedure t> acceptance criteria encl 
EISEHHUT, D Division' of Licensing. SO/05/BO 13pp 



DOCKET BTN-SO-356 BLACK FOX STATION, UNIT i 

A Application/construction stage documents * correspondence 

6006230110 Advises BUR b PWR applicants of NRC decision to modify 
implementation plan presented in Section 4 of NUREG-0377 re 
adequacy of applicable support structures General operating 
reactor review procedure ti acceptance criteria encl 
EISENHUT.DO Division of Licensing 80/O9/HO 13pp, 

800630036B Advises that list of matls to be used in const of fire stops 
Si characteristics re f Iflmmabili ty & fire retardaney will be 
provided 1 yr subsequent to receipt of CP 
MUENCHrO W Public S.rvice Co of Oklahoma 00/06/30 2np 

F Security, medlcalr emergency 4 fire protection plans 



B006060051 Notifies utll that HfiC uf 11 rtfund portion of sum paid In 
CP fees, Fees paid eiceeded cost of processing & Issuing 
MILLER. W O License Fee Management Branch 80/O5/23 Ip 

8006240077 Informs that effective BQ.0428, Of c at Nuclear Riactor 
Regulation uas fejorjani i rtl Ha t of all licensing matters 
ur/respGct to facility have been assigned to H Rood 
Rvorgani lation chart, sncl 
TEDESCO. R L Assistant Director for Licensing BO/06/13 lOpn, 

E NRC Safety Evaluation Report (SEfl), suppls b correspondence 

B00630O395 "Safety Evaluation re Const oF Ye II aw Crnk Nuclear Plant* 
Units 1 . 2, " Suppl ( 

* Office of Nuclear Reactor Regulation, Director NUHEQ-O347 SI 
70/06/37 56pp Available at NTIS *6 00 



B006300368 Advises that list of matU to be used in const of fire stops 
t. characteristics re flammability & fire retardancy ulll b* 
provided 1 yr subsequent to receipt of CP 
MUENCH.O W Public Service Co of Oklahoma BO/06/20, 2pp 
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Afl Jud I caturv corr sipondcrice 



8006060356 Advises that AH Giitttrman uill no lander appeal n 
proceedings on behalf of util 
SAMOLRiHE TenneEsne valley Authority GQ/03/19 3pp 



Inspection reports: IE Bulletins 4. 



BGQ6QSQ095 ForijflrdB IE Insp Reptt 30- 9 id/ BO- O 1 ! t 50-D67/EQ-06 on 
00031"?-ai No uonccnp lianci* notea 

MuTiPm.C E (legion 2i Atlanta Reactoi Construe tion ti Engineering 
bupport arani.li aO/C"Vil 2pp 

f30Q6Q3OlQ3 II Insp Ftspt-s BQ-56fi/BO-06 *. 50-367/CO-06 on 000319-21 No 
none otnpl ifiiic t- rintea Major arfl.ii inspected tnscuctor fpllouup 
itamoi IOCF-E13O 3S(o ) i teni, ob-s e i va 1 1 on of saf ety-relfl tad uorli 
activities t uarohouae Insp 

CANTRELL.F E- Region 2, Atlanta. Realtor Construction i 
Enj inner inc Guppoi C Dranth 1HQMAS.M Reginn 2 ' Atlanta. Dffico 
of the Director 90/O4/1.I 3pp 

BO06O6O15 1 ? Foruord* IE Bulletin SO-llj "Masonry Wall Uoiian " No jctitn 
or uritton response required IE Info Notice 79-2B-: 
'HvarlQJcf inn of Stiuctural Elegants Due to Pipe Support 
Load)" enrl 

O'UEILLViJ f- Region 3. Atlanta. Urfice of tlie Director 00/05/013 
3-pp 



B0061705<1D desponds to IE Insp Repts 50-566/BO-03 & 30-367/BO-03 
rt failure tn establish adequate measures to control 
i e Uiogi ajihy HaJjogiaphij of ujclds scheduled for completion 



Tennessee Valley Authority 
jet urrentes, LEFI5 i ralatoc 



BO/06/1O lp 
:orrospondenco 



oiiuards fltit interim deficiency rept re placement 8, 
compaction of concrote pour A3-OI 
HILLS, L II -entiBSioe Valleg Authority SO/05/27 Ip 

-0006050004 Firtl interim deficiency rupt i-o placement li compaction 
of concTote poui A3-D1 Cunciete placemont IB being evaluated 
for acceptability u/G- 2 i PHIII i enients Honeycomb increoti! 
determineri not eicesai.p 
* TenneesEO Valleij Authority QO/OS/27 Ip 



Toruard^ Firat intenrn deficiency ropt ro Canit- QA Audit 
YC-C-HO-05 Neit lent ui 1 1 be submittsil by 1300710 
MILLS, L (1 Tennessee Valley Authority BO/O9/27 l p 

8006H02B4 First Interim deficiency rept IE Conat OA Audit VC-C-QO-05 
On 000422, pour not. placed ', comiiacted pel const specs No 
Qfl insp perturmud Inopectors instructed in ruquirement e of 
Oetipral Const Spec G-2 
* TennoBtee Valley Autdority BO/OS/27 lp 



3006040267 Fo.uardt IE Bulletin 60-12, "Oecng Heat Removal Sijs 
Dperabilitiy ' 'la UJritton ruipOTiie vequ^FBil IE Info tlotico 
00-30. "Lose ur DCCJIJ- Heat Removal C4f.abilitij at Davi *-aoE 
Unit 1 Willie in Rn-fueliiig Made" cur 1 

O'REILLY. J P (legion 2. Atlanta, Office of the Director QO/05/09 
3pp 

BOO i 1,2003 4 Foruurdi IE Circular 60-11, "Emergo-nrg Dleiel Generator Lube 
(111 Coo!r Fallureo " No written response raquirto 
O'FIEILLV.J P Fleoiujn. S, Atlanta, Office of the DlrBCtor 90/03/13 



Ack Tocaipt of 600435 I tr inFurmlng NRC at *tpn titan to 
correct violations noted in IE Imp ftpts SO-SfiCi/60-03 (t 
90-367/80-03 

tiURPHV.C E Region S, Atlanta. Riactor Conttruct ion ti Enginiaring 
Support Branch HO/05/19 2pp 

f) 00 604024 3 Responds to MRC Q002SO Itr re violationi notvd in EE Imp 

Rapti 30-St6/00-03 L 50-5&7/BO-03 Corrective actloni 30033A 
tt 0431 iiibraittali rs-viieil fie-ovoluat ion of rtil i ognph c 
fthauftd onlv seven uLde uill require rer-ad i dgTJphinfi 
HILLS, L M Tsnnpusee Vj 1 1 y Autliority SO/04/2G 2po 

B006040256 Rponds to NHC 800223 Itr i-e vinlationi notad In IE Imp 

Rpts 30-3fifi/ao-03 t, 50-5&7/BO-O3 rtdviss that ravimtf 
raiponif to 8004O9 Itr ullt be submitted by S0042Q 

Tennm.&e Valley AuthdTltu 00/04/21 lp 



8006170740 Ark receipt c-F Q00519 Itr Infarmlng NfiC of ttaps tk*n to 
correct vinlatton* noted in IE Insp Repta 50-56&/BO-07 fc 



MURPHY, C E. Rgi.on Z, Atlanta. Riactor Com truqt ion & Englnearlnn 
SUfjjart Branch &0/0&/02 Spy 

BOO6170746 Responds to WRC 300424 Ur re violations natntf in IE Imp 

Rpti 50-9ft6/SO-O7 fr 90-367/80-07 CorpBctlv* actions purge 

fir blouer filteri d solenoid valve cleaned 

MILLS.L M Tsnnes-iue Valloy Authority 80/05/19 3pp 

8006170751 Foruardi IE tnsp Repts 50-566/60-07 t S0-5i7/80-07 on 

B0040J-04 t notice of violation 

HURPHV^C E fi*Qion 2. Atlanta, Reactor Conitructlon t, Englniering 

Support Branch HO/04/2H ap? 

H00il70737 Motice of violation from tnsp on 800401-04 

- Region, 3. Atlanta. Office of the Director 80/04/23 lp 

8006170761) IE Insp Rop ts SO-566/HO-O7 & 90-567/90-07 on B00401-04 

Nancotr.p 1 lance noted records on Pour A1-J1 show recorded 

water content! incompatible a/recorded slump teet data 

Records for Pour A-Pr unrBadable 

COMLDN. T E ftBgiun S, Atlanta, neactor Conit ruction fc Engineering. 

Su-pport Branch HARRIS. R Region 2. Atlanta, Office of the 

Director SO/04/S3 Bop 



0006200024 Final Part 31 rept: re mned heat of steel supplied by LIB 
Stoel froir uhicli 4~inch elbous & 3~incli tees luera mfg to 
rti';M(JPD requirement Investigations conducted & closed at 

EiE/WiJ L Chemtruni Corp . Tube Tunis Div BO/O6/06 3pp 

9006200375 Foruflrds final deficiency rept re defective concrete puur 
In aur 1 1 1 ary btdg 
MILLS, L Tennessee Valley Authority BO/06/13 lp 

0006300370 final deficiency rept re failure nf concrete pour A1-P3 to 
obtain initial set in normal time Apparently caused by 
abnormal amount of air voifls Defective concrete replaced 
Outline drauiingj. 4RE0417-SR sovies.uill be revised 
*> Tennessee Valley Authority BO/O6/13 3pp 



DOCKET STN-5D-h67 VGLLQW CREEK NUCLEAR PLANT. UNIT 3 

f\ Appl i cut ion/cotiatruc 1 1 on stage documenta ft correspondence 

B006030230 Summary nf BOO907 meetlno re partial refund of CP fee Refund 
mill be made using ASLAD average of 6 man-days 
HtJLLOWAY, C J Licenso Fee Manflgament Branch BO/05/19 lp 

8006330110 Advises UWR fr PUR npplicanti of NF1C decision to modify 
implementation plan presented in Section 4 of NUREO-0977 re 
adequacy of applicable support structures General operating 
reactor review procedure & acceptance criteria end 
E1SENHUT.D 5 Division of Licensing BO/05/30 13pp 

B006Q600S1 Notifies util that NRC will refund portion of sum paid in 
CP fees Feos paid eiceedBtl coat of processing & issuing 
MILLER. U O License Fee l-lanagcment Branch 30/Q5/S3 lp 

H006240077 Informs that effective 80043B, Of c of Nuclear fieactdr 
Regulation uas reorganlied Mgt of all licenaing matteri 
u/rttpect to facility dave been assigned to H Rood 
RoDrgani latlon chart; encl 

L Assistant Director for Licensing 80/06/13 lOnp 



E NRC Safety Evaluation Report (SER>. suppls (. carrospondBnce 

3006300595 "Safety Evaluation re Const of Vellow Creek Nuclear Plant, 
Units 1 tt 2, " Suppl 1 

Office of Nuclear Reactor Regulation, Director NUREO-0347 91 
7EJ/06/27 56pp Available at NT1S *6 00 

M jud icatory lorre-spondenca 

9006060356 Advises that AH Gutter man ul 1 1 no longer appear in 
proceedings on behalf of util 
SAMGER.HS Tennessee Valley Authority QO/05/19 3pp 



9006240260 Foruiardi rHtpumo to IE Bulletin BO-05 ra vacuum condition!, 
raiirltlng In damage to holdup tan Is Freeze protection for 
re-fiLtng water storage tank at Beijuoyah i Watt* Bar i* 
provided iy redundant heateri !. tank insulation 
HILLS. L ri Tannissee Valleij Authority 30/06/09 Bpp 
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IE Bulletins t correspondence 



S Reportablo occurrences. LEfls & related correspondence 



a006l>500'?5 Forwards IE Insp Repts 5O-566/8O-C)i. I, 30-567/80-06 on 
dOC>3l?-21 No nonconipl lance noted 

MURPHV, C C Region ,!, Atlanta Reactor Construction b Engineering. 
Support Branch 80/O4/11 3pp 

--aOOiOS)0103 IE Insc. Repts SQ-Sio-'GO-Oii S 50-567/BO-04, oil 800319-21 No 
noncomp 1 lance noted Major area) inspected inspector follouup 
i torn;. lOCFRbO b5(p) i torn, obscrva 1 1 on of safety-related uiorl 

CANTRELL, F 6 Region 2. Atlanta, Reactor Construction t 
Engineering Support Ilrdncti THOMAS i M Region 2, Atlanta, Office 
of t^f Director 00/04/11 3pp 

8006OiO159 Forwards IF Bulletin BO 11, "tldionry Nail D*Hign " No action 
or uintten rusponse reqjiroO IE Info Notice 77-Sfi, 
"Overloading of Structuriil Elements Dun to Pipe Support 
Load i " eni. 1 

O'HETlLLViJ P negloji J, Atlanta, Office of the Director BO/OS/OB 
3pp 

BQO6QflO2*i7 F-oruaids 1C OiillBtir, 00-13, "Decay Heat Removal Gf% 
Opcrability " No mritten response required 1C Info Notice 
HO-20, "Loss of Decay He it Removal Capability at Davis-Bes*e 
Unit 1 Uh i I o in Rcfuelnig Kude' end 

O'KeiLLY. v* P RegiD'i W Atlanta, Office of the Director 80/03/09 
3pi 



UOOA03Q002 FcruiariJi. first interim deficiency rtpt re placement b 
compaction of concrete pour A2-DI 
MILLS. L M Tennessee Valloij Authority SO/OS/?? Ip 

QOOo0500O4 Fu Et Interim deficiency rapt re placemsnt i compaction 
of concrete pour A2-D1 Conci-ete placement Is being evaluated 
for acceptability u/6-2 requirements Honeycomb increase 
determined nat e-icessive 
* Tennessee Valley Authority SO/Q5/27 Ip 

OQQA11Q274 Fonuards fir-at interim deficiencg rept pa Conit QA Audit 
YC-C-SO-O5 Neit i ept mill be submitted by 900710 
MILLS, L fl Tennessee Val ]eij Authan ty QO/01/27 Ip 

0006110284 Fii st inEonm deficiency rept re Const OA fludlt VC-C-SO-OS 
On B00a2.pour not placed 4 compacto-d por const specs Nn 
Ort in^p performed In3pecto.ra instructed tn requirements of 
General Const Spec G-2 
Tennessee Valley Authority BO/05/E? Ip 

8006200024 Final Port 21 rept re mnerJ heat of *tel supplied by US 
Steel from which 4-incJi elbows i 3-in'h *eos uer mf[ to 
A334WPB re-quiromont Investigation* conductoil t clQsed at 
46 listed facilities 

Vr J L ChemCvon Corp , Tube Turn's Div fiO/Oi/06 3pp 



aOOiil2OD34 Forward* IE Circular HO-11. "Emergencg Dioel Senerator Lube 
Oil Cooler Tailures " No written roiponso required 

OT1EILLY.J P Region c ' Atlanta. Office of th Director BO/-OB/13 
3pp 



DOCKET STN-90-373 KD-RI. UNIT 2 

B Heportaftle occtirvence-s, UERa 8, relatetJ cornspondnnee 



QOO6O4O232 Ac k receipt of BOO^SB 1 tr informing NRC of steps taken to 
correct violations notpd tn IF Imp Rept SO-966/BO-D3 & 
SO-5A7/BO-03 

MURfHV.C E Region 2. Atlanta, Reactor Construction fc Eng i neBT-tng 
Support Branch BO/05/1 1 ? Bpp 

80060402-15 Responds to NHC HOO230 Itr re violation* notod in IE Inp 
ReptS SO-346/BD-03 t 30-86V/BO-03 Corroctivs actions B00334 
fr 0421 submittal* revised Re-e va 1 uotion of radiographs 
showed only seven uelds will require rsrad iograah lug 
MILLS.L. M Tennessee Vallnij Authority SO/O4/2B 2pp 



BOO6050234 PNO-V-BO-O37 on 800-51B, Mount St Helen erupted Unit 2 hs 
appror 1/B-lnch of a*h o>n Brnund,snme anh duit insfdi plant 
Filtration SIJE operabdity confirmed Monitoring to detect 
abrasive matlt (n SU.B cumponimti underuay 

BISHOP. T U Reoion 3, San Francisco. Office of the Director 
BO/05/19 3pp 



DOCKET 8TN-SO-574 BAONAC NUCLEAR POUEli PROJECT 
Adjudlcatory correspondence 



G006Q4Q256 Reipnnds to NKC 600^28 Itr re violations noted in IE Insp 
Repts 50-366/BO-03 k 5Q-367/ao-O3 Advises that revised 
responie to H004O9 Itr yill be submitted bg 80042B 
MILLS.L M Tennessee Val leg Authority BO/04/21 Ip 

B006170740 Ac k reeeipt of 000519 Itr informing NRC of *t*|* Ukn to 
corrnct violations noted in IE In*p Repts 50-B66/BO-07 in 
SO-SA7/BO-07 

MURPHYiC E Region 2. Atlanta Reactor Construction t Engineering 
Bunpor), Branch BO/06/02 2pp 

--HQQ& 170746 Responds to NRC B00424 Itr re violations notd in IE Imp 
Rnpts 50-S66/BO-07 i SQ-3fi7/BO-07 Corrective Actions purge 
air blauier fllterB It solenoid valve cleaned 
MlLLBrL M Tsnnessec Valley Authority 80/03/19 3pp 

B00fil70751 Foryarris IE Imp Repts BO-S6ci/aO-07 fc BO-867/BO-O7 on 
BOO101-O4 b notice of violation 

HURFHY.C E Fteoion 2, Atlanta, Reactor Construetl on fc Engineering 
Support Branch BO/04/S4 3pp 

B006I707S7 MoticB of violation from Insp on B00401-04 

* fleglun 2. Atlanta, Office of the Director 80/O4/23 Ip 



B006I70793 Confirms T Rothschild 900416 telcon w/BZ Couian Refueita 
dates of pressure vessel , steam generator! control rod (i 
coolant pump shipment* re Ues ttnghauie E)DO414 opposition to 
motion for stay pending appeal Certificate of Svc sue! 
B1CHHIT.L Office OF the Oeneral Counsel BO/04/22 4pp 

SOOi 200549 Brief on appeal bofore US Court of Appeals. DC Cireoi t. from 
C-omnission Q 0050 6 ortfers Cai* must b* remanded to *>amlne US 
nommon defetiie & *cur(tv under Atomic Cnergv Act.Hucltar 
Non-ProLiiferatlon Act B. NEPA Certificate of Bvc encl 
CURTIS, C E Center for Law 1: Socljil I'dlicy CURTIBiC E Natural 
Resource* Defetisn Council CURTIS, C E Philippine Movement for 
environmental Protection BO/O6/1O "J^pp 



DOCKET 3TM-SO-391 ESSAfl, EBA3CD SEflVICES 

O Inspection report*, IE Bulletins & correspondence 

H0061S0034 Forwards IE Circular BO-il, "Emergeniu Diesel 0*nratt>r Lube 
Oil Cooler Failure* " Ho iurittn re-gpanie required 
O'HEIULV, J P Region 2, Atlanta. Office of the Director BO/03/13 



S006I7Q76B IE Intp Repts 305i4/BO-O7 fc 90-Si7/BO-07 on 000401-04 
Nontompliance noted records on Pour A1-J1 slioui recorded 
water content* incompatible ui/re corded slump test data 
Uncords for Pour A-Pr unreadable 

CDNLOM, T E Region 2. Atlanta. Reactor Construction fc Enslnssrins 
Support Branch HARRIS, J R Region S. Atlanta, Office of the 
Director BO/O4/33 Spp 

BOQ6240260 Forwards response to 1C Bulletin 8O-05 re vacuum condition* 
resulting in damage to holdop tanks Free protiction for 
refueling water storage tank at 8eo.uo<;ah & Uatts Bar Is 
provided b<j redundant heaters I, tank insulation 
MILLS.L M Tennessae Valley Authority flO/06/09 Bpp 

8006170540 Responds to IE Insp Repts 50-S66/80-03 & 50-367/BO-03 
rt -Failure to establish adequate measures to control 
radiography Radiography of iwHld* scheduled for completion 
bl 800701 
MILL.S.L M Tennessee Valley Authority 80/06/10 Ip 



DOCKET BTN-50-S93 PALO VERDE NUCLSAR STATION, UNIT A 

B fteportable occurrences, LER & related correspondence 

8006200024 Final Part 21 rept re miisd heat of steel supplied 
Btel from which 4-inch elbow* 4 2-inch tee< uer m-ffi to 
A234WPD i-Bqolr*ment Invest i sati ons conducted b closed at 
44 lifted Facilities 
SEAV.J L Chembron Corp . Tube Turns Dlv 80/06/06 3pp 



DOCKET STN-30-S93 PALO VERDE NUCLEAR STATION, UNIT S 

S Reportablo occurrences. LEfls fc relatd eorrspondne 

QOD6SOD024 Final Part 2] rept re miied heat of steel *upplid bu US 
9bel from which 4-ineh albouit i 2-inch tees uere rafg to 
A234HPB requlroment Investigations conducted t closed at 
46 lilted facilities 
BEflY, J L Chemtron. Corp * Tube Turns Div BO/06/OA 3np 
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DOCKETED ITEMS 



DOCKET 8TM-SO-396 NEW HAVEN, UNIT 1 

A Application/construction staja documents t, correspondence 

B006230UO Advises BUR t. PWR applicant* of NRC decision to modify 
Implementation plan presented in Section 4 of NUREO-0977 re 
adequacy of applicable support itrucfcur*! General operating 
reactor review procedure Si acceptance criteria end 
ISEHUT,D O Division of Licensing 80/05/20 13pp 



8006090053 Statement of consolidated S modified contention* re Plum 
River Fault terrestrial & aquatic ecology Strani ky airport, 
IDC io-economlc risks 1 roads at tits Certificate of Bvc 
otic 1 
* Atomic Safety and Licensing Board Panel 80/05/30 lOpp 

BU0617Q56O Notice of appeal from ABLB B00530 order denying petition U 
intervene 

KODfjER'J t- Citliens Against Nuclear Power RUNYON. J . GOGOL, E 
Affiliation Unknown 80/06/12 lp 



Adjudicator^ correspondence 

8006110214 Order by State of NV 9o*rd on Electric Generation Biting & 
Envlroni denq ing application for rehearing Proceeding closed 
dug to substantial uncertainty aaout facility ownership 
Relat-d correspondence 
MADIS0N.S B Neu VorV. State of 90/05/33 7p p 



8006170S70 Brief m form of pleading in support of appeal from ASLB 
800-530 order denying petition to intervene Case law 
demonstrates that early site suitability & need far power 
are warranted as issues Certification of svc uncl 

KQDNER. J L Cittieps Against Nuclear Power RUNYON. J . OOOOL. E 
Affiliation Unknown 80/06/13 llpp 



BQOfi050P74 Notice of withdrawal f i om proceeding Certificate of Bvc 
enc J 
LEWIS, 3 H Hearins Branch 3 BO/O6/04 9pp 



DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 

DOCKET 70-OOOB BATTELLE COLUMBUS LABORATORIES 



DOCKET STM-50-597 NEW HAVEN. UNIT 2 

A Application/construction stage documents h correspond ence 

8 0063301 10 Advises BHR & PWH applicant* of NftC decision to modify 
implirntntfltion plan prosented in Section 4 of NUREO-OS77 re 
deqtj*cu at applicable support structure! Qintral operating 
reactor revleu procedure & acceptance criteria encl 

G DivUton at Litenitng 80/O5/20 13pp 



Q00eil?023? Informs of recant organizational change in radiation safety 
program at DM I Lab MM Faust promoted to assistant group 
manager for nuclear svcsi assuming mgt rosponsib i 1 1 tg of all 
lab nuclear svc functions 

TOY, H L Battellc Memorial Institute' Pacific Northwest Laboratory 
80/04/02 2pp 

8006120439 Advises that major safeguards amend fee Is required far 
rtvieui of physical protection plan submitted on BQ032S 
HEiaS.D Licensing Hanagement Qranch 80/06/02 lp 



O Adjudicator^ corr espondeoci 

BOO&1IOS14 Order Uy State gf MY Board on Elictric Otntntlon Siting b 
Envlronr denying application far ratiearfng Procetiflng claied 
due to substantial uncertainty about facility owniritilp 
Related carreipondenc e 
HADISOIJ. S R New York. State of BO/05/33 Jpp 

B00403OE74 Notice of ulthdraual from proceeding Certificate of Svc 
*nct 
LEUtS.S H Hearing Branch 3 8O/O4/04 9pp 



DOCKET 50-599 CARROLL FACILITY I 
O Ai Jud-lci tory correspande-nce 



BOO 60 900 4 1 ? Memarandum t order re infcsrvenors ' contentions Accept* State 
of IL Contentions 4 i 4(b)i6 u/o Su&p apajraphi 61a)-&(d)i7 
as modified 81 others Grants eoniolldat ion of certain 
contentions upon NRC notion 

HDL TON- R L , BRIGHT. . WOLF, J F Atonic *f*tg and Licensing 
Board Panel BO/09/30 13pp 

8004090053 Statement of consolidated & modified contentions ri Plum 
River fault terrettrlal & aquatic ecology Sfcransfcy ilrparti 
IDC Jo-economic rtc&s (< road* at site Certificate of Bvc 
incl 
* Atomic Safety and Licensing Board Panel. BO/OS/3O lOpp, 

8006170560 Notice of appeal from ASLB 800930 order denying petition to 
Intervene 

KQDNOt.J.L Citiieni Against Nuclear Pouer RLJNYON, J - OOOOL, E 
AfflliatiD-n Unknown 80/O6/12 lp 

900A17097O Brief In form of pleading in lUpport of appeal from ASLB 
BOOS30 order denying petition to Intervene. C*i Uui 
(f*nDnitratt that earlu, site sultabilitij & nfrird for pouer 
are uarranted ai Issues Crtl f Icatlon of ivc Bncl, 
KO&HERrJ L Cltitens Against Nuclear Pauir HUNVON- J, . QdODL, E 
Affiliation Unknouin BO/06/12 llpp 



DOCKET 50~fiOO CARROLL FACILITY I! 
O Atijii Aleatory correspondence 



a0060SO&49 Memorandum 5, order r intervnor ' contmtlnni A-ecepts Btiti 
at IL Contentions 4 & 4[o)r6 u/o Subparagraphl ^(a)-6(d)t7 
as modified & others Grants eunsol idaKlon of certain 
contention* upon WRC motion 

HQLTON, R L , BRICHT, 0,. WOLF, J F Atonic Safety and Licensing 
Board Panel BO/05/30 ISpp 



DOCKET 70-OOag ROCKWELL INTERNATIONAL CORP 



3000230036 Forwards AI-74-44, Supp 1 3. "SNM Control Program for EBH-1 
Decladdingi" as application for amend to License BNM-21 Fee 
encl Program withheld Iraf 10CFR2 77O) 

REMLGY.M E Rockwell International Corp , Energy Systems Dlv 
00-/03/OI 2pp 



Forwards IE Insp Rept 7O-002S/BO-04 on SO0114-17 No 
noncompl lance noted 

BOOKrH E Region S. San Francisco. Fuel Facility t< Materials Safety 
Branch 8Q/OS/05 2pp 

9006090016 IE Insp Rept 70-0025/80-04 on 800114-17 No nonconpl lance 
noted Major areas inspected safety committee actlvitl'li 
operations. cr 1 tlcal f ty saf ety. raduaste mgt t followup to IE 
Bulletin 79-19 

BOOKiH E Region 9, San FrancistOr Fuel Facility b Materials 
Safety Branch KETZLACH.N , COOLEY, W J Region S, San Francisco, 
Office of the Director 80/05/03 5pp 

8006030141 Forwards description of site environ around facility for ust 
as Increment of atialu,*is in succeeding analyses of effect of 
natural phenomena upon Pu fabrication facilities 

ROUSE.L C Advanced Fuel i. Spent Fuel Licensing Branch BO/OSVQ7 
IP 

8006030MA necommends ondoriement of encl description of site environ 

around facility as increment of analysis in succeeding 

analyses of effect of natural phenomena upon Pu fabrication 

facilities 

AYER.J E , BURKHARDT.W Advanced Fuel & Spent Fuel Licensing 

Branch 00/03/07 f>0ff 

8006120432 Advises that major safeguards amend fee is required for 
revleui of physical protection plan submitted on BOOS 19 
WE I S3, JO Licensing Management Branch 80/06/O2 lp 

B006170369 Partial response to FOIA request for documents re NRC imp 
of Atomics Intl ( allegations of S Schecter Foruard* 
document* listed in App A 
FELTOH, J M Division of Rules and Records BO/06/03 2pp 

--BQ06 170274 Forwards IE Insp flept 70-0033/79-10 on 791Z11-14 * notic* of 
deviation 

BOOK.H E Region 5, San Francisco, Fuel Facility Si Material! 
Safety Branch 60/04/21 2pp 

B006170279 Notice of deviation from Insp on 791207 *> 11-14 

# Region 3, San Francisco. Office of the Director NRC 
BO/O4/2I lp 
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-BOQ617O272 IE Insp Reft 70-O029/79-10 on 7912O7 d 11-14 
Noncorap 1 lance noted 1 arithmetic calculation! nf filter 
if f ic i ency of air cleaning si;s were found to be In error in 
more than 50'/. of tests reviewed 

CDOLEY. H J , UONGiK S Region 5, San Francisco, Office of tht 
Director BOOK, H E Region 5, San Francisco, Fuel Facility b 
Materials Safety Branch BO/04/21 15pp 

-600&1702 1 ?? Responds to NRC 800421 Itr re deviation noted in IE Insp 
Rept 7O-0025/79-1O Corrective action* written procedures for 
conducting DOP tetti have been revised to clarify & simplify 
arithmetic manipulations 
REKLEV, M E Rockwell International Corp BO/05/13 Ip 

-BOOil703D2 Ack receipt of B00513 Itr informing NRC of step* taken to 
correct deviation noted In IE Insp Rept 70-0025/79-10 
BOOK., H E Region 5, Ban Francisco. Fuel Facility tc Materials 
Safety Branch SO/05/21 Ip 



DOCKET 70-OO27 DAGCOCH. d HILCOX CD 



3006230121 Submits adtfl info to 800130 Itr Evaluation of core itorag* 
facility hai been reviewed d approved Nuclear safety 
calculation performed using KENO & 16-group Han*en~Roachi 
crass section library w/peci of Section III 
CORDANIrR A Babcock * Wilcoi Co . Naval Nuclear Fuel Div 
BO/O3/-27 Ip 

3006230125 Application for amend to provide for proposed revisions to 
plant liquid effluent lines Changes reviewed ti approved b 
involve piping revisions d liquid effluent U content 
measurement Fee t> revised license pages and, 
CORPANI.R A Bibcock & Wilcoi CD , Navel Nuclear Fklil Dlv 
BO/03/25 lOpp, 

8 006300 J 33 Forwards certificate of assurance of vendor ability to cover 
edits of decommissioning all nuclear facilities 
JORDAN. L V Gabcocfc & Wilcox Co BQ/Q3/3B 3pp 

BOQ&2aoQ72 Forwards certificate to company lender* that all restrictive 
covenants contained in note agreements have been met, at 
asiurance of ability to cover decommissioning costs 
JORDAN.L V Babcock & Wilcoi Co BO/03/28 3pp 

B00623QOS2 Application for amend to License SNM-12, requesting eiciption 
to 10CFR7O 51 to ilelay completion of calculation of 
associated limit of error of KUF i fissile tsotopa far U 
contained in matl in process BOO-10 1-0-1 W/o end amend fte 
CQRDANI.ft A Dabcock S: Wilcoi Co , Naval Nuclear Fuel Div. 
BO/03/31 Ip 



006020557 Safety evaluation of B00116 license amend Application 
requesting author i iat ion to use flounetvrs & proportional 
automatic lamplers to measure U content of liquid effluent*. 
Controls & procedures are .adequate to protect public safitg. 
KETZLACH.N - CHOW, U T Uranium Fuel Uicsnslng Branch 90/O3/20 
3pp 

8OO62G059S Advlss that revieui of manpnuer e ipnd Ituns required for 
review of Amend 9 to License SNM-42 tuas less than submitted 
Dfc of Controller bai been notlflvil to *end refund 
MILLER. W O License Fee Hanaflenent Branch BO/05/H7 Ip 

QOO&30004S Act receipt of 300320 Itr assuring that BbH fi* sufficient 
capital to cover decommissioning cotts 
PACE. R Uranium Recovery Licensing Branch 60/06/02 Ip 

BOD&3002BO Submits contract costs incurred & man-hours eipinded in 
ravieulng aDOllB application for amend & B00325 revisian 
to License SNH-12- 
KETZLACH.N Uranium Recovery Licensing Branch BO/04/ 06 Ip 

8006300519 Ack receipt of 800521 Itr informing NRC of steps taken to 
correct violations noted in IE Imp Rept 70-OQ27/79-1B 
G'HEILLY.J P Region 2. Atlanta, Office of the Director BO/Oi/12 
IP 

3006300324 Responds *o NRC 800304 Hr re violation! noted In IE Insp 
Rept 7O-0027/7<?-18 Corrective actions uithhsld (ref 
10CFR2 790 > 

ECKERT, J P Da6cock b Ullcoi Co , Naval Nucliir Fuel Dlv 
80/09/21 Ip 

0006300533 Forwards IE Inso Rept 7OQQ27/7'?-lB on 791017-B001G9 tV 
notice of violation Ends withheld tref 10CFR2 790> 
O'REILLY, JP Region 2, Atlanta. Office of the Director 
60/05/06 Ip 



DOCKET 70-0033 TEXAS INSTRUMENTS, INC 



B006200l'l9 Forwards Figures 3-1 ti 3-2 c-P plan for protection of nuclear 
facilities Si matls, Inadvertently omitted from BOOS1B Itr 
Flgurti depict plant mg t structure b security orginl tat Ion, 
ELTI8-M Te>as Instruments, Inc BO/01 /08 3pp 

3006500239 Forwards nonproprletary version of IE Insp Rept 
70-0033/80-04 No nonconpl lance noted Details ulthheltf 
Iref 10CFR3 790) 
HARTINiU Region 1. Philadelphia, Safeguards Br*nch, 80/04/29 

2pp 



S0061B-O616 Advises that JP Eckert hai been appointed div vice 
pres i dent, rep lac ing JP Euilng uiho transferred to corporate 
ofcs in Neu Orleans, LA 

CORDANI.Ft A Babcock WiUot Co , Naval Nucloar Fuel Div, 
BO/O4/BB Ip 



Submits review uf 7Q0621 license amend *pp 1 lea t ion. 780703 
rvllon %i 800130 k -0327 suppls Adequate safety 1* provided 
In const c-f addition to north end of Day 4A tt mtorage of 
complete power assemblies In addition 
CROW.W T , KETZLACH.N Uranium Fuel Licensing Branch, BQ/Q4/29 



B0061BO3B1 Request! 3O-day time limit nceptlon for ihlpment KA9-PCR-4? 
to complete all measurements of ipatl Total U analysis of 
senlf inithed samples will be performed when equipmant 
available Forwards administrative amend fee W/o end 
CORDANtiR A Babcock & Wilcoi Co , Naval Nuclear Fuel Div 
BO/05/01 Ip 

800A030397 Forwards IE Insp Rept 70-0027/00-06 on 900424-29 Cover sht 
only encl Rept details withheld (ref 10CFR2 790), 

B Region 3> Chicago, Safeguard* Branch, 80/09/0? lp 



IE Imp Rept 70-0037/90-06 on 800424-89 No noncompl ianee 
noted Details withhold (ref 10CFRE 790 > 

HIND, J, A Region 3. Chicago. Safeguards Branch FINLEY,A < 
PATTERSOW, J P Region 3. Chicago, Office of the Director 
60/05/07 lp 

B006O205S1 N-otifles vendor that License 8NM-1S Is amended to aubhorlie 
u*i of FloumatBrs ti proportional automatic sampler* to 
measure U content of liquid effluents at they are discharged 
from retention tanis to liquid waste treatment facility 
PAGE, R O Uranium Fuel Licensing Branch BO/05/20, lp 



800420Q2S7 Nonpropr lelary version of IE Insp Rept 70-0033/80-04 on 
300318-21 No noncompl iance noted Major r Inipected 
security plan !< organ! latlon. physical oarrierii access 
controls, kegs < loclis Details withheld (ref 10CFRS, 770) 
LADUM.fi H Region I. Pht ladelphla, Office at the Director, 
DEVLIN, J W Region I, Philadelphia. Safeguards Branch 90/04/23. 
IP 

8006200520 Forwards IE I nip Rept 70-0033/80-03 on 800407-10, No 
noncomp 1 lance noted, Caver sheet only encl R*pt ulthheld 
(rif 10CFR2 790) 

MARTIN, U Region 1, Philadelphia, Safeguards Branch B 0/04/27, 
3pp 

a 00 620 0533 Nonproprle tai-<j Version of IE Imp Rept 70-O n 33/8O-O9 on 
800407-10 No noncomp 1 lane* noted Major artas Inspect*': 
physical inventory reconcl 1 latJon, records 4< riptir (hipping li 
receiving DetJiU uLthheld (ref 10CFR2 790) 

ZiaULBKV, H . COHEN, I Region 1, Philadelphia, DftHc* of the 
Director JDYWERi -J H fiegion 1. Philadelphia, Safeguards Branch 
BO/04/23 IP 

Q00i050033 Ack receipt of 800417 Itr informing NRC of steps t*ln to 
correct violations notad irt IE Insp Rept 70-0033/80-03 
SMITH, H Region h Philadelphia, Fuel Facility b HaUrlals Bafstv 
Branch 80/04/3O lp 

BOOiOBOO?0 RBponrfs to NRC B004O3 Itr re violation* noted in IE Insp 
Rept 70-0033/80-03 Corrective actions personnel relntructed 
to complete all record items for each occasion of respirator 
use 
SCHWENSFEIR, R Texas Ins truinents, Inc BO/04/ 17 2pp 

B0060SOOB2 Forwards IE Insp Rept 70-Q033/BO--03 on 800312-14 (. notice e-f 
violation 

SMITH, O H Region 1, Philadelphia, Fuel Facility (< Kattrlali 
Safety Branch 90/01/03 2pp 
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BO06030084 Notice of violation from Irisp on B00312-I4 

* Resion 1, Philadelphia, Office of the Director 8Q/04/O2 lp 

BQG605Q068 IE Imp Rept 70-OQ33/BO-03 on S-OQ3I2-14 Noncompl lance noted 
failuTt 60 maintain record* on respirator an 1 gnment* Et leak 
tst 

K.NAPP.P Region 1, Philadelphia, Fuel Fac il Ity t. Hater UU Safetg 
Branch CLEWQKSi P Region 1, Philadelphia. Office of the 
Director 80/01/02 Spp 

8006300011 Forwards updated sections of HFIR project emergency plin 
U/o incl 
ECHWEN5FEIR. R Te.as Instrument*. Jnc BO/03/21 Spp 



DOCKET 70-0036 COMBUSTION ENGINEERING. INC 



SOQ623QOS6 Advises of completion of hydrolojic t hydraulic analysii for 
Joachim Creet in, Jefferiton County. MO Kundrtd-yr frequency 
flood elevation datermineit to be about 435 5-ft msl Study 
ulll be available shortly after 900315 
CORBtNrK D ArmvDapt of. Corps of Engineer! HO/03/ 1 1 lp 

8006190417 Forwards Form 10-K.Annual Rept 1979 W/n encl 

LICHTENBERQER Combustion Engineering, Inc 80/04/11 lp 

6006800112 Forwards final draft of Clark Dieti Engineers "Special Study 
for Joachim Creek, Jeff enon County. MQ " 
CORBIN.K D Army.Dapt of. Corps of Engineers BO/04/10 lp 

8006200117 Final draft of "Special Study for Joachim Creek. Jefferson 
County-Mo " 
* Clark Dleti Enoineen 80/03/31 ISpp 

8006040083 Requests lu&mittal of major safeguard! amend -fee re B00513 
transmittal of physical protection plan Plan classified as 
requiring major amend to License GMM-33 
WEISS, D License Fee Management Branch BO/09/20 lp 



DOCKET 70-008? HASSACHUSETTS INST OF TECHNQLQOV 



B0063Q0270 Forward* table listing all licenses euthori i ing BNMi form, 
loeat 1 on, typ e of matl, authorl zed amount* & 800331 inventory 
Table withheld (ref 10CFR2 79O) 
CLARK, L Maiiachuiotti rntltut( of Technologu 30/0&/S3 lp 



BOO&230073 Forwards certificate to company lender* that all restrictive 
covenant! contained in note agreements have been meti aa 
aiturance of ability to cover dec nmmi as 1 onlng costs 
JORDAN, L V Dabcoct & Uilcoi Co BO/03/2B 3pp 

6006230003 Requests amend af Tech Spec I D S 16 par encl reviged page, 
re U Niinn SD032B talcon lu/PJ Defillppl Araond ulll naVe 
contamination imear survey frequency coniittent u/other 
applicable SUFVEIJ frenuencies 
AUSTIN, H A Da&cock t Wi Icoi Co BO/03/31 Spp 

S004200S54 Notifies of personnel change uiithin QtiU Effective 800401, CJ 
Baroch uill replace JS Diieuiisi as General Manager of 
Nuclear MatU fc Mfg Div 
AUSTIN, h A Babcocb t- Uilcoi Co , Nuclear Material Div 30/04/01 



3004040124 Submits costs for rev 
amend License SUM- 145 
NIXON. W A Uranium Fuel Licensing Branch 



f 790816 fe 57 applications to 
BO/04/03 lp 



900i04004S Forwards IE tnsp Repts 70-O135/BO-07 li 70-0364/BO-06 on 
BOO204-29 No noncoirpl lane e noted 
MARTIN, U o Kegiot) 1, Philadelphia, Safeguard* Branch 80/04/09 



--9006040270 IE Imp Ropt 70-013S/BO-07 t- 70-0364/80-06 on 00020*-a? No 
noncompl iance noted Major areas inspected oiatl control, 
physical security t< health &< industrial safety Portioni 
withheld (ref 10CFR2 79O) 

JDVNER, J H Region 1, Philadelphia, Safeguards Branch 
KUSHNER.W L Region 1, Ph 1 larfolphia, Office of the Director, 
80/04/07 Spp 

8006300390 Forwards application for amend of License BNM-145i revi i inj 
Spec t B 9 to assure that employees on e it ended absence* 
receive required monthly workplace meeting Info 
AUSTIN.M A Dabcock & Uilcoi Co , Nuclear Material Div 30/04/14 



9006300593 Application for amend of License BNM-14S, reviling Spec 1 B 9 
to assure that employees on extended absences receive 
required monthly workplace meeting info 
* Bibcock Uilcoi Co , Nuclear Material Div BO/04/16 Spp 

BOO 6 1707 98 Inform* that (IV Carlson mill replace EM Benion as manager af 
PA operation* 

AUSTIN, M R Bibcock t- HI Icox Co , Nuclear Material Div BO/03/01 
IP 



DOCKET 70-0098 MASSACHUSETTS INST OF TECHNOLDOY 



8006300290 Forward* table llitino all llcnie* authoriiing BNM, f arm, 
location, typ* of matl, author i i ed amount* & 800331 Inventory 
Table withheld (ref 10CFRZ 79OI 
CLARK, L Maiiachust-tts. Institute of Technology 00/06/23 lp 



DOCKET 70-0124 TELEDYNE ISOTOPES 



8006300014 Forwards adninis trati v* fee For amend to Litin** 8NM-I07 
for "neiiip tion to criticallty alarm Teq.uirtment 
BLACK. 8 A Ttltdyrt Isotopei 30/05/30 lp 



DOCKET 70-0135 BABCOCR fc WILCOX CO 



B006060103 Forward* cori-octed Page 2 For IE Insp Rept* 70-0133/79-07 < 
70-0364/79-10 Unreolvod_ Item 70-364/79-04-03, mlstfllienlij 
closed out, uiill be addressed In IE Insp Rept* 70-0135/80-13 
It 70-0364/80-13 Encl withheld (ref 10CFRB 790) 

MARTIN, W Region 1, Ph i lade<l ph la, Safeguardi Branch 80/05/09, 
tp 

6006270E72 Ack receipt of 800323 1 tr informing NRC of step* taken to- 
correct violation noted in IE Insp Rept 70-0133/BO-04 
ORIER.D H Region 1, Philadelphia, Office of the Director 
30/05/33 lp 

S006270177 Responds to NJ1C BOO305 Itr re violationi noted in IE Imp 
Rept 70-0135/BO-04 Corrective actions all per*onally loued 
masks are being inspected annually by mash fit teit chamber 
operator 

AUSTIN, M A Qabcock b WIlcoi Co , Nuclear Haterlal Div, 80/03/23 
Spp 



BOOA1B034'J Foruarifs revisions to Spec 1-3 & Tbl* 9 of Sp*c 1-5 of 
License SNM-143 re operation* organiiatlon change* 
AU3TIN.M A Babcock t- Wilcoi Co BO/03/20 ISpp 

B0061S0330 Forwards approved organl ratlona 1 change evaluation 
if/complete description Change will maintain & strengthen 
technical control support of product lines 
AUSTIN.M A Dabcoclr i Mllcoi Co, 80/03/20 14pp 

8006180333 Forward i administrative tmtnt ttt re BtW B 003 SO Itr to 
R5 Pagt concerning technical control dept reoroanliat ion 
AUSTIN, K A Dabcock ^ Milcot Co 80/O3/20 lp 

8006230103 Nofel-f icatlon of current project being undertaken at Nuclear 
Mttlt & Hfo Div Project involve* dismantling of blu* bldg 4 
pump shed In-transit placement of Erai lers.u/burial matl, 
mill be Tquir*il to atsure timely b efficient operation 
AUartN.M A Baicpcl b Wilcoi Co , Nuc 1 par Material Div BO/03/26 
Bop 



S004270180 Forward* IE Insp Rept 70-0135/00-04 on BOOI23-23 S. n< 
of violation 

SMITH, 5 H Region 1. Philadelphia, Fuel Facility t< Material* 
Safety Branch 80/O3/05 2pp 

~ BOD62701B4 Notice of violation from insp on B00123-25 

t Region 1, Philadelphia. Office of the Director BO/02/BS 



2PP 



B0062701B0 IE Insp Rept 70-0135/80-04 on 500123-25 Noncomp 1 lane* noted 
four personnel respirators mere Issued u/o being inspected 
or rfocumented 

CLEHOMS.P Region 1, Philadelphia, Office of the Director 
CROCKER. HW Region. 1, Philadelphia, Fuel Facility (.Material! 
Safety Branch SO/O2/2S 7pp 

B006230006 Advises that no addl fee Is required for revleur fc approval 
of minor safety (t environ amend 
MILLER. W License Fae Management Branch 80/06/03 lp 
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DOCKET 70-0143 NUCLEAR FUEL SERVICES. INC 



5006-300558 Application for amend of License SNM-134 revising enceptlon 
lection of License Condition 2 9 of Amend MPP-1 to include 
scrap generated from cleanup t- equipment mods, 791213-B00121 
If Prom cleanout of U hoiaf luori de 1 in e, SOO121 -0325 Fie end 
HENSLEYiK D Nuclear Fuel Services, Inc (subi of Qettu Oil CD ) 
4pp 



8006120306 Forwards response to NRC B00516 Hr re violation* noted In 

IE Imp Rpt 70-0143/80-12 Enc 1 withheld (re* 10CFR3 790) 

MANSER, W C Nuclear Fuel Service*, Inc (lubi of Oetty Oil CD ) 
00/06/03 tp 



9006330032 Forwards IE Imp Rept 70-01 43/BO-16 on 800313-16 No 
nomcomp 1 ianc e noted 
KENNA.U B Region 2, Atlanta. Safeguards Branch 00/06/04 



Spp 



800A170203 Forwards Revision 12 to Fundamental nuclear matl control 
plan, Jan 1930 Changes aro upgrading modi mhlch do not 
decrease effectiveness of control plan Encls withheld <ref 
IOCFRE 7701 

HENSLEY.K D Nuclear Fuel Services, Inc dubs of Oettij Oil Co ) 
SO/04/ 16 Ip 

9006060256 Advises that 60-day extension requested on 8QQ420 to 
complete procedure for evaluation of shipper/receiver 
differences it not granted Si i months, is sufficient time For 
compliance Thirty-day eitension acceptable 
KEMNA. U B Region 2, Atlanta, Safeguards Branch 80/OS/Q8 Ip 

8006120382 Requests amend of License SNM-124 Proprietary info withhold 
<ref 1OCFF13 790) 

HENSLEY-H D Nuclear Fuel Service a, Inc (subs of Oetty Oil Co ) 
ao/05/09 Ip 



eOOi230O35 IE riisp n.pt 70-0143/BO-16 on 800313-16 No none omp 1 ianc 
noted Major areas inspected measurement control prosram 
Details withheld (TF 10CFR2 790) 

OILLESP1E.FP Region 2, Atlanta, Safeguard* Branch BATES, J W 
Region S, Atlanta. Office of the Director SO/06/03 Ip 

8D06300EB3 Forwards rsquest For addl info in order to complete reviau 
of H00416 fundamental nuclear matl control plan, Section A 
Encl withheld (reP 1OCFR3 790) 
PARTLOU, J G Material Control Licensing Branch BO/Di/lO Ip 

6006190387 Forwards response ta NRC BOO306 Hi- stating evaluation tc 
significant differences identified in IE Imp Rpt 
70-0143/79-49 Response lutthhelH Crtf 10CFRH 790J 

MANSER.tr C Nuclear Fuel Services. Inc dubs of 0*ttu Oil Co ) 
FJO/O6/11 Ip 



9006190350 Application for around of License SNM-124 a* described in 
one 1 Fee encl Encl describing amend request withheld (ref 
10CFR2 790) 

HENSLEY.K D Nuclear Fuel Services, Inc dubs of Oettu Oil Co ) 
BO/09/09 Ip 

BOU612D3 1 ?! Ack receipt of IE Imp Rept 70-0143/80-10 dtd Q 00 424 No 
proprietary info 
MANSER. W C Nuclear Fuel Services, Inc <uub of Betty Oil Co ) 

ao/os/12 ip 



SOQ6200329 Forwards IE Insp Rept 70-0143/00-10 on B00221-0410 
No -nonc-nrnpllance noted Details withheld (ref 10CFR2 790) 
KENNrt, U Q (legion 3, Atlanta. Safeguards Branch. 80/O9/12 



2pp 



BQ06B0033B IE Insp Ropt 70-0143/BO-IQ an 800221-O41B No noncorop 1 lance 
noted Major areas inspected marker concerns- rd latlon 
protee ti on, bur ial shipments d U holdup in diked areas* 
Safeguards b socurltij measures withheld (ref 10CFRH 790) 
LEE, T , TCIDD.G A Region 2, Atlanta, Office of tha Director 
QILLEEP1E.F P Region 2. Atlanta, Safeguards Branch BO/04/94 
4pp 



Fnruarils bimonthly status rept for completing Installation 
on -addl liquid storage capacity For uaste utter treatment 
facilitg 

MICHEL, C J Nuclear Fuel Services. Inc liubi of Oettu Oil Co ) 
80/O6/11 Zpp 

B0061704S1 Application for amend to License BNH-t24 Administrative 
amend fee end W/o check Amand uithheU (rif 10CFRS 790), 
HENaLEV, K D Nuclear Fuel Services, Inc (subs of Ottu Oil Co ). 
BO/Oi/13 Ip 

BOOal9 1 Q579 Forward* prop r ietary version of June 1980 App C to 
fundamental nuclear matl control plan App consiits of 
upgrading mod* Infn withheld <ref 10CFR2 790) 

H6NBLEV, K D Nuclear Fuel Services, Inc (subs of Petty Oil Co.). 
BO/O6/13 Ip 

B0063O05S3 Responds to appeal re denial of FOIA request far docunentt 
re licensing of NFS Eruifn nuclar fuel facility Dinl 
appeal re App H Documents 2, 4 & 7 <ref FOIA Eiimption 3) 
Orants appeal for App D Documents 1.3,5 it 6 
CHILK.S J OffUe of bhe Secretary of the Commission, 80/06/14 



8006O9037B Advises that License SNM-124 is amended. mod If ulna Condition) 
14.17,30 ti 32 adding Conditions ii-69, to assure that 
contontrat ions of radioactivity both inside tt outsldi plant 
are as low as reasonably achievable 
PAGE, R O Uranium Foot Licensing Branch 80/03/19 3pp 



0006300605 Noriproprf Btary memo recommending that facility license bi 
modified to preclude possession of significant quantities of 
high enriched U Lilt* cons ider*tlons in reviewing paper Info 
uithhBld <ref FOIA E. eruption 3) 
THOMPSON, H L Commission 79/12/13 2pp 



BOO&19O33-) Forwards App B to 800509 fundamental nuclear matt control 
plan Changes are upgrading mods which do not decrease 
effectiveness of plan Encl withheld (ref 10CFRK 790) 
HENBLEYiK D Nuclear Fuel Services, Inc (subs of Oittu Oil Co.) 
QO/O3/1S Ip 



0006300612 Nonpropv letarij memo reconnnindtng that factlltv " 
operate under NRC licensing control u/ID limit of IX 
throughput NEB muit Incre-ase phyiical security as pTOpos*d 
in 8ECY-79-650 Info withheld (ref FOIA Exemption 3) 
AHEARNE, J Commi is i on SO/O1 /07 Spp. 



il loved to 



Forwards Supplemental IE Insp Rept 70-0143/80-12 on H00317- 
Q4S4 No noncompliance noted 
ENNA, W Region 2, Atlanta, Safeguards Branch 00/05/27 2pp 

3006160242 Supplemental IE Insp Ftept 70-0143/BO-12 on S00317-0424 No 
noncompliance noted Major areas inspected program for 
nuclear matl control fr specific license conditions Details 
withheld (ref 10CFR2 790) 

CLAY.E L , 6ILLEBPIE,F P Region 2. Atlanta, Safeguard! Branch 
BO/OS/23 Ip 



000630062? Nonproprlftarv nemo agreeing u/800109 memo Commtlllon 
position or facility Recommends that IX throughput be 
considered ID It talk goal, tu/i hut down (t inventorv required at 
1 S or a OK Info uilUheld (ref FQIA Exemption 3) 
HGMDRIE.J M Cojtvmillion 80/Ol/li, Ip 

BOO 630 063 5 Concurs u/su.mmaru, point! In SOO109 memo re-conmendlng 
Commission position on fac 1 litg, sub j to listed requirements 
Ccmmlssl on decision -should be rendered immediately. 
KENNEDY, R, T Commission. BO/O1/1S, Ip 



H-006I7O3O1 Revises License Condition 2 1 of Amend MPP-f to License BNM- 
124. effective Immediately Dased on NRC review. revised 
Section 1 fc neu App B to fundamental nuclear matl control 
plan arc both acceptable 
PARTLOW.J Material Control Licensing Branch 80/03/28 Ip 

6006120396 Forward* Revision 16 to fundamental nuclear matl control 
plan dtd May 1980 Change* consist of upgrading mods Revision 
withheld (ref 10CFRH 790) 

HENSLEV,K D Nuclear Fuel Services, Inc (subs, of Oetty Oil Co ) 
BO/Ofr/OH 1 p 

9006300003 Forwards revisions to fundamental nuclear matl control 
plan Revisions withheld (ref 10CFR2 790) 

HENSLEY. K D Nuclear Fuel Service*, Inc 4subs of Oettij Oil Co ) 
80/06/02 Ip 



80O624O391 Forwards matl balances for inventory p-irlod 79120A-BOOJQ7 
for loui enriehed U- Ene 1 withheld (rf 10CFRB 790), 

HENSLEr.K D Nuclear Fuel Service*, Inc. (subs, of Hetty Oil Co.) 
80/O6/17. Ip 

BOO624O403 Ach recelat of IE Insp Rept 79-0143/80-15 No proprietary 
info 

MANSER, W.C Nuclear Fuel Services, Inc Isubs of Oettit Oil Co ), 
SO/O6/17. Ip 

6O06ZSOB35 Forward* Rivision 14 to fundamental nuclear fliatl control 
plan flevision uithheld (raf 10CFR2 790) 

HENSLEY.K D Nuclear Fuel Service*, Inc (subs, of Oetty Oil Co ). 
HO/06/ IB Ip 
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DOCKETED STEMS 



DOCKET 70-0194 MASSACHUSETTS INST OF TECHNOLOGY 



BOO&10029Q Forwards table lilting ill licaniet authpriilnp, BNMi f arm, 
locati on, type of ma tli author 1 1 e<d amount* ( B00331 Inventory 
Table withheld (ref tOCFRS 790) 
CLARK, L tfaitachusetti Institute of Technology GO/06/23 lp 



DOCKET 70-0367 NUCLEAR SCIENCE fc TECHNOLOGY FACILITY AT SUNY 



B0060601BS Formal-da corrEctBd Page 2 for IE Inap fiepts 70-Q133/7'9-09 k 
70-0364/79-10 Unresolved Item 70-364/78-04-03. mistakenly 
doted out, mi 11 be addressed in IE Imp Repts 70-0133/80-13 
S, 70-0364/80-12 Encl withheld <ref 1QCFH2 790) 

MARTIN, W Q Region 1. Philadelphia, Safeguards Grant h 80/05/09 
IP 

B006300Q23 Forward* revision to fundamental nuclear matl control plan 
Revision withheld Cref 1OCFR2 790) 
AUSTIN.M A Babcock Wilcoi Co 80/09/28 lp 



80061*70477 Requasts NHC jetton on 760714 application for revision, nf 
Licenses SNK-273 t, SNH-723 
HENRY, LO Hew York' State Unlv of, Buffalo 00/09/02 lp. 



BQ0625014B Advises of refund following submittal of fee for OL 
6 B, 
MILLER, U License Fee Management Branch 80/06/04 lp 



0006190679 Requests current status of 760B16 application for revision 
Of Llcenici BNM-273 & SNM-723 
TWOMAS, C Neu York. State Univ of. Buffalo 7B/O7/14 lp 



8006260230 Advises of revision to Safeguard* Amend MPP-1 to Licenie 
BNM-414, effect IVB immediately Adds neui License Condition 
212 Waate storage plan submitted by licensee acceptable 
PARTLOU, J Material Control Licensing Branch BO/06/04 lp 



DOCKET 70-03A4 PARKS TOWNSHIP BITE, BABCdCK I. M1LCOX CO 



B00634019S Forwards revision* to Demonstration II-O of License SNrl-41-4, 
changing page nunSers Fates were inadvertently ml snumbereif 
uhitt gi-lgitilly submitted For ravlem & approval 

AUSTIN, M A Babcock & MllcQ) Co Nuclear- Hattrlal Div. 80/03/19 
6pp 

0006200156 Fnrwardi change in organl latlon It (valuation Chang will 
itrngtlin tithnit*! contra! support of product linti, 
AUSTIN, M A B.btoct & Hilcoi Co . Nuclear MnturUJ Olv. 80/03/20 



6006300334 Conflrmi a003ia V 24 tvlconi & fo-rmalitti BtH undintaniltng 
of Condition 13 of Lletiue SNrt-414 rt Inttnifed phaftrfoun of 
Pu facllltg operations Data reduction requirement mty be 
waived folloulng revleu of flrit yr data 
AUSTIN, M A BabccEk 5. HIlcoi Co Kucltar Maturiil Dlv BO/03 /B5 



0004200565 Notifiti ef intention to nhan down Pu facility Jtctivitlti 
at it Ai a rult< physical security upgrade* r*o.uind bij 
appllcabla regulation* will not be Impleoiintad 

AUSTIN, M A Bnbcott t Wi Icoi Co . Nucl**r K*teTtal Dlv 80/O3/26 
If 

8006230072 Foruardi crtlfical< to. company Itndirt that all rettrlctlv* 
covaninti contained in note a<gr*>m*ntt haw been mit, 
aiiuranct of ability to cover d vcommlitioning cottt 
JORDAHjL V Oabcoct & Hilcoi CD BO/O3/2B 3pp 

8004200334 Natlfld of pcnannil charge within B(.W Effectlva BOD401.CJ 
Baroch ulll rep-lace JS Dileuiti a* General Kana)*r of 
NucKir Hatli f. Htg Dlv 
AUSTIN, M A Babcotl. & Wllcai Co . Nuclear Hatvrlal Dlv 80/O4/01 



S00o040u45 FovLiards JE In*p Rapt* 70-0135/BO-07 & 70-0364/BO-06 on 
600304-29 No noncomp 1 lance noted 

MARTIN, M 9 Region 1. Philadelphia. Safeguards Branch 80/04/O3 
2pp 

8006040270 IE Insp Repts 70-0139/80-07 fc 70-03A4/BO-OA on B00204-29 No 
noncoflipl lance noted Major area* inspected matl contralp 
physical ocurltv h health Si industrial tafety Portions 
uithfuld (rf 10CFR2 79-0) 

JQYNEfi, J H Region 1, Philadelphia, Safeguard! Branch 
KU3HNEft,W L Region 1, Philadelphia, Office at tht Director 
BO/04/07 Bff 

B006I904E1 Foruiarils add 1 info re mini-flan for ttorage/itaging area at 
iltei In Tesponie to HRC B0041O request Encl uithheld (ref 
10CFRB 7-?0) 

AUSTINrM A Bebcoclc ti Wilcot Co , Nuclear Material Dlv. 80/04/13 
lp. 

3006290111 Application For amend to Licenn ENM-414 per M Bucthardt 
BOO* 16 telcon u/PJ Deflllppf Amend aiur*i required training 
to all employees 4< does not decrease effectiveness of 
training progran 
AUSTIN, H, A Bibcock ! WiUni Co GO/04/16 3pp. 

B00617079B Informs that RV Carlson ulll roplace EM Benson * manager of 
PA operation* 
AUSTINrH.fl Eabcock It Wilcox Co , Nuclear Material Dlv BO/09/01 



DOCKET 70-O371 UNITED NUCLEAR CORP 



6 00 6040 L SB Forwards revised emergencg plan b comments 

KIRK, W F United Nuclear Corp .Naval Products Div SO/02/01 llpp 

--BOOiOtOliO Devised emergency plan 

* United Nuclear Corp .Naval Products Div 80/01/25 Bpp 

6006O30026 Foriuards IE Inap Rept 70-0371/SO-03 on B003H-20 No 
noncomp 1 1 ance noted 
HARTIN.W fiegion 1. Philadelphia, Safeguards Branch BO/04/16 



6006030027 IE Insp Bept 70-0371/80-03 on 800314-20 No noncompl lane. 

notfld Major areas inspected physical Inventory procedures 
Details withheld (ref 10CFFI2 77O) 

JOVNEH, J H Region 1, Philadelphia, Safeguards Branch COHEN, I , 
ZIBULBK,H Region I, Ph i ladslph la. Office of the Director 
BO/04/lfl 3pp 

B0061B0111 Foruards IE Insp Rept 70-U371/80-O4 on 800402-03 No 
noncompllance noted 

SMITH, H Region 1, Philadelphia, Fuel Facility & Materials Saflty 
Branch BO/04/2? 2pp 

B0061BOU4 IE Imp Rep t 70-0371 /BO-04 on 800402-03 No noncompl lane I 

ciotBd Major areas inspected licensee program for packaging 
low level raduiaste for transport It burial 

KINNEV, W W Region I, Philadelphia. Office of the Director 
CROCKER, H U Region 1, Philadelphia, Fuel Facility & Material! 
Safety Branch BD/O4/B8 5pp 

8006360337 Epreses concern re potential adverse Impact on facility 
safeguards program of licansee decision to terminate 
recovery of hish enriched U Eieessive scrap not conducive to 
effective lafaguards may accumulate 
PARTLOHiJ Material Control Licensing Branch BO/06/06 lp 



DOCKET 70-O398 COMMERCE, DEPT OF 



B0060604SS Act: receipt of B004SS 1 tr informing NRC of st*p* taken to 
correct violations noted in IE ttiip Rept 7Q-Q399/BO-02, 
SMITH, It Region 1, Philadelphia, Fuel Facility & Materials 8af*tv 
Branch BO/09/07 lp 

8006060437 Responds to NRC 800327 1 tr re violations noted in IE Into 
Rept 70-0398/60-02 Corrective action* large quantity 
ridioactive matlt shipments have bain terminated effective 
B00321 

BELL, K E Commerce, Dept of, National Bureau of Standards 
BO/04/22 6pp 

8006060464 Foruarda IE Insp Rept 70-0398/80-02 on BOD227-27 & notice at 
violation 

SMITH, Raglan I, Philadelphia, Fuel Facility & Materials 
Safety Branch 3O/03/S7 2pp 

6006060468 Notice of violation from insp on 800227-29 

* Region 1, Philadelphia, Office of the Director 90/03/S7. lp 

8006060473 IE Insp Rept 7O-039B/BO-02 on 800227-29 Noncomp 1 ianc e noted, 
QA program for shipping packages not submitted to NRC tt 
approi 27 shipments of fissile radioactive matls made 
790110-1310 

HDTH, J Region 1, Philadelphia, Office of the Director 
CROCKER, H W Ren/ion 1, Philadelphia. Fuel Facility (.Materials 
Safety Branch 80/O3/27 7pp 
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SOOi)230Q7 Forwards physical security plan for protection of SNM at 
moderate ( lou strategic 1 1 gin f i catite W/o enc 1 
HQBB3, T Commerce, Dept oK National Bureau of Standard) 
80/05/1.1 Ip 



BO06I906I7 Forwards Waste Packaging Insp Rept 00-03 on 600227-29 No 
noncompl lance noted 

SMITH, Q H Region 1, Philadelphia, Fual Facility b Materials 8afety 
Branch 00/04/3-1 2pp 



DOCKET 7O-0442 HEW, DEPT OF. FOOD !, DDUG ADMINISTRATION 



0006050655 Ack receipt of 800435 Itr Informing NRC of corrective 
actions taken re IE insp of Licenses 19-O793B-OI , I9-Q7S3B-03 
te SNM1O2 on 800310 

CHQCKEH.H W Region 1, Philadelphia, Office of the Director 
aO/Q5YQ8 Ip 

8QQ&05O&5& Responds to NRC 800402 Itr r noncampl ianci re Llc*ni 
19-07339-01 Corrective actions meeting of BRH radiation 
safe-ty. committee uas held 8O041B Radiation safety officer 
has scheduled radiation safety committee meeting for G01019 
SCHI1IDT, D HEW. Dept of, US Public Health Service HO/04/23 



8006050661 Discusses IE insp of License! 19-07530-01, 19-07536-03 * 
SNI1-402 on B0031O i- forwards notice of violation 
CROCKER, H U Region 1, Philadelphia. Office of the Director 
80/04/02 2pp 

0006050665 Notice of violation re IE insp of License 19-07838-01 on 
BO03IO Noncomp I iance noted Failure of radiation safety 
committee to meet since 790331 
flogion 1. Philadelphia, Office of the Diricfcor BO/04/02 Ip 



DOCKET 70-0372 MONSANTO RESEARCH CORP 



8006190813 Requat eiemption from requirements of IOCFR73 47 Ulshei tn 
possess fr present for shipment Pu uj/isotopic conontrat Ion 
greater than 7BV, of Pu-33B ii/a being cubj to physical 
i tcur i tij provliloni 
TAYLOR jR Ft Montanto Renarch Corp 00/03/1E Ip 

QOD619O31? Foruardi chock to cover fee for review of amend to License 
BNH-567 
TAYLOR. R R Monsanto Research Corp 60/03/31 Ip 

8006190227 Ack receipt of 800312 Ibr re amend to License BNM-5A7 for 
exemption from 10CFR73 47 Amend fut required Request biing 
reviewed by licensing staff 
WEIfiH, D License Fee Management Branch BO/03/19 Ip 



DOCKET 70-0623 KENYON COLLEGE 



aoOAI3029Q Informs that personnel uihale body eipoure monitoring not 
required during CY79 
MILLER, F Kenifon College 80/09/02 Ip 



DOCKET 70-OSB7 UNION CARBIDE CORP 



8006IB0624 Haste Packaging Inap flept 60-03 on BOOS27-29 No 
noncompllance noted hajor arcai Inspecttd conpllano of 
1 icensee-thippor vehiclas u/NRC * DOT regulation! Including 
shipping paper & placarding requirements I radiation lvlt 
POTTER. J P , PEERV, W M Region S, Atlanta, Futl Facility It 
Materials Safety Branch BO/O3/17 7pp 

BO 06300693 Requests Info to supplement BOO402 application for imlnd to 
Licme ENM-639 to authomo modi to iiting uiitt handling 
proCBii Info needed re uaste form conversion proceid proe* 
equipment if airbor-ne< effluents 

ROUBE.L C Advanced Fuel t Spent Fuinl Licinsing Branch SO/05/B2 
2pp 



DOCKET 70-0678 WALTZ MILL SITE, WEBTINGHOLJSe ELECTRIC CORP 



00063OO101 Foruardi application for renauial of License SNM-770 
DIPIAZZA>R P West inghouse Electric Corp BO/04/01 32pf 

B0062001O7 Application for renewal of Littnle 8NM-770 
* Mestlnghouie Electric Corp 8O/O4/01 144pp. 

9006160217 Forwardi 19BO program for decommiss Ignlni) of retired 
Uest inghouae test reactor facilities. 
DIPIAZZA.fi P Ueltinghouse Electric Corp 60/03/09 7pp. 

9006300191 Confirm* 800301 telcon I 900133 Itr ra release of r tirt.it 
Westinahouse test reactor P IF facllttie'V under Licensa 
8NM-770 Areas dicnn taminatsi) to unractrlcttd limits will 
r twain licensed areas until action taken by NRC 
KETZtACH.N Uranlun Fuel Licensing Branch 90/06/09 Ip. 



DOCKET 70-O734 GENERAL ATGH1C CO 



8006230021 Revised application for amend to permit U recovery from 
waste. Revision supersedes 7912-26 raqu*t in entirety 
VOTH,M H Union Carbide Corp 80/04/03 I6pp, 



80O62Q0369 R*nuti meeting to discuss plani for upgrading ptiy'lcal 
protection of high enriched U Facility visit scheduled for 
uk of B0041S 

MOWtY.U R Oeneral Atomic Co <*ubs of Oulf Dil Co ) BO/04/07 
4pp 

B006040050 Advises that License SNM -1907 i. rtvoktd i Cnnlltion 19 ll 
added to 8NH-676i author! linp possession of U-239 It transport 
of m'tl tn h from authorized persons Shipper rttponilbllltu 
exempted between vend'or facllltln 
PAOEiR Uranium Fuel Licensing Branch 60/OS/02, Spp 

8006090569 Notifies tJiit License SNK-1507 has been revoked h Condition 

19 added to License SNM-A96, a-uthorl ring possession of U 

nrlched in U-239 ito/tope 

Uranium Recovery Llcenilng Branch BO/OS/02 Spp 



8006170946 Forwards IE Inp Rpt 70-0734/80-03 on BO<J4Sa-OM, No 
noncampllancd noted Rept utthheld (ref 10CFR2 770). 
NORDERHAUO.L R Region S, Ban Francisco. Safeguard! Branch, 
80/06/06 Zpp 



Forwardi IE Insp Flept 70-06B7/30-OS on 800129-O201 
SMITH. O H Region 1, PMladelphla, fuel Facilitg t Maturtal* Safety 
Branch 80/04/18 9pp 

800&060041 IE tnsp Rept 7Q-Q6B7/00-03 on B00la9-&801 No nnncomp II anct 
noted Major area inspected licensee program for packaging 
loiii Iv^el raddiast* for transport & burial 

KtNNEY'H U i KOTTAN, J J Region 1, Philadelphia, Office, of tht 
Director CROCKER, H U Region 1. Phi Ude lphi, Fuel Facility d 
rtaterUU Safety Branch 80/04/17 9pp 

B00fila0090 Forwards combined 1C Investigation Rapts 90-054/60-01 
27-004B/BO-01. 27-0039/80-01,30-09936/80-01 *, 70-OAB7/80-01 
NflC has proposed civil penalties to Union Carbide, Smith 
Kline fc French Labs Respective states & DOT notified, 
ORIERfB H Region 1, Philadelphia, Office of the Director 
BO/04/ IB 2pp 

BOO&1S0079 IE Combined Investigation Repts 90-034/60-01. 37-0048/BO-01, 
27-0039/80-01,30-05906/80-01 S- 7O-06S7/BO-01 Union Carbide 
f*ll*4 to mark bill of Udlng Smith Klin* l< French Labs 
failed to use proper packaging 

CROCKER, H U Region 1, Ph 1 1 ad> Ip hia, Fuel Facility h Material* 
Safety Branch 80/03/03 44pp 



POCKET 70-0754 VALLEC ITOS NUCLEAR CEMTERr OENERAL ELECTRIC CO 



SOO617O1B4 Rxiponds to 800222 Itr r* 10CFD70 revleus t, audits Vendor 
practice it to tiavo elosetiut meeting u/responslbl* manager* 
on list daij at Investigations Recommendations have no basis 
(n regulation t> should be uiithdraun trim statement 
rlQSCKNCR.R A Oeneral Electric: Co , Nuclear Energy Products Dlv 
BO/O3/10, Ip 

8006170093 Disapproval use of primary routing identified In 791236 Itr 
to NRC Route traverses heavily populated areas Acceptable 
alternative route Is available Approved route end. Route 
withheld Cref 10CFR2 71O1, 
MCCORKLE, W Physical Security Licensing Branch 80/04/07 3pp. 

B0062001S9 Forward* Pages B-l & 9-2 to fundamental nuclear matl control 
plan Encl withheld (ref 10CFR2 790) 
*> Q*ner*l Electric Co , Nuclear Energy Products Dlv 80/04/11 Ip 

80O62OQ127 Foruiards Pages B-l & &-S to fundamental nucltar mat) control 
plan Encl withheld <rf 1OCPR2 790) 
daneral Electric Co j tJuclvar Energy Product) Dlv, 60/04/11 Ip. 
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BCO&19Q424 Forward* rq.uest for routs approval for shipment of 
Irradiated reactor fuel U/c- end 
KtRKLAND, M W General Electric Co 80/04/14 Ip 



--a0061 c ?0739 Amend 13 to License BMH-777 consisting of revised Page IOB 
List* effective pages to Incorporate into amended license 
United Nuclear Corp ao/04/Ot Ip 



e006200Q4> Forwards "Bslsraic Evaluation of Vallecito* Bit* " 
HALL.W J , NEWMARK.N H MM Neumark Consultino Engineering 
8ervie* NRC-03-7Q-150 80/04/1-1 Ip 

8006200050 "Seismic Evaluation of VaUecito* Sit* " 

NEWHARK, N M , MALI., H J MM Niuntrk Coniulting Engineering 
Services. MaC-O3-7B-J5EJ BO/04/14 6p p 



B00i040i3(= Notification af HOO507 meeting u/Unlv of IL b TERA Corp In 
Silver Spring. HO to discuss Part 2 of site selimlclty TO 
Verona fault 
BURKHAftDT. H Advanced Fuel t> Spent Fuel Licensing Branch 80/O4/3G 



8006,090050 Forwards IE Insp Rapt 70-0794/BO-02 on B00329 No 
none OIL p If anc t no tod 

HOOH.H E Region 5. San Frflntlsco, Fuel Facility t> Material! Safety 
Branch BO/OV3O 2pp 

BOO tO 11 ? 00 5 4 IE Insp ftept 70-0794/BO-C-a on 600325 Ho noneompl line t noted 
Major areas Inipicted action* taktn in response to IE 
Bulletin 79-19 

BOOK.H E Region 5, Ban Francisco, Fuel Facility It Materials 
Safety Branch THOMAS. R D , COQLEY, W J Region 9, San Francisco, 
Office o* the Director SO/OH/30 4pp 

BOOfiO'?0349 Requests payment of major safeguards amend f*a n 600909 
physical pro tact ion. plan far SHU of moderate strategic 
slgnlf Jeance 
WEIBS,JD Liconti F*> Managtmant Brancli BO/O3/22 Ip 



Deniii ED0414 ! 030S pequti foi- approval at primary rout* 
for tratttport of iptnt -reactor fuel du to paiiagi through 
haavlli; populatld areai Approval *ncl BOO SOS tupplimintBl 
rout* End rautf b relatd data withheld (ref 1OCFR2 77O) 
HCCOFIKLE.O U Pnv*lcal Securltij LictniiTlj Branch 30/OA/03 2pp 



DOCKET 70-077B OENEfiAL ELECTRIC CD , NUCLEAR ENEROV PRODUCT9 OIV 

8006230237 Forurarili Info Tumitinj rauti approval for ihlpmint of 
irradiated rsactor futl per IOCFR73 Encl uitnhild (rtf 
10CFRH 790) 

CARRIER. M J. 0nTl Electric Co , Hue 1 tr Enra" Producti Dlv 
00/04/23 1 p 



DOCKET 70-0795 STATE UNIV OF NEW YORK AT BUFFALO 



600&190677 Raqutitt MRC action on 7407M application for nvllion of 
Licinii*. SNM-273 & 3MM-723 
HEMRV, L Ntu Vork, St*t Univ of. Buffalo, BO/ 05/02 Ip 



6006240231 Forward i revised Page 3, Section EDO, to reflect Changs* In 

tBlt 

BQUERS.C E United Nuclear Corp , UNC Recovery Bijitema DIv 
80/04/22 2pp 

e006J90OB3 Foruavdi IE Insp Rept 7Q-OD20/90-03 on Q00331-04O3 No 
noncotnpl iance noted 

SMITH, H Region 1- Philadelphia. Fuel Facility & Mafcarialm S*f(ti( 
Branch 80/04/2? 2p p 

BOOil9009B IE ln*p Rept 70-0020/80-03 on 800331-0402 No noncomp 1 linci 

notod Major areas inspected packaging of loui level raduaite 

for Sraznsport d. burial 

CROCKER, H W Region 1, Philadelphia, Full Facility & Material! 

Ssftn Branch KINMEY. M W Re a ion 1. Philadelphia, Office of th 

Director BO/04/SB 7pp 

B00625001i Adviie of decommissioning plans Small quantity of merap on 
hand will be reprocessed by B00701, f ol louod by concentrated 
program of site decontamination Total SNM inventory should 
be below 9 kg bej earli) Fall,19BO 

BOWERS, C E United Nuclear Corp , UHC Recovery Syttami Div 
BO/04/29 |p 

006020043 Safety evaluation re United Nuclear Corp 790321 application 
for ameni of admlnstratlve procadures United Nuclear should 
not UK offtltc *afeti| specialists to eiclusion of full-time 
safety officer on site 

STEvENSQNiR L , CROW, W T Uranium Fuel Licensing Branch 80/09/07 
Epp 

8006240130 Foruardi IE Insp Rept 70-0620/60-04 on B00407-11 No 
noncampllance noted 

MARTIN, M Region 1. Philadelphia. Safeguards Branch BO/09/07 
2f>P 

BOO&S401BB IE Insp Rept 70-0820/BO-04 on Q00407-11 No noncomp 1 line* 

noted Major areas inspected physical barrierl, access 
controls, repons controls, central alarm d communication 
lys Dtralls ulthhald (ref 1OCFR2 790) 

DEVLIN, J U Region 1, Philadelphia. Safeguards Branch LADUW.RH 
Region 1, Philadelphia, Office of the Director BO/09/01 Ip 

B006390193 Confirms B00514 telcon r* BOOS2? meeting to present plan* 
for decommissioning & Interaction touiards decommissioning 
Lilt of tuples for dlicussion encl 

OREQO, R J United Nuclear Corp , UNC Recovery Systems Dlv 
3pp 



8006300214 Ritpondt to 900219 Itr re reitrlctloni on commercial burial 
of raduaitai & potential Impact on lagoon cleanout schedule 
Suggest* utiliilng commercial raduaste disposal facilltx, if 
DOE negotiations are unsucceflf ul , 
PAOE.R Uranium Fuel Licensing Branch BO/06/06 2pp 



Rtq.uttt current status of 760814 apallc*tion for revision 
o* Licenses BNM-273 . BNM-723 
THOHA3, C C Mtu York, Statl Univ of. Buffalo 79/07/14 Ip 



WKRET 70-0820 UNITED NUCLEAR CORP 



DOCKET 70-O324 BAQCOCK & WILCOX CO 



0006230011 Foruardi Lynchfaurg Research Ctr,Dldg C sacurlty plan PUn 
withheld (ref 10CFR2 7<?0) 
QLSEN.A.F. Babcock k WIlcoi Co BO/03/20 Ip 



8006160374 Forupard* modi to License BtlH- 777, revising taclinical 
specialist degr requ lr*mentt. S Initrting mln ichiduling 
reo.ulri'inents for svcs of contulting cr-ltlcallty safety 
specialist per RL St*v*ncon BOO Hi Itr. 

BOWEflS.C E United Nuclear Corp , UNC Recovery Systems Dlv 
80/03/Z4 4pp 

9006230147 Forwards Rvitlon 1 of Amnd MPP-a to Lien*e flNM-777 
PARTLOM.J.O Material Control Licensing Branch. BO/03/EB Ip 

H006B30I33 Revision t of Amend MPP-2 to License SNH-777. Incorporate! 
revised pages of fundamental nuclear matl control plan tt 
revieid license conditions Revised nuclear control plan 
tin foruarded in S00307 Itr 
* Material Control Licensing Branch. 90/03/28 9pp. 

BD06190732 Amend* License SNH-777 tn authoriie uaste processing 
operations as described (n 600126 application Reviled Page 
IBB encl Quantity of U-235 per cuolc ft shall not exceed 
9 g. 
PAOErR Uranium Fuel Licensing Branch SO/O4/01 Ip. 



B006S30S03 Foruiards Revision 11 to BAU-3S1. "Demonstration h Condltinni 
for License SNM-77B, " adding Impact absorbing matt to hot 
cell storage pool floor to Insure limiting criterion not 
eiceeded 
OLSEN<A,F Babcock t> Uilcot Co aO/03/24 2pp 

9006280311 "Demonstratloti & Conditions for License 8NM-778, " RevUlon 
11, replacing Pages A-l d A-2 re addition of impact absorbing 
matl to hot cell storage pool floor 

* fiabcock & Milcox Co B AW -381 fill 80/03/31 3pp 

B006200165 Forward* Amend 11, Revision 10 to BAW-3B1, "Demonstration i 
Conditions for Licen*<> 8NM-77B, " clarifying conditions under 
which fuel rod segments may be placed in Irradiated 
commercial fuel assemblies 
OLSEN.A F Bibcock & Ulleoi Co, 80/03/33 Zpp 

B006200169 "Demonstration fc Condition* for License BNM-77B. " Amind 11. 
Revision 10, Pages A-33d tc A-36 ro fuel assemblies tt hot cell 
operations 

* Babcock * Ml Icon Co B A 1-1-331 RIO 30/03/31, 3pp 
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BO06EOQ172 "Demons trat L on * Conditions for License SNH-77G, " Amend O. 

Revision 61 Pages /.-'Jl ', A-12 re fuel rod d umant lement. 
shipment, (. disposal 

Dabcock Ir Uilca. Co BAW-38 1 R6 80/03/31 4pp 

Q00623O072 Forwards certificate to company lenders that all restrictive 
covenants contained in note agreements have been met. as 
assurance of ability to cover decomrniss ioninfl costs 
JORDAN, L V Babcock >/ IJiltoi Co 80/03/38 3pp 



DOCKET 70-0725 CIMMARON FACILITY, KEHR-MCOEE CDRP 



8006020260 Notifies that new telephone sgs called Hialth Physics 
Network <HPN> has boon installed at site Sys intended for 
use durJnj emergencies to link all power plants It NRC 
Emergency Notified t i on Si;s hotline uiill a I ID be used 
KEPPLER.J O Region 3. Chicago. Office of the Director 30/04/13 
2PP 



SQ061B0162 Foruards revised replacement pages for DAW-391. 
"Demonstration ( Conditions Far License SNM-77flf " dtd 
7OO531 b 751231 re renewal application 
OLSEN, A F Babeack t, Wilcoi Co 80/0'l/QS Ip 

BO061BQ163 Revised replacement Pages 3-32, 3-3B*. A-19 li A-2Q for 
"Demonstration ! Conditions for License SNM-77B, " 700331 

* Dabcock t. Uilco- Co BAW-3BI 8O/04/3O 6pp 

BO061B016? Revised replacement Paiges 3-17. 3-19, 3-27, A-HS, 3-19 i 3-20 
for "Demonstration i Conditions For License SNM-770, " 781331 
i-eneua 1 application 

* Dabcock fr Uilcoi Co BAW-3S1 SO/O4/3O Bpp 

BQ061BQ378 Forwards revised pages for security personnel qualification 
training & equipment plan Pages withheld (ref 10CFR2 790 1 
DLEEN, A F Babcnck h Wilcoi Co BO/04/3G Ip 

8006020041 Eafetg evaluation re D&W 8002 IB -amend application & 800325 
Q4O9 auppls requestln!) const t use of temporary addition to 
BJdo J for storage of solid transuranium matte Recommends 
issuance of amend 
KETZUACH, H Uranium Fuel Licensing Branch BO/09/07 2pp 

800613026? Forwards License SNM-77B Apr 19BO ropt for normal operating 
lo-iioa, mat 1 unaccounted for t burnup of SNM 
LDKO, K D Bab cock i Uilcoi Co 60/03/07 Epp 



DOCKET 70-0939 MASSACHUSETTfi 1NST OF TECHNOLOGY 



BOOt3O029O Forwariii table luting all license* author! i ing BUM, form, 
location, type of n\a fc ii author i led amounts & 6 00331 Invintory 
Table uiithNeld (ref iOCFRa 790* 
CLARK, L Massachusetts Institute of Technology BO/06/23 Ip 



DOCKET 70-0?Bfl PACIFIC NORTHWEST LAD 



BOQ6230D19 Foruiardi rviponiec to NHC queitlon* re ipplicltion for 
renewal of License SNM-^42. decomml ssionlng plan for lab- 
ouned facilities & Revision 7 to renewal application 
OLEEEN, D E Batte 1 1 a Momor i al Inltltuti. Pacific NOT t hut it 
LaboPfltnry QO/03/27 Ip 

800623002-2 Provides assurance that lab mill maintain iufflci*nfc 
financial resources to dot ontaminate & decommission lab- 
owneci facllitiu-s at ouch time as action may be appropriate 
PLESEN, D E Battalia demo rial Initituti, Pacific Northuist 
Laboratory BO/O3/1Q Ip 

BOOi230025 "Decommissioning of DNWL-Oujnod Facilities *t Richland<MA 
R*sponiB to NRC comments it qu*itiotn re license reneual 
app 1 iction enc 1 

Battelle Memorial Institute, Pacific Northiuist Lbor*torg 
BO/03/Z7 IQpp 



8006O4OOB? Faruards replacement pages for reneiiial application to 
License SNM-77B 
OLEEN, A F Dabcock & Wilcoi Co BO/03/09 Ip 



-BOO A 230 02 fe fisvision 7 to application for nntual o-f License BNM-942 
* Battelle Hemorlal Institute, Pacific Northuest Liboratory 
80/03/19 flBpp 



aOOiO40092 Replacement pages For reneuial application bo License 
SN11-77B 

* Babcock i. Uilcox Co BO/O5/31 fipp 

BOOiO90I99 Foruardi replacement page for Section i d two addl pages for 
Section 2 of QA plan, per NRC BQ0314 request 
OL8EH.A F Babcock & Wilcoi Co SO/05/15 Ipp 

a0062gO!56 Foruiards Revision 11 to application for reneual of License 
8NM-77B 
DLSEN. A F Dabcock & Wilcoi Co 80/05/20 Ip 

BOOo23O160 Revision 11 to application for renewal of License SNN-77B. 

* Babcock & Wilcoi Co QO/OS/20 13pp 

800^200600 Advises that review of manpower eipnd J turei required for 
Amend It to License SNM-77B was less than submitted Ofc 
o-f Controllar has boon notified to send refund 

D License Pee Management Branch 80/09/27 Ip 



DOCKET 70-1007 GENERAL ELECTRIC CO 



B006130004 Application to amend Certificate* of Compliance 9OJ9 for BU-7 
package to Increase mar bulk density of U oilde poud*r fran 
2 3 to 4 2 g/CE Amand fee encl 

KAPLAM.A L, General Electric Co , Nuclear Energy Products Dlv 
80/05/15 Epp 

80D613000B Forwards Certificates of Compllanct 901B & 9019> luthorUlng 
delivei-i; of radioactive mat! to carrier for transport in 
Modali BU-6 ti DU-7 Venifor authoriivd to ute Models BU-& t 
BU-7 under License SNM-S4 
HACDONALD.C E Transportation Branch 74/09/06 Ip 

9006130012 Certificate of Compliance 9019, author! ilnj delivery at 
radloactlvt matl to carrier for transport In Models BU-6 d 
BU-7 Vendor authorised to use Models BU-6 & BU-7 under 
License SNtt-54 
MACDONALD.C Transportation Branch, 74 /OB/ 06, 4pp 



8006270067 Forwards DAW-3Blj "Demonstration (. Conditions: for License 
8NM-778 (Reuauial Application}," Revision 12 
OLSEN. A F Dabcock & Uilcoi Co QO/OS/30 Ip 



-BOOA130013 AppHcation to amend License ONM-S4, to authorin d*llv*ru 
of SNM to carrier far transport In Models BU-6 & BU-7 
TSChtAECHK.A N Oanvral Electric Co 74/09/24, lpp 



-BOOii27O071 "Demonstration 
Application)," Revision 
Babcock t, Uilcoi Co 



Conditions for License ENM-77S (Renewal 
12 
BftW-SBl R12 80/O3/31 7pp 



SOOAB6O2-14 Advises licensee of partial refund of fee aecompang ing 
000218 application for amend to License BNM-77B Kanpouer 
eipinditures required to review application ure less than 
antic If ated 
MILLER , W License Fee Management Branch 80/06/06 Ip 

8006160122 Forwards rept for normal operating losse. matl unaccounted 
for fc turnup of SNM 

LDNO, K D Gab cock t, Wilcoi Co 0/06/0? Epp 

BQ06-3Q0216 Grants B00613 request for extension until 800701 to compltt* 

final corrective action re tuio previously reported items of 
noncom^l ianco 

KENMA. U B Region 2, Atlanta, Safeguards Branch BO/06/17 Ip 



SOO&130O1S "OE Model BIT- 7 U Shipping Container Crttlcalltu. Safetg 
Analy*li " 

ARTIOAS.R , HILEQH, D [> Qen*Tal Electric Co NEDO-11277 
74/03/2B 9pp 



DOCKET 70-110O COMBUSTION. EN01NEERINO. INC 



B006170753 Foriuarfli rtvisct Page 3 1 o-f fundamintal nuclear matl 
control plan per 1OCFR7O 32 & NRC 790706 Itr 
BOWIE.T B C-E Power Systems 80/03/19. 2pp 

BO06S00151 Forwards dafinition of book record or book balance to be 
added to Chapters 9 !t 6- nf fundamental nuclear matl control 
pl*n>per 80OI23 request 
LICHTENBEHOER,H C-E Poluer Buatims 80/04/02 ipp, 

BO06190417 Foruiarfl* Form 10-K-Annul Rept 1979 W/o tncl 

LICHTENBERGER Combustion Engineering Inc 8O/04/11 Ip 
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B00604Q14S Requests submlttal of major lifeguard! amend 1 fee r* 900516 
tranimittal of physic-al protection plan Plan classified as 
renuirins "mend to Liconse SNM-lOi7 
WEISS. D License Fee Management Branch C 90/03/21 Ip 

8004300334 Add! License Condition 5 2 of Amend MPP-4 to License 
SNH-10fo7. permitting physical inventories of lou-tnrichtd U 
at intervals not eicctding 21O daijs 
PARTLOU.JO Phuiical Security LlcenJing Branch BO/06/09 Ip 



DOCKET 70-1113 GENERAL ELECTRIC CO 



BOO&BOQ344 Forward* Info re SAM 11 califlr In response to EJ McAlplne 
B0031B request 

KAPLAN.A L General Electric Co , Nuclear Energy Product* Dlv 
BO/03/EO 4pp 

BOOfi23O04S Forward* revisions to Fundamental nuclear mitl control plan- 
Plan withheld (ref 10CFH2 770) 

KAPLAN.A L General EUctrlc Co , Nuclear Energy Product* Div 
80/03/21 If 

fiQ0618O363 Forward* tati*tital su-mmary of p*rionnil monitoring during 
1979 

KAPLAHi A L General Electric Co , Nuclear Energy Product! Div. 
90/03/2B 2pp. 



Forwards lateit reviiion! to fundamental nuclear matl 
control plan Entl withheld (ref 1QCFR2 790) 

KAPLANi A L General Electric Co , Nuclear Energy Product! Div. 
BO/04/ 10 Ip 

ao0627Q3i9 Forwards revisions to f unilamintal nuclear matl control plan 
Revliloni withheld (rtf IOCFH2 7-901 

KAPLAN, A L Oeneral Electric Co . Nuclear Energy Product! Dtv. 
80/04 /24 1 S> 

6OOfiu2CQi7 PNO-H-BO-OSS critlcalltu warning sys eiperlenead fall* 
alarm & fuel mfa, b-ldp mas evacuated Liceniet determined no 
abnormal radiation level* listed Re-intry team verified 
the* r*dlattiin level* uera narinal 

OILLE&PIE.F P . KENNA^M B Rrgion B. Atlanta. OfHci of the 
Director SO/O9/13 Ip 

800627 03&3 Foruardi changti to fundamental nuclear matl control plan 
Changti withheld (ref 10CFR2 790) 

KAPLAN.* L Oeniral Electric Co , NucUar Enerji) Product! Div 
BO/05/ 1 4 Ip 

B0060904fl9 Aek receipt nf llr reporting reiult* of IE Imp Rept 
70-1113/BO-0& on S00421-29 Requviti r*pt be uithhlld 
(rff tOCFfla 790) 

KAPLAN.A L Oeneral Electric Co. > Nuclear Energy Product! Div 
80/03/20 If 

BOD&040249 Requeiti lubmlttal op major tafeguarfi amend fie re BOOS 14 
tranintttal of phyttcal prottctlon plan Plan clanifled ai 
requiring major amend to Licenie 3NM-1097 

Bj D* Li ten** Fee tfn*omtnt "ranch BO/OS/2 1, Ip 



S00b0504ia PNO-II-80-092 on B003HO. reteai* from pipe flange tt> work 
aria of leu than 1 kg U hetafluorldt occurred Ten worhire 
ivacuated Iron art* No detectable personnel expoiuret 
rtulttiT 

COflVELL, P , KENUA.H B Region 2, Atlanta. Of fit. of th* Director 
60/03/22 Ip 

6004-200431 Forvardt *ddl Info for BOO 4 09 reipotii* to IE Imp Ript 
70-11 13/BO-02 Info include! matl control & accounting 
jirocadur*! 

KAPLANjA L Oantral Elictvlc Co , Nuclear Energy Product! Dlv, 
8O/06/13 7pp 



DOCKET 70-1143 HEBTINOHOU3E ELECTRIC CORP 



--6006050514 IE Insp Rept 70-1 1 43/BO-04 on B0021B-21 No noncomp 1 ianc* 
noted Major areas- inspectsd preshipment p lann Ing. ih Ipp ing 
contalnersi aea Is '/ In-transit procedurss Details withheld 
Iref 10CFR2 790) 

DEVLIN. J . LADUN, R , MADDEN. U Region 1. Philadelphia, 
aafsauardi Branch BO/O4/O7 Ip 

B006050513 Forwards IE Insp Rept 70-1143/90-08 on 000326-27 
Mo noncomp 1 lance noted 

MARTIN, NO Region 1, Philadelphia, Safeguard* Branch BO/04/16 
2pp 

0006050517 IE Insp Rept 70-1143/90-03 on B00326-27 No noncnmp 1 1 met 
noted Major areas- inspected measurement b statistical 
controls (t inventorij dlFFerence b associated limit of 
rror Details withhold (ref 10CFR2 790) 
JQYNEH.JH Region 1. Philadelphia, Safeguards Branch 
HOLODV, D J Region 1. Philadelphia, Office of the Director 
BO/O4/14 Ip 

BOO&200120 Forwards Revision 4 to Fundamental nuclear matt control 
plans for Pu fuels development lab Enc 1 withheld <ref 
10CFR2 79-0) 
DIPIAZZArR P Mettinghouae Electric Corp 30/04/18 Ip 

S006200592 Forwards Revision 1 to manual. "Physical Security PUn tor 
Protection of SNM oF Moderate Strategic SigniFlcance at 
Cheiuilck Site," for NRC approval Revision incorporates 
admlnstrative correctl ans Encl uithhetd <ref 1QCFR2 790) 
P Uestinghause Electric Corp GO/ 05 /OS Ip 



8006040140 Advises that negative air atmosphere li appropriate in ARD 
gloveboics & PFDL during present decontamination activities 
for final decommissioning of Pu fuel facility During 
oprrat inni inert atmosphere uias required 
HOUSE, L C- Advanced Fuel (. Spent Fuel Licensing Branch 80/OS/OS 



8006190139 Requests exemption From certain of 10CFR67 riq.ulr*ment tar 
inclusion of reslduallv contaminated waste from aggregate 
SNM quantity Matl is in containers awaiting burial at 
authorized site Fee encl 
DIPIAZZA.R P Uestinghouse Electric Corp BO/03/12 Ip 

B006K30304 ForuarJi application for Revision 6 to Licenie SNM-1120 
reducing quantities- of radioactive matls authoriied for 
paisession at facility Fee encl 
DIPIAZZA.R P Uestinghouse Electric Corp SQ/OS/12 5pp 

8006S3030B Application for Revision 6 to License 8NM-1 120, reduc Ing 

quantities of radioactive mat Is authorized for possession at 

facility 

DIPIAZZA.R P Uetlnghouie Electric Corp BO/03/12 Sap 

S006300120 Forwards IE Imp Rept 70-1 143/BO-Oi on 800312,25 h 27-29 
No noncomp 1 lance noted 

HARTIN.M C Region 1, Philadelphia, Safeguard! Branch 80/03/12 
2pp 

BQ06300131 IE Insp Rept 7O-1 143/00-06 on Q0021S, H9 fc 27-29 Ho 

noncomp 1 lance noted Major anas Inspected matl control It 

acco-untlngi physical security & health & industrial safety 

Portions withheld (ref IOCFH2 790) 

KUBHNER.U L Region 1. Philadelphia, Offici of the Director 

JOYNERi-J H Region 1, Philadelphia, Safeguards Branch BO/09/OB 

*PP 

B006120239 Advises that Licenie SNM- 11 BO is amended Amtnd reduce! 
possession limits Identified in Attachment 1 of B00312 
appl Icati on 

ROUSE, L C Advanced Fuel t> Spent Fuel Licencing Branch 60/05/14 
3pp 

S00630Q227 Revises License Condition 2 1 of License 8NM-1120, permitting 
revised p*g*t to "Fundamental Nuclear Matl Control Plan for 
Pu Fuel* Development Lab " 
PAFtTLOW, J Material Control Licensing Branch 00/05/22 Ipp, 



BOO&30097A Forwards manual, "Physical Security Plan for Protection of 
BNM of Moderate Strangle Significance, at Chesuilck Sitij " 
for NHC approval. Fee end Plan ulthheld (rtf 10CFR2 790). 
P Hiittnghoun Eltctrlc Corp BO/03/11 Ip 



800&D3Q3I4 Forwards IE Insp Rept 70-1143/30-04 on 800218-31. No 
nancoMpl lane* not id 

MARTINrW Region I, Philadelphia. Safeguard! Branch 90/04/09. 
3pp 



DOCKET 70-1151 WE9TINOHOU3E ELECTRIC CORP 



800i2DO&21 Application for amend to License 8NM-1107i author ill ng " * 
SNM in advanced uaite treatment process per info described 
in incl Processing expected to begin in Owl. 1980 W/o encl 
Uestinghouse Electric Corp 80/01/07 Ip 

80063002.92 Forwards revised manual, "Fundamental Nuclear Matl Conlfol 
Plan - Columbia Plant " Roquisti approval Manual uilthhild 
(rf IOCFR2 790) 

D1PIAZ2A.R.P Mistinghouse Electric Corp . PUR Sytteni Div 
90/03/01 Ip 
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6OO&250O50 Application for amend to License SNM-1 1 07. de let ing 
requirement for gross beta analyses of environ air 
participates 
DIPIAZZA,R P Heatinghouse Electric Corp 90/05/14 Gpp 

6006300017 Forwards site physical security plan for approval Fee end 
Plan withheld <ref 10CFR2 790) 

DIPIAZZA.R P UestinghousB Electric Corp ,, PUR Systems Dtv 
BO/05/15 Ip 

8006050467 PNS-I I-BO-G1 4 on 900519. homb threat was received by 
receptionist at Facility Licensee conducted ! ear c hi no bomb 
was found Facility uai not evacuated 

GILLIESPIE.F , CORVEU.,0 P Region 3, Atlanta, Office of the 
Director SO/O9/2O Ip 

BOO61BOOOI Ack receipt of BQ04S9 Itr informing NRC of itapi taken to 
correct violation noted in IE !nsp Rept 7O-1 1 31 /BO-06 
STOHR.J P Region 3, Atlanta, Fuel Facility d Materials Safety 
Branch BO/O3/2 1 ? Ip 

8 006 1G 0002 Responds to NRC B0040B Itr re violations noted in IE Insp 
Rep t 70-1151/90-06 Corrective actions instituted formal 
program to assure annual fish collection Samples will bo 
obtained by B00601 

Westing house Electric Corp SO/04/29 2pp 



B006180003 Forwards IE Insp Rept 70-1 151/BO-06 on B0022S-2B ti notice 
of violation 

BTOHH.J P Region 2, Atlanta, Fuel facility ' Material* Bttfetv 
Branch BO/O4/OB 3pp 

BQQ61-BQ004 Notice of violation from Insp on 300225-28 

Region 2, Atlanta, Office of the Director QO/04/07 Ip 

B0061fi0005 IE Insp Rept 70-1151/80-06. on B0022S-2B Noncomp 1 lance noted 
Failure to obtain required fish samples 

JENKINS, R Region 2, Atlanta, Fuel Facility t, Material! Safety 
Branch MftCARTHUJ), T C Region 2, Atlanta, Office of th Director 
80/04/07 4pp 

80062000.04 Ack receipt of 8O0513 Itr informing NRC of ttept taken to 
correct violations noted in IE Imp Rept 70-1 1S1 /BO-10 
KENNA.W G, Region 2, Atlanta, Safeguards Branch BO/OS/S9 Ip 

8006200007 Responds to NRC 900421 Itr re violations noted In IE Intp 
Rept 70-11B1/BO-10 Corrective action! withheld 
(rf 10CFR2 790) 
QOODWIN.U L , D'AMORE,M l^estmohouso Electric Corp 80/05/13 



SOO620Q010 Forward* IE Imp Kept 70-1 151/BO-10 on B00325-aB t< no-tiee 
of violation Notice of violation uiithheld (ref 10CFRZ 790) 
KENNA.W D Region 2, Atlanta, Safeguards Branch BO/04/21 2pp 



DOCKET 70-1201 UF A CONYEFI3ION FACILITY. DABCUCK & WILCDX CO 

8OO623Q072 Forward* certificate to company lenders that all restrictive 

assurance of ability to cover d-ec omra I aslonlng costs 
JORDAN, L V Hancock t- Wilcc-r Co BO/O3/39 3pp. 

BQ06170724 Forwards administrative amend licenic fe re reviled MPP-a 
Condition 6 5 for Lictnie SNM-1 itB. e i empt ing plant from 
requirement to Issue NHG-741 documents for ihipmtnt of empty 
containers to U powder supplier a/a check 
ZEFF, D W Dabcock (.Hilcoi Co 8O/O4/10 Ip 

BO06170729 Requests amend to License SNM-1 16B. e ropt Ing plant from 
requirement to issue NRC-741 documents for stilpmtnt of empty 
co-ntainnr* to U powder supplier 

* Babcack i Uileoi Co BO/04/01 Ip 

8006230292 Application to amend License SNM-1 16B re uie of (minion 
spec trometr Ic technique for isotoplc measurements Encll 
withheld Iref 10CFR2 790) 
ZEFF.DW DabcocV &Wilco< Co BD/O4/17 Ip 

BO06S30303 Application to amand License HNM-11AS re measurement of 
received fuel assemblies & control charting for Impur-itg 
analysis End* withheld (ref 10CFRS 7<?0) 
ZEFF, D H Babcock & Uilcoi Co BO/04/17 Ip 

800623001? Forwards Revision O to fundamental nuclear nabl control plan 
S< administrative licensing Fee Ends with ho III 
<raF 10CFR2 790) 
IEFF, D U Dabcock & Uileoi Co BO /OS/01 Ip 

aoOi240515 Forward n fee I* revised spec pages r* 900109 Amend 
AppllcattDll 79-3 For License BNI1-1163 
ZEPFrD W Babcuck S> Wilcot Co 80/OS/Ot, 3pp 

80O6240S1B Revision to BOO109 Amend Application 79-3 for License 
BNH-116B Areas addrassed Include level of tr effluent 
releases fc liquid efflvont reJeasa* i. contamination *urvey 
frequanc y 

* Dabcock fc Hi I co i Co BO/O9/06 7pp 

8006300683 Foruards phyieJl security plan for i-avl*u t> pproval. 
Inclurici request for exemption of Unuid unite retention l< 
disposal *y Ii add ition of certain license condition! & 
exclusion of manual sections Plan withheld (TeF 10CFR2 7?O) 
ZEFF.D.H BflbcocR t Wilcox Co. flO/OS/lfe IP 

B004Q40133 Requests invest igat Ion into trend of b normal oscillatory 
pattern In recent inventory dlfPerencs review Should Include 
reasons for trends, corrective actions k projected schedule 
for comaletlon Results requested by 301031 
PAFJTLuU, J 9 Material Control Llcenilnj) Branch 90/09/20 la 



-B006K00015 IE Insp Rept 7O-1 1 51/BO-10 on SQ0323-2B Noncomp 1 i*nce noted 
Failure to calibrate emission spectrometer u/stds traceable 
to natl lys of stds & failure to record results of control 
data, e.ceedlng limit Details withheld (ref iOCFRB 790) 
QILLESPIE,F P Region 2, Atlanta, Safeguard! Branch BATES, J M, 
Region E, Atlanta, Office of the Director QO/O4/21. Ip 



DOCKET 70-1193 CIMARHON rACTLITY, KERR-MCOEE CORP 



B0060S02AO Notifies that neu telephone ays called Health Physics 
MeEuork (HPN) has been installed at site 8y intended for 
uta during emergencies to link all power plants & NRC 
Emergency Notification 5ys hotline mill also be used 
KEPPLER.J Region 3, Chicago- Office of the Director BO/04/1B 
2pp 



B006O20S72 Ack receipt of QOOSli Itr which transmitted physical 
protection plan for SNM oF lau strategic significance Plan 
classified by safeguard* licensing staff as requiring major 
amend to License QNM-ll&a Safeguards amend fee required 
WEiaa,D Ulcenie Fee Managen*nt Branch BO /OS/21 IP 

80062300Q4 Application Far amend to License SNM-lliB Revliioni Include 
action levels for air i. liquid effluent reUJiies, isolation 

criteria tt. contamination aurvty. frequenci) 

ZEFF, D M Dabcock t, Hi Icon Co SO/05/aS 39pp 

8006300664 Foruards application to amend License 8NM-114B re regulatory 
requirements for establishing I* maintaining control limits. 
Administrative amend Fee enc 1 Appl ication ui thhli! (ref 
IOCFRB 7901 
ZEFF.D W Habeotk * Wilco* Co 80/05/22 Ip 



a 006290333 Foruards pro-posed change* to standby phu*lcl *curtt(j plan 
Proposed changes strengthen access control !t thus do not 
require prior license approval 
SHELLEYiW J Kerr-McOee Corp- aO/OS/0? Spp 

B006170352 Determined that reporting requirements of LU*n Condition 
6 1 are no longer necessary Amend MKP-3 to License BNM-1174 
is revised, effective Immcd late ly, to delete license 
condi tion 

PARTLOWrJ 0, Material Control * Accountability Development Branch 
90/06/02 Ip 

B006H3OEO7 Discusses review of matl control d a-ccountlnj requirem*nti 
re License SNM-1174 Amend MPP-3,Condttion 6 1 is deleted 
Monthly loss rept not required 
PARTLOW.J O Material Control Licensing Branch BO/06/OZ, Ip 



DOCKET 70-1392 EDLQW INTERNATIONAL CO 

BO0630001 1 ? Requests 30-day extension For subnittal of security plant In 
order to prepare format compatible u/NRC regulations 
WFUGHr.D Edlou International Co SO/OS/lc. Ip 



DOCKET 70-1257 MIXED OXIDE FABRICATION PLANT, EXXON NUCLEAR CO . INC, 

8006Z30!4i Lists Four items n-o t covered by cut-pert fundament*! iatl 
control plan Revisions will be lubmltted if necessary 
SCHNEIDER, R, A Enon rJirclear Co , Inc (subs, of Exion Corp, J. 
BO/03/aS 3pp 
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9006200091 Forwards upgrading I. clarifying revisions to 790430 
application for renewal of License SUM- 1337 

ESTEYiH P Enon Nuclear CD . Inc (subs at Enon Corp > 
BO/04/29 1p 

aoOiaoo083 Revised pages to 790430 application for renewal nf License 
BNM-1237 
> Enon Hud tar Co , Inc Csubi of Enon Corp ) BO/04/3O 



--S00611029B Motif IBS that physical security plan for License SN 
changed Requests end to Itr be withheld (ref IOCFR2 790) 
DAWSON.D M General Eloctric Co GO/03/16 3pp 

BOOM30123 Notification of BOO610 meoting w/QE in Silver Spring, MD 
re 300123 license amend request t vendor plan* for poufble 
expansion of pool pump room 

CLARK. A T Advanced Fuel r, Spent Fuel Licensing Branch BO/03/3Q 
3pp 



8006160965 Advises that no addl safety ( environ fee Is required for 
Amtnd S3 to License SUM -1227 issued on BOO415 Manpower 
eipindl turei required to revteu 771119 amend application 
eicieded na i fee limit 
HILLHH-N License Fes Management Branch 00/05/01 Ip 



B006070304 Order ruling on DL Rorera, fi Roremi K Storey & E Gulgleg 
contentions Hording of contentions as accepted by ASLB 
one 1 

OQDDHOPE, A C Atomic Safety and Licensing Board Panel 
BSpp 



8QOSZ006I6 Adviies that LiceniB Condition 5 has been added to Amend 
MPP-S to Llctnii SNM-1227 for lamp ling ti measurement of U 
fit nf luonde fron foreign source 
PARTLOH, J G Licensing Management Branch BO/09/23 Ip 

S006090490 Requests payment of administrative amend fo re 300506 
requnt fur temporary eiemptions from code requirement* 
HEIBg.J D Licenie Fee Management Branch 80/05/27 Ip 

B0063Q016S Revues License Condition 2 1 of Amend MPP-2 to Llccni* 
SNH-1237 1 deletes License Condition S 2 Licenie Condition 
3 2 will be renumbered S 1 
PAHTLQW.J G Division of Licensing BO/05/30 Ip 

B0061H0434 Adviies that major lafeguartfs amend fee Is required for 
revieia of physical protection plan submitted on BOOSli 
HEIBS.J D Licencing Managimer,t Branch 90/06/03 Ip 

B006190013 Adviiei that minor safeguards ameni fee reo.uiril for reviau 
of B0050S propaud proceriuref to perform receipt 
miisurtininti of nine cylindiri of U heiafluc-ri d 
WEISS, JD Licensing Management Branch 8O/06/02 1 p 



DOCKET 70-1308 MORRIS OPEflATIONS. GENERAL ELECTRIC CO 
------------------------------------------------------ 

B006200140 Forward! "EIA re Renewal of Katls Licens* 8NM.-1263 for 
Receipt, Btorg b Transfer of Spent Fuel at Morrli 
DperationiOE Co " 

RQUSE.L C Fuel Process i Fab Branch (Pre 790727) 90/06/05 
2PP 

3006200143 "EIA r Rentuat of Mails Llceti** 8MM~12iS for fitc.ipt, 
8tor*g i, Tranifir of Spent Futl at Morrli Operation, OE Co " 
Office of Nuclar Material Safety b 8afourds 60/06/30 
B3pp 

B00i240202 Informs that GE general revenue! & retained earning) i 
!houin by 1979 annual riptiare *ufficiently large that 
resources dt*med necessary to decommission Mnrrii facility 
will b* available Board Resolution 9640. dtd 790487 encl 
HIH.FE.B General Electric Co SO/04/ 15 3pp 

6006160320 Forward! table shouing increased inventory of fuel 
DAWSON.D M Oeneral Electric Co , Nuclear Energy Producti Div 
HO/O3/01 Epp 

B006170057 Forward. IE Insp Rapt 70-1308/90-O2 on B003H1 tt 2i-B7 No 
noncDnpliinci noted 

DAVIB.A B Region 3, Chicago, Fuel Facility i Materlali Safttv 
Branch BO/O3/02 2pp 

8006170064 IE Imp Rept 70- 1 30B /80-08 on B00321 (, 86-27 No 
nancomplUnce noted Major areas inspected orsaniiation. fuel 
storag* & handling, facility changes l< mods, surveillance 
testing tt Internal eipoiure control 

PECK.C C Region 3. Chicago, Office of the Director FISHER, H L 
B0/04? 3 o' 5p" B ' Fua ' F " dli * & "'"UU Safety Branch 



r ' 1( "?! in f nf ilHv due to r.,lotiv. 
proiimity t undue rlit, to public h*aUh 1, 



aft 



HALSHrP J Affiliation Unknown. 80/03/OS Bpp 



OOREH3N.L L Advanced Fuel 



ER v " d " -PPli-ti- to r.n.u 
ent Fuel Llc.nilng Branch M/OB/14 



BOO 605030 7 Order denying E Walsh B004Q3 petition to intervene ai mtt*r 
of right (< dlicretton Contention is not littgahle Petitioner 
failed to B!tablish good cause for late intervention 
GODDHOPE.A C Atomic Safety and Licensing Doard Panel (30/06/04 
3pp 

8006090320 Order ettab I lining discovery schedule Request! muxt tit 
served by 000630, ob ject iona bij S00711 t- answers to requests 
ui/o objections by 800718 ASLB will estsbllih dates for 
summary disposition during or after discovery 

OQODHOPEi A C Atomic Safoty and Licensing Board Panel BO/06/04 
2pp 

BOO&090244 Forwards Jun 198O EIA re renewal of Matl* License BNM-13&5 
for receipt, storage & transfor of spent fuel 
ROTHSCHILD, M U Hearing Branch 1 BO/06/05 Ip 

8006090246 EIA re renewal of Matls Licenie SNM-13A5 for rtceip t , t tons 
& transfer of spent fuel 

Office of Nuclear Material Safety (, Safeguards BO/06/09 
HOpp 

BOOS1B0333 Motion for entenaion until B00730 or 30 days after receipt 
of NRC safety evaluation to complete first round of 
discovery fiequeits mln 14-daij eitension for objections (. 
aniuiers. after final filing of request! W/Cert if icate of Bvc 
EEKULER.S N Illinois, State- of SO/Oi/12 7pp 

B006iaoi09 Motion for reconsideration of A8LB B00604 order rutlnu c-n 
contentions Urges denial of Contention KbXvll) t> 
clarification of whether parties arc consolidated re 
combined contentions Certificate of Svc enc 1 
ROTHSCHILD, M U Hearing Branch 1 SO/06/16 IHpp 

B006240118 Memorandum In opposition to State of IL motion for addl tin* 
for preparation of discovery requests Urges State of IL to 
devote efforts to preparation of requests by 600630 Schedule 
should not be abandoned Certificate of Svc end 

BZWAJKOUBKI.R , RQOKIEV, M A General Electric Co SZUAJHQW3K1. B 
Mayer. Brown fc Platt 00/06/1B, 5pp 

8006240921 Notice of filing of motion for reconid. ration (. m*morndu 
In lupport 
8EKULER,5N Illinois, State of BO/06/20 Ip 

B006S40587 Motion to reconsider ASLB B00604 ruling on parties' 
contention! < to admit State of IL Contentions Kali? t 
1 1 (a-h ) 
6EKULER,a N , SCOTTrW J Illinois, State of 60/06/20 Ip 



HBmora " ( ''"" m support of motion for reeonsiderat lat o# 

BQ0604 ruling on parties' contentions Urges, admission of 
State of IL Contentions Ha), 9 t. ll(a-h) to conform u/NRC 
Interim policy on EIS Certificate of Svc en-cl 
SEKULER.BN . BCOTT, W J Illinois, State of 80/06/20 Spa 

8Q06B603S4 Order extending discovery requests until B0071S, 06 jctlor, 
to requests until H00804, answers to discovery until BOOB04. 
n!<ms re further tltscovery until filing of SER 

Atomic Safety and Licensing Board Panel BO/06/33 



2pp 



R , e , spona8 PPorttn9'in part, State of IL 800613 motion for 
add! time, Urges revision of ASLB 800604 order re discovaru 
schedule, to adopt NRC dates luMch will relieve burden k mill 

HSTHsrmiVKT"',/''*, 1 ' SER dBla " s w"*J*ict of Svc 
ROTHSCHILD. K U Hearing Branch 1 00/06/24 Spf 

B006260423 "EIA Re Reneu.41 of License SNM-1263 for Receipt, Storage b 
Transfer of Spent Fuel " * * 

60/06/30* UCl " r Matcrial a ' fet 1 * Safeauards, 



RDONEY.HA Mair, Broun 4 Plait SO/05/S2 
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DOCKET 70-1311 NASA, LANGLE/ RESEARCH CENTER 



DOCKET 70-1993 MT AUBURN iiOSP CAMBRIDGE, MA 



BGOillOOai Application foi amend oF License SNH-12BB authoriiing 
itorago of licensed mat! at Bldo 1354 t, 13 1 d g 13470 
CHURCH. J National Aeronautics ', Space Admin BO/06/04 Ip 



DOCKET 70-1319 U S NUCLEAR, INC 



H006O60O72 Discusses IE Snip of Licenses 20- 12063-02 & BNM-1544. an 
80Q424 No noncomp 1 lane e noted Major areas inipecle-t! 
into I- viewed personnel S> dl3ius.sed plans for future use of 
nuclear pac emab ere 

CROCKER, H W Region 1. Philadelphia, Fuel Facility & Material* 
Safety Branch 80/05/06 Ip 



8Q0623O224 Forwards IE Insp Rept 7Q- 1319/SO-Q2 on B00327 No 
none ompllatice noted 

STOHR. J P Region 3, Atlanta. Fuel Facility l> Haterials Bafetg 
Branch 80/04/99 Ip 

3006230230 IE Inip flept 70-1 319/00-O3 on 000337 No noncomp 1 ianc e noted 
Majnr areas Inspected lung count reaul ts. radiuaste hipments 
i< removal of rad ia 11 onfi ad i oac t i ve matl caution signs 
QIBSON.A F Region 2, Atlanta, Fuel Facility i- Materials Safety 
Branch DAVIS, J H Region 3, Atlanta. Office of the Director 
BO/04/2B 3pp 



DOCKET 70-1359 IRT CDHP 



8O062OO15 1 ? Requests 45-daij license HI tuna ion to allow timely submission 
of renewal app 1 i cat i on. f o 1 1 owed by amend covering neu 
facility Fee encl 
MERTZ,R L IRT Corp BOV04-/11 2pp 

8006130440 Advises that major safeguards amend fo-s is required for 
review of physical protection plan submitted on 000316 
WEIBS, D Licensing Management Branch 80/06/05 Ip 



DOCKET 70-1510 NUCLEAR ASSURANCE CORP 



DOCKET 70-3131 6DL.QW INTERNATIONAL CO 



BOOi3005iO Transcript of 770321 briefing in Hflh injton. DC re Edlou 
Intl Co application to eiport SNM to Indlla Pp 1-42 
Commission 77/03/21 42ap 



DOCKET 70-2260 ST JOSEPH HDSP STAMFORD, CT 



S005120430 "OA Manual " 
SCHUTt.P F , JOHN90N.C R 
BO/03/ 13 SQOpp 



WEBSTER, D A Nuclear Assurance Corp 



B006270O21 Ack receipt of 800534 Itr informing NHC of step* taken to 
correct violations noted in IE fnsp of Licenses OA-OA99a-03 
fc SNM-1967 on B004Q7 

CROCKER, H W Region 1. Philadelphia, Realtor Operations: Nuclear 
Support Dranch BOVOfi/Ofc Ip 

aoOi370023 Respond* to NRC BOOS 09 Itr re violations noted in IE imp of 
Lieons-es 06-O6922-02 A SNM-1567 on SOD407 Corrective 
actions posted caution sign In room containing CQilum source 
& Instructed personnel to monitor hands u/OM mitur 
SISTER DANIEL M St Joseph Hosp Stamford , CT 80/03/24, Ip- 

9006270029 Discusses IE insp of License OA-06922-O2 fc aNM-t3i7 on 
QOO407 ti fnriuards. notice of violation 

CROCKER, HU Region 1. Philadelphia. RactoF OpBr*tion* Nuclear 
Support Dranch SO/05/O5 2pp 

S00627O033 Notice of violation from insp on 900407 Noncomp I land noti 
failure to post storage room where Cs-137 bra chyth trap ij 
sourKi are stored 
Region 1, Pn i lad* 1 phia, Dftico of the Director. 80/O9/OS Ip. 



DOCKET 70-1621 CONOVER I ASSOCIATES, TNC 



DOCKET 7O-2474 HOLY NAME HDSP TEANECK. NJ 



B0041AOO20 Forwjirds Endorsements 39 4. 40 to ANI Policy NF-2JH, fc 
EltdurBiments 33 !. 34 to MAELU Policy MF-B7 
HARNETT.J E Conover * AsED-ciatei. Int Insurance 60/06/09 



Spp 



800630O62+ IE Insp Finnlngs & License* At t rftd B-OO927 of Lionsis 
BNH-17E2 !. 27-O3GB2-D1 Insp Findings no noncomp 1 lance notid 
STEADUS, C J Region 1. PMlAdlphi, Office of the Director. 
BO/03/27 Ip 



DOCKET 70-173? FUEL SEC l> STDR STA . ALLIED GENERAL NUCLEAR SERVICES 

6006060439 Requests copif of study made for Allied Dener-al Nuclear Svcs 
tij H Ragsdale re spent nuclear fuel storage at faci 1 1 tyi info 
r* hearing* on facility ti rept by Div of Fuel Cycle d Matl 
Safety r> geological fault Certificate of Svc encl 
THOMAS, R EnvironmBntalists, Inc, BO/OS/ 19 Sop 



DOCKET 70-2493 EDLOW INTERNATIONAt CD 



BOO&30056D Trantcrlpt of 770321 briefing In Wathlnglom DC re Ed low 
Intl Co application to export &NM to India Pp 1-43 
* Commission 77/03/31 42pp 



BOO&26O189 Clarifies MRC 770BH1 Itr re away from reactor spent fuel 
storage facility DOiT ti OAO should be contacted far documents 
listed in attachment Remaining documents available in PDR 
ENOELHARIJT, T F Deputy Eiecutive Legal Director BO/06/23 2pp 



DOCKET 70-1B12 GENERAL ATOH1C CO 



DOCKET 70-3496 ST ELIZABETH H08P MEDICAL CENTER LAFAYETTE, IN 

BOOiO4024i IE Insp Finding* & Licensee Ac* dtd 60O421 at LItnse 
SNM- 1742 Insp flncFIngs no items af tionconipliance or untaft 
conditions found 

RElCHflOLD.W P Region 3. Chicago, Office of th Director BO/O4/B1 
IP 



800&040050 Advises that License 8NM-1507 is revoked fc Condition 19 is 
added to 6NM-696, authoriiing possession of U-235 & transport 
of matl to d from author i ind. persona Shipper roipons 1 bi 1 i ty 
exempted between vendor Facilities 
PAOE.R Uranium Fuel Licensing Branch BO/Q3/OE 2pp 

6OOAO?OS49 Notifies that License SNM-1307 has been revoked S. Condition 
19 Added to License BNH-696, authorising poselion of U 
enriched in U-23S isotopa 
PAOEiR Uranium Recovery Licenaing Branch BO/OS/O2 2pp 



DOCKET 70-1966 TENNESSEE VALLEY AUTHORITY 



BOOil80332 Application for renewal of Liiacise SNM-lSBtr author! I ing 
possession of byproduct, source i SNM per IOCFR71 Updated 
list nf util corporate organization encl 
MILL3.L M TennnsBte Vallev Authority 80/03/10 3pp 



DOCKET 70-2333 GENERAL ATOMIC CO 



H006040330 Recommends that Commission authorUe denial of OA CD requ*t 
for licente to eiport 34.4 kg U-E3S* eonia 1 ned In EA Z kg Ui 
to Iran Mo agreement For co-operation exists betiuten US & 
Iran 

SHEA.JR Office of International Programs, Director BECY-BO-247, 
SO/OS/ 13 3pp 

8006040352 Application bij OA Co for licence to export 21 7 tg U. 
containing 2O a kg U-aas, to Iran. 
HOWRY, U Ft Qeneral Atonic Co (nubs of Ou 1 f Oil Co. t 77/O2/11 

IP 

B00604OZ62 Forwards amend bo 770511 application for licttis* to export 
fuel elements to Ir*n Requests 1-ssuance o* license to export 
24 4 tg U-23S, contained in 26 S kg U End us* statement nncl 
MOWflY.W R General Atomic Co Uubs, of Oulf OU Co I, 78/07/18 
3pP 
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DOCKET 70-2542 WE3UHOHOUSE ELECTRIC CO 



800-6120453 Requests amulet to eiport 1 ic ense, e itend t nj eipiratlon date 
to Oil 231 
DAHL3TRC, C Westinghouse Electric Corp BO/05/23 lp 

800A090132 Amend 4 to import license for MBS t inghouse, en tending 
elpiration riafce from 301231 to Bl 1231 

PETERSON. M R Assistant Director FOP Eipor t/Import t< International 
Safe nuards BO/06/02 lp 



DOCKET 70-2609 COHMONWEALTH EDISON CO 



9004200535 tiff I icat 1 on for amindt of Licenses BKH-1B02 tc GNM-IB33 
eittndlng cipiration dates to 010630 (. B3033!i respectively 
PEOPLES, D L Commonwealth EdUon Co 30/04/03 2pp 

a006240S74 Application tor amend to Licenses SNM-IB02 J. SNM-1833, 
itending eip irat ( on datas to SI0630 4 830331. respectively 
PEOPLES, D L ComnionuiBalth Ed lion Co 80/O4/03 Bop 



DOCKET 70-2619 BLOOMINOTOM H03P HLOOMINOTOH, IN 



BOQ4110196 tlotion For entension until B00617 to file proposed findings 
at fact , conclusions of lam due to other assignments & 

KETCHN,E G Hearing Branch 4 8O/06/06 rtpp 

1006160126 Order granting e. tension until 900617 for NRC to file 
proposed findings of fact t, conclusions of law 
MILLER, (1 E Atomic Safely and Licensing Board Panel 60/06/09 lp 

8006170423 Response In opposition to IJRDC 300529 proposed findings of 
fact d conclusions of lain in form of initial decision 
requesting denial of license amend Maintains that 
contentions have 6aen resolved Certificate of Svc end 
MCGARRY.J H Duie Power Co MCGAHRY, J [1 Debevone t. Libel-man 
30X06/13 17pp 

B006190517 Response in opposition to Carolina Environ Study Group 
B00529 proposed elements of fact 'j conclusions of lay toward 
initial decision No good reason presented for not approving 
application re spent fuel shipment U/Cert if icate of Svc 
MCQflRRY. J II Duke Pouier Co 60/06/13 21pp 

SOQ6190S39 Forwards 800603 FR notice announcing NRC amend to phgdctl 
protection regulation Of Irradiated reactor fuel during 
transit Fulfills NRC committment made at B0042B-29 hearings 
HOEFLtWJ.R K Hearing Branch 4 SO/06/13 13pp 



9004230405 Ditcu*t*s IE inip of Licenses 13-10408-01, 13-10408-02 U 
BMH-174& !< forwariff notice of violation 

DAVIS, A & FUglon 3, Chicago. Fuel Facility I Material! afttg 
Branch B0/06/'02 2pp. 

8006830603 Natici of vlglatlon from imp on BOOB 14 Moncomp 1 ianc* noted 
failurt to conduct quarterly ntretingi of nedical liotop* 
commit tt Rtview of records i ho wed that Co-97 rf lourc* uai 
not asiayid before dallij uie 
Region 3 t Chicago. Office of th* Director BO/06/O2 2pp 



S0061<!05'73 Foruiarda proposed findings of fact & conclusion! of lam In 
form of initial decision approving license amend to 
authoriic Oconee spent fuel transportation to ii storage at 
McOulm 
KET-CHEN, E Hearing Branch 4 80/06/17 lp 

8006190606 Proposed Findings of fact I- conclusions of lau In farm of 
initial decision approving license amend to suthoriit Gconte 
iptnt fuel transports! ion to & storage at McOulre 
Proposed transcript corrections tt Certificate of Svc vncl 
KETCHEIJ, E O Hearing Branch 4 SO/06/17 ISSpp 



DOCKET 70-2683 HCOUIHE BJ-ENT FUEL FOOL, DUKE PflHER CO 



8Q06030O74 Formrslt reialubian opposing movement of spent nuclear fuel 
or uatte ovvr roads thTO-ugh Lincoln Countg-NC Board 
riafflrmed on B0040S that iptnt nuclear fuel or uaite 
ihairld bi trituporttii on lntntat> hlgjiuay*. 

M Affiliation Unknown SO/04/17.. 3pp 



DOCKET 7O-330S NiaSHQ-IHAI AHERICAN CORP 



80060SOI69 Application bij Nissho-Iual American Corp to amend license Co 
iport U to Japani changing quantity to 3? 2BH kg V-33$> 
contllned in 42 109 ltg U 
VAMANA, K Nlsiho-Iuai American Carp 80/05/07 lp 



8006240394 Foruurdt Lincoln CountijrNC Board of County Canmlttlontrt 
7?100I & B00409 rtialutloni affirming poiitlor that spent 
nuclaii- fu*l should b* transported from Oconee to htcOulrt 
on interstate hiBhuii/* 
HOUBEH.F rt North Carolina, State of 30/04/17 3pp 

BOO62QQQ6S Advli*i that utll will submit revltlon to spent fitel 
tr*nt|Qrt*tloti plan incorpoi-ating rgulatorv r'^uirtmtnti 
not net in 30O40a plan ti nc-teil in DJ K**un 300424 affidavit 
Llits chanjts to be made, 
PARKER, H O Duke Pouir Co 80/04/26 Sft 

8005230577 Advliei that irtil li to submit propoiid flndingi of fact by 
B00919-. non-HRC parties by a 00529 it NRC tg B00609. 
HCOARflV,J M DevoUe (< LlbernHTn 60/04/30 Ip 

B0061B021O Rttpondi to appeal re partial dental o* FOIA rnjuit for 
route Info re iptnt ful shlprnvnts from Chalt River to 
SG Apptil ii Jeni*d Info withheld (r*f FOIA Eitmptlon 4 t> 
10CFR2. 790) 

DIRCKB.H J Office of the Executive DiTtctdr for Operation! 
SO/09/0? Sf f 



DOCKET 70-2338 CINClNMftTI OAS * ELECTRIC CO 



3006390310 Application for amend of License BNM-1023 citindlng 
eiplration date to earlier of 811102 or conversion to OL 
FLVNN.J D Cincinnati Oas , Electric Co BO/04/10 Ip 



DOCKET 70-28S5 CDHMONHEALTH EDISON 



&006EOOS33 Application for amend of Licenses SNM-1802 fc BNK-1B33 
tt tending B>plration dates to B10630 ti 820331 , respect! vely 
PEOPLES, D L Commonwealth Edison Co 80/04/03 2pp 

B 00634 0271 Application for amend to Licenses SNM-lflOE It SNM-ia33. 
eitendlng expiration dates to B10&3D & 82O331, respectively 
PEOPLES, DL Comrtionuealth Edison Co BO/04/03 2pp 



DOCKET 70-39O9 WESTINQHOUSE ELECTRIC CORP POWER SYSTEMS 



S00i06026 < ? Forma rd* applicant propaiad finding* of fatt 1 conclusions 
of lau in form of Initial dec ill on 

, J M Debvvolie 1 LUnrman BO /O 5/1 9, lp 



8006060281 Qubmlttal of projiontti findings of fact t conditions at lau 

in Form of initial decision 

tttOARRY.JM Puke Power CO. 80/OS/19 lp 

BOOA060286 Propoieil Initial decision containing finding* of fact h 

conclusion* of law. approving amend to authorii* storage of 
Oconee ipnt firel *t HcOuire Environ radiological mpnitoring 
projram *hall be maintained H/Certif icate of Svt 
HCOMRY.J M Putt Pc-wer C 60/03/19 flSpp, 

&004 1102*6 Proposed findings of fact ti eoncluii ort of lau tourd 
(nit 1*1. dicltlon Allege* that NRC has not betn. cancerntd 
H/local views & that ASLB can cure m*tttr per President 
Carter 800212 ddrti to Congress Afflrflntion of vc encl 
RILEYIL L, Carol In* environmental Btudij Oroup SO/09/BB 20pp. 



BOOi2005S7 Requests placement: on list to receive DES for 8NM license 
far proposed Hestlnghouse nuclear fuel fabrication plant 
near Prattvillei AL 
DANIEi-SON.L J National Wildlife Federation SO/03/29 lp. 

6006300391 Notifies that addl distribution of environ rept to federal. 
state b local official* has been completed per instructions 
provided in NRC BQQ2E7 1 tr Addressees dilll be placed on 
environ rept distribution list for future amends 
DIPIAZZAiR P Westinghouse Electric Corp BO/03/SS lp 

BOOfiia05B4 Forwards NRC notice of hearing & NRC rules 6 regulations, 
1QCFR2 Documents concrn proposed facility W/o encls 

A Uranium Fuel Licensing Branch 80/03/20, lp 



6006230321' Opposes proposed Uestlnghoute fuel pellet plant Companies 
should build plants In sparsely populated areas such BI 
NV Ii UT Small group of people should not subj entire area 
to potential catastrophe, 
VA88ER. E Affiliation Unknown 80/03/28 2pp 
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BOOfa2405S9 Requests that 16 listed questions be addressed in NHC EIS 

Far f a c i 1 1 ty. Inc lud nig effect on ecanoml c . sac IB 1 te 
ecological environ of central AL 

ALLRED.H H Affiliation Unknown 80/04/O3 6pp 

8QQ616O146 Comments on DES Suggests inclusion of addl effects re 
channelization of AL River, r-ad i oac tl ve release! into 
underground areas, use of Pu i noise from transportation W/ 
Cert i f icate of Svc 

ARQNOV.R Affiliation Unknown MCPHIU-IPS, J Affiliation Unknouin 
30/04/03 3pp 

6006160150 Motion for two-month eitension to make comments on scope i 
DES Statements during B00327 meeting co-nfused partios re 
deadlines Certificate of Svc encl 

ARDNOv, H Aff i llation Unknown MCPHILLIPS. J Affiliation 
UnYnoun GO/O4/03 2p p 

B0061BQ174 Protests chemical ', radioactive pollutants & uastes 
discharged into air & AL River from West 1 ngh ouse Power By s 
NRC decision to amard EIS contract to ORNL will not rasult 
impartial study 
D LIHSDVQY.J Affiliation Unknown 60/04/03 2pp 

BOD618O37I Protests NRC decision to contract performance nf AL Nuclear 
Fuel Fabrication Plant EIS ui/ORNL & manner in which Q 0032 7 
s-copiiig meeting was posted Siis of advertisement tt selection 
of typeface made legal notice unreadable 
DELISEQVQY.Q Affiliation Unknauin GO/04/03 Epp 

80062501*2 Foruiards questions Gi statement handout distributed by Safe 
Energy Alliance antinuclear group & used by many spoking 
at 80032B scoping meeting in Prat tvi 1 le ( AL Neuspaper article 
re meeting also encl Transcript eipectod 

CEtLIER.F Westinghouse Electric Corp , PUR Sgatems Div BO/04/07 
12PP 



DOCKET 70-2910 TENNESSEE VflLLFJV AOTHORITV 



80062S0093 application for amend to License 3NM-lB6i, ref letting 
personnel tt rflv changes uithin uttl & making Unit 1 4 S 
appllcatfnn-s identical 
MILLS. L M Tennessee Val lag Authority BO/O5/13 5pp 



DOCKET 70-S92O ALABAMA POWER CO 



6006250142 Forwards signed copy of Amend 6 to Indemnity Agreement B-B1 
CLAVTOHiF L Alabama Pouier Co 80/03/27 2pp 



DOCKET 70-H72B TENNESSEE VALLEY AUTHORITY 



SO 062 500 6 2 Foruiards application (or license to receive, possets t< ktort 
assembled fuel assemblies & up to 100 loon fuel rodm it 
facility 
MlLLSiL M Tennessee Valley Authoritg BO/OS/13 Sop 

BOOA3500c>5 Application for license to rece 1 v, poteil b itort aisinbl 
fuel asiemblies If up to 1OO loose fuel roS* at facilltv 
Tennessee Valley Authority B0/05/t3 20pp 



PACKAGING OF RADIOACTIVE MATERIAL FORTRANSPORT 
ANDTRANSPORTATION OF RADIOACTIVE MATERIAL UNDER 
CERTAIN CONDITIONS 

DOCKET 71-0013 CHICAOQ BHIDGE & IRDN CO 



BOO619O744 Advises of eitenalon until B006(4 to file request for 
hearing re Issuance of SNM license to facility Extension if 
necessary for public revleiu of environ rept FR notice encl 
PAGE. R Uranium Fuel Licensing Branch SO/04/OS 3pp 

B006190745 Notice of eitetision of opportunity to file request far 
hearing re Issuance of SNM license for facilitg 

Uranium Fuel Licensing Branch BQ/OA/03 2pp 



90Oil3O032 Requests certificate of approval from 7B0615 lubmittal of 
QA program for cadioactiva matl sKlpping packngei 
MCCORMftC, J B Chicago Bridge & Iron Co 90/05/27 lp 

BD06180603 Reiponds to G009SB 1 tr re QA program bg foruurdlng HRC 
790429 Itr & approval of QA program H/o encl 
MACDONALD, C E Transportation Branch BQ/Oi/03 lp 



8QO&1B057Q Requests Info re whether any plants or animali listed as 
Btidanserei! species mag be present In vicinity of proposed 
plant Plant mill convert lou-enr iched U heiafluoride into U 
dioiirie far fabrication Into ceramic fuel pellets 
BHUM, E V Uranium Ful Licensing Branch BO/04/09 2pp 

8006190107 Comments on environ rept for nuclear fuel fabrication plant 
In Autauga Countgi AL Environ statement should Identify 
aqwifier tapped by Prattville wells t, should assess impacts 
of uiater demand an Prattville sgs fr on aqulfler 
HENARD. H M Interior, Dent of, Geological Survey BO/04/ M lp 



DDCKET 7I-O102 SOURCE PROB fc EQUIP CO 



B00620O586 Dl>cusgs Status of Source, Production (. Equipment Co 780633 
application for QA program for Tijpe E9 package! Requxtf 
eiplanatlon of what is unacceptable In application t> which 
points of regulation apply to program 
PARKER, Fl A Parker, R A BO/03/30 3pp 



DOCKET 71-010S MISSOURI, UNIV OF 



30063005SO Eipresses concern re environ impact of propoied nuclear 

rod mFg plant near Prattvl 1 1 c, At. River Is major part of 
recreation in area 
BTEINW1NDER, J Aff it latlon Unknoiun 80/O4/I6 lp 

8006170324 Requests that second public scoping hearing r* environ rapt 
for proposed fuel fabrication facilitg be hold in near 
future Hearing should be held due to unavai lab i 1 i tg of npt 
prior to first hearing in Prattvi 1 le, AL 
ALLREDrD L Affiliation Unit noun SO/04/21 2pp 

6006190326 Ac k receipt of NRc 800409 request for Info re endangered t 
threatened species in site area Request has been foruiarded 
bo Jackson area ofc Por revleiu 

BLACK., K E Interior, Dent of, Fish & Uildlifa Sffrvfc* &O/04/23 
2pp 

B006O30057 Foruiards NRC environ review schedule for proposed fuel 
fabrication plant in response to request NRC anticipates 
Issuing DES by 000818 '/ FES by 81O324 
CROW, U T Uranium Fuel Licensing Uranch SQ/05/SD Zpp 

8006300034 Forwards comments t questions re environ rept for proposed 
fuel fabrication plant Requests response bg 500710 
SHUM.G Y Uranium Recovery Licensing Branch 80/06/03 12pp 



BO0623017'! Foruards request for addl info i-e reitarch reactor facilitu 
QA program, aubmi tt uj/ 730627 Itr Includei questions re QA 
responsibilities- of each arganliat ional element in App t 
S> requirements for position of reactor manafltr 
MACDDNALD, C E Transportation Branch 80/06/04 4pp 



DOCKET 71-0133 BAECOCK !< WILCOX CQ 



B006O400H4 Forwards Revision 9 to PA operations OA pollcg c proctiluri 
manual re MRC 600314 request for addl info Table rtferincing 
each comment to applicable paragraph in manual tncl 
AUSTIN.M A ua&cac* Hilcoi Co flO/OS/16 9pp 

B006040096 PA operations Q-A policg A procedures manual, Revision 9, 
CARUSON.R v Babcock * Mlleoi Co 80/04/30 B7pp 

8006070174 Forwards Oft program approval for radioactive matl package 
KACDQI<iALu,C E Transportation Qranch BO/05/S7 lp 

Q006090I77 OA proflrara approval for radioactive m*tl pjickag - O13S. 
Revision 
WACDuWLD, C E Transoortafeinn Branch. SO/OS/27 lp 



DOCKET 71-0144 MASSACHUSETTS INSTITUTE OF TECHNOLOGY 



S00637QOS5 Forwarrfi request for addl info Te 7B0630 OA program in order 
to satisfy 1OCFR71.&PP E requirements Response due within 60 
days 
MACDDNALD, C E Transportation Branch BO/Ofi/12, 4pp 
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DOCKET 71-0145 HAW. DEPT OF 



800630O6BO Forward* reviled Oft program far industrial radiography in 
r!pon to MRC 7tQ313 Itr 
QRGVES.K L Navy.Dept of. Naval Nuelssr Poue-r Unit 80/02/29 lp 

B0063Q0622 Forwards revised QA program for industrial radiography Cade 
requirements fe sample projram forwarded in MRC 7f0813 Itr 

OLENN.T D Wavy.Dept of BO/03/07 lp 



8006020579 QA program for receipt use ', transfer of radioactive tuatl 
shipping packages by USS CANQPUS 
* Navy.Dept uf 00/04/03 6pp 

9006090022 Forwards Qrt program approval for radioactive mail packag-g 
MACDONALDiC E Ti anspor tat ion Blanch BO/OV27 lp 

B00609O024 QA program approval for radioactive matl package 0390, 
Revision 
MACDBNM-D.C E Transportation Branch BO/OS/2/ lp 



Reviled GA program Far industrial radiography 
OLENN, T D Navij.Dept of BO-/02/Q7 4flp 



DOCKET 71-0389 QEQROIA, UNW OF 



DOCKET 71-O173 &ATTELLE-PAC IFIC NORTHWEST LABS 



HDQ63002B8 Forward* revised Qfi program description Incorporating ad d I 
info reo.uoBtij<f in BOO207 Itr 

FUQUAY, J J Battelle Memorial Institute. Pacific Northwest 
Laboratory, BOY03/16 lp 

80062 00292 QA program for shipping package* at radioactive matls, 
Revision 2 

* Rafctclle Memo-rial Institute. Pacific Nor t hut it Laboratory 
BO/05/U ISpp 



DOCKET 71-0199 FBF. INC 



30062O0096 Fgruardt QA pfogram approval far radioactive matl package 
MACOONALD.C E Transportation Brancfi BO/04/22 If 

BOO6EOOIOO Qt\ program approval for radioactive mltl packagi 0195i 
Rtviii-on O 

E Transportation Branch BO/04/32 lp 



B006050454 ForuJards mstl on QA program foi shipping container for I cl 
Am-241 sealed source to bo used far analysis of mineral 
sample* RBq.uajts. notification of odtJl renuii ed info 
HUSE.L A Georoia. Un i / of. SO/05/12 2Ipp 

9006250197 Fortuards request For addl info to complete review of QA 
program 
MftCDOMALD.C E Transportation Hranch 80/O6/06 2pp 



DOCKET 71-0390 COMtlERCE, DEPT DF, NATIONAL BUREAU OF STANDARDS 

EOQitTCO'M For wards proposed QA program for procurement, maint. rp*ir I 
uie of transportation packages for radioactive matls 
PEVEY. L E Commerce. Dept of- National Bureau of Standards 
90/05/30 lp 

9006170106 Proposed OA progrdm for procurement, ma mti repair Bi ut o( 
traniporta tion packages for radioactive mat Is 
* CommBrc e, Dep t ofi National Bureau of Gtandards 90/OS/GO tft 

900630061! Forwards QA program approval for radioactive raatl packgt 
MACDONALD.C E Transportation Branih BO/06/12 lp 



DOCKET 71-0230 BABCdCK If WILCOX CO 



B00605015 1 ? Forujirifi replacement page for Section 1 li tuo addl pagii for 
GicHon Z O at OA plan,pr NRC HO0314 request 
OL3EH.A F Dabcock t< Wilco. Co GO/05/15 4pp 

BQ0613Q22& Foruaris OA program approval for radioactive mail package 
KACDONAt-D. C E Tranipor tatton Branch flO/OB/27 lp 

Q0061E0234 QA program approval for radioactive matl paciage Q33Q, 
Bvlilon O 
HACDOMALD.C E Transportation Branch BO/OS/27 lp 



9006300619 OlA program approval for radioactive matl package 0390, 
flevision O 
MAC DONALD C E Transportation Branch 80/06/13 lp 



DOCKET 71-0391 NAVY. DEPT OF 



8006300994 Forwards QA program description 

OROUES.K L Navy. Dopl of, Naval Nucluar Power Unit 80/Oo/lQ lp 

B006300600 Forwards QA program 

ZIM-DORiR E Navi^.Dept ofi Naval Facilities Enginevring Command 
90/05/21 lp 



DOCKET 71-03B4 NEW ENGLAND" NUCLEAR COSP 



6006130403 Format- a i request far addl Info re NFIC nvicuj of B00415 QA 
program Lines Identify ing reporting respons 1 b i litie* should 
b ilioun in Figure 1-1 Statement should be provided TB 
Indoctrination t training program 
HACD-DMALD.C E Transpoi-tat i on Branch 80/09/51 3jip 

8004230257 Forwards reviled OA proa^afn for facility R^utits that 
nvltu of program he given priority status 
DEMAftIA>E NIUI Enelantf Nuclear Corp 90/06/09 lp 



BQQ6.2302AO nviiod QA program for facility 

DEHAR1A, E Neu England Muclear Corp T3C-1 



80/04/13 



9006300609 QA prog-ram foi License* 39-08478-03 t. 39-0847B-04 

I IMDDR.fi E Navy. Dept af. Bureau of Medirine ( Surgerij 90/09/BO 
3pp 



DOCKET 71-49BS MODEL SENT1NEL-33A. B, C, C3. D. E. F. TELEDYNE ENOERY 

800t25O131 Notifies of eiplration oif Certificate of Compliance 4693 for 
Kodl> Bentinel-S3A, LCO-35A/ Sen tine 1-35D. LCO-2SD1 Sen tine 1- 
2BC.LCO-2SCiaeiitinDl-a3C3.-a9D.-S5C !< -23F To continue using 
package, should request reciowal 
MACDOMALD.C E Transportation Branch BO/06/11 lp 



DOCKET 71--1996 MODEL RA-2. EXXON NUCLEAR CO , INC 



9006060002 Ack receipt of BO0402 Itr requesting amend to Certificate of 
Compliance 4996 to permit shipment of test trains to 
Ontario. Canada 
WEIS9, D License Feo Management Branch BO/03/01 lp 

9006060005 Requests amend to Certificate of Compliance 4996 to par* it 
shipment af nuclear fuel best trains to site In Deep River* 
On tarioi Canada Fortiards drawings t data demonstrating saPntv 
of Class 1 shipments 

Battelle Memorial Institute. Pacific Northwest Loboratorg, 
80/04/02 I6pp 



-B006O6Q009 "IffSt Train Arrangement " Sheet I of 17 

Battelle Memorial Institute, Pacific Northwest Laboratory 
Energy. Dept of 60/03/39 tp 
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-B00=i060010 "Test Train Arrangement " Sheet 3 af 17 

* Battellc Memorial Institute. Pacific Northwest Laboratory 
Energy. Dopt of QO/O3/2B Ip 



90051200H "XL Fuel Assembly Bhipping Container Cavrr fc Date Helidme 
Detalli " Sheet I of 1 
Wettinghouie Electric Corp , Nuclear Energy Systems 50/04/01 



-6006060014 "Thermal Hydraulics & 
Sheet 1 of 1 

* Dattelle Memorial Institute 
Energy. Dept of 77/12/1B Ip 



Matls Test Bundle Assemb 1 i es, Sid* 6 
Pacific Northwest Laboratory 



B005120Q1B "XL Fuel Assembly Shipping. Container/Internal* " Sheet 1 of 
2 
* Weitinghouie Electric Corp BO/04/01 Ip 



-BOQ6060020 "Theimal Hydraulic 4. Matin Test Bundle Assemblies Side 1 
Sheet 1 Of 1 

* Dattelle Memorial Institute. Pacific Northuest Laboratory * 
Enorgy,Dept of SO/Oi/17 Ip 



Notifies of intention to uau Model RCC-1,2 i, 3 
YUNDT.C P Portland General Electric Co BO/05/23 2pp 



-SOG6040022 "Shipping Container for Tast Assemblies " Sheet J Of 2 

* Battelte Memorial Institute Pacific Nortfiuast Laboratorij * 
Energy, Dept of 00/04/07 Ip 

-9006060024 "Shipping Container for Test AssomfaltBB " Sheet 2 of 2 

* Battelle Memorial Institute, Pacific Novthuest Laboratory * 
Energy. Dept of BO/04/07 Ip 

-B006060025 "Shipping Container For Test Bundle " Sheet 1 of 1 

Ba tulle Memorial Institute, Pacific Northuest Laboratory 
Energy, Dept of 80/O4/07 Ip 



DOCKET 71-5026 MODEL BC-48-32O- ATCQR, INC 



0006030565 Requests registration as user of Model BC-4B-220 
Georgia Pouter Co BO/04/30 Ip 



BO06050541 Requests rag is trat I on an user of Models 6144. QE-160O, PB-1, 
BC-4B-a20,LL-SO-100 & LL-20~'l 
MftlJHY.M Georgia Power Co 8O/04/30 Ip 

8006230167 Advises util of registration as user of Models n-2,OE-16QO. 
CNB-4-43, CNS-I4-190.LL-50-IOO < LL-2B-4 
MACDCNALD.C E Transportation Branch BO/06/O3 3pp 



DOCKET 71-5071 MODEL URIPS-P-L, NAVY. DEPT OF 



SO 063 00 126 Notifies of eipiration of Certificate of Compliance 5071 for 
Model URIP8-P-1 To continun using package, ihoul d request 
renewal of eilsting certificate of compliance 
MACDQNALD. C E Transoortatl on Branch 80/O6/11 Ip 



DOCKET 71-5364 MDDEL NP1 -67-0-112 NEUTRON PRODUCTS, INC 



BOQ612QIB3 Requests amend to Certificate of Compliance 5364 allouino. 
shipment of large (luantitlet of Co-60 Fee encl W/o end 
SMEDIHA.C Neutron Products.. Inc SO/05/12 Ip 

SOOAQ9Q4I6 Forward* Revision 3 to Certificate of Compliance 5364 for 
Model NPI-67-0442 
MACDONALD.C E Transportation Dranch BO/03/H3 Bpp 



DOCKET 71-S6O7 MDDEL GE T-3. OENERfiL ELECTRIC 



QD06OA043B Forwards Certificate of Compliance 5607 for shipping packdga 
Hadil OE T-3 DOE evaiuatian of 3AR & upgraded "T-2 Shipping 
Package SAR " 
ROBS, D M EnergvQept f BO/O5/07 Ip 

8006060442 Certificate of Complianc* 5607 for shipping packagi Mod I 
GE T-2 DDE evaluation of T-2 shipping container encl 
MATTrlUELLER.F C Energy, Dept of BO/Oa/27 Bpp 

0006060446 Upgrade* "T-3 Shipping Package BAR " Shipping calk container 
drawings encl 
PETRY.S T E I ifu Pant de Nomours *. Co . Inc BO/04/30 450pp, 



DOCKET 71-5776 MDDEL 181361, PICKER CORPORATION 



0006040189 Fafjjards Leak rate tests to upgrade matin Itcenm 
PGNOOV.C A Picker Corp 8O/04/20 3pp 



DOCKET 71-B930 I1QDEL SNAP 21. NAVV, DEPT OF 



BO Oi3QO 134 Notifies of eipiration of Certificate of Compliance OS3D for 
Hod ill SNAP-21 To continue i/atng package, should requrit 
rennuial of eiistlng certificate of compliance 
tfAC DONALD, C E Tr atispar ta Vton Branch B0/0-/ll Ip 



DOCKET 71-5H62 MODEL SENTINEL-IOOF, TELEDYNE EMEROY SYSTEMS 

6006250101 Notifies of expiration of Certificate of Compli*nct 5962 for 
Model Bent ine 1-1OOF T-o continue using p*c bag*, should request 
raneual of etiiting certificate af compliance. 
MACDONALD.C C Transportation Branch GO/06/11 Ip 

9006300630 Foruards fee For renewal of three certificates of 
compliance Request* renewal of current revltinn of 
Certificate of Compliance SH62 far S-yr period ending 
650731 
MCOREW, J a Teledi/ne Energi; Bijjtimi BO/06/13 Ip 



DOCKET 71-S?26 MODEL 1OO, QENFRAL ELECTRIC CD 



3006090421 Certificate of Compliance 5364, Revts ion 3. for Model NPI-67- 

0443 

MACDONALD.C E Transportation Branch SO/03/S3 3pp 



DOCKET 71-S4BO MODEL RCC-1,-2,-3. WEST I NO HOUSE ELECTRIC CQHP, 

SOO9120001 Request* that Certificate of Compliance 5450 be revised to 
Include RCC-4-typo shipping package Li*t of vaqumtetf 
changes in certificate & rapt on fresh fuel shipping 
container test encl 
DIPIAZIA.n P Uestlnglnnmo Electric Corp BO/04/03 Bpp 

B005120005 "Rept on Test of Fresh Fuel Shipping Container P/N 

HOBROOl-1,30 Ft Drop Tests i. Pin Drop " 

Container Research Corp 70/01/13 79pp 

QOOS1B0006 "Fuel Assembly Shipping Container Internals Support Frame tc 

Details " 

Wettlnghouse Electric Corp , Nuclear Energy Sgstems 80/03/10 



B006300336 Advises chat vendor is reanalyzing shielded shipping 
cont-alners to confirm that calc ulat ional mathaiTs will 
accurately predict container response to .accidents Personnel 
ihortage impiding progress 
CUNNINOHAM.O General Electric Co SO/OB/30 3pp 



DOCKET 71-3939 MODEL OE-1SOO, OENERAL ELECTRIC CD 



0006130453 Foruard* comparative data re welded Hastelloij C-276 ti 
Type 316L stainless sletl D-ata 1 1 submitted ai upp 1 amenlal 
Info far nod of Certificate of Compliance 593?, Prior ity 
revletu req.ucsttd 
TRAVIS, W H EneroijiDept of BO/05/14 Epp 

B00606O612 Forwards Revision 4 to Certificate of Compliance 593? for 
Modal OE-1500, 
WACDONALD.C E Tr-anapor-tat ion Branch BO/05/22 3ff 

a006060ili Certificate of Compliance 5939, Hevl slon 4, for Model OE-1300 
MACDDNALD.C. E Transportation Branch BO/03/33 3pp 



8005120009 "XL Fuel Assembly Shipping Conta iner/lnterna 1 s " Sheet a of 

2 

* Westinghouse Electric Corp , Nuclear Energy Sytbein* BO/O4/01 

If 



80O6230032 Forwards Revision 5 to Certificate of Compliance S939 for 
Model OE-1500 
MACDOJJALD, C E Transportation Branch BO/06/06 2pp 
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-8006330037 Certificate of Compliance 5937, Revi t ion 5, For Hod 1 OE-1500 
HACDOflALD. C E Transportation Branch BO/O6/06 3pp 



DOCKET 7I-S940 MODEL EX-16-1O, 3ATTELLE COLUMBUS LABORATORIES 

6006390134 Notifies of eiplratlon of Certificate of Compliant;* 3940 for 
Model EX- I 6-10 To continue using package, shou I d request 
renewal of Bilsllng certificate of compliant:! 
MACDOHALD, C E Trnspor tation Branch 90/06/11 ip 



DOCKET 71-3942 MODEL GE-7QO. GENERAL ELECTRIC CO 



DOCKET 71-6114 MODEL 4H1, NUCLEAR ENGINEERING CO 



BOOoC-204 1 ; 11 ? Request! registration as user of Model CNS 15-160B 
MANRY.M Georgia Power Co 90/04/30 Ip 

8006050541 Request* registration as user of Models 6144, QE- 1600, PB-], 
BC-4B-220. LL-90-100 V Li--2B-4 
MAMBY.H Georgia Poiuer Co 80/04/30 Ip 

6006170077 Notification of registration as user of Model* Supir Tlgir- 
Paduch Tiger, 6679, Polq Tiger, n-3, Q-2 t* 6272 in response to 
request 
HACDONALD.C E Transportation Branch 80/05/13 2pp 



8O032104S& Requests renewal of Certificate of Compliance 34H for 
700 shipping container Forwards drawing i & package 
dcrlo tton Consolidated application for certification te 
rental! fee encl Drawings available in Central Filn onlg 
CUNfllNOHftM.Q E Otneral Electric Co GO/O3/ia 56pp 



9009210460 "Shipping Cask Basket " 

* General El.tctr-U Co 70/02/26 Ip 



900S2104&1 "Transfer Ddllg Detail) " 
Oencral Electric Co 69/03/21 



3003210465 "Caik E.fc.ntion " 

General Electric Co 71/07/09 ip 



8006090554 Requests registration as user of Model 6144/D 
HURRAY, T D Toledo Edison Co BO/05/19 Ip 



BOO6120195 Requests registration as user of Model CNSI 15-lnOH 
shipping cash 
OERBIO, R H Neutron Products, Inc 30/05/17 Ip 

0006230167 Advises uti] of registration as user of Hodeli B-SiQE-l&Q 
CNS-4-43,CN6-14~190, UL-SO-100 t, LL-2B-1 
MACDDNALD, c E Transportation Branch BO/06/03 2p P 

8006300007 Notifies of registration as user of Models CNBI-H-W9-H 
ft B-2 
MACDONALDj C E Transportation Branch BO/06/16 ip 



0005210469 "700 Fuel Shipping Cask. " 
* Oeneral Eltttpie Co 72/03/09 



DOCKET 71-6206 I10DEL B, BAnCdCK I WILCDX CO 



9005210472 "700 Bhioeilng CaO " 

* General Electric Co 72/03/Ofa 



500425011 8 Notification of registration as user of Model B 
HACDONALD, C E Transportation Branch BO/06/06 ip 



au0521047S "Prottttlv* Jacket 700 Series C*ik 
Grral Electric Co 72/03/06 Ip 



DOCKET 71-6273 MODEL POLY PANTHER, TELEDYNE ENERGY BV8TEM9 



9005210479 "Fuel Shipping Caifc Enteniion 700 Seriti 
General Electric Co 64/QI/3O Ip 



80032 104B1 "Baie 702 Steles Calk " 

* Mineral El n: trie Co 72/03/06 tp 



300&S30C-64 Notification af registration at user at Model OE-700 In 
retponie to requitt 
MACDONALD.C E Transportation Branch eO/OoYQfe Ip 



H 004 I 7007 7 Notification of registration as user of Models Super 
P*duch Tiger, A679, Poly Tiger, B-3, B~2 t- 6372 in vesponi* to 
request 
MACDONALD, C E Transportation Branch 00/05/13 2pp 



DOCKET 71-6275 MODEL H.-2B-4, CHCH-NUCLEAR SYSTEMS, 1HC 



9006020518 Requests rsoiatration as user of Model LL-28-4 
HANRY.M Georgia Pouier Co BO/04/30 Ip 



DOCKET 7I-S957 MODEL BM1-1, EMEROY, DEPT OF 



S006090932 Req.uet that addresi b removeil from list of thipping 
pacing* addrenes Ren ire h reactor hat been shut doun since 
Jun 1-970, Kn uie far Model BHI-1 package (art mart, 
VDIOTiA P Amei LaboTfttorv Energy ( MlneiJil Re,souret 
Ret. Instltutr BO/OS/15 Ip 



80C609D541 RequuU registration as user of Models 6141. QE-1600i PB-l. 
BC-4B-220, LL-50-100 4. LL-28 V 
HAHftY.M Georgia Power CD 80/04/30 Ip 

8006040076 Reiueits termination of Certificate of Compliant* 6275 Coil* 
involved bo refurbish package exceed uhat could be reallied 
in income 
CORBETT, J 3 Chcm-Nuclear Bq a turns, Inc 80/09/09 Ip, 



DOCKET 71-5979 MODEL 5975r BCHLUK&ERQEfl HELi. SERVICES 

BOOfi2SO&27 NottfUs of eiplrjUon of Certificate of Compltinc* 5975 
for Mode] 3975 To continue uifng packager should request 
reneual of existing ctrtlfUate oF icmpliatic* 
MACDOMALDrC E Transportation Br-ancn BO/UbfOI Ip 



B006B30167 ftdvitei util of registration as user of Models B-2.0E-liOO. 
CN8-4-43,CNS-14-190.LL-30-100 (, LL-2B-4 
MACDONALD.C E Transportation Branch BO/O6/03 2pp 



DOCKET 71-6375 MODEL Pu-t, CHEH-NWCLEAR SYSTEMSi INC 



DOCKET 7I-S9BO MODEL CE-600, OEMEHAL ELECTRIC CO 



3006370037 Inform) that before applying far competent authority 
eertlf tctti amend to Certificate of Compliance S9BO 
necxtarij Deiign, contents d operating condition* of package 
mutt be t-tnt in competent authdrltij certificate. 
MACCQMALD.C E Transportation Brancli, 80/06/13 Ip 



DOCKET 71-6039 MODEL B3-t. NUCLEAR ENOIWEER1NO CO 



BO-OoOBOS'jl Requests registration as user of Model* 6144, GE-loOOiPB-1. 

BC-4B-220. LL-50-100 i LL-28-4 

MANfiY.M Oeoraia Pouer Co SO/04/30 Ip 

B006190M6 Requests tliat period of ISO days be alloued to respond tc 
NRC B00402 Itr re referenced package. 
CORBETT,J S Chem-NuciBar Systems, Inc 80/05/26, Ip 

0006230167 Advises utit of registration as user of Models B-2'QE-iaOO. 
CNB-4-45.CNS-H-190, LL-50-100 f, LL-2B-4, 
MACDONALD.C E Transportat ion Branch 80/06/03 2pp 



9006170077 Motification of r 5. i strati on a* user of Models Super 
Paduch Tisr r fi679,Poly Tiger, B-3, B-2 i i272 in responit to 
rebuilt 
MAC&OMALD, C E Transportation Branch BO/05/13 2pp 



00062 50 I 2S Notification nt registration as user of Model CNS 4~45 
MAC DONALD i C E Transportation Branch BO/06/06 Ip 
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DOCKET 71-6307 MODEL 60, EATTELLE MEMORIAL INSTITUTE 



DOCKET 71-6553 MODEL PADUCAH TIGER, MERGY, DEPT OF 



BOO&27OG04 Forwards "HEDL Modal 40 Unirrad iate<f Fissionable Mat I 
Shipping Container SAR For Packaging ( BARP ) " Rept 
contain* info for consolidated application far reneual of 
certificate of compliance Renewal fee enc 1 

FUOUAY.J J Battelle Memorial Institute, Pacific Northuest 
Laboratory GO/06/02 3pp 



DOCKET 71-6400 MODEL 6UPEK TIGER, WESTINQHQLJSE ELECTRIC CORP 



6006O20413 Responds to NRC B00229 Itr re Certificate of Compliance 
&4QQ. H-evl sion 8 Forwards rept From contrac tor, (Je t inghouse 
Hanford Co Container noted in rept it only loaded Euper- 
Tigei- delivered to carrier since 78023B 
FITZSIMMQMS, T Energy, Dept of SO/05/O7 13pp 

9006060163 Forwards add) info 1 drawings par NRC S00329 request re 
packaging covered by Certificate of Compliance 64OO 
JEFFERSQN.R M Sandia Laboratories BO/OS/08 4pp 

9006060172 "Super Tiger Assembly " Sheet 1 of 9 

* Nuclear Engineering Co , Inc , (subs of Teledyne, Inc ) 
76/12/14 Ip 

9006060173 "Super Tiger Assembly Details " Sheet 2 of 9 

* Nuclear Engineering Co > Inc , (subs of Teleflyns, Inc ) 
76/12/14 Ip 



BO06I7OO77 Nntlf ication of reg it trat i on a* user of Modtli Super Tiger, 
Paduch Tiger. 6679, Polij T I g ar. D-3, B-2 L 6372 in re*]ion* to 
r qu e s t 
MACDOHALD.C E Transportation Branch BO/03/13 2pp 



DOCKET 71-6881 MODEL 31O32-1 t, 1A, EXXON NUCLEAR CO .IMC 

0006300631 Forwards Revision 1 to consolidated llcinse ren<iial 
application for Models 51O32-! i la, in responie to NRC 
800606 !. 12 requests 

HAMSEN.L E Enon Nuclear Co i tnc (subs of Enon Corp ) 
80/06/13 Spp 

3006300653 Revised pages for Revision 1 to consol id a tad license 
application for Model! &1O32-1 & la 

Enon Nuclear Co , Inc fsuba of Enon Cm-p ) XN-S2-01 
30/06/30 74pp 

8006300427 "U Glide Fuel Rod Inner Shipping Container " 

Einn Nuclear Co , Inc. (subs of Enon Corp I XN-301 P 9C1 
BO/O6/3O Ip 

9006300628 "Rod Packaging Method for Ua U/Shtpping Container Katfl 

sioaa-i " 

* Enon Nuclear Co , Inc dubs of Euan Cc-rp ). XN-A01.S23 D/M 
BO/06/30 Ip 



8006O60179 "Lid Aslemblv t> Details " Sheet 3 of 9 

> Nuclear Engineering Co , Inc i (subs of Teledunci Inc ) 
76X12/14 Ip 

BOD6Qfi01Bl "Lid Assembly I, Details " Sheet 1 of 9 

* Nuclear Engineering Co , Inc < dubs of Teledgnc, Inc ) 
76/12/14 Ip 

B006060183 "Eitorior Sheet Assembly " Sheet 5 of 9 

Notlear Engineering Co i Inc . dubs of Teledyne, Ini ) 
76/12/lfl Ip 

-5006060186 "Eiterinr Bhell Details " Sheet t, of 9 

* Nuclear Engineering Co . Inc , dubs of Teledynei Inc ) 
76/12/14 Ip 

00Q'6060187 "Interior Shell Assembly " Sheet 7 of 9 

* Nuclear Engineering Co i Inc > dutii of Telvdyne- Inc ) 
76/12/14 Ip 

900606O190 "Aluminum Cover " Sheet Q of 9 

* Nuclear Englneoiing Co i Inc . (subs of Telvdyner Inc ) 
76/12/14 Ip 

B00606OI9I "Super Tiger Detail* " Sheet 9 of 9 

* Nuclear Engineerins Co . Inc . (aubs of Teledynei Int ) 

76/12/14 Ip 

900A040Q4B Respond! to NRC aOO22f Itr re Model 6400 shipping package 
Lab has never owned package Three shipments made in package 
ilnca 7SQ22B 

EMBMILER.T fi Babtelle Memorial Institute. Columbus Liberator lei 
BO/OS/13 Ip 

S006170077 Notification of registration as usor of ModtU Super Tiger. 
Paduch Tiger. 6679, Poly Tiger, 3-3, B-a t, 6272 in response to 
fiquent 
MflDOKALD,C E Transportation Branch BO/05/13 Spp 

8006120199 Respond* to BO0229 Itr transmitting Certificate of 
Compliance 6400i Revision 8 Advises that Nuclear Engineering 
CD ouni two SUPER TIOER shipping packages & rents to 
registered uiers 
BAER, T e Nuclear Engineering Co P Inc , (subi of Teladyne< Inc, ) 



30061900S9 Forwards Insp results on container Lab ouni on* super Tiger. 
Serial Number WO 6300 Lab has not used any other Modal MOO 
packaging since 7S0223 
CHIH.S Lawrence Livermore Laboratory 80/09/19 3pp 

80043 00 13fr For wards QC Spec 63-21 69 for approval Spec ued to inspect 
(hipping container Model 64OO 
PADOOCK, K M 3M Co , Minnesota Mining fr Mfg Co 80/06/03 Spp, 



DOCKET 71-6601 MODEL tL-50-iOO, C HEM- NUCLEAR SYSTEMS, IMC- 



90060S04B3 Requests reg 1 stratum ai user of Model LL- 50-1 001 
H Georgia Pouer Co 60/04/30 Ip 



B00605O541 Requests registration ai uier af Hodli 6144, OE-16DO, PB-1, 
BC-48-220, LL-50-100 U LL-3B-4 
MANRY, M Ouorgia Pauier Co BQ/O4/3Q Ip 

Q00617O212 Notifies of registration at tlier of Madil LL-9O-1OO. 
MrtCDDNALDiC E TranipoF tation Branch BO/06/03 lp- 

&006230167 Advises utll of registration ai uier of Hc-dell B-2.0E-1&00. 
CNS--1-43.CHS-1-1-19D, LL-3O-1QO h LL-2H-1 
MACDOMALD.C E Tranipor tatlon Branch Q 0/06/03 2pp 



DOCKET 71-6639 MODEL MH-IA. ARMV. DEPT OF 



B006020S29 Rciponds to NRC B00404 Itr re Modal MH-1A packaging. 
Consultant will an*UFr NRC o,ueitloni by 900901 b will 
arrange m*ting at soon ai author! lation to proceed i* 
obtained from Sandia Lab 
CRAWFORD, H L Rldlhalgh, Eggers & AsiDciatsi 90/03/02 tp. 



DOCKET 71-6679 MODEL 1/2 SUPER TIOER. NUCLEAR ENOINEERINO CO 

OOD6170D77 Notification of registration as JUT of Hodli Svpar Tlgtr. 

Padueh Ti^er, 6679, Poll) T i gar. B-3, 8-3 & 6272 In respond to 

requei t 

MACDOMALDj C E Transportation Branch 30/09/13 2pp. 



DOCKET 71-6697 MODEL 8500 PKO. OENERAL ELECTRIC CO 



0QOi3QCMa3 Requests registration 11 user of Model 3900 
FITZ9IMMONS. T Energy, Dept of BO/0&/O5 Ip 



DOCKET 71-6698 MODEL NFS-4. NUCLEAR FUEL SERVKEBr INC 



BO06I60157 Application for amend to Certificate of Compliance 
Revision 9. for Model NF3-4j revising remc-vab le impact; 
llmltirt << protection for valves & altering configuration o* 
bottom end uf Cash KAC-1 Drauilngs k safety enaluiii. *ncl 
MIEDEMANN,L M . JOHNSON. C R Nuclear Assurance Corp 30/O5/21 
Slip 

0006160161 "Shipping Cask - Spent FueljNFS-4 t. NAC-1 " Sheet 1 of 9 
WIEDEHAtJM.L W NocUar Asturante Corp BO/OS/OB Ip 
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DOCKETED ITEMS 



BOQ6160172 "Shippms Catk - Span* Fuel.NFS-4 & NAC-1 " Sheet 2 of 5 

UIEDEMANN.L W Nuclear Assurance Corp 80V03/OB Ip 

8006160176 "Shlppinj Cask - Spent Ful,NFS-4 ft NAC-1 " Bhiet 3 of 5 

HIEOEMANN.L W Nuclear Assurance Corp ao/OS/OB If 

--600614.0179 "Shipping Cask - Spent Fuel,NFS-4 fc NAC-1 " Sheet A of 5 

WIEDEMANN.L W Nuclear Asiurance Corp 80/03/08 Ip 

--SOQil&01B4 "Shipping Cask - Spnnt Fuel, NFS-H ft NAC-1 " Sheet 3 of 5 

HIEDEKANN.L H Nuclear Anurance Corp BO/O3/QB Ip 

BOOilfiOia? "Safety Analysis of Modified NAG-I Spent Full Shipplno 
Cask " 

Wuclear Assurance Corp KWC-E-S01 30/03/16 SOOjip 



DOCKET 71-6717 MODEL 6717 H 



BO0630002? Requests approval to if*e Model 6717-D. if afprov*! not 
ilrea-du, 8rant() Model 4717-B ii used for air shipments 
through ojt US (. transportation of eipoiure device* in 
darSroam trucV vehicle* DDT eompetenci/ certificate end 
CUTHBERTSDN.T Peabody Testing /X-flag Engineering Co BO/09/OB 
4pp 

BQQ6300-031 Rcquesti pay mint of fee re 800 SC3 rvqueit Par amend to 
Certificate of Compliance 717 
WEISS, D License Fee Management Branch BO/05/32 Ip 

90-06410032 Bequests registration at user of 0-a.mma Industries Model 
A717-B 1 Technical Operations Model 71S 
GAMBLE. C Nuclear Energy Service, Inc 90/O6/04 tp 



-8006040032 Responds to NRC B00324 Itr re deviations noted in OA Prcji 
Insp Repts 99900382/aO-Ol I 71-9001 /BO-O1 Corrective 
actions fabrication records for PRV valves requested from 
supp 1 ler 
HOOUMISSEN, J E General Electric Co HO/O4/22 Spp 

-8006040035 Forwards QA Program Insp Repts 999003B2/BO-Q1 & 
71-9001/BO-01 on 800225-29 & notice of deviation 

POTAPQVS.U Reiglnn 4, Dallas, Vendor Inspection Branch BO/W34 
2pp 

-B006040037 Notice of deviation from >nsp on B00225-29 

* Region 4, Dallas, Vendor Inspection Branch BO/03/20 Jpp 

-6006040039 QA Program In*p Repts 999003B2/BO-01 & 71-9001/90-01 or 
BODS25-2 1 ? Nancomp 1 lance noted sii categories of records not 
on file, Cast 3O1 not hydrostatical ly tested to 600 psig 
UHITESELL.D E Region 4, Dallas, Vendor Inspection Branch 
ODEGAARDEN.R H , CONWAY, J T Region 4, Dallas, Office of Ui 
Director BO/03/2O 8pp 



DOCKET 71-9007 MODEL 52O, ARGONIJE NATIONAL LABORATORY 



B0030700I3 Forwards drawings in support of application for renewal of 
Certificate of Compliance 9007 far Model 5 HO Iriditron 
eipoiure device Drauings available in Central Files only 
SANTGRQ.K p Automation Industries, Inc 8O/03/24 Ip 

9003070015 "Head Assemblij Iriditron Model 520 " Sheet 1 of 1 
Automation Industries, Inc 70/13/21 Ip 

B005070023 ''Shield t> Sleeve Assembly Model 520 " Sheet 1 of 1 
* Automation Industries, [tic 70/12/21 Ip 



8006300039 Notification of registration as uier of Model &717-B in 
r*iponn to a0090B req.u*t 
HACDQMALD, C E Transportat i on Branch 60/06/0 A Ip 



DOCKET 7I-A744 MODEL FDLY TlftER. MUCLEAR ENOINEERINO CO 

800617O077 Notification of registration as user of Mod ill Super Tlgei-r 
P*duch Tiger, 6679, Pol v Tiger, fl-3. B-3 & 6272 in response to 
nqunt 
HACDDNALO.C E Tramp or ta t i on Branch BO/O5/13 Spf 



&DCKET 71-6771 MODEL SN-l, NUCLEAR ENOIWEER1NO CD 



8006290063 Notifies of expiration of Certificate at Compliance 6771 for 
rlodel BH-l 
MACDO^fALD^C E Transpor-tat 1 on Branch BO/Oi/O6 If 



~ BOOB070029 "'B' Tube Model 520 " Sheet 1 of 1 

* Automation Industries, Inc 70/12/21 Ip 



BOQ5070032 "Shield Casting Model 520 " Sheet 1 nf 1 
Automation Industries, Inc 70/13/21 Ip 

6006060603 Forward. Revision 2 to Certificate of Compliance 9007 for 
Model 920 
MACDQNALD.C E Transportation Branch BO/OS/23 Spp 

6006060609 Certificate of Compliance 9O07. Revi t ion 2, for Mo<Tl DSO 
MACDONALD 1 , C Transportation Branch BO/05/23 Spp 

8006250122 Notification of registration a user of Model 520 
MACDDNALD. C E Transportation Bronch BO/06/06 Ip 



DOCKET 71-9009 MODEL FL 1O-1, GENERAL ELECTRIC CO 



DOCKET 71-(,7Bt, MODEL URJPS-SB, NAVY, DEPT OF 



SDD6200SO? Notlflei of eiplratlon of Certificate of Co-mplitnce 67Bb far 
ISdelf 1IRIPS-AB & URIPS-au To continje using packagii riniual 
thould be requpiterf 
KACDDhMLD, C E Transportation Branch SO/O6/11 Ip 



DOCKET 71-9001 MODEL 1F-300, GEMEKAL ELECTRIC CO 



BOOiOtOOA? Requests amend to- Certificate of Compliance 9001, Revi ilon 9i 
for IF-300 spent fuel shipping cask Forwjrdi Revision 2A 
for Insertion into WEDQ-1GOB4-2, l 'Coniol i da td SAR for 
IF-300 Bhlppinj Cast," Vo 1 c I 4 2 Fee enc 1 
DAUBON. D M Oeneral Elecbric Co 80/05/12 Spp 

S006060074 Foruiardi Revision 2A for "Canitol i dated BAR for IF-300 
Shippitif Ca-ikj" Vol t Revision Incorparates Mgh preiiure 
full fof accident analijiis far drij casks shipping mode 
Central Electric Co NEDO-100B4-2 VI SO/O4/30 <?pp 

8006060 07 a Forwards Revision 2rt for "Canio I idated BAR Far IF-300 
Shipping Cask," Vo 1 2 Revision incorporate high pressure 
fuel rod accident analysis for (fry cask shipping mode 
* Qcnerab Elqtric Co HEDO-1O084-2 V2 BO/04/30 53pp 

B006040030 Ack receipt of 800422 Itr informing NrtC of iteps taken to 
coTTct deviations noted in QA Program Insp Repts 
99900382/80-01 & 71-900)1/80-01 
PCTAPdVS, I/ Region 4, Dallas. Vendor Inspection Branch BO/03/13 



B006130062 Reaueitc amend to Certificate of Compliance 9009, Revision 7, 
revising dimensions of alternate inner container constructed 
of 300 series stainless steel pipe permit tubing or pipe 
u/outslde diameter tolerance of 031 inches 
AUSTIN.M A B-abcock t- Milcoi Co , Nutluar Material Dlv fln,/09/14 



--B006130064 Foriuards check in payment for BOOS14 amend request to 
Certificate of Compliance 9009, Revi si on 7 

AUSTIN.M A Dabcock & Uilcot Co , Nuclear Material Dlv 00/03/M 
IP 



DOCKET 71-9010 MODEL NLI-1/2, ML INDUSTRIES, INC 

Q00422O22S Requests that Certtf i f icate of Compliance 9010 be revlted ta 
provide option for method of capping off neutron shield 
eipanslon tank Certificate available in Central Files pnly 
Pea end 
WILLIAMS, C E ML Industries. NL Nuclear Div BO/02/21 2pJ> 

--B004220262 "NLI 1/3 Cask b Trailer General Arrangement "Sheet 1 of 2 

* NL Industries, Inc BO/02/15 Ip 

B004220270 "NLI 1/2 Cask & Trailer General Arrangement "Sheet 2 of 3 

* HL industries, Inc BO/02/15 Ip 

8004220277 "NLI 1/5 Spent Fuel Cask Detai Is, Configuration fl "Shut J a t 
4 

* ML Industries, Inc 80/O3/15 Ip 



DOCKETED ITEMS 
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DOCKET 71-9011 MODEL E-KEH-OO-00004, TRANSPORTATION. DEPT OF 



DOCKET 71-9033 MODEL NL1-10/24. ML INDUSTRIES. IMC 



Forwards leak rate tests to upgrade matls licenses 
PENQOV.C A Picker Corp BO/04/2S 3pp 



DOCKET 71-9015 MODEL TN-0, TRANSNUCLEAH. INC 



9006180999 Recommend* i nuance of IAEA Certificates of Competent 
Authority tor NL Industries Modtl NLI-1O/24 as Tgae B(M) 
package in response to licensee 600207 request 
MACDDNALDiC E Tram portat 1 on Branch SO/01,/03 Ip, 



0009060533 Requests renewal of Certificate* of Compliance 9013 for 
Model TN-a packaging I 9016 for Model TN-9 packaging 
Forwards "TN-B & TN-9 SAR" Vols 1 & 2, Revision H 
CQLDMANN.K Transnuc 1 ear, Inc BO/04/0? 2pp 



DOCKET 71-9032 MODEL tSO, TECHNICAL OPERATIONS, INC 



6006270041 Notification of registration *i user of Model 690 
MACDONALD.C E Tranportat 1 on Brancn BO/06/09 Ip 



80O90B0537 "TN-B !< TN-? SAR " Sn overslie draulings enc 1 
Transnuc lear. Inc BO/O'l/08 SSQpp 



DOCKET 71-9039 MODEL 715. TECHNICAL OPERATIONS, INC 



DOCKET 71-9016 MODEL TN-9 . TRAN5NUCLEAR. INC 



SOQ3QBO333 Requests renewal of Certificates of Compliance 9019 for 
Modal TN-8 packaging f. 9016 for Model TN-9 packaging 
Forward* "TN-8 t TN-9 SAR" Vols 1 1< 2, Revision 8 
GOLDMANN, K Transnuc 1 ear, Inc BO/04/09 2p p 

BOOSOS0537 "TN-S 1 TN-9 SAR " Sii ovrsiie drawings encl 
* Transnuclear. Inc BO/04 /OB 250pp 



DOCKET 71-901B MODEL BU-6, OENERAL ELECTRIC CO 



SQOA13OOQ6 Application to amend Certificate of Compliance 9019 far BU-7 
pjtirag* to increase max bulk density of U aild* pauider from 
23 to 4 2 g/cc Amend fee encl 

KAPLAN' A L General Electric Co , Nuclear Energy Products Dlv 
ao/oa/13 2pp 



BOO 60 40 Oil Request! continuad regntr'tlon *t uitr of Hoittl 719 tl 
chipping package 

F Capital X~Rau Service SO/09/13 Ip 



B00612O142 Requeiti raneua I of Certificate of Compliance 9039 for 
Technical Qperatloni Model 719 shipping package 

DALLINOER.J F Ocnaral Dynamics Corp .Elctrlc Boat Olv SO/09/19. 
P 

9006110449 Advisei that Model 713, author Uad bg Certificate of 
Compliance 9O3?iinti IAEA recju lr vmenti for Tgpe B(u) 
pa.cka.gM 
MACDONALD.C. E Trnpol-tat i on Branch BO/03/S7 Ip 

900&24O111 Requeiti registration as u**r of Tech/Dpi Modal 719, 
HEB8, C R Hijh Steel Structures, Inc 80/09/97 Ip. 

BOO617O200 NotifUi of registration as ur of Model 715 
MACDOKALD. C E Transportation Branch BO/O6/03 Ip 



-8004.130003 Foruiards CeTtlflcatei of Compliance ?O1B V 9019, author ii ing 
de-liveru of radioactive matl to carrier for transport in 
Models BU-6 t* BU-7 vendor authoriied to ut Model* BU-6 (. 
BW-7 untfer License 8NM-S4 
MACDONALD.C E Transportation Branch 74/08/06 Ip 

-BOO&130012 Certificate of Compliance 9019, authorl ilng dalivery of 
Taflioactlve matl to carrier for transport In Models BU-6 Si 
BU-7 Vendor authorized to use Models BU-6 & BU-7 under 
License QNM-54 
MACDOWALDrC E Transportation Branch 74/O8/06 4pp 



0006110032 Request) ragiitratlon as user of Gamma Industrie*. Model 
&717-B h Technical Operations Model 719 
GAMBLE, Q c Nuclear Energy Servict, tnc BO/06/04 Ip 

SO 0630 01 09 Notification of rag i*tration a* uier of Model 719 in 
response to request 
HACDONALD.C E Transportation Branch SO/O6/J& Ip. 



DOCKET 71-7044 MODEL GE-14OO, OENERAL ELECTRIC CO, 



-BOO&130013 Application to amend License SNM-S4i to authorli* 
of BNM to carrier for transport In Models BU-6 b BU-7 
TBCHAECHE.AN Oeneval Electric Co 74/09/24 16pp 

-B006S30019 "GE Model DU-7 U Shipping Container Crltle*litg B 
Analijtii " 

Oeneral Electric Co NEDQ-U277 



ARTIOAS.H 
74/02/28 



, WILBON.B D 
9pp 



DOCKET 71-9019 KODEL DU-7, OENERAL ELECTRIC CO 

8QOA13Q006 Application to amend Certificate f Compliance 9019 for BU-7 
package to increaia max bulk density of U oxide pourfer from 
23 to 4 2 g/cc Amend fee eticl 

KAPLAN, A L General Electric Co , Nuclear Energy Products Div 
BO/OS/19 3pp 



B009290066 Roqueits rnneual of Certificate Df Compliance 9044 for Model 
1600 shipping tat*. Overtlie revised cask drawings in support 
of application d reneual fee enci W/c ranvual fee 
CUNNINOHAM.O E Ocnoral Electric Co 80/04/09. ibf p 

BOOS290070 "Spacer fc Plug " 

H General Electric CD 77/OB/03 Ip 

--800S29D07S "Bj>ec Control Drawing Model IfiOO Beali" Sheet 1 
General Electric Co 60/04/17 Ip 



8009290053 "Lifting Device Cover 4t Lock Asimblv, " 
* General Electric Co 69/03/31 Ip 



B009S900B7 "Redundant Ear " 

* General Electric Co 79/1O/10 



-SOO613000B Forward! Cartl f I c*t*s of Compliance 9016 & 9O19. authorizing 
deliverg of radioactive mail to carrier for transport in 
Models BU-6 & BU-7 Vendor authoriied to use Models BU-6 J, 
BU-7 under License 8NM-S4 
MACDQNALD, C E Transportation Branch 74/08/OA Ip 

-B006130013 Certificate of Compliance 9019< authorl ling dalivirg of 
radioactive matl to carrier for transport In Models BU-6 St 
BU-7 Vendor authorized to usa Models BU-6 h BU-7 under 
Liconse SNM-S4 
MACDDNALD.C E Transportation Branch 74/08/0*. 4pp 

-8006130013 Application to amend License BNM-54j to authoriie deliverg 
of SUM to carrier for transport in Models BU-6 ic BU-7. 
TSCHAECHE, A N General Electric Co 74/09/24 Upp. 

-SOOA13001S "GE Model BU-7 U Shipping Container Crlblcalitg Bafetg 
AnaLvsli " 

ARTTOAS, R , WILSON, B D General Electric Co. NEDD-11277 
74/02/SB 9pp 



BO09270091 "Model ItOO Jacket TIe-Douti YoRr " Sheet 1. 
* General Electric Co 79/10/10 Ip 



B005290095 "Model 1AOO Transport Container Assembly 
Oeneral EUctric Co 79/10/11 Ip 



BQ09290100 "Base, Model 1AOO Cask 

General Electric Co 79/10/10 Ip 



B009S90IQ3 "Shieldins Liner 2&-Inch Diameter Lead, Hod. 1 1600 
* General Electric Co 79/1O/1O Ip 



3009390111 "Tacket, Model 1600. " 

0neral Electric Co 79/1O/1O Ip 



00052901 IS "Neutron Shielding Li nor " 

* General Electric Co 79/05/1O Ip 



DOCKETED ITEMS 



--BOOS29012O "Kodtl 1600 Shipping Csk " 
Oen.ral Electric Co 79/1Q/1O IP 

-- S00529O123 "Madd 1600 Cast M/R>dundnt Suspeniion Ears " 
Oeneral Electric Co 79/10/1O Ip 

800602056% Rei.uati reoiitratlon ai utir of Modll OE-1600 
MANHV.M Georgia Pautr Co 80/04/30. Ip 

9006030541 Reo.ues.ti rfl i stration " " of Models 6144, QE-160G. PB-1, 

HC-48-220.LL-3Q-100 & LL-2B-4 

HANRY.M Georgia Power Co 80/04/30 Ip 

8006130464 Forwiritl Itr d analgiit that should have ban included / 
80040? reneual request far Certificate of Compliance 9044 
CUNWIHOHAM, E General Electric Co BO/03/07 Ip 

8004120430 Application to imtnd Llcenit SNH-760. to inert*!* alleuabl 
leading of fliilli matl to 1BOO g 

CUNNINOHAH, E Gineral Electric Co - Nuclear Entrgv Product* Dlv, 
73/07/03 10pp. 



DOCKET 71-9051 MODEL QE-1400, GENERAL ELECTRIC CO 



8006.040067 "Be a a - 4OO. 900, 140O Series Casfc 
Central Electric Co BO/02/22 If, 



-B004O4O070 "Jacket Aiaemblg - 1400 Series Cuk 
* a*nval Electric Co 69/03/29 Ip 



0006040072 "Shipping Assembly - MOD Series Cask " 
Oensral Electric Co 69/03/29 Ip 



~- B006040075 "Shipping Cash Asiembl>| 1. OOO Ci Co->0 - 1400 Srln 
Budd Co 69/OI/0? Ip 



DOCKET 71-9070 MODEL N-5S, ENERGV. DEPT OF 



QOQ&04Q173 ASvise* that vendor will ship 3 mCi Cm-244 cal*d ourcn 
under general 1 tcensa 
VERNIO. P Kevei Corp Analytical Initrumtnt Dlv 80/04/29 Ip 



B006230167 Advliti util of ri giitration ai uir of Hoilili B-S.OE-1600- 
CN8-4"45 J CH8-U-190 1 LL-50-100 I. LL-ES-4 
HACDONALD.C E Triniftortation Branch 60/06/03 Spp 



800617-0110 Notifies of registration as user of Modtl M-33 
KACDONALn.C E Tran* por tatlon Branch HO/06/O3 Ip 



DOCKET 71--)0*a HODEL OE-1000. SENERAL ELECTRIC CO 



B006030034 Rdquittf nn*u*l of Ctrtific*t of Compllanci 904S -for OC 
Model 1000 ihlpplng container Rtviinf cnnitilidatid 
application tc oveniii draulngi en-cl 
CUMNINGKAHrQ E OtHffal EUctric Co BO/04/21 ISpp 



DOCKET 71-9071 MODEL AP-IOl. CHEH-NUCLEAR BY3, INC 



800613O044 Foruard* "Amend to AHEFCO, Inc BAR,Cik AP-101, Section 6 
Crit-lcallti; li Section 7 Operating Procedure* " Rtpt 
complete* petition to amend Certificate of Compliance 9071 
to Include pnt fuel anembllti ai continti 
MUHPHV, J D AiKfco.Inc 80/09/16 3pp 



B006030037 " Jcht. 1 . 000 Btriei Calk " 
* Oeneral Electric Co 69/03/26 Ip 



80060:14041 "CaiV, 1.000 Sritl " 

Ofneral Electric Co 69/03/26 Ip 



9006030044 "Baie, 1 , OOO Serin Ciik " 

*nrl Electric Co 69/OG/26 Ip 



8006030048 "Shipping Aimblij. 1,000 Siriei Caik " 
* Qtneral Electric Co 69/03/26 Ip 



DOCKET 71-9046 MODEL QE-1100, GENERAL ELECTRIC CD. 



BOO 5270 339 Riqueit* rentuil of Cerblficit* oi Complianc* 9046 far Modtl 
1100 ihlpping container. Revlnd c.onaoltdatd epplUation 
lupporttng requett * ovenlied drauing* encl 
CUNNINQHAH.O C Oentral Electric CD QO/O4/E2 13pp. 



8009270342 "JJleUt. 1100 Strlei Calk " 
Oenertl Electric Co. 69/03/20 Ip. 



B005Z70345 "Shipping Cask Ammblg " 

* Beneral Eltctric Co. 69/03/EO Ip. 



--8009270343 "C*ik, 1100 Serlei Calk " 

* 0nral EUctric CD 69/03/20 tp. 



8005270351 "Bate, 100 Berlei Catk " 

* Central Electric Co 49/03/30 Ip 



~BOObl30O45 "Amend to ANEFCO, Inc SAR,Cak AP-101 , Section & CrltlciLLty 
b Section 7 Operating Procedures " 
Anefco, Inc BO/05/13 ?8pp 



DOCKET 71-9073 MODEL DH-142, NUCLEAR PACKA01NQ, INC 



80061SO149 Advise* of address change effective 770321 
DQDBON, D Nuclear Packaging. Inc BO/O5/ 12 Ip 



DOCKET 71-907? MODEL HN-100 SERIES 2, K1TTMAN NUCLEAR It DEVELOPMENT 

80Q907O261 Request* that Certificate f Compliance 9079 for MoJll HN- 
100 be amended to cover use of nonitruc tural appurtenant *i 
Forward* Drauing C001-4-9119i Revision E, Shest* 1 to 7 
Amend F*e foruarded In 791219 Itr Drauingi in Central Filet 
HALLORY.C W Hittman Nuclear t Divrlopment Carp tiubi, Hittnun 
Corp ) BO/03/17 3pp 

8005070268 "ABsemDly Transportation Shield Model HN-100 Btri.i-2 
S1i*t 1 of 7 

* Hlttman Nuclear d Development Corp (subs. Hittman Corp > 
80/03/17. Ip 

3005070274 "Heldmenfc fc Details Cask Body.HN 1OO-2 Transoort*tlon 
Shield " Sheet 2 of 7 

Hittman Nuclear b Developmint Corp dub* Klttman Corp 1, 
BO/03/17 Ip 

8009O70284 "Ualdnent i, Details Calk Body. HN-1OO-2 Transportation 
aMeld " Sheet 3 of 7 

* Hittman Nuclear & Development Corp (*ubs Hittman Cora > 
BO/03/17 Ip 



DOCKET 7J-90SO MODEL OE-900, OEHERAL ELECTRIC CP 



Hnuitt renevt of Certified* at CoraplUtice 903O for &E 
Kadit VOO ehlpplng container, Forwardi rtvltad consolidated 
ifelicatlen. oveniie draulngi t rtneual fe* 
CDNNIHOHAHrO E, Otntral Electric CD HO/04/19 13pp 

-BOOo030022 "Jactat Asivmblv 900 Series C*k. " 
Oeneral Electric Co 69/03/20, Ip 

~BOOe030O23 "Bate - 4 00 < 700 & 1,400 Strin Casi " 

* Central Electric Co HO/02/22 Ip 

00 60 30031 "Shipping Assembly, 90O Srtet Csk " 

* Oeneral Electric Co 69/03/20 Ip 



-HOOS070294 "Wsldment S. Details Primarii Lid, Hfl-100-2 Transportation 
Shield " Sheet 4 of 7 

* Hi ttman Nuclear li Development Corp (lubs Hittman Corp ) 
BO/03/17 Ip 

-8005070303 "Heldment t, Detail* Primary Lid.HN-100-2 Transportation 
Shield " Sheet 3 of 7 

* Htttman Nuclear fc Development Corp (tub* Hittman -Corp ) 
BO/03/17 Ip 

-8005070316 "Helttflient &. Detail* Secondary Lid, HN-1QQ-2 Traniporta tier 
Shield " Sheet 4 of 7 

* Htttman Nuclear d Dovelapment Corp (subs Hittman Corp. 1, ' 
Bfc/03/17 Ip 
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8005070319 "Optional Cask Appurtenance* HN-100 Serles-2 " Sheet 7 of 7 

* Hittman Nuclear >r Development Corp (subs Hittman Corp ) 
8Q/O3/17 Ip 

BOQ6Q5O433 Request* amend to Certificate of Compliance 9079, revi ling 
drautngs to show critical features of cask mhich are part of 
safety analysis Amend fee encl 

MAULORY. C W Hittman Nuclear If Development Corp (subs Hlttman 
Corp ) BO/05/20 3pp 

60041050437 "Assembly Transportation Sh leld, HH-IOO Series-2 " Sheet 1 of 
1 

* Hifctman Nuclear t- Development Corp (iubi Hittman Corp ) 
80/05/14 Ip 

--BQQ6O50439 "Me Idment, Cask Bodu Transportation Shi eld. HN-100 Series 2 " 
She tt 1 of 1 

* Hittman Nuclear S> Development Corp <subs Hittman Corp I 
BO/05/13 Ip 

8006050441 "Option Cask Appurtenances Transportation Sh ield* HN-10O 
8erie-B " Sheet 1 of I 

Hittman Nuclear d Development Corp (subs Hittman Corp 1 
BO/G5/I3 tp, 

90060i0276 Forwards Revision 5 to Certificate of Compliance 9G79 for 
KoOal HN-100 Serins 2 shipping package 
MACDDHALD, C E Transportation Branch BO/O3/E3 2pp 

BOOe.060aB2 Certificate of Compliance 9079, Revis Ion Si for Model HN-100 
Series 2 shipping package 
MACDONALD. C E Transportation Branch 80/05/23 3pp 



DOCKET 71-9094 MODEL CNSI- 1 4-19S-H, CHEM-NUCLEAR BY8TEH8, INC 

BQOS27OSli Forwards tonsol 1 dat t an of application fc HAR fof Hodil 
14-19S-H shipping cam. superseding refs in 790406 
certificate -of compl lance, Revi s i on 3 Includes Revision A-F 
to Draining 1-1B?-1O1 Amend fee encl 
CDHBETT.JS Chem-Nucltar Eyitemi. Inc 30/03/31 9pp 

BO05270522 Informs of refund reiulting from overpayment of inor aaend 

fio for Certificate of Compliance 9Q94 

JACKSON, License Fee Management Branch SO/04/17 Ip 

8003370525 "BAR for MOdel 1H-195-H Shipping C1i " 

Chem-Nuclear Bys^ems, Inc. 90/03/31 



0005370523 "Transport Cask 14-19S-H, " Revision A-F 

Chem-Nuclear Bystama. Inc BO/03/31 Ip 

800i030152 Foruardi oversine Drawlnga 1-189-101 t> l-a9B-lOli per BMS09 
telcon betuivDTi D Qdegaarten (. G Svtixis 
Chem-Nuclear Syittms, Inc BO/03/O9 Ip 

B006030161 "TrsnipOTt Cask 14-19S-H " 

Chem-Muclvar Sijiteran, Inc 90/03/29 Ip 

8006030164 "Transport Cast. 21-300 " 

Ctiem-NucUar 8l|stens, Inc 6Q/O3/26 Ip 

BOO&12O192 Raqueits registration as user of Model CN8I-14-199-H 
MURRAV.T D TolniJo Eiliton Co BO/05/14 Ip 



BUCKET 71-9081 MODEL CN3I-160O, CHEM-NUC1-EAR SYSTEMS. INC 



SOQ602Q493 Hvquests rag i tl'a t ion at user of Model CN3I-16OO 
MURRAV.T D Toledo Edison Co 60/05/06 Ip 



BOQM70214 Notifies of registration as user f Model CNS-160Q 
MACDOHALD.C E Transportation Branch HO/06/03 Ip 



DOCKET 71-9QB6 MODEL HN-1OO SERIES 1, H1TTMAM NUCLEAR t DEVELOPMENT 

B0031201B1 Requests that Certificate of Compliance 908& for Mod.l HN- 
100 Series 1 be amended to cover ut,e of nonstructural 
appurtenances Foruardi Drauing CQ01-5-9120. Eti*et 1 ti list at 
requested changes in Certificate of Compliant* 9O86 
HALLORYrC 14 Hittman Nuclear b Development Carp (subs Hlttmin 
Corp J BO/03/17 3pp 

80Q91E01B2 "Optional Cask Appurtenance-i HN-10O, Serl > 1." Bhe*t 1 of 1, 
Hittman Nuclear fc Development Cor-p (ubs Hlttman Corp > 
BO/O3/17 Ip 



DOCKET 71-9089 MODEL NH-100 8. HITTMAN NUCLEAR l< DEVELOPMENT CORP 

8003070360 Requests that Certificate of Compliance 9089 for Model 
HN-IOOS package be amended to cover u*e of nonetructural 
appurtenances Forwards Drawing C001-5-912URevision liShtit 
1 ti list of requested changes Drawing in Central Files only 
MALLORViC H Hittman Nuclear fc Development Corp (subs. Hittman 
Corp I 80/03/17 3pp 

B005070564 "Optional Cask Appurtenances HN-1005, " Sheet 1 Of 1 
< Hittman Nuclear V Development Corp (sub* Hittman Corp I 
80/03/18 Ip 



800603O033 Foruardi Revision 4 to Certificate of Compliance 9094 for 
Model CMS! 14-195-H 
MACDONftLD.C E TTOtispor tat I on Branch BO/OS/20 3pp 

H00o030035 Certificate of Compliance 9094. Revi sion 4i f or Model 
CHai 14-195-H 
MACDONftLD, C E Transportation Branch BO /OS/ 20 2pp 

80Q617OB13 Foruardi Certificate of ConpLUnc* 9094iRivislan 3. for Model 
CN8 14-195-rl Supersede* Revision 4, dtd BOO5?O Constitutes 
authority to ut package for shipment of radioactive metl l< 
for package to be shipped per code requirement! 
MACBQMALD, C E TransportJltlon HrJinch BO/OS/2? 3pp. 

B006170Q17 Certificate of Compliance 9094, Revision 3, or Muriel CNB 
14-19S-H 
MACDDNALDiC E T-ransportati Ion Branch 80/09/2? Spp 

B006300007 Notifies of registration as user of Modi If CNBI-14-19J-H 
Be H~2 
MACUDNALD, C E Transportation Brunch SO/Oi/IA, Ip 



DOCKET 71-9O96 MODEL. CNBI-21-300, CHEM-NUCLEAR BYBTEMSh IMC 

BOO5130121 Foruiarili conioHdated application t, SAR for rineual <tf 
certificate of compliance for rlocfcl 21-3OO 8irpersed*s all 
ref In Certificate of Compliance 9096. Ftevit Ion 2 
CQRBETTiJ 8 Chem-Nuclear Bijttemt, Inc BO/O4/14 6pp 



B00603O132 Foruardt aversiie Drawing* 1-1B9-1O1 
telcon hetiueen D Ddegarten & B Svlnli 
* Chem-Nuclear Bgttems, Inc SO/03/0? Ip 



B0040301A1 "Tranipcrt Cask H-l'JB-H " 

Chm-Nuclear Sgstems, Inc 80/03/2S 



1-298-101. per 000909 



DOCKET 71-9091 MODEL 30 Al GENERAL ELECTRIC CO 



800603016* "Transport Cast 21-30O 

* Chem-Nuclear Si/itflms, Inc B0/03/2t 



eoOil6Ol?2 Requests registration as user of Model 30 A 
SHELLEYrW J Kerr-McOqe Corp BO/03/KS Ip 



B0060SO5B2 Forwards Revision 3 to Certificate of Compliance 907& for 
Model CMS I 21-300 
MACDONALDr C. E Transportation Branch SO/05/20 3pp 



DOCKET 71-9093 MPDEL HN-400. HITTMAtJ UUCLEAR t. DEVELOPMENT CORP. 

B 006230031 Notifies of expiration of Certificate of Compliance 9093 
for Models MW-30QOr Bent inel-3 & Setitinel-B To continue using 
pacltagef should request renewal of existing certificate of 
comp 1 lance 
MACDOMALDiC E Transportation Branch 80/06/06 Ip 



80060205B5 Certificate of Compliance 909i, Revision 3. for Model CNBI 
21-300 
MACDQNALD<C,E Transportation Branch. 60/05/20. 2pp 

8OOil 1 ?0174 ftuthorlles eitenslotl of Cectlficat* of Compliance 9O96r 
Revision 2, until 900731 Eitension mill provide orderly 
transition to implement gasket seat changes r-equini! bg 
Revision 3 of certificate. dtd 8005HO 
HACDONALD.C, E Transpof tat ton Branch, SO/OS/29 Spp. 
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DOCKET 71-9103 MODEL Ml. I -6 5 OB 



DOCKET 71-9138 MODEL 7B-D-143B. NAVY, DEPT OF 



B006.1BOK10 FUipantJi to *ps>*l r partial denial of FOIA raqu**t far 
routa info re spent fuel shipmnnts Prom Chalk fliver to 
Ontario. Canada Appeal n tltiniiid Info withheld (ra# FOIA 
E.BHi-pUo" 4 fc 10CFR2 790) 

DIRCK3, H j Office or the Ei&eutlve Director For Operation* 
SO/0 5/09 2pp 

BOQMB0223 Certificate at Compliance M03,.Rvision. l.for radioactive 
fflitl shipping package Model NLI-65QB 
MACDGNALD. C E Transportation Branch 7S/Q3/O3 4pp 



B006200606 Advises that request, for info re container approval (i bung 
prepared tt uilll tie foruarded bi) BQQ63Q 
MCKNIGHT, T R Navy, Dept of SO/03/28 Ip 



DOCKET 71-9141 MODEL 900 TYPE B. TECHNICAL OPERATIONS, INC 



BQ0609O407 Forwards Revision to Certificate of Compliance 9141 for 
Hndtl 900 Type H fc safety evaluation 
MACDONALD, C E Transportation Branch BO/OS/20 Ip 



DOCKET 71-9111 MODEL CN6-60A, CHEM-NUCLEAR, INC 



Notifies that facility will use Cham Nuekean Ine rlodirl CHS 
(,-BO-H radioactive ihlpping cjufc for djeliviru of mtl to 
carrl tr 
FAV.C U Miicaniin Electric Power Co at>/05/ 14 Ip 



B006090410 Certificate of Compliance 9141, Revi i i on Oi tor Model 900 
S 
MACDONALD. C E Trontpartatlon Branch BO/OS/SO 3pp 

B006090413 Bafatij ovaluation approving Model 900 Type D pack*ging 
MA.CDG-NALD. C E Transportation Branch 80/05/80 2pp 



800il70207 Notifle* of rigntration a* uitr of Model CH6-80A 
HACOtHJALD.C 6 Tranp or tat i an Branch QO/Oi/03 Ip 



8006070436 Advises that Modal 900. author! led bij Certificate of 
Compliance ?141rnelt requirements for Tijpe B<U> pack*gei 
MACDDNALD'C E Transportation Branch BO/OS/SO lp 



BDCKET 71-9113 MODEL 7-100, CHEM-NUCLEAR SVSTErtS, INC 



BOQA040071 Requeiti rvglitratlon '< umr of Model CNS-7-1OO mitu 

shipping pick9 

FRANCO, F,F Omiha Public Power Diitrict 90/03 /OB lp 

BOD423031S ForujriSi rtviilon bringing Cirtif 1 eat* of Conpllanc* 9113 In 
line u/Certlf lc*te 9OQOrii>uad for la mi pac tgt- Ijlpgrad 11 
mtl from A-36 to A-316>QrAde 70, providing larjir pailtivi 
safety margin Supportive drawing* and 
HANSEN.L J NucUap Packaging. Inc BO/09/09 29pp 

0006350319 "Tr*niportatinn BMi Id, Kofil 7-10D.Tgpe A." Bhelt 1 of 2 
Nuclear Packaging. Inc TB/05/01 lp 



DOCKET 71-9853 MODEL OHNL - BhJL - NDS UN FUEL CONTAINER- ENEROY, 

ao060400BB Forwards as-built QRNL drawings for shipping contal-rieri, p 
NRC na.uet 

TRAVIS, H H, Energy Dept of BO/05/05 lp 

8006040095 "Unirradiated Fuel Element Shipping Container 1 Details," 
huilfi, Sheet 3 of 3 

Union Carbide Corp, 79/03/31 lp 

80004Q097 "Unirradiated Fuel Element Shipping Container Aftint> llj, 
tiullt Sheet 1 of 1 

* Union CarbidB Corp 80/02/06 lp 



--90Q42S03S2 "Trantportnti on Bhl Id, Kodtl 7-100-Tijpi A," Bhut Z of 2 
Nuckear Packaging. Inc BO/05/14, lp 

8006170203 NotiFlit of riglitration ai uier of Hadel 7-100; 
MACDDMALD. C E Tranmp or tat Ion Branch 30/O6/03 lp 



DOCKET 71-9132 MODEL T-3, NUCLEAR PACKAOtNO, INC 



900606043'? Fo-ruiarSi Revision to Curt If i cat* of Compliance- 9132 for 
Moritl T-3 t< sa-fsti| *vlijatian 
MACDOMftLD. C E Tranijmrtat ton Branch BO/05/21 lp. 

"SOO60&0433 Cirtiflcata of Campllanct 9132, Rvii Ion 0. for Model T-3 
HACDQNALD.C E Transportation Drancti 30/05/21 4pp. 

800&0&0437 Safety *valuatli>n jpprovlng Mod*t T-3 calk 

HACDOUALD.C E Tpansjortat 1 on Branch, BO/0 5/21 Upp 



8006040105 "Unirradlatod Fuel Elemeht Shipping Container Datailti" 
bullt Sheet 3 at S 

* Union Carbide Corp BO/02/06 lp 

BOO6040103 "UnirradUted Fuel Element Shipping Container Aiembli" 
bullt Bhut 1 of 1 

* Union Carbide Corp 60/02/06 lp 

0004040107 "Unirradiated Fuel Element Shipping Container Dttlli." 
built Bhset Z at Z 

* Union Carbide Corp 00/03/04. lp 

BOQ60401O9 "Unirradiated Fuel Element Shipping Container- Antnblyi " 
built Sheet 1 of 1 

* Union Carbide Corp SO/OB/Oi lp 

B006060421 Foruardi Raviiton I to Certificate of Compliance 9S53 for 
Model* OHNL-ENL-ND8 unlrrddiatid fuel shipping container 
(hipping packages 
MACDONALD, C E Transportation Branch 80/03/32, 2pp 



DOCKET 71-9133 MODEL CENTURY, OAMMA INDUSTRIES 



B006030067 Foruardi request for addl tnfo re 790924 appU cationi 
amended B00227i req.uei tins approval bo J silver Century model 
packaging to carrier for transport Addl info thould be 
uhnlbted in form of rtvlivd page* to origlfiil BAR 
MACDONALB. C E Tramportat Ion Branch BO/05/ 16 2pp 



B0060A04a3 Certificate of Compliance 9D53, R.vi Ion 1. for Model* 
ORML-BNL.-NBB unirradlatad fuil shipping, container shipping 
pacJiagai 
MACDONALD. C E Transportation Branch BO/05/22 3pp 



COMMISSION MEETING RECORDS 



BOQ310Q176 Transcript of B0030S briefing an assessment of cleanup at 
TMI Pp 1-69 

* Commits ion BO/03/09 65pp 

BOQ31001B1 Forwards "Evaluation of Cleanup Activities at TMIi " rept of 
ipecial talk force formed on 800219 Llits actions to he 
taken in order to restore forward motion to cleanup process 
DJRCKB.W J Office of the Enecutiv" Director for- Operations 
BO/O2/S9, 2pp 

QOOS27OO79 Forwards notice of 800509 t* 37 meeting* of Advisory 
Screening Committee for Lawyer Members Requxts BOQ42S FR 
publ Icatton 

HOYLEi J C ACRB - Advliory Committee on Reactor Safeguard* 
SO/0 4/23 lp 

B0092703BI Notice of BOO 3 07 i. 27 meetings of Advisory Screening 
Committee for Lauyer Member* 

HOYLE. J C Office of the Secretary of the Commission BO/04/23 
IP 

9006040219 Transcript of 300913 public meeting In Bethe*da.MD re 
withholding of NRC ipent fuel route Info from public 
disclosure Pp 1-34 
Commtnlon SO/09/19 39pp, 

B006 120107 Transcript of 800928 afternoon Affirmation Beislon 00-23 re 
SECV-A-BO-74 In Washington. DC, Pp 1-3 

* Comminion BO/03/2B, 3pp 

800A120422 Tranicrlpt of BOOS15 briefing In Bethesda.MD re upgrade of 
operations ctr Pp 1-73, Morning sciiion 

* Commission 80/09/19 73pp. 

BOOil2O427 Foruiards notice of Commission meeting* during uk of B00919 
for publication In 80091? FR 

CHILK, B J Office of the Secretary of the Commission 80/OS/19 
lp 

8OD&1K0431 Notice of Commilon meeting* during uk of 900519 to dl*cu*s 
mgl-organiiation tc internal personnal matter* 

TWEED.R M Office of the Secretary of the Commiitlan. 80/03/14 
IP 



8006130100 Foruat-d* notice of Commi**i<jTi meetings during uit of 800509 
for publication In BOO SOB FR 
CHILK, 8 J Office of the Secretary at the Commission 80/09/06 



BOQ6130103 Notice of Commission BOQS12 meeting In Ua*hin)ton, DC re 

muting w/Harrisburg-Mlddletoun ana citlun group* rt TMI-2 

c laanup 

MAOEE.W Office of the Secretary of the Commliilon 80/03/03 

IP 

B006160167 Informs thit Comninlon approved proposed Itr to McDonough 
re rstransfer of medium enriched U to South Afrleaiiubj to 
listed mod 

CHILK, a J Office of the Secretary of the CommUiion 80/06/03 
IP 

B006170800 Transcript of BOOS IS Affirmation Beiiion 80-22 In Betheida, 
MO Pp 1-4 Afternoon s'esilon Draft FR notice encl 
* Commission 80/03/19 16pp 

B006170809 Tranlcrlpt of B00316 dlicunion of BECV-BO-230 In 
Washington, DC Pp 1-30 Morning session 
Commlslon 60/09/16 31pp 

BOOM BO 125 Tramcrlpt of BO 0330 Affirmation 9tition BO-06 in 
HashingtomDC Pp 1-2 , 

> Commlitlon 80/03/30 3pp 

8006100132 BECY-BO-182E 

decommend* approval of encl revised draft order End PA 
Bradford *eparti statement to be appended to ordtr. 
BICKMITiL Office of the General Council 90/03/27. 9pp, 

Q006180138 Respond* to 800324 Itr to J Ahiarni rt problem* of 

evacuating large popul*tion* In ihort period of tlm Program 
of upgrading emergency planning is tit ins carried out by NHC 
teams uho vliit each site of operating nuclear plant 
DENTDhf, H R Office of Nuclear Reactor Regulation, Director 
SO/04/29 Spp 

8006180149 Elaborate* on concern* expreiied in BOO 102 Itr rt need for 

practical evacuation plans around nuclear pouer iltat 
Problem* of evacuating large populations is fhort tiros have 
baen underestimated Requests open hearings on issue* 
HOLF.B Affiliation Unknown 80/03/24 Sff 



BOO613Q009 Trantcript of 800606 public meeting in Washington. DC to 
diicutf action plan policy statement, Pp 1-23 
* Commliilon 80/06/06 23pp 



80061B0146 Trantcrlpt of 770331 ComnUtion brltflng on South Africa 
In Washington. DC Pp 1-9. Afternoon ttnion 
* Commission 77/03/31 lOpp 



6006130079 Forwards notice of Commltilon meetings during ink of 800303 
for publication in B00306 FR, 

CHILK. 8 J Office of the Secretary of the Comitil**lon SO/OS/01 
If. 

--8006130084 Notice of Commission 300905,06 it 07 meeting* In Washington, 
DC re revled Philippine opinion, affirmation item* & con*t 
resumption at Marble Kill. 

TWEED, R M Office of the Secretary of tht CommUfion BO/04/29 
lp. 

3006130087 Forward i notice of availability of draft *afatu guide for 
public comment 

CHILK, S, J Office of the Secretary of the Commission 80/03/06 
If- 



0006.1300?! Notice of aval lablli ty of draft safety guld* for public 
tomm-- 1 - 
MIND 
Kpp 



comment. 

HIMDONE, R B. Office of Btndard Development, Director 90/04 /E? 



8006180176 Tramcrlpt of 800312 Affirmation Session 80-21 In 
Washington, DC. Pp 1-6 Afternoon session. 
Commission 80/09/12 7pp 

80061B06EB Tramcrlpt of 800604 public meeting In Ua*hington,DC to 
discus* action plan, Pp 1~49, 

* Commlsilon, BO/06/04 46pp 

B006180639 Transcript of 800606 meeting rt titt charactarlitlc* in 
Mhington,DC Pp 1-27 

* Comminion, BO/06/06 2Bpp, 

8006190048 Trncrlpt of BO 060 5 Affirmation Billion 80-37 in 
HahingtoniDC,pp 1-3 

* Commls* Ion 80/06/09 4pp 

8006800343 Trantcrlpt of 8003S3 open Affirmation Seiflon BO- 24 in 
MatMngton.DC re SECY-A-BO-4A (( SECV-BO-202 Pp 1-3 
Commission 80/OB/23 4pp 
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800420034B EEC Y-80--202 

Dlicuite* ro-1* of NRC In ual confidence proceeding 
Recommend* Issuance at propond memorandum & order. Draft 
memorandum U ord*r end 
BICKUIT, L Of fie of the Ovniml Counsel 90/04/54 4pp 



9006230204 Notice at Issuance of appointment of performance revleu 
board For Senior E>ecutivB Svc for three-yr term, effective 
BOOSOt 

DIRCKSi IJ J Office of the Executive Director for Operations 
HO/OS/07 2pp 



0&Qfi20032a Transcript of 800618 public maeting In Hashing tonr DC to 
dilcun progre**j *tatui tt plani of Nucleir Safety Analyiii 
Ctr.pp 1-84 Viiugr4p<h* end 
Comnlttlon BO/ufc/12 ISOpp 



9006250313 Forward! notice of Commission me ting 5 during uk of 800305 
for publication in QOO3Oi FR 

CHILKiS J Office of the Secretary of the Commission 30/03/02 
IP 



8006230273 ForvArd* IAEA draft lafetu guidi notice of availability for 
public comment, for FR publication *t anrHnt poiilblt date 
CHILK.S J Office of the Secretary of the Commi *iofi 80/06/04 



B00625O320 Notice of Commission SOO50B meeting in Uaihington. DC re ngli 
organi lation. interna 1 personnel tt action plan 
TWEED, R M Office of the Secretary of the Commission 80/05/01 



B006E3Q281 Notice of availability of IAEA drift tafety guide for public 
comment 

5MITH.R O Of fit* at Standards Development. Director 80/06/02 
Sff. 



8006230354 Forwards notice of Camminion 800504 meeting in Uaahfngt 
DC far publication in QOOSOS FR 
CHILK-B J Office of the Secretary of the Commission 50/03/06 



6006240201 Forward* Bunihinr FR Tiotic* of Cemmitti on meetings during ink 
of B00519. for QODB21 FR publication 

CH1LK.S J Offle* of th* Sseretaru of the Comminlon 90/05/17 
If 



6006250358 Notice of Cammiition G00506 meeting in Washing ton, DC to 
ditcui* Philllplne export ti SEP 
HAOEE, U Office of the Secretary of the Commitiion 80/03/01 



--BQOAS402QA Sunihlne FR notice of Comnliiion mietlngi during ink of 
BODS 1 7 
MAOEE, H Office of the Bicretaru o-f the Comrni jjion go/09/lS 



3006230376 Foruardi Sunvhine FR notice of Commliilon meeting during uk 
of nootOZ, f or publication on 800603 

CH1LK.& J Office of tho Qecretarg of the Commission BO/05/30 
IP 



0006240211 Foruirdi Gunihlna FR notice of Ccramini on mettingi during uk 
of 800M6. tor B00604 FR public-ation 

CHILK.S J Office of the 8icr*tarv of th Conmliilon eO/Oi/O2 
lp. 



BOO625O377 Sunshine FR notice of Commiis ion meeting during uk of 
800602 

THEEDiR M Office of the Becretarg of the Commission 00/OB/29 
IP 



8006E40213 Biifithln* FR notice of Commi **iofl meatlngi during ub of 
800 5 2i to dlscui-i Indian Point revised orStr 
TWEED, R M Office of th- 9crt*rv of thi Cammitiion BO/09/30 



3006-240011 Forward* notice of Commlnlon meetings during ufc oF QOD'SOS 
for publication in OOO512 FR 

CHILK. 6 J Office of the Secretary of the Commlnlon 80/05/08 
IP 



6006240223 Foruardi Su-nihint FR notice of Commiiiion mietingi during uk 
Of B00526, f or B003S7 FR putlle* t laoi 
CHILK.S J Office of the Secretary of th* Commliiion 80/05/22 



8006240016 Notice of Coramiitlon meetings during uik of BOOS06 In 
Uaih ingtoni DC re Phlllipine eiport 

THEEEiR M Office of tho Secretary of the Commission 80/03/07 
IP 



Sunihlne FR notice at Connlition meetings during ui of 
80OS24 
TWEfl,R H Office ef th* Sitrttarv of tfi> Commission 30/09/21 



B0062iOO21 Foruards notice of Coinml nion meeting* during uk of BOO 3 IB 
for publication In 600313 FR 

CHILK.S J Office of th Secretary of the Commission 60/05/0"? 
IP 



80-06240633 Forward* FR notice of Commit lion atitlng* during uk of 
S00607, for publication on 900606 
CHILK.S, J, Office of thi Secntarg of tti* Coirmlnlon 60/06/04 



S00624O424 FR notice of Conimli i ion mt*tinet during uk of BOO&09. f or 

publication on 800606 

TWEED, R H. Office of th Secretary of the Commliiion BO/ 06/03, 

tp. 

8006240630 Forward* notice of Comniiilon, meetings during wki af BOO 5 19 
I. 0926 for 800528 FA publication 

CHILK, B J Dffici of th Btcrtry of the Commltslon BO/09/23 
IP 

8O06240A3& Sunihlne FR notice of Commitsion mtttings during uki of 

800919 It 0926 to dttcui* rngt-organl ifltlon & internal 

p-erionnrl matteri d revltul ALAS-902 

TWEED, R,H Qfflci of th* Secretary of tli* Commission 80/03/22 



BOOi230023 Transcript of BOOdiZ diicuiilon b vot on affirmation item 
Ifi Hathlng tanj DC Pp 1-13. Draft orders h tcparate views of 
Commit! ionr Bradford encl 
* Comnistlon 80/46,/ia. 39pp 



9006240026 Notice at Commission 000512,13 5. 19 run (tings In HatMnot on, 
DC *T TMI-2 cleanupp Tarapur eiport 1 icenseii operations ctr 
upgrade & protection of routing Info 

HAOEEiW Office of the Secretary of the Commission SO/OB/OB 
lp. 

B006260061 Foruarili FR notice of 000527,0606 t 09 closed mietinfli c-f 
Advliory Screening Committee for Lawyer Vacanciel on ASLAP, 
for publication on earllejit possible date 

CHILK.8 J Offlc* of tho Secretary of the Commission 80/09/19 
IP 

-B006S60072 FR notice of 800327, 06 Oi i 07 closed meetings of rtdvliar'g 
Bcr*tnlng Committee for Laiuuer Vacanclet on ASLAP, 
HOYLEiJ C Office of the Secretary of the Commliiion 80/09/1? 



B006260O7I Transcript of Commission 800618 public metino in 
Washington. DC re final rulemafclng on emergency preparvdnen 
Pp 1--70 

* Commliiion 80/06/1(3 [OSpp 

6006300844 Transcript of 770406 meeting in Waihingtom DC r* development 
of evaluation program Prepared from tape recording Pp 1-53 

* Conmliilon 77/04/06. 9Spp 



8006330030 SECY-BO-371A 

Forward i draft ravlilon to THI action plan statement of 

policy reflecting changes made ai result of BOO 606 

CoMlislon neefelnginod* to language fc miner editorial 

changat 

BICKHIT, L. Office of thi Oen*rl Cuniel 90/06/11. llpp 



8006300960 Transcript of 770321 briefing In Uaihlngton, DC re Ed low 
Intl Co application to export SUM to India Pp t-42 
Commlmslon 77/03/21. 4Hpp 



BOOA29D199 Fory*Td nottq* of Utuinca of appointmant of perfornanee 
rVi*w bpard for Senior Eiecutive Bvc for tarlleit posilble 
FR publlotlon 

CHILK.fl.-J. Office f thfl Secretary of th* CoiMiiision, SO/03/ IS, 
lp. 



1MONDOCKETED ITEMS 



ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 



Discussal review at draft MUnEO-OiiO during 
matting Compr ehenclvine-is dilutes Iterof Important to safetif 
h subsequent termination of licensing moratorium Safety 
improvements should be developed 

PLES&ET.H S ACRS - Advisory Committee on Reactor- Safeguardi 
80/OI/13 Spp 

8009230071 Forwards notice of ACRS Ad Hoc Subeomml t fee on Class 9 
Accident! SOQ90 1 ? meeting Rq.uiti BOQ424 Ffl publication 
CHILK..S J Office of the Bcrtarg of th t Commission BO/O4/21 
IP 

300-3230032 Notice of ACR3 AS Hoc Subcomml ttee on Class. 9 Acrcldenti 
80O509 meeting in Chicago, IL Meeting originally scheduled to 
be hold 600904 In Malh Ing toh, B C 

KOYLE, J C ACRS - Advisory Commit tea on Reactor Safeguards 
BO/04/21 3pp 



Forwards change notice for ACRB Subcommi btai an Reactor Fuel 
aC-048 1 ? minting Reo/jests SOD423 FR publication 

CHILK, B J Office of the Secretary of the Commission BO/04/2a 
>P 

BOOSHSOlli Notice of AGRB Su&c ommi ttee on Reactor Full BO04E9 meeting 

change Portion* af meeting may be closed 

HOVUE. J C ACRB - Advisory Committee on Reactor Safeguards 

60/04/83 Ip 

QOD3330247 Forward! notice of ACRB 900M7--2O b aB-2<? meetings u /German 
RictoT Safety Committee & French Group* Permanent- 
RsactoTi respectively Raqtiasts SOQSQJ FR publication 
CHILK. J office of the Secretary of the Commfsiion 90/04/33 
IP 

HOO5230253 Notice of ACRB 000519-20 It SB -2? meetlngi w/Oerman Rvactor 

SafBty Commlttei & French Qr-oupe Permanent-Reactor. 
respect Ivelij 

HOYLEi C ACR9 - Advltorv Cnmmlttte on Reactor Safeguards 
80/04/29. Zpp 

BOO 923 027 4 Forwards notice of ACRS Bu1>cominltte on Regulator^ 
Activities BOO430 m*tini Requests 000418 Ffi putllcablon 
CHILK.S J Office of ftht Secretary of thi Cowmlsilon EO/0^/19 



80OS23Q2BI> Notice at ACRS Subcodunl ttee on Regulatory Activities 900430 

metting 

HQYLErJ C ACRS - Advlsorij Committm on Roactor Saffgujirds 

QO/04/14 2pp 

BOOSS303B3 Forward! notice of ACRS Subcomml t free on Metal Components 
80O424 oi*etins schedule b location change Requests BD-04S1 
FR publtcatian 

CHILK.S J Office of tht Secretary of th* CommitiSon, BO/04 /I 6. 
IP 

8003230399 Notice of chrg of location Si date of ftCRS Subcommittee on 

Mital Component* 80O434 meeting Meeting ulll run unli| t d*iji 
rather than 2 t*. mill be held at Musium of Science & Energy, 
r*tlier than DRHL, 

HOYLE, J C ACRS - Advisory Committt* on Rvactar Safeguards 
atJ/04/16 Ip. 

B005230394 Forunrii* change notlct of ACRB Sifbeommi ttes on Reliability 
Probabllctic A*ieti(ntit QDO430 meeting Rq.uet* B00423 
FR pub 1 Icat ton 

CKILKrS J Office at the Socre*ry of th Commlislnn 30/04/22 
Ip. 

BOOS230398 Notice ttf ACRB Sub* ammi tt on Reliability li Probabillit I* 

Assettmant 30043-0 treating changt. Portions of n*eting may 

be closed 

HOVLEiJ C ACRB - Advisory Commit to on Reactor Safeguard* 

eo/04/aa ip 



3009270043 Foruards notice of ACRB Subcommittee on ntuctor Radiological 
Effects &00433 mt*tlng to be published on BOO 108 
CHILK.S J Office of thr Secretary o-f the ConmUiion SO/04/03 



B003270030 Notlci of ACRB Subcommittee on Reactor Radiological Effect 
BO 0423 maetina in Hasfi ing ton. DC to rivltu nuclear power 
plant radiological protection programs 

HOVLE, J C ACRS - Advisory Committee on Reactor Safeguards 
BO/04/02 2pp 

3005370053 Foruards notice of ACRS 3ubt osini t tei on Reliability !< 
Probabilistic Aiieisment 800430 mettingita be published an 
800413 
CHILK. B J Office of the Secretary at tfi Conmisslon BO/04/10 



BOO&270059 Notic* of ACftB Subccmmlttti- on Reliability S< Probabilistic 
Assessment 800430 mteting re need to divelop quantitative 
safety gotli for nuclear poutr plants 

HQVLE. J C ACRS - Advisory Committee on R<t*ctor Safeguards 
8&/04/09 2pp 

B005S70230 Forwards notice <of ACR3 800901-03 netting Requetti BD04S9 
FR publication 
CHILK, 6 J Office of th* BnCTftar^ of the Commiiiion BO/04/24 



BOOS270236 Notiet of ACRS B00501-03 mtetlng P mUeellaneous o 
of A-CRB acUvltlot 

HOVLE, J C ACRS - Advtiorij Cnmrnittei on Riactor Bafeauardi 
SO/04/23 &pp 



Forwarils notic* of ACRS Subcommittee on Concrete & Concrete 
Structure! SG042E-B3 meeting, to be publlhd on 800407 
CHILK, S J Office o-f Ue Secretary of the Commiiiion. SO/O4/02 



e009ZBOD90 Notice of ACR3 Sutcomml cte* an ConcTeU ti Cancrtti 
Structures S 00 4 2 2-23 meeting re revieui of UI*T needs In 
structural engineering 

HOYLEiJ C ftCRS - Advisory Committee on Riactor Safeguards 
80/04/01 2pp 

B00605D499 Discusses ACRS 8Q0301-Q3 n*ttlng ACRB itrongli) ricominind* 
atilgnmint of specific identif i cation number* to proposed 
reo guld* prior to sutmlttal *c-r ACRB review Concurrence 
reached on Revision liReg 0-tilde 1,144 

PLE63ET, H 9 ACFVB - Advisory Committee an Reactor Safeguards 
BQ/O3/OA 2(1 p 

H0060?0064 Transcript of ACRS Joint Bubcomml tteet on Bite Evaluation t 
Reactor Radiological Effect! BOOSB2 meeting Listing of 
vteugraph* t description of atmospheric dispersion research 
program ancl 

* ACRB - Advisory Committee on Reactor Safeguards. aO/0!/22, 
133po. 

BOO&O7O127 Transcript of ACRB Subcommittee on Regulat-orij Actlvltiis 
800604 meeting in HiiMngton.DC Pp 1-123 

* ACRS - Advtiory Commiftee on HMetor Safeguard* 80/04/0*. 
188pp. 

800*1090130 Transcript of ACRS Suleommittee on Reactor Safety Research 
800603 meeting In Washing tour DC Pp 1-24. 

* ACRB - Advisory Committee on Reactor Bafegirardi. 80/O&/03 29pp 

30060-70132 Transcript of AGRB Bubcofimi ttee on Extreme External 
Phenomena BQO&04 meeting In Uashlngtoni DC, Pf 1-S9S 

* ACRS - Advisory Committee on Reactor Safegu*r<Js BO/06/04 
S-JTpp 

S006070139 Transcript of ACRS Subcommittee n Eitren* External 
Phenomena 600604 meeting In WaihinotomDC Pp 299-414. 

* ACRS - Advisory Cc-nnilttfe on Riactor Safeguard* 80/06/04 
390pp. 



SO09230S&Q Foruar-d* notice of ACRB Subcommittees on Site Evaluation & 
Reactor Radiological Effects join): e 0052 1 d 22 meeting. 
Request* eOOSOt FR publlca,tion 

CHILHjS J Office of the Secretary of the Commission BO/O4/2? 
IP 

BOQ323uBfi& Notlc* of ACRB Subcommittee* on Site Evaluation tt Reactor 
Radiological Effects joint B00921 b 5S m*tlrj. 
HOVLErj C. ACR9 - Advlsoru Committee on Reecfeor Baeguards, 
80/04/2? 2pp. 



B004ia02?3 Discusses comparative suitability of LWBi far electric paius 
generation, Next generation of nuclear plants will need to 
load-follow, 
EPLER.G. P. Epler. E P. 30/04/01, 9pn 

8006120275 Discusses feasibility of dJeatgnlng contilnmenfe that cati 
withstand core melt Bids could! be designed besed on present 
info. Design should be Inexpensive 

CATTCM. 1 ACfiS - Atfvtiori) Committee on Reactor Ba.fegue.rdi 
BO/O4/23. 5pp 



292 



NONDOCKETED ITEMS 



8006120296 Sumrcarliei ACH9 Sutocomml ttnu on Concrete Structure" masting 
ZUDANS, Z Franklin Ini titute/Frank 1 in R>*earch Canter BO/04/29 
3pp. 

8006120296 Cowman** on ACRS BubcommlUae on Natural Circulation 800484 
meeting Ovt rconsarvatlnn prevent* developing neu technology 
LlENHARD. J H Kentucky. Unlv r 80/04/29 4pp 

8006120299 Comments on HUREQ-0467 NUREO should be limed a guitfn only 
ti industry invltd to originate oun Implementation details 
In al ternat ive ( NUHEO sftould be meija part of action plan 
KUDANS. I Franklin Ini tltute/FranUln Research Center BO/04/30 
2pp 

8006130029 Bummarv of ACRS Bit* Evaluation BuOcommi tte S00422 meeting 
in Washington. DC r proposed emergency planning iule 
ACRS - Advi*ory Committee on Reactor Bafaguard* 60/09/16 I3pp 

BOQ6130046 Bumnarg of ACRS Subcommittee on Reactor Safety Research 
800409 meeting In Ma*hlrifton,DC re FYBl tt FV02 reieirch 
budgets. 

* ACRS - Advisory Committee -on Reactor Safeguard* 80/04/23 16pa 

BOQ4130052 Bumwarg of ACRS Raactor Radiological Effgct* Subcomml ttee 
B 00 423 neetlng in Waihing tcni DC re radiological safety 
evaluation program for operating plants 

ACRB - Advisory Committee on Reactor Safeguard* BO/O3/16 9pp 



60041 60 1B9 Comments on ECCS b Natural Circulation Subcommittee 
600325-26 meetings Semiicale should be used soon for 
terles of scaping oiper iraents to determine amount of 
noncondenilble gas necessary to degrade reflux boiling mode 
CATTONi I, ACRS - Advlorg Committee on Reactor Safeguard* 
BO/03/OB, Sff 

8006160193 Dlicu*es 80O411-12 UBA/Ms*t Germany malt research pT-ojr.*n 
review !i info eichange meeting R Denning conclusions In 
support of Rogovin rept Include uncartalnt IE* In sicess of 
boundarg conditions 

CATTDN. I ACRB - Advisory Committee on Reactor Safeguards 
80/06/10 4pp 

8006160203 Dlscusies ACRS Subcommittee on Concrete (. Concrete 
Structures 800422-23 meeting Adequate provisions for 
integrating results of related research efforts bg Industry 
lpon*ord group* & govt organizations not apparent 
P1CKEL.T W Union Carbide Corp BO/OS/16 2pp 

8006160204 Trancrlpt of 242nd ACRS meeting on B00603 In Wah in^ton, DC 
Pp i-234 

* ACRS - Advlsorg Committee on Reactor Safeguards 80/06/09 
S7Spp 

8006160209 Transcript of 242nd ACRS open session on 800606 in 
Washington. DC Pp 233-299 

ACRS - Advisory Committee on Reactor Safeguards BO/O6/D6 40pp 



8006130093 Bumnurg of ACRB B(,U Haber Rector, Subcommittee 80040B 
meeting In Hjiiliinoton, DC re fi&M reactor ienltivitv to 
feidkiater trantltntt 

* ACRB - Advlioru Committe* on Reactor Safeguard* 30/04/17 13pp 

eOOA13M3fl Sunmarg of ACRS Subcommittee on Rtgulatorg Activltle* B004O9 
mt*tinB In Uaihlngton. DC re r*gule>t-orit guides fc std* 

* ACRS - Advliaru Conmlttei On Reactor 6*fju*rifi BO/09/01 lipp 

3006140039 Dlicut**! 4nft final rulai IOCFR90 & 70 on tmir^iticij 
planning. NRC-FEftA jproch ihould ba developed (c Implemented 
to tncourije st*t* i. local agencies to Incorporate federal 
efforts Into thr jnirgencg planning 

PUCBSETiH 8. ACRS - Advisory Camnittee on Reactor Safeguard* 
2pfi, 



B006170SB7 Request* brief . uiritten status rept re overall effort by O' 1 
of Nuclear Reactor Regulation In area of pellet-clad 
Interaction Should Include dlicusslon of whether fuel 
failure* would bt Increased by extandlng fuil burnup llmlti 
LIBARK1N. M W ACRB - Advl*oru Committee on Reactor Safeguards 
79/07/27 Ip, 

8006I7033B Bummrg of combined ACRB ECCS/Reactor Fuel 8u6eom*itt*- 
800314 meeting in Washing ton, DC re effects of eiternallg 
mounted thermocouples on LOFT fuil rods 

ACRS - Advisory Committee on Reactor Safeguards BO/04/3O 3?p* 

9006170343 Bummarg of AGRB Subcommittee on ATH8 8001S3 meeting In 
HathtngtoniDC re propod resolution of ATW8 

ACR8 - Advisory Committee on Reactor Safeguards BO/04/12 S3ff 



8006160066 m*cui proposed pot it Ion on aettmfc tcram HUC doe* not 
have pailtian far or oalnit ftiimlc scram Recommends that 
HUC Initiate modelt studg of effects a-f seltmlc icran on 
variout accident or traniient icenarlas 

PLEBSETiM 9 ACRB - Advisory Comnlttie on Reactor Safeguards. 
BO/06/11 Ip, 

3006140072 Dltcu**t lelimlc qualification of PHR auilllary fetduater 
t\f *. Rtconmindi that NRC apply addl manpower to complete 
r'viiu of affected plants, l/ttls ihould perform Independent 
revlu* on s-ane time icali. 

PL.ES BET i M. 8 ACR8 - Advi<oru Committee on Reactor aafeguard* 
SD/Oo/10, tp. 

BOD6)letK}?6 Raipondi to 800401 r*q,uitt far addl Info r> ACRS comment* 
in 804311 Itr concarnlngi near'term OL Items from Draft 3 
of NSC Action Plan Appralial of merit of raftnnced 
propotalt ulll b* poilblt only after dtllberate studg. 
PLESSer. M. S ACRS - Advisory Coomtttee on Reactor Safeguards 
80/06/10 Epp 

300616010-1 Comatents on NUREQ-0&f>7> "Trn*lent Reeponn of B&U-Dsilgned 
AtictoTi, " Exprette'i concern that recommendation* In repfc 
show continuation a* NRC trend touard Iti* flextbilltg In 
rtiolutlon of afttu, issues. 

PLESBETiM 8 ACRS - AdvUorij Commltta* on Reactor Safeguard* 
BO/06/10, Spp 

Q004160J11 Dl*cu*ies factoring of quantltatlvi estimate* into **i*mlc 
safety fvaluation. ACR8 wlthas to develop rationale for 
Including eitLnati* In decliion-maklng proce** Rutunti 
uptfat* r NRC effort* to develop rationale 
PLEBSETiH 8. ACRB * Advlsorg Committee on Reactor Safeguard* 



8006170346 flummarg of ACRB Subcommittee on Metal Components BOO123-24 
meeting In Hahlngton. DC re status of steam generator 
problem* 
# ACRB - Advlsorg Committee on Reactor Bafeouard* BO/03/21. Blpp 

aoo&lBD629 Comments on 300424 natural circulation meeting ri lisa of 
LOFT/SEMI SCALE facllitlet In future research activities 
More specific itatement* should be made on purpose of te*ta 
Si of InttTUmentatlan ! programs used. 
ACOSTA,A J Affiliation Unknown SO/04/29 Ip 

800ol90190 Notice of chang* of location of ACRS Ad Hoc Bubeoinmi tt* a 
TMtiUnlt 2 Accident Action Plan 800401-02 meeting* Heatings 
ulll be held In Room P-llBi Phillips Bldgi Dethesdai HD 
HOYLE. J C ACRB - Advlsorg Committee on Reactor Safeguards. 
BO/03/19. Ip 

8006190195 Notice of retchaduling of ACRB Subcommittee on Metal 
Components meeting Meeting uill be held on BOO 4 24 at 
American Museum of Science & Technology^ Oak Ridge, TN 
HOYLE, J.C, ACRB - Advlsorg Committee on Reactor Safeguard*. 
BO/04/16 Ip 

8006190200 Notice of ACRS Procedures ti Admlnl itratlon 800430 n*tin) 
in UaihlngtoniDC. 

HOYLEiJ C. ACRB - Adviiory Committee on Reactor Safeguard*. 
BO/04/14 Ip. 

6006190209 Notice of ACRS Subcommittee on Metal Component* 80O424-S9 
meeting* In Wa*hinoton, DC to review heavg section *teel 
technology 

HOYLE, J c ACRB - Advliory Committee on Reactor Safeguards. 
80/04/02 3pp 



B00616D182 CoftMtnt* on BOO 43 4 ad hoc Bhete meeting on natural 
circulation. Bemltcata should b* encouraged to tolve heat 
los* problan on Priority 1 bills LOFT Initrumentatlon group 
ieemi to< be isolated & tend* to b* unimaginative 
CATION. I AC ft 8 - Advisory Committee on Reactor Safeguard* 
60/09/03 Ip 



6006190213 Notice of ACRS Ad Hoe Subcommittee on Natural Circulation 
of Feed tt Bleed Heat Rtmoval 8004S4 meeting in 
Washington* DC 

HOYLE, J. C. ACRS - Advisory Committee on Reactor Safeguard*. 
80/04/02 3pp 

9006190SSI Notice of ACRS Subcommittee on ECCS 800326 in Uashlnotom DC 
HOYLE. C. ACRS - Advisory Committee on Reactor Safeguard*. 
SO/03/09 Zpp 



NONDOCKETED ITEMS 
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8006190667 Summary of ACRE Uaite Mgt Subcommittee 791031 meeting In 
M tiling ton, DC re object I vesi goa Is & priorities of NflC 
Udtte mgt ft fuel cud* research programs 
ACRS - Advisory Committee on Reactor Safeguards 79/12/10 19pp 

Sn0&190668 Dlscuss.es Waste Mgt Subcomml ttee 791031 meeting Forwards 
reviled iey to project clarification matrices end u/791022 

ARESENAULT.F J Division of Safeguards 79/11/04 4pp 

6006200039 Notice of ACRS Ad Hoc Subcommi ttee on TMI Unit 2 Accident 
Action Plan 800401-03 meeting in Wash ing ton, DC to continue 
consideration of Draft 3 of NUHEQ-0660 
HDYLE. J C Office of the Secretary of the Commission 80/O3/10 



SOO4200133 Summary of ACHB TMI-2 Accident Bulletins 4. Orders 
Subcommittee 000304 moating in Washington, DC 
* ACflS - Advisory Committee on Reactor Safeguards 90/0-1/22 13pp 

60O620D619 Notice of ACRS Subcommittee on ATHS BO 0326 meeting in 
Washington, DC 

HOYLE, J C Office of the Secretary of the Commission SO/O3/O5 
2pp 

BQ0623001S Notice of proposed meeting-* of ACRS subcommi ttees, working 
groupt b full commi tteas from 000325-0506 
HOVLE, J C Office of the Secretary of the Commission SO/03/14 



aOQi240327 Notic* of ACRS Subc ommt ttae an Safeguards & Security BO 062 t 
meeting in Washing tone DC to revt-ew pertinent portions at NRC 
rtnarch program re spent fuel *to-rao. pant conseijuence 
estimates from sabotage ti plant security 

HQVLE. J C Office of the Secretary of the, Commission SO/OA/OS 
3pp 

BOQ&34O520 Notice of ACRS Subc ommlttoe on ECCS B00634-23 (netting in 
Washington* DC to review research pi- on rams re LOCA* b 
transients t* LOFT 

HOVLE. J C Office of the Secretary of the Commission 80/06/04 
3pp 

BO0624OSQ0 Notice of ACRS Subcommittee on Metal Component* 800617-16 
meeting in Vtiihing ton. DC to review pertinent portions of 
NRC research program 

HQYLEi J C Office of the Secretary of th Commission BO/03V23 
3pp 

B006240591 Notice of ACRS Subcommi tt on Advanced Reactor* B00613 
meeting in Mashing ton. DC to dlicuss NRC funding b program 
direction/termination Some closed session necitiarij 
HQVLE. J C Off ic* of the Secretary of thi ComAlLst ion BO/03/23 
3pp 

B00624O599 Notice of ACRB Subcoramtttae on Rvgulatorg Actlviti** 800604 
open meeting In Washlngtoni DC to discuss proposed Rg Guide 
1 23rRnvisi<jn 1 & revtslons to IOCFR3O & 39 

HOVLE.O C dfflCB of th* Secretari| of th Commission BO/OS/lb 
2pp 



9QO&23GQ1B Notice of ACRS SubtOflmi t tee on Site Evaluation 000482 
meeting in Mash Ington, DC to r*vleui 10CFR50 J. NUREO-0634 
HDYLe, J C Office of the Secrtarg of the Commission. QO/04/O1 
3pp 

8006230023 Notice of ACRS Subcommittee on Reactor Safety Research 
000409 meitlng in Wash Ing ton. DC to review Ofc of Nuclear 
Regulatnrg Research response ta ACRB recommendations to 
Congress re NUREO-0657 
HDVLGr J C Office of the Secretary of the Commission 80/03/20 



B006230O27 Notice of ACRB Subcommi ttse on BtU Mater Reactors B0040B 
(nesting in Uashinoton, DC ta cornplete revleui of NRC study 
to datermini whether const should be halted on certain BiW 
plants. 

HOYLE-J C Office of the Sacntarg of the Commission BO/03/ 18 
3pp 

80061230053 Notice of ACRS Subcommittee on Regulatory Activities 
Q004O9 meeting in Hathlngton, DC 

HQYLEiO C Office of th* Secretary of the Commission BO/03/20 
Spp 

S00623O09B Notice of ACRS Bubcommi ttn an Power & Electrical Bys 300409 
(netting In Mashlngtoni DC to discuss nuclear data link 
HQYLE-J C, Office of the Secretary of the Commission 80/03/20 



B004230046 Notice of ACRS Ad Hoc Subcommittee on TMI, Unit 2 Accident 
Implications 6004 09 meeting In Washinotom DC 
HOYLEi J C Office of the Secretary of the Commission. BO/03/30 



BO Oi330 07 9 Notice of ACRS Subcommittee on Concrete b Concrete 
Structures 300323-26 meetings In Washington, DC to revleu 
ur needs In structural engineering 
HDYLE i J C Office of the Secretary of the Commission BO/03/05 



8O06230-OB4 Notice of change of date of ACRB Subcommittee on ECCS 
meeting Keating rescheduled to 800329 

HDYLE, J C Office of the Secretary of th Commltilon BO/03/14 
IP 

3004230229 Notice of ACRB Subcommittee on Reactor Fuel 00042V meeting 
In Washington, DC to discuss NRC research program on reactor 
fuels for ACRS annual rept ta NRC & Congress. 

HOVLEiJ C Office of the Secretary o* the Commission BO/04/09 
3pp 

9006230234 Notice of rescheduling of date of ACRB Ad Hoc Subcommi t toe 
on Natural Circulation Heat Rnmoval meeting to 800316 Title 
at subcommittee changed to ACRS Ad Hoc Subcommittee on 
Natural Circulation & pid ft Bleed Heat Removal 

HOYLE,J C. Office of the Secretary of th Commission BO/03/14 
If. 



8006240603 Notice of ACRS Subcommittee on Entrtme External Phenomena 
SOO604 meeting in Wai hington. DC to dticuts crttari for 
seismic design of safe shutdown & heat removal sifs, stlsmlc 
scram (t research budget Some closed sessions mau, b( needed 
HOVLE, J C Office of the Secretary of th* Commlsiion BO/05/16. 
3pp 

Q00624060B Notice of ACRB Subcommittee on Reactor Safety Research 
B00603 meeting In Wathlna ton, DC to review pertlnint portions 
of FY32 r**earch budget, Soma sessions may be closed to 
eipl-ore matters Involving propritrs Info. 

HQYLE.J C Office of the Secretary of the CommiiHon BO/09/14. 
3pp 

8096290087 Notice of ftCRB Sub commi tt** on W*t Mgt i Fuel Cijcla 
800626-27 maatlng In Mashing ton- BC to dieue pertinent 
portions of HRC research program 

HOYLE, J C Office, of the. Secretary of the Commission BO/06/O9 
3pp. 

8006230091 Notice of preliminary schedule of proposed meetings of ACRS 
subcommittees It working grouptr taking Into account adtfl It 
postponed/cancelled meeting* since BOO 428 publication, 
HQYLE. J C Office of the Secretary of the Commission BO/OS/IS. 
6pp, 

8O0625OI47 Notice of ACRS Subcommi tte* on LEfit a 00 422 meeting In 
Washing ton. DC 

HOVLE, J C. Office, of the Secretary of the Commitctan BO/04/01. 
3pp 



6006230331 Summary of ACRB Ad Hoc THI-2 Accident Implications 
Subcommittee B0030S meeting In Washington, DC 
* ACRS - Advisory Committee on Reactor Baft-guards BQ/04/aa 



20PP 



BOO6290371 Summary of S3?th ACRS maetlng on 80030i-QB In Washington. DC 
Items considered Include NUREO-QAfiO, proposed pl*n for 
implementation of NRC bulletins l> orders resulting from 
THI-2 accident li floating nuclear plant cor* ladle design 
PLEaSET.M 8 ACRS - Advisory Cc-mmittffe on Reactor Sffiguardi. 
80/O3/24. Spp. 

30 0^230374 Discuties plan for *tndej operation of light uater -breeder 
reactor Bated on 24 lit meafclng on BO 030 1-03 u/Mestinghouier 
UtlliOOE ft NRCiACRB billevel operation of raactor core to 
84-000 EPPK is acceptable. 

PLESSET,H, 9 ACRS - Advliorg Committee on Raactor Safeguirds. 
SO/09/06. Ip 

80Q6260082 Nottf ieation of ACRS Bubeomml tte on B&M Hater Reactori 
B00429 meeting In W**hinfl ton. DC to revleu NUREO-OA47 
HOYLE,J C. Office of th Secretary of the CommUtion. SHIELDSiH C 
Office of the Central Counsel. SO/04/07. 3pp. 

8006260329 Forwards FR notice ACRS Subcomiilttee on Advanced ftaa-ctors 
600619 meettni). f or publication on 800329 

CHILK.B, J Office of the Seeretarif of the Commlslon. 80/O9/23. 
Ip. 
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BOM2603&4 FR notice of ACR8 Subcommittee on Advanced Reactor* 300613 
mtptlna in Wa*hlngtoni DC 

HQVLEiJ C Office: of the Secretary of the Coromiiilon BO/OS/23 
Spp 

9006270003 Notification of ACRS Subcommittee an Regulatory Activltiai 
000*30 meetlns In Washington. DC to hear commints on Rag 
Ouidei 1. 1 & 1 XXX 
HOYLErJ C Office o* the Secretary of ths Commlst ion 60/04/14 



BQ0630D661 Burnmarij of 241 t ACRS meeting on 8O041O-1S In Hash Ing ton, DC 
Items canildered include revieui of NUREO-0660i d 1 SCUBI Iqn of 
ATMS u/r ipr BSBntatl vei of nucliar power Industry & 
dlcuision of effect on ACRS of 19BO Reorganl lation Plan 1 
PLESSETi M E ACRa - Advisory Committee an Reactor Bafguardi. 
80/04/22 3pp 



COMMISSIOtJ NRC COHHIS3IONER8 



8006270355 Tentative ichfldul* for ACRB Subcommittee on BfcW Water 
fit act or I 300406 miitlnj 

ACRB - Advliorg Committ.* on Reactor Safeguard* BO/04/OB Ip 

BOQ6B703SQ Schedule ti outline for dl*cuilon at S41t ACRS meeting on 
B00301-O3 In Washington! DC 

ACRS - Adviiory Cc-mmitti on Reactor Baftouardi BO/04/23 3pp 

BOO&27O377 Transcript of ACRB Subcommittee on Metal Components 800618 
itting in Washington. DC.Pp 285-463. Warning seilon Related 
natl tt vieugraph* tncl. 

> ACRB - Advliory Committee on Rut tar Safeguards BQ/Ofi/18 
273pp 

6006570301 Transcript of ACR8 Subcommittee on Advanced Realtor* 800613 
muting in Wishing ton, DC Pp -203 Related mails tr vleugraphi 
tncl 

ACRS - Advisory Commlttse on Reactor Safeguards BD/0&/'13 
300pp 

aOOi3D001O Eubnit* tttui of ntir-tern CP *|tpHctttotit dli-cumd at 
241*t ACRB Mtitlng on 600301-03 Stipporti Mcomiendatlon bg 
rpri(tnt*tlve that Interim approach to major policy iitun 
ihould be dtvelopid 

PLEBSET. M 8 ACRS - Adviiorg Cotnmlttei on Reactor Safeguard* 
SO/O5/06 2pp 

aOOi300116 Flrft draft of Thy t let of Reactor Hdtduun Accident " 
COHEN, B L Plttlburghi Unlv of. 80/03/24. S?pp 

B0063OO3I2 Ntttifieattnn of ACHB Subcomnlttae on Reliability l< 
Prohahlliitic Aiiiitmtnt S0043O minting In Wuhinjton- DC 
to contlnu* evaluation of niid to devalop quantitative 
iifttu {o*l* for plantii Bigragatlnn determination *ncl. 
HOYLG.J C Off let nf the Bicretar u of ttii Commlnion QO/04/O9. 
3PP- 

8006300316 Notification at ACRS Ad Hoc Bubconni ttee on Cli 9 
Acclilenti 1300 509 meeting In Chicago. IL Segregation 
determination incl 

HQYLE.J C Qfflci of thi acr*tiry of the Commlttion, 8H1LEDS.W C 
QfPlee of the> Oineral Counul 80/04/S1 3pp. 



9001040676 Comml uloner Ktnnedy'n correspondence for Haij-Dec 197? 
KENNEDY. R T Oommlion 79/1S/1B UOpp 

B0041601B6 Request* comments on proposed t-ul amak ing cancernlng iliipo-ial 
of raduaste* produced bij nuclear facilities Comment! iu* bg 
B00419 FR notice- encl 
AHEARNE, J F Commission BO/03/12 Ip 

3004160190 Requetts comment* on proposed rulena k ing conce-rnlno, diipon; 
of raduastes produced bij nucltar facilities Commenti due bij 
B00415 FR notle* encl 
AHEAflNE, J F Commission 80/03/12 2pp 

9004160193 Riquetti comirunt* on proposed rulemaklng concerning diipaiat 
of raduaitei produced bg nuclear fscllltlel Comments due 
by B0041S FR notice end 
AHEARNE. J F Commission SO/03/ 12 2pp 

8004160196 Riqueit* comment* on proposed rulemaklng conorning diiposail 
of raduaitei produced bi; nuclear facilities Comments due by. 
bg 6004 15 FR notic* encl 
AHEARNE. J F Commission 80/03/12 Epp 

E3 004 160 200 Rtqueiti comment* on proposed rulemaklng concerning dlipoial 
of raduaite* produced bg -nuclar facilities Comments due bg 
BOQ419.FR notice and. 
AHEARNE, J F CommUston. 80/03/12 Sp p 

9004160202 Requests comments on proposed rulemailting concvrnlng dLipota.1 
of raddiaites produced by nuclear facilities Comment! due bij 
B00413 FR notice encl 
AHEARNE.JF Commission 00/03/12 2pp 

S00414O203 Requests co<nmants on proposed rulemaklng concarnlng dlspoi*! 
of raduasts* froducid by nuclear facilities Comment* due by 
800415 Ffl notice end, 
AHEARN6. J F Comntllton BO/O3/12 Epp 

5004160206 Requeiti comment* on proposed rulemaklng concerning dltpct*! 
ol raduastn producad by nuclear facilities Comment! due by 
BD0413 FR notice end 
AHEARNE, J F Commlttion 80/03/12 2pp 



8006300324 Motlflcatlon of ACHB B00319-20 l< SB-29 neetingm u/Oerman 
Reactor Saftv Committee 1 French Droupe Ptrmnnnt-R*ctar 
In DbrlohiBimjOermang tt Fontenag-Au-Roe,Frnce to dtscusi 
rekctor safety t practice. M/itgregation determination 
HOVLE.J C Office of the Sicrttary of the CamrtiiHon, SHIELD, W C 
Office of the DineraL Counul BO/04/23. 3pp 

800630032? Notification of ACRB Sub c email tie* an RMctor aperations 
BOO 520 meeting in Maehlngtonr DC to review NRC retaarch 
program Bagregatlon determination encl. 

HQYLEjJ C Office of the Secretanj of the CommUslon SHIELDS, H C 
Office of the Qeneral Coutisil 80/64729 3pp 

S006300B4B Notification of thang* of ACRB GubcommUtee on Reliability 
fc Probalillitg Ass tt emeu t B00430 meet Ing. Portions of meeting 
r* NRC budget nag bo clomJ to public M/ determination m*dt 
per Federal Advisory Committee Act 

HOVLE.J C Office of tht Secrefearg of the Commiiflon, SHIELDS, W M 
Office of the Oiniral Counsel 00/04/22, Hpp 



800416020'? Requests coinmenba on propoiod rularaal Inj concerning dl-tgoiaH 
of raduiaites (troifuced bg nucliar facilities Comments due bif 
900419 FR notice end 
AHEARHE, J F Commif*ion 30/03/12 2pp 

8004140812 Requ*it* comments on proposed rulemaking coneernlni dispoi* 
of raduattas produced bi| nuclear facilities Comments due by 
B00419.FR notice encl 
AHEARNE, J F. Commission SO/03/12 2pp 

S00416CQI3 Requests comments on propo**d rulemaklng concerning dltpoiai 
of raiduastes produced by nuclear facilities Comments due bij 
B00413.FR notice and 
AHEARtiEi J F. Comnlliion SO/O3/12, 2pp 

8004160S2O Requests comments on proposed rulemalting concerning disjKjia 
of raduastes produced bg nucliar fac 1 1 Itiei, Comments due bg 
800419 FR notice encl 
AWEARNE. J, F Commisjion Bo/03/12 5pp 



80041B0211 Responds to BQ01S8 lir re NRC emphasis on emergency planning 
for nuclear accidents NRC & FEW A cooperate In developing 
emergency planning ruls & related itatt guidance, 
AHEARNE.J.F, Commission SO/03/18 Ip, 



8005200503 Dticuises reaion-s uihy Commisiton doa not support H R 
re requiring Secretary of Entrjij or Secretary of Defen** to 
notify state legislature about proposed const of state 
raduait* -storage facility. 
AHARNEiJ F Commission SO/04/28 2op, 
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--6003300312 Request* comments on encl H R 5923 re requiring Secretary 
of Energy or Secretary of Defense to notify State 
legislature about proposed const of mtate raduaste storage 
facility 

STAGGERS, H O House of Rep i Interst tt Foreign Commerce 
79/1 1/2B 6pp 

8005530435 Respond* to 800207 Itr rt rise tor control tit failures which 
could result In accident sequences not previously 
antic 1 patiij Commission rocognlies need for addl deliberate 
investigation of control BU.S failures It consequent effects 
AHEARNE, J F Commission 80/09/14 2pp 

8003'2BQ473 Discusses status of actions re high energy line break u/ 
consequentia 1 control sys failure Forwards Interim criteria 
*o b-t considered In realted follouup reviews Supporting 
ladles end 
CHECK, P B Division of Operating Reactort 7<?/12/19 17pp 

8006020136 Comment! on draft bill. "To Establish Nuclear Safety 
Oversight Committee " Recommend! that accompany ing 1 tr be 
sent to Congres* clarifying that committee will not 
Influence decisions or action* before Commi*lon 
AHEARNE, J F Commission 90/09/01 llpp 

8006030586 Comments an Draft 3 of NUREO-0660, "NRC Action Plans 
Developed as Remit of TMI-2 Accident " Insufficient 
attention given to both general & special policy question* 
which require consideration in connection u/near-tirm OLs 
PL6B3ETjH 8 ACRS - Advisory, Committee on Reactor Safeguards 
80/04/17 3pp 

8Q0609Q020 Responds to request for data comparing population densities 
near reactor site* abroad in/US figures Info is *fcetehi) & 
imprecise Comparisons should serve Immediate purposes Si> 
foreign countries Involved have higher derisitle* than US, 
HANRAHAN, E J Office of Standards Development. Director BO/04/21 
lipp 

E3Q0609O110 Aek receipt of B00312 Itr re NRC policy on differing prof 
opinion! Outlines characteristics of proposed NRC policy 
that match intent of recipient comments 
AKEARNE.J F Commission 80/04/29, lp 

BOO60"?Q113 Comments on NRC proposed policy on differing prof opinions 
Policy should be immediately Implemented 

VON HIPPEL, F , RAVEN-HANSEN, P. American Association for th* 
Advancement of Science BO/03/12 2pp. 

BOQ4.110393 Ueeklu info rept for uk ending BOOB 16, 

flEHMi T A Office of the Etecutlve Director for Operations 

DO/03/21 32pp 

a<J06120OS9 Meekly Info rept for uk endlno BOOS23 

REHH.T A Office of the Executive Director for Operations 
HO/O3/29 3Bpp 

C00612O065 Comments on amends to Reorganization Plan 1 of 19BO Congress 
should not disapprove amended plan Ultimate agency authority 
to Interpret tt apply plan resides w/ComoiIislon, Addl 
clarification needed to prevent conflict for NRC 
AHEARNE, J F Commission SO/03/14 Spp 

3006120071 Comments on amend* to Reorgani tation Plan 1 of t9BO;Congreis 
should not disapprove amended plan Addl clarification needed 
to prevent conflict fur NRC Separate comments by Chairman 
Ahearne entl 
AHEAHNE, J F Commission. 80/09/14 4pp. 

BoofiiaoiOO Comments on H R 4939 authorizing Ofc of Science t, 
Technology to serve as federal focal point for encouraging 
technological risk comparisons Bill addrens desirable 
ob jectlve, Proposed approach mould be useful 
AHEARNE.J F Commission SO/03/14. lp 

BOO i. 120 107 Requests comments oh end H R. 4937 authorlilng Ofc of 
Science tt Technology to lerve a* federal focal paint far 
encouraging technological risk comparisons 
RITTER.D House of Rep r Science It Technology 00/03/26, 10pp. 

SOOA 120201 ni c ii n t Invitation to ipeak at Fourth AN8 Topical Meeting 
on Technology of Controlled Nuclear Fusion on BD1014 
HENDRIE. J, K Commlsf ton 80/03/02. tp 



S006120213 Responds to 800403 Itr re project to compile fact shtet* 
dealing u/loui level waste Project Is excellent t wouliJ be 
useful Offers NF1C assistance 
HENDRIE. J H Cammtsslon 80/03/02 lp 

9006120319 Requests NRC assistance in compilation of fast-fact iheet 
re low level waste 
MARTV, R Suedlsh Hglp Medical Center Seattle, UA SO/04/03 lp 

BOQ61EO260 Requests assistance in obtaining Congressional approval of 
FVSO supplemental budget OHB BOO 4 07 cutting of NftC travel 
b traniportat ion funds would severely limit ability of NRC 
to carry out required functions 
AHEAflNE.J F Commission QO/03/13 lp 

BOO&120264 Ack receipt of Gatllnburg II uiorkshop proceedings t> cople* 
of recent speeches Discussion* at Oatllnburg are step 
forward 
HENDRIE, J M Commission BO/OS/02 lp 

B0061E0266 Forunrds Oatllnburg II uorkshop proceedings b recent 
speeches Uorkehop brought together approi 40 representatives 
of nuclear enterprise It public regulatory bodies U/o encls 
HEINBERO.A M Oak Ridge Unlvs BO/04/25 lp 

8006130002 Declines Invitation to attend 12th Annual Natl Conference 
an Radiation Control on 600310-22 In Louisville, KY Prior 
commitments preclude attendance 
HENDRIE. J H Commlltlon 60/04/30 lp 

BOO 61 3 0003 Extends invltatinn to attend 12th Annual Natl Conference on 
Radiation Control on SODSI8-22 in Loulsvlllei KY 
LACKER. D K Conference of Radiation Control Program Directors. 
Inc BO/04/13 lp 

8006130023 Responds to 800404 Itr RB Mlnogue. Director, Ofc of Stds 
Development ulll be NRC representative to Radiation Policy 
Council UJ Dlrcki, Director, Ofc of Nuclear Matl Safety ti 
Safeguard* ulll be alternate 
AHEARNE.JF Commission 80/03/12, lp. 

8006130027 Requests appointment of NRC representative to Radiation 
Policy Council Executive order establlihlng council encl 
C03TLE, D H President of US & Executive Office* SO/04/04 19pp 

8006 130031 Request* appointment of NRC representative In anticipation 
of etecutlve order establishing Radiation Policy Council, 
COSTLE.D.M Environmental Protection Agenci) 79/11/30 lp 

8006130180 Comments on H, R 6970 re providing federal assistance to 

states for development of uaste burial ground* Section 4(b) 
should be amended to permit use of federal facllltle* by 
states committed to establishment of disposal facility. 
AHEARNE, J F Commltslon 80/03/29 4pp 

800A130191 Requests views on end H H 6370,re providing federal 
assistance to states for development of uaste burial 
grounds 

8TAGOERS, N, House of Rip,. Intent t< Foreign Commerce 
80/03/31. llpp. 

S00613Q197 Submit i quarterly rept to Congress on number of full-time 
employees hind It promoted 791001-1231. No action* reported 
re promoting NRC equal employment opportunity U/o end. 
AHEARNE.J F Commission, BO/03/28 lp 

--8006130300 Submits quarterly rept to Congress an number of full-time 
employees hired fc promoted 791001-1931 No actions reported 
re promoting NRC equal employment opportunity H/o encl 
AHEARNE. J F, Commission BO/09/25, tp 

8006130203 Provides Subcommittee on Environ, Energy d Mature! Resource* 
u/quarterly rept to Congress on number of full-time 
employees hired t> promoted 791001-1231 No action* reported 
re promoting NRC equal employment opportunity U/o encl. 
AHEARNE, JF Commission 90/09/2S lp 

8006130207 Provides Subcommittee on Nuclear Regulation u/quarterly rept 
to Congress on number of full-time employees hired tt 
promoted 791001-1231 No action* reported re promoting NRC 
equal employment opportunity U/o encl 
AHEARNE, J F Commiiaion, BO/09/28 lp 



BOO 61 0207 Extends Invitation to speak at Fourth ANS Topical Meeting on 
Technology of Controlled Nuclear Fusion on B01014 
TENNEV, F H Princeton Univ. 80/04/03 lp 



-8006130213 Provides Subcommittee on Energy It Environ u/quarterly rept 
to Congress on number of full-time employee* hired Si 
promoted 791001-1231. No actions reported re promoting NRC 
equal employment opportunity H/o encl 
AHEARNE.JF Commission, 80/03/28. lp 
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8004130215 Provide! Subcommittee on Energy h Power la/quarterly rtpt 
tv Congress on mumbar at full-time employ**! .hired & 
promoted 791001-1231 No ectloni reported re promoting NRC 
HUt enployaent -opportunity H/o incl 
ABEASNE. J F Commission 30/03/23 Ip 



SOQ6260I3S Responds to 800114 Itr foruarding KV 800213 House Resolution 
97 requesting federal technical t. financial assistance for 
Many Plata decommissioning NRC not authorlied bo provide 
fund* for such purpose 
AHEARME.J F Commission 80/O6/Q9 Ip 



8006130395 Responds to 80O304 Itr ri propond relocation of NHC 
Region 4 etc to Fort Worth, TX QBA Regional Administrator 
bait* relocation rtconnindation on Eiaeutlve, Order 12072 
NHC unable to reverse decision 
AHEAflNE, J. F Comalsilon 90/03/17 Ip 

8QOfil3Q3B7 Confirm BQO304 teleon r relocation of HRC Region 4 ofc to 
Fort Worth, TX JM Kendrit 790711 Itr advised that Arlington, 
TX lease vault be renegotiate 03A SQ02IS Itr notiflid that 
a-tc uauld be moved Prompt examination of matter requested 
FROST, M HOUI* Of Rep 80/03/04 2pp 

80061B0074 W*illg info r*pt for ut ending BO 0530 

REKK.T A Office of tht Eieculiv Director for Operations 
80/O6/OS 27p 

B006200374 Responds to BOOHS r nut it to cUrlfu statiments maifi during 
B00413 Coaiml liion netting re environ qualification of 
lafitq-nlatid ilvctrlcil tquipoent. Foruirdi HRC 800523 
ainorandun t ordir. Ctrtl f icate of Bvc incl 

DIRCKB. H J Office of the Eicijtlv Director for Operation* 
80/03/23 4pp 

BOOAZ30112 Aci reeaipt of 800923 Itr & outllnei for media training 
program Info li bitng faruarded to training perionnet for 
dlicutilon. 
HEHDRIF.J M ConBiliiUn. 90/06/02- Ip. 

8004230117 Forwards format for l-ijy workshop* on public ipeaklng utad 

In fliedl* tratnlng program 

CRUTCHFIELD.C Media Conunieatlonii Inc. 60/03/23 9pp 

800633011^ Rttfondt to 800429 Hr & tnel re thermodynamiei b bails of 
nuclBr Industry NRC h predecntor have- never claimed that 
nuclear iclvne* Is perfect Refutei contantion ra 
til armo. dynamic theory. 
HEHDHIE.JH Connlllion. BO/05/22 2pp. 

8004230123 Forward* ript T* thtrnodunamlcs. Ntic lear Induitrg li not 

basad on tro, praclia. nit-to-per*act icivnc* ai uei 

b*Ilivid prior to TrU H/o end 

CLARK. R U Affiliation Unknown SO/ 04/29. Ip 

S00623012B Rviponde to Cltiiens for NRC in Silver Sprin B ,rlD BOOS07 
reo.uat for m*ting /Caanlnlon re r*lotation in Silver 
Spring Dciilon on inhere to relocita has not get keen made 
bg Congrais 
AHEWtHE. J F Coonlislon. BO/09/81 ip 

B00i230131 Rqute,on behalf of Ctbiieivi lor MHC in Silver Spring, MB, 

netting /NRC to facilitate NBC ralneatlon to Silver Sprlno. 
FfiEEDKAN, 5 Affiliation Unknown BO/OB/07 Ip 

8004230137 Atvltut of nomination of Jfl Martin to tirve as alternate 
for futur* meetings of Btat* Planning Council on Raduaite 
Mgt Eipresite Appreciation for support of NRC pat- ticlpatlon 
on Council nonvotlng obtervir, 

AHEAHMEi J. F COJMI! isi on SO/03/20 1 p 



Urges, on behalf of UC8, reconsideration of Commiiilon neu 
potlig to ptrmlt Ucenieis to challenge need for neu TMI- 
reldted afety requlrenanti Intervenors iheuld b* given lame 
rlghti per case law 
WEISS, E, R Sheldon, Harmon k Heln. 80/06/09. 3pp 

8006240937 Urfle, on behalf of New England Coalition on Nuclear 
Pollution, reconsideration at Coa*ii, i or eOQfiO? pollcu 
itatment for Dt rtqulrenante.Oiving action pl*n force of 
regulation* violatu due procett 
JOHDAN.H S. SheUon. Harmon fc Utltt BO/Ofi/13 4pp 

SOOAS40A01 Hettlij info r*ft for ut ending 800606 

Si* 1 ** Of "" E " tcul!i v> Director for Operations 



9006260159 Forwards p00213 House Resolution 37 requ^iting federal 
technical !. financial aniitancffl for KJISIJ Flats 
deCDflifflisslonlng 
BELL. 5 Kentucky, Stats of 80/04/14. 9pp 

BOO&300331 Foruards latest draft policg statement re licenjins 
de-cliions !< specific guidance for near-term DL caiei Three 
Commissioners are In agreement iii/approach Afternoon meetlnfl 
uitl assen further comments 
AHARhiE,J F Camminion BO/06/04 lOpp 

B006300614 Responds to B00409 request for Info re NRC federal womin't 
program Forwards plan for monltorina tt evaluating progress 
on NRC tit f Irmat Ive action plan for FYSO b "Equal Emp logmertt 
Opportunity Plan FV00 " 
AHEARNE.J F Commission 80/05/21 Ip. 

8006300617 "Equal Employment Opportunity Plan FYQO " Plan far 
monitorinfl & evaluating progress on NRC affirmative action 
plan for FY80 encl 

TUCKER. E Office of Equal Emplogment Opportunity DIFICKS.H J 
Office of the Executive Director far Operations AHEARHE, J F 
Commission SO/05/02 71 pp 

BOOeSOOoiS Responds to FOIA request for official communlent 1 ons from 
JM Hendrle to Congress during tenure s Chairman l< 
Commissioner of NRC. All correspondence is available in FDR 
Forwards documents listed in App A 
FELTON.J M Division of Rules and Records BO/Oi/23, Hipp 



CONTRACT 



NRC CONTRACTS AND MODIFICATIONS 



8006280303 Ac k rae.ipt o* 8O0908 l tr re danger, of nuclear p^.r Ltr 
al^l^t^".'^" 1 * h'*""* in Wa.hinglon.DC. * ' 



. 
80/00/57 if " 9 ' **" 



the Director 



B006020S19 "Publication of Regulatory b Technical Documents Prepared 
bv NRC Contractors, including Repts Prp*red Under or Per 
Interagency Agreements " 

Division of Technical Information & Document Control 
NRC-10-80-668 NRC APP 3202 7B/OJ/2S 33pp. 

6006020324 "Contactor Organiiatlonal Conflicts of Interest." 
10CFR20-1 34 effective rule Rule avoid*, el Imlnatti or 

neutrallies contractor organliational conflicts of 
Interest* 

CHILK.B J Offled of the Secretary of the Commission. 

NRC-10-BO-662 79/O3/27 ISpp 

0006030039 Notification of contract execution. Mod 12 to "Evaluation of 
Boil Behavior Under Earthquake Loadino Conditions " 
Contractor: Shannon & Wilson. Inc fc Agbbln Associate* 
HOLLETT,B A Research Contracts Branch, FIN B-301B NRC-04-76-aot> 
79/H/01 Ip 

B006030042 Hod IE, changing completion date from 791031 to 000331. to 

Evaluation of Soil Behavior Under Earthouake Loading 
Conditions " 

WORTON.K V Research Contracts Branch MILLER, R p Shannon I. 
Wilson. Ine FIN B-3019 NRC-04-7A-200 79/11/01 Ip 

8006030046 Notification of contract execution, Mod 4 to "Licnnse-n 
Performance Evaluation " Contractor- Teknekron Inc 

DAISDEN.L Riieareh Contracts Branch FIN B-122B NRC-OB-7a-302 
BO/03/12 ip 

8006030049 Mod A.modifying statsment of work t< extending period o# 
pirformance u/addl funding, to "License* Performance 
evaluation " 

c??, T S N '. E!l!;*J pl:h Contl ' act ' 1 Bnnch COHEN. 8 Teknkron. Inc 
FIN B-1228 NRC-OS-78-302 HO/05/12 3pp 

B00603003B Notification of contract aiecutlon, Mod 3 to "Radioactive 
n*tl Transportation." Contraetor-Unlv of Denver 
FLVNN.H Admlnlitrative Contracts Branch. NRC-06-7B-361. BO/09/ It, 



~ B006030055 Mod 3, extend ing period of performance for .even arfdl month 

to "Radioactive Mat! Transportation." 

HATTIA.M J. Administrative Contracts Branch DAVIS, P L 

Denver, Unlv of, 
NRC-06-7B-361 BO/03/16 ip 



t E :!:;;r:f :s::;i tlon to u " Dl tlw pou " profifc 

v Affiliation Unknown SO/05/ 09 8pp. 



800603052* Notification of contract ex.cutlon.Mod <? to "Doeonent 
Control Bys. " Contractor TERA Advanced Sves Corp 

Administrative Contracts Branch NRC-10-7B-59O 
Ip 
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S006OSOS27 Mod 9. eitending period of performance^ to "Document Control 
BIJI " 

ttATTIA.M J Administrative Contract* Branch FELTDN. R W TERA 
Corp Nf)C-iO-7B-980 BO/QS/22 Ip 



BD0612Q41S Hod 6, adding coit ovarrunito "Modeling Tornado Dynamic* * 
MORTON, K V Rl*s4rch Contract! Branch KRATZ. L A Aeronautical 
Reiearch Ai*ociati of Princeton FUB B-S79S NRC-04-76-Z1B 
60/03/31 Ip 



B00606006O Notification of contract execution. Mod 3 to "Electrostatic 
Copying Svc* " Contractor Literature Research Co 
CDLEMAN.R Admlnlitrati v Contract* Branch NRC- LO- 79-361 
80/Q3/2O Ip 



GOO6130003 Notification of contract elocution "Site Character! latlon 
Te*t Program*," awarded to QoldBT A**aciat* 

caLEMAM, R M Adminiitrative Contracti Branch FIN B-6-J50-0 
NRC-OZ-aO-Q96 BO/06/09 Ip. 



8006060077 Mod Si obligating addl funds, to "Electrostatic Copying 
Svci " 

MATTIA.M J Adminltrtlve Contracts Branch NRC-10-79-361 
60/03/20 Ip 



B 006 13 0007 Contract "Slto Characterl!* t Ion Tut Program," aujrdud to 
Colder Aitociate* 

* Gaidar Anociate-i MATTlAi M Admtni ttrat i ve- Contract* 
Branch F1N-A9SO-O NRC-02-BO-056 00/06/09 34pp. 



800606049 1 Notification of contract elocution. Mod 4 to "Seiimic 

Zoning Map for Siting Nuclear Electric Poutr Generating 

Facilities In Eaitarn US " Contractor Roundout Anoclateii 
Inc 

SMITH, P A Technical Aiilitance- Contracti Branch NRC-03-7B-134 
SO/05/21 Ip 

8006060493 Mod 4.modifying Article 1 re description of work, to "Siitmic 
Zoning Map for Siting Nuclear Electric Pouier Oensrating 
Facllltlei in Eaitern US " 

* Ron d out Aiiociate* DOUOHERTYi D, J Technical Aniitanc* 
Contract* Branch NRC-03-7B-134 80/03/21 Ip 

B 0060 40 59 4 Notification of contract eiecut ion. Mod 2 to "Keypunching It 
Verifying Svc* " Contractor Small Bualnei* Admlniitratlon 
Subcontractor Intl Buiine Bvc. Inc 

UIOOINSj E, Admini*trative Contracti Branch NRC-1 0-79-393 
79/M/2O Ip 



Mod 2,inera*ing total amount oblgatad under contractj to 
"Keypunching fc Verifijing Svc " 

HATTIA.M J Adminiitrative Contracti Branch NRC-10-79-393 
79/11/20 Ip 

B006O7042 1 ? Notification of contract elocution, "Study of US Nuetnar 
Kulth if Bfetg Info Dlneminatlon to Foreign Countriet, " 
awarded to Franklin Init 

HEDRGW.L A K Adminiitratlvei Contracti Branch FIN B-164S 
NRC-OB-SO-33B BO/03/2S ip 

BOO&O70432 Contract "Studu oP US Nuclear Health it Safety Info 
Dlisemlnatian to Foreign Countrleir " awarded to Franklin 
Int flFP RB-OIP-BO-33B encl 

HATTIA. H J Adminiitrativo Contracti Branch FIN B-1A4S, 
NRC-OB-BO-338 BO/03/2B 3ipp 

--B004090436 BECY-78-36B 

Roqueiti Commiiilon vieur* an reiult* of itudlvi t> 
rccammendatloni re heailth b aftg coniideratloni In NR-C 
reactor liceniing ti nuclear acilitanca programi Recommend* 
Connniiilon approve encl analgai* 
SHEA, J R Office of International Program*, Director 7B/07/O3 



-B006090437 "NRC Staff Anlu*l of Health h Bfstu ConiiiJeTJltions in 
Reactor Eiport* b Aniitance Progrnm* " 
Commlilion 78/D6/2S 39pp. 

800AO704S2 Notification of contract extfcut ion, Mod 3 to "Environ 
Surveillance for Meaiurlng Concentration* of Rfldloactivi tg 
ft Radiation Level* in Environ of Commiiiton Licanied 
Attlvitlti Lootsd Within BC " Contrnctor-State of BC 
DAISDENiL Reiearch Contract* Branch FIN B-3112 NRC-03-77-106 
77 f 05/01 Ip 



BOO4130234 Notification of contract eiecut ion. Hod 1 to "Vol Reduction 
Technlq,ue* in Low Level Raduaite Hgt " Contractor T*hnlron, 
1-nc 

BMTTH.P A Admini*tra.tiv Contracti Branch. FIN B-6413-9 
NRC-02-79-034 SO/OS/SO Ip 

900 i 130241 Notification of contract e xecut ion. Hat 1 to "Sg Analgil* of 
Shalloui Land Burial " Contractor Science Appllcat lonii Inc 
EMITHj P A Adminiitrative Contract* Branch FIN B-642B-9 

NRC-OZ- 79-032 80/03/08 Ip 



BOO&130244 Notification of contract vxecut ionj Hod 3 to 
Le-vel Maite Regulation " Contractor Dame* & Moore 
SMITH, P A Administrative Contracti Branch. HRC-oa 
80/03/23 tp 



"EIS for Lou 



--BOOM 30290 Hod 3,deleting P Lohau* 
Lou Level Haiti Regulation " 
Dame* S. Moore DDUBHERTY. D J 
Branch NRC-02-79-023 BO/03/23 



lubititutlng Q Rolti.to "EIS for 



Technical Anlitance Contracti 
Ip 



BOO&160224 Notification of contract execution. Mod 5 to "Keypunching t, 
Verification " Contractor ; Smal 1 Ditlnen Adifiini* tration 
Subcontractor tntl Duiineia 3vce. Inc 
WIOD1NS, E J Adminiitratlve Contract* Branch NHC-1O-77-071 

aaa-4-o-8-c-65 ao/oe/si. ip. 

-- 800ilfc0227 Mod 9. incre*lno Pond* . to "Kavpunchinir & Verification." 
* Small B-uln fldnvinl*trat ion, MATTIA, M J. Technical 
At*ltance Contract* Branch NRC-10-77-Q71 BB3-4-0-B-C-49S. 
BO/OB/31 Ip 

8006170732 RFP ft8-OIP-BQ-338i "Studu of US Nuclear Health fc Biftt Info 
Dl*emlntlon to Forilun Countriei. " HRC manual (Form HRC- 
4B?) r publication of technical tfocuminti bg NRC 
contractor! & App Aicontraet prdvi iloni, tic 1 
STOVER. J R, Franklin Initi tut/Fr*nl 1 In Rtarch Ctnttr 
NRC-OB-BO~33Q 79/11/14. 152pp, 

BOOilBOOBl Notification of contract t xtcutiom Mod 1 to -Sirbicrlptton to 
Energy Daily." Contrac toriEnergy Dallij, Inc. 
FLVNN.M.J. AdminUtrativo Contract! Branch NRC-tO-BO-666, 
ao/os/ao ip 

9006180097 Hod 1, adding Pour ubicrlptlone to "Subtcrlpt ion to Energy 
Daily, " 

TERRELL, JE, Energy Datlv- Inc. HATTIA<M J Adninlitratlvi 

Contract. Branch NRC-10-ao-66i BO/OS/30 Zff 

B006IB0343 Notification of contract execution' "Cott of Underground 
Teit*. " auardtd to American Mine Bveu Inc, 
COLEMAN.R. Aflmini* trat IVB Contracti Branch FIN B-M49-0 

NHC-02-80-033 80/06/07. Ip 



BQ06O90459 Mod 9. deab 1 igating fund* at contract cloieout. to "Environ 
Surveillance for Meaiuring Coneentrntloni of Radioactivity 
ti Radiation Level* in Environ of Commmlition Llcanied 
Activltle* Within BC Ic BeUctod by Commliiian " 
MaRTOH, K v, Reiearch Contract* Branch FIN B-St 12 
NflC-07-77-106 77/03/01 Ip, 

80061204O7 Reipondi to FOIA r*qu*t for NRC-03-BO-137 between NRC b 
Human Btgn Oroup. underlying roq,uet for propoial ti related 
correipcmdence Forward* docuiti*nt lilted in app. U/o encli 
FELTON. J M Divliion of Rulo* and Record*. NRC -03- BO- 137 
6 0/04/10 2pp 

fl006t20413 Notification of contract tution, Mod 6 to "Modeling 
Tornado Dynamic* " Contractor' Aeironautical Reitaarch 
Associate) of Prlnctton 

HQLLETT. 8 A Reiearch Contract* Branch FIN H-S793. NRC-04-76-218 
BO/03/31 Ip 



-8OOiiaO349 Contract 1 "Coit of Underground Teittr" auarded to American 
Mln* Bvc*i Inc. 

MCDDUOALL.A J American Mine 8rviee*ilnc MATT1A.K J 
Adminiitrative Contract* Branch. FIN B-6949-0 NRC- 02-80- 093. 
BO/O6/09. 0pp 

e00MBOSS2 Notification of contract execution. Mod 2 to "Eitiniton of 
Slcgihine II " Contractor. Radiation Rmarch Anociatsi 
PEARLMAN. J. Purchatlno Sue t ion- WRC- 03-79 -139. 80/041/04 Ip. 

BOO&1S09B7 Mod 2, en tend ing period of jerformancei to "Eittniion of 
Skythine II. " 

SCHAEFFER.N M RaJIatlon Ri*rch Anociate*. MA7T1A.M J 
Admi.nitrative Contract* Branch. NfiC-03-79-IS9. SO/Ot/04. Ip 

BOOtl'FOlOO Notification of contract execution. "Licanilng Technical 
Aiilitancei " auarded to Science Applicationii In< 
EDOEWQRTHi P O Technical Aiilttanc* Contract* Branch 
NRC-Q2-BO-033 BO/03/-23 if 
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00061 "50 10 4 Contract "Ulcanilng Technical A*ilitancei" awarded to 

Science Appl I cationii Inc 

FINDLEY.D E Science Applications. Inc DDUQHERTY. D J Technical 

Aitiftanci Contract* Branch NRC-02-ao-0:j5 BO/03/23 34pp 

800419010? AuthoriiBi expenditure of funds obligated under contract & 
dlractt perfoTBiante at encl Tin* Qrdtr 1 Science 
Application! Inc count arilo.n*d on BOO 4 26 

HQRTCW.K H Research Contracts Branch RC-04-9Q-17e BOVO4/U 
Top 

0Q061 90244 Notification of contract aieeutian, Mod 3 to "Study of 
Dropltt Hydrodgnamles Important tn t-OCA Reflood " 
Contractor State Univ of NY 

HAOEY, M Research Contractl Branch FIM B-6S11, NRC-04-7B-194 
BQ/05/E9 If 

8006190292 Mud 3i addtnj Fundi,to "Study of Droplet Hgdrodnainici 

Important In LQCA Rtflaod " 

PARR..R Hu York-State Univ of, (Albang) MORTON, K Y. 

Research Contracts Branch FIM B-621 1 NRC-04-7B-194 80/03/2 

4PP 

600*190241 Notification of contract iitutlon.Mnd 3 to "Evaluation of 
Financial Assurance Al ternatlva* for Decommissioning Nuclaar 
Reactors tt Impact on ftatas " Contractor New England 
Conference of Public Utll Col> j icniTi 
OUSTAVE,R P iReitarch Contracti Branch FIN B-101BO 
NRC-01-79-008 80/04/30 If 

80061 90 247 Hod 3. adding no cost etentlon.i to "Evaluation of Financial 
Aiiurance Al tepnat ivas far Dcam<Tilisonlng Nucliar Raacton 
b Impact on Ratu " 

POTEiP R. Htu EngLcnl Contoranc* ? Public Utility Commi ttlomn 
MORTON, K V RutafCh Contract. Branch, FIN B-10180 80/04/30, 



0OO&190272 Notification of contract axacutioniMod 4 to "BtuiJij of 
Fiaglettal Ttctonlc* l> Satimlcltv for NE " Contractor: Univ c-F 
ME. 

JACOBS, A Raiaareh Contract* Branch, FIM B-5774 NHC-04--76-31S 
60/05/28, Ip 

9004190374 Hod 4raddlng funai ti *cop for 3th i|r ol 3-ur contractjto 
"Studu of Raglanal Ttcbonlci It B*ianlctty for NE " 
WRIOHT.R.H Ntbrai*a, Univ of. MOHTDN r K V fm**rch Contract* 
Bi-anch FIN B-5774 NRC-04-76-318 BO/OS/aa, 4PP 



Had liaddtng addrtitt* to distribution Hit for itionttily 
raptnte "Val RtductUn Tachnlquti. In Lou Livil Ridunt* 
Hot. " 

* Talnlrani Inc. DOUGHERTY, D, J. Civilian of Contracti 
NRC-oa-7?-Q24. BO/03/ao 2ap 

BOOcrEOODOS Hoti-f ication. or contract lit cut! cm "Convvrilc-nr PTagraoiinlng. 
Inp-limtntatlon t< Dnciintatfati c-F NfiC Autemabad Ftnonnil 
Syti " atiardad tq Rhb Croup- Inc 

UlOOINBiE AdmlnHtrativt Contract* Branch, NRC-IO-BO-3'JO, 
ao/os/ao IF 

aoo42MOO3 Contract "Convar* ion, Progpaminlngr letf lamintatlon b 

DocuM-intation of MRC Autanatvd Ptriann*! Syi. " auiardid to 
R*^at flrouf > Ine 

Hihab group. Inc. CQLLIN9, F. H Adnlnlstratlv* Contracti 
Branch NKC-1O-8O-390, BO/05/SO 102pp 

B006SOO009 "Automatic Data Pi-ocaittng Bid* - Automatid Bgi 

Docuniantjtlon Ht-ndbooki " App 0703 

Qffiea oF Adinl*tration. 7V/10/S4 91pp, 

B006200073 Not tf it*tton of coTtra.i:t i.cuUon.Hod 1 to "Determination 
at Tornado Mind Spaid FPDKI Tornadie Bound i " Contractor, 
Univ oF MB 

HAOEY.H. Rtnarch Contracti Branch FIN B-AB7a. NfiC-04-7S-241. 

QO/O4/02 Ip. 

aOO*ao007B Mod 1, adding 1-ijr no-enit *itnlon.to "Citarintnation of 

Tornado Mind Spits' From Torn* die Sounds. " 

BAVAOt, JW, , rtORTON, KV. MU t inippi.- Univ of, SAM, J R.t*rch 

Contract! Branch. FIN B-&S7Q NRC-O4-78-K41, BO/06/O2 app, 

8606200064 Natlficatlon of contract Jcution' "purchat* it Initallation 
of Six T*l>print*r' " auurdad to- Ext*l Corp/Harnr 
Aoclat. Inc. 

COLEMAK. B H Adninliti-ativa Contract. Branch. NRC~lO-80-93 
aO/Oa/04. If 

BOO&SOOO93 Contract, "Purehait It Installation of flii Talprlntiri " 

award id to Eitil Qorp/Uarnar Aitoclatu, Inc 

CDFffeY, E. C, Eitl Corp./Harnar Aiioclatai, Inc HATTlAjW, J 

Administrative Contract! Branch HHC-3O-BO"6 I ?2 80/06/04, 49pp 



6006200134 Notification of contract eiccutiom Mod 1 to "OETR - ACRQ 
& H*arlng Appearanca " Contractor DO SUmmoni 
PERLMAN, J Pure ha lino Section NRC-O3-79-170 BO/Oi/D4 Ip 

~ H006200137 Mod l.eitendlng period of per* nrmance, to "OETR - ACR9 & 
Hiar Ing Appearance " 

8LEHMONB, D Slimmani' MATT I A, M J Admlnl itratl ve 
Contracti Branch NRC-O3-79-170 BO/06/O1 tp 

3006230004 Notification of contract necut Ion, Mod 4 bo "Economic 
Coniultlng Svci in Connection U/Stanislaui Nuclear Unit." 
Contractor P Outmann 
OUAOQLA, A F Technical Aniitanc* Contracts Branch FIN B-tS21 

Nnc-oa-79-iia eo/o3/3o ip 

B0062300B3 Mod 4, modifying period of performance d increasing calling 
amount, to "Economic Coniulting Svci in Connection U/ 
BtanliLaui Nuclear Unit " 

CUTMAHN. P M, Outmam Petsv DDUOHERTV, D J Teehnleal Aaslstanci 
Contracti Branch FIN D-6.321 NRC-03-7 1 ?-! 13 flO/03/30 Ip 

flOO (,330034 Notification of contract execution, Mod 5 to "Conduct 
Special Inquiry Into Incident at THI-2 " Contractor Rogovln. 
Stern t Huge 
MORTON.K V Reiearch Contracts Branch NHC-10-79-Q39 BO/Ofi/04 



8006230036 Mod S, adding fund* & extending period of performance, to 
"Conduct Special Inquiry Into Incident at TMI-2 " 
ROOQVIN, M Rogovin. Stern & Huge BICKWIT, L Research Contract! 
Branch. NflC-OB-79-639 80/06/04 Ip 

8006230-035 Notification of contract execution "Licensing Aiiittance/ 
Bo do economic Irapacti Evaluation," ainarded to Denver 
Raiearch Int 
EDQEWORTH, P. J Technical Assistance Contracts Branch 

NRc-oa-BO-coa-os so/os/29. ip 

B006230Q40 Contract "Licensing Asslitance/8oclonconomlc Impacti 

Evaluation, " awarded to Denver Reiearch Inst 

DAVIS, P L Denver. Univ, of, 
DDUQHERTY, D J Technical 

Aitiitance Contraete Branch BO/09/29 IZpp 

SO04230039 Notification oF contract execution, Mod 2 to "Sgntheslf. of 
Phgiical Security b MatL Control h Accounting Aixeisment 
Remits " Contractor Bclenca AppUcatlonsi Inc 

FOSTER, J H T>chnic*l Assistance Contracts Branch PIN B-6412-9 
NflC-Oa- 79-039 SO/06/04. Ip 

BOQ6330041 Kod 2, re-astab Hsh Ing deliverg dates specified in contract t< 
modifying period of perfdrmance, to "Synthesis of Phgiical 
Security b Matl Control t< Accounting Attmment Results " 
TREVINO.T Sclenca Applications, Ine DOUOH6RTY, J Technical 
Aislstance Contracts Branch FIN B-6412-9. NRC-02-79-OS9 
BO/06/04 Ip 



9006230044 Notification at contract execution, Mod 1 to " 
Presentation & Consultation in Connection U/8agtram h 
Pitram " Contractor Stanford R*iearch I nit, 
EDOEKORTH.P J Ttchnle*! Anlitance Contracts Branch 
NRC -02-00-081 BO/03/E3 tp 



FIN B-61S4-0 



0006230 04B Mod 1, dec-re** ing funds, to "Technical Presentation & 
Coniulta tlon In Connection U/Sagtran b Patram " 
RIBERA. J,R Stanford Reiearch Institute DOUGHERTY- D J 
Technical Aislitance Contracts Branch FIN B-&124-0, 
NRC-02-SO-OS1 00/09/23 Ip 

BO 062 30 120 Notification of contract encut Ion, Mori 3 to "Survey of 
Current State Radiological Emergency R*ipon*e Capabilities 
for Transportation Related Incidents " Contractor IN Untv 
OUSTAVErR P Rviiarch Contracti Branch. FIN B-1070S 
NRC-01-7B-013 90/06/04 Ip 

-"-{3006830124 Mod 3. changing time for submission of final rept to reid 
SI months after effective date of contract to "Survey of 
Currant State Radiological Emergency Retponse Capablllti** 
for Transportation Related Incidents " 

RYANrJ M Indiana Univ MORTON, K, V. Research Contracts Branch 
FIN B-10708 NRC-01-7B-OI3 BO/Oi/04 Ip 

8006230129 Notification of contract execution, Mod 5 to "Propert lei of 
Reactor Matl at Constant True Strain Ratal " Contractor 
Univ of FL 

JACOBS) A Reiearch Contracts Branch FIN B-994B NRC-04-77-039 
BO/06/11 Ip 
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B006230133 Mod S.eitending contract through 800630 at no addl cost, to 
"Properties of Reactor Mail at Constant True Strain Rate* " 
RANDAZZO. A F Florida, Unlv of. Qainesvlll* MORTON, K V 
RuiBanh Contracts Branch FIN B-594B NRC-04-77-039 BO/06/11 
2pp 



B 0062 50 033 Motif UatiDn of contract execution, Mod 6 to "Flood 
Protection " Contractor US Army Coaital Engineering 
Research 

GLAGQLAiA F Technical Asslltance Contract* Branch FIN B-5975 
NRC-03-77-006 BO/06/03 lp 



aOQi2301SQ Notification or contract execution. Mod 1 to "Thermal 
Conductivity of Disordered Mineral! ti of Rocks in High Level 
Haste Repast torlos " Contractor Cornell Unlv 

HAQEY.H A Research Contracts Branch FIN B-6626 NRC-oa-7fl~261 
60/05/IO lp 

6-006330164 Mod 1, adding no-cost intention Far one addl gear, to 
"Conductivity of Disordered Minerals Si of flacks in High 
Level Haste Repositories " 

ROGERS, T R Cornell Unlv MORTON, K v Research Contracts Branch 
FIN B-ii26 NRC-04-76-261 SO/03/10 2pp 

B006?3017Q Notification of contract execution, Mod 1 to "Stenographic 
Importing Svcs (LOT 1) " Contractor Intl Verbatim Reporters 
Inc 

MEDRQW.L A K Administrative Contracts Branch FIN 0-1311 
NRC-17-80-- 1*19 BO/06/ II lp 

--S006H3O17B Mod 1, terminating contract effective GOO 502 to, 
"Stenographic Reporting Svcs (LOT 1) " 
International Verhntlm Reporters. Inc MATTIA. M J 
Administrative Contracts Branch FIN B-1311 NRC-17-BO-44S 
BO/06/11 lp 

B00623O19'4 Notification of contract execution. Mod 1 to "Core Milt 
Hatls Interactions Evaluations " Contractor Applied Science 
Alice iates, Inc 

FOSTER, J M Technical Assistance Contracts Branch FIN B-6B23 
HHC-03-BO-104 00/06/04 lp 

8QQ6E3Q2QO Mod 1. changing Article V - overhead/general administrative 
rates to, "Core Melt Matls Interactions Evaluations " 
8WANSON, D Applied Science Associates! Inc DDUQHEHTY, D J 
Technical Assistance Contracts Branch FIN B-6923 NRC-03-BO-IQ4 
80/Q&/O4 Ip 

8006240241 Notification of contract execution "Development of Model 
State Emergency Response Program for Transportation Delated 
Radiological Incidents " Contractor EPA Municipal Environ 
Research Lab 

OUST/WE. Fl f Riscarch Contracts Branch FIN 0-10730 
NRC-Q1-BQ-020 BO/06/Q2 lp 

a0062102 J 16 Contract "Development of Model State Emergency Response 
Program for Transportation Related; Radiological Incidents! 11 
warded to EPA Municipal Environ Research Lab 
Environmental Protection Agency MORTON, K v Research 
Contracts Branch FIN B-10730 NRC-01 -80-020 BO/06/OH 6pp 

B006E40I236 Forwards State of OA second quarterly rept re transportation 
surveillance program Requests comments, 

JANICEK.M Office of State Programs. Director NRC-Oo-78-362 
BO/O6/O3 Spp 

BOQ6E4O2i2 Forwards second quartarlg progress rapt. Jan-Mar 19BOi re 
transportation surveillance 
INQHAH, WD Georgia. State of NRC-06-7B-362 BO/03/13 34pp 

Q00i24061& Notification of contract execution, Mod 2 to "Career 
Counseling " Contractor Binderr Elsterrrtendelson !< Uheeler, 
Inc 

HiaoiNS.E J Administrative Contracts Branch NRC-10-79-3B7 
SO/06/02 lp, 

aOQ&2<>O&49 Mod 2, changing place of performance It amount of govt 
obligation, to "Career Counseling " 

MENDELSON, I N Binder, Elster, Mendel ton fc Mheeler, Inc 
MATTIApM J Administrative Contracts Branch NRC-IQ-79-3B7 
90/OA/02 lp 

600629002:9 Notification of contract execution, Mod 2 to "Meteorological 
CoiMutttns 8vc " Contractor US Dept of CommereB Environ 
Research Labs 

QLAODtA, A F, Technical Assistance Contracts Branch FIN B-i600, 
MRC-03-79-133 80/01/21, lp. 

9006330034 Mod 2, modifying scope of mark b increasing financial 

obligation, to "Meteorological Consulting Syc " 

HEBS.W N Commerce. Dept of DOUOHEHTV. D J Technical Assistance 

Contracts Branch FIN B-6&00, 80/01 /El lp 



8006250039 Mod 6, replacing LO Hulman u/WB Bivens as NF5C cognliant 
engineer, to "Flood Protection " 

a Armij,Dept of DOUCHERTV, J Technical Assistance Contracts 
Branch FIN D-3975 NRC-03-77-006 BO/06/03 lp 

Q006230040 Notification of contract execution. Mod S to "Document 
Control Bgs " 

LEBO,C D Administrative Contracts Branch NRC-10-7B-SBO 
BO/06/12 lp 

9006250042 Mod S, ordering option gr three, to "Dncum-int Control B^t " 
FELTON.R U TERA Corp MATTIA. M J Administrative Contracts 
Branch NHC-10-7B-390 BO/06/12 24pp 

8006230041 Notification of contract execution "Environ Monltorinj 
Program U/State of UI " Contractor State of MI 

BAIBDEN.L Research Contracts Branch FIN B-3114 NRC-OS-BO-27S 
BO/01/01 lp 

3006250043 Contract "Environ Monitoring Program H/Stata of HI." 
auarded to State of HI 

PERCV.D E Wisconsin! State of MORTON, K V Research Contracts 

Branch FIN B-3114 NHC-03-BO-27S BO/01/01 14pp 

B0062S0049 Notification of contract eiecution, Mod 1 to "Economic 
Assistance re Antitrust Hearings for South TX Antitrust 
d Commanche Peafc Antitrust Proceedings " Contractor 
Transcanm, Inc 

DLAOOLA.A F Technical Assistance Contracts Branch FIN B-6393 
NRC-03-BO- 129 BO/05/H7 1 p 

8006350039 Mod liadding Task 6 ti extending performance period to 
800930, to "Economic Assistance re Antitrust Hearing* for 
South TX Antitrust & Commanche Peak Antitrust Proceedings " 
DOUOHEHTV, D J Division of Contracts LEflNERiN C Transcommi 
Inc FIN B-6593 NRC-03-BQ-129 BO/OS/27 lp. 

8006230061 Notification of contract executloniMod 9 to "Analyst* 
of Hypothetical Accidents Resulting From Core Htltdoun, " 
Contractor Battelle Columbus Labs 

MORTONiK V Research Contracts Branch, FIN A-4067 NRC-04-76-293 
79/11/01 lp 

8006250064 Mod 9. to Include ddl uork Including prababil 1 ttlc 
uncertainty analysii. to "Analysis of Hypothetical Accldentt 
Resulting From Care Meltdaun " 

LUKZ,F J Batttlli Memorial Institute. Columbus Laboratories, 
MORTON,.K V Division of Contracts FIN A-4067 NRC-04-76-H93 
79/11/01 6pp 

BD06S30036 Notification of contract execution, Mod. 2 to "Tearing 
Stability Analyst* for UJR Piping " Cont^acto^ HA Unlv 
OLAOOLA.A F Technical Asslltance Contracts Branch FIN B-6S71 
NfiC-03-79-134 80/04/29 lp 

B006230090 Mod 2. modifying decrtptlon of uork.gnvt matl d 
consideration, to "Tearing Stability Analysis for LWR 
Piping " 

LEAHEY,H S Mahlngton Unlv DOUQHERTY, D J Technical Asistanc 
Contracts Branch FIN B-6371 NRC-03-79-134 flO/04/29 Epp 

B006SS0206 Notification of contract executioti.Mod 6 to "Malnt of Data 
Oeneral Corp C/330 Computers ti Associated Peripheral* " 
Contractor Data Consul tants, Inc 

M6DROW,L A R Administrative Contracts Branch NRc-iO-77-196 
BO/06/02 lp 

80062502(0 Mod 6, changing Items 1. 17 fe 33. add ing, Items 4BA-Fr setting 
forth current BUS configurations, increasing total amount of 
contract & revising pricing schedule, to "Kaint of Data 
Oeneral Corp C/3SO Computers & Associated Peripherals." 
GASPERS. R H, Data Consultant!, Inc MATT I A- M J Administrative 
Contracts Branch NRC-10-77-196 BO/06/02 9pp 

8006250SSS Notification of contact xicutiant Mod 1 to "Subscriptions 
to Nucleonics Wk " Contactor McOrau-HHl. Inc 
FLYNNiM J Administrative Contract* Branch NRC-lO-BQ-665 
80/06/06 lp, i 

B00623022S Mod 1, adding four subscriptions, to "Subscriptions to 
Nucleonl* VII: " 

COLINB,P McOrau-HllI Publication* Co MATTIA, M J, 
Administrative Contracts Branch NRC-IO-SO-66S BO/Ofi/06 Spp. 
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BOQ6230293 Notification of contract eiecutlon, Mod S to "Electrostatic 
Copijing Svc* " Contractor Potomac fle*earch, Inc 
FLYNN.M J Administrative Contract* Branch NRC-17-77-152 
BO/06/10 Ip 



0006060445 FQIA request for record* concerning Hlttman Nuclear !< 
Development Corp. RAD Bvc*i Inc & Radiation Mgt Corp S< issues 
of weekly info repts to date 
BUTTON.W H Radiological Controls BO/03/03 2pp 



80063 50295 Mod 3. relocating Xeroi machines. to Roam 133 In Matomic Bldg, 
to "Electroitatlc Copying Svc* " 

BftlN. E L Potomac ReiearcS, Inc MATT I A, M J Administrative 
Contracts Branch NRC-17-77-192 BO/06/10 Ip 



bo "Bgs Analysis of 



B006230330 Mod 1. correcting typographical e 
BhaUoui Land Burial " 

TREVINO. T Science Applications. Inc DQUQHERTY, D J Technical 
Ailtstance Contract* Branch FIN B-642B-9 NRC-02-79-032 
BO/O5/QB Spn 

B00627001Q Responds to FQIA requet for NRC-03-80-1 17 & winning 
technical propoial Poruardi requested documtntf 
FELT ON. J M Dlvltion of Rules and Records 80/06/20 Ip 

8006S7O014 Contract "Study of Requirements For Operator Licensing'" 

warded to Analyili & Technology. Inc 

HOODS, NL Analysis. lc Technology, Inc DOUGHERTY. D J Division 

of Contract* BO/09/1Z 23pp 

0006270396 Notification of contract oitcution "Alternative Processes 
for TH1-2 Kr-93 Removal." awarded to Science Application*, 
Ine 

HAOAN. T. F Administrative Contracti Branch FIN B-19B3 
NSC- 19-80-472 BQ/03/2B Ip 

8004270391 Contract "Alternative Processes. for TMI-a Kr-89 Removal. 

au*rdd to Science Applications- Inc 

FINDLEY, D E Science Application*. Inc MATTIA. M J 
AdninUtratlve Contracts Branch FIN B-15S2 NRC-19-BO-472 
80/03/88 12* pp 

6006300339 Notification of contract eiscutlott. Mod 2 to "Engineering 
As si stance Related to Hearing! for South TX Antitrust b 
Commanehe Peak Antitrust Proceeding* " Contractor RU Beck b 
Associates 

OUAOOLA, A F Technical A*sl*tanct Contracts Branch FIN B-6323 
NRC-03-90-120 BO/06/10 Ip 

30063003 4 3 Mod 2. modifying icope of work & period of performance t> 

increasing fund* to "Engineering Assistance Related to 
Hearing* for South TX Antitrust i Commanche Peak Antitrust 
Proceeding! " 

* Hechtel Corp DOUGHERTY, D J Division of Contract* FIN 
B-4323 NHC-Oa-ao-120 80/06/10 2pp 

B006300343 .Notification of contract eiecutlon. Mod 9 to "Revieu of 
Environ lapacti of High Level Raduaite Hgt " Contractor. 
Tiknvkron. Inc 

BMITHjP A Technical Assistance Contracti Branch FIN B-6136-'? 
KRC~Oa~77-16S BO/06/13 Ip, 

i 

BOOA3009SS Mod ^.changing completion date nt Subtatk 2 to Q 00701, 

to "R*vleui of Environ Impact* of High Level Raduaite Mgt " 
CDHEN.B Teknekron, Inc DOUOHERTV, J Technical Aaslstanco 
Contract* Branch, FIN B-6136-9 NRC-02-77-163, 80/06/13 Ip 



FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 



7903140173 R Bhi hi been appointed radiation aafety officer for all 
natteri rilatlng to LUtni* 37-13129-02 M/encI resum* 
detailing R 9ha'* quallf Icat loni, 
KIM-S.H Radiation Mnomnt Corp, 9Q793 79/02/23 4pp 

790327017S Dlicunei IE In*p 30-13219/79-01 on 790111 of Llcenie 
19-17O39-01 No nonconplisnca noted Major area* 
Impacted radiation lafety ti compliance w/NRC rulei t< 
regulation* 

MCCLINTQCK.R Region 1. Philadelphia, Office of the Director 
79/01 /a 2p 

8009090138 PNO-1 1-80-049 Safe Energy Alllano i* planning forum on 
800329 at part outilde plant gate Oroup ha demonitrated 
peacefully bifore at plant 
MAftTIN, fl. Region a, Atlanta Office of the Director 80/03/28 ip, 



B00612016S Responds to FOIA request for 6ECY-7B-I37 Document is 
available In DC PQR 
FELTON.J H Division of Rule, and Records NRC BO/06/03 Ip 



0006120167 FOIA reo.ueit for SECY-78-137 

JOHNSON, C Texas Public Interest Research Group 



S006120169 Responds to FOIA request for documents between Fl Martin 5- V 
StellOi lummar les of conversations, logs for incoming or 
outgoing to Icons & all R Martin travel claim* since 800401 
No documents eilit pertaining to req.ua*t 
FELTON, J H Division of Rule* and Record* GO/06/03 Ip 

8006120174 FQIA request for documont* between R Martin t. V Stello, 
lummaries of convercatloni, log* for Incoming or outgoing 
telcon* & all fi Martin travel claims since B00401 
FtDELL.E n LeDoeuf, Lamb. Laiby b MacRae 80/05/23 2pp 

8006120176 Partial reiponae to FDIA request for documents re rule 
banning environ Impact rept analyst* of possible risks In 
event of major accidents at nuclear reactors Forwards 
document* listed in App A H/o encli 

M Division of Rules and Racordi SO/06/O3 Spp 



9006 1201 BO FOIA rebuilt for document* re rule banning environ impact 
npt analyiii of poislble risks In event of major accidents 
at nuclear reactor* 
BALTER.K 3 Affiliation Unknown BO/05/14 ip 

80061201B6 FDIA reo.uet for TVA 76012B environ info rept.TVA response* 
to NRC comments on Edgemont U Mill Jul 197i environ info 
rept & engineering analyils of mill facility decommissioning 
b long-term tailing* ttabi 1 i lotion 
REID, A B Black Hills Alliance BO/03/12 3pp 

BOO&120401 Responds to Mestthester County Board of Legislators FOIA 
requests for document* ve N Liahlman grant proposal NRC ha* 
no record of receiving proposal from N Llghlman 
FELTON.J M Division of Rule* and Record* BO/06/10 Ip 

8006120403 FOIA request for N Llghlman grant proposal & supporting 
documentation 
AUOIN. i- Heschaiter County, NY BO/03/16 Ip 

8006120407 Respond* to FOIA request for NRC-03-BO-137 betueen NRC S. 
Human Design Oroup, underlying request for proposal & related 
correspondence Forwards documents listed In app U/o encls 
FELTON.J M Dlvlion of Rule* and Record* NRC-03-80-137 
SO/06/10 2pp 

8006120412 FOIA request for NRC-03-BO-137 between NRC d Human Delan 
Group. under lying request for proposal & related 
correspondence 
FIDELL.E R LeBonuf, Lamb, Lelbu ti MacRae 50/09/21 Ip 

8006120916 Responds to FDIA B00307 request for license applications & 
licenses issued to Pharmaco-Nuclear Forward* App A 
document* Documents 20,53 & 104 partially withheld home 
telephone numbers (ref FOIA Exemption &> W/o encli 
FELTON, J. M Division of Rules and Records 80/06/03 lOpp 

8006120518 FOIA request for license applications & licenses Issued to 
Pharmaco-Nuclear 
MCDONALD, D D Nuclear Pharmacy, Ine DDM 880-7 BO/03/07 Ip 

S006120521 Final response to FOIA requests for various document! listed 
Si ipeclflcally identified by accusion & rept numbers, 
author, number of pages & brief description 
FELTDN.J M Oivtiton OF Rule* and Records 80/06/06 3pp 

8006130144 Discusses Ofc of Central Counsel legislative proposal for 
changing civil penalty, authority, Problem* remain re 
rationale for Increasing civil penalty limit* Provides 
argument* supporting Increased limit* 
MUHRAY.J P Ftulemaklna i Enforcement Division 78/12/21 2pp 



8006090111 Reiponds to FOIA requeit for NL Industries amended 
app 1 ication, Including route Info flequeit pertains to record* 
to be racetvd at future date FOIA 1* not applicable 
FELTON.J M. Division of Rule* and Records 80/09/27 Ip 

S00602O113 FQIA rebuilt for Nt, Industriei amended application, Including 
route info 
REBNIKWF.H Sierra Club 00/03/11 tp 



B00613014S Comments on paper recommending change* in NRC civil panalty 
authority Ltst weaknesses in argument* supporting various 
position* advanced In paper Submit* comment* justifying 
bases for civil penalty Increases 
MURRAY, J P Rulemaklng h Enforcement Division 77/12/15 App 
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0006130148 Comments on Final draft of Commission paper recommending 
higher civil penaltg authority Recommends that Executive 
Legal Director not concur w/paper unless arguments are 
substant iated 
MURRAY. J P Rulemaking t- Enforcement Division 78/01/30 5pp 

8006130191 Forwards final draft of Commission paper recommending 
substantial Increase In NRC penaltg authority Requests 
revieui b comments JP Murray draft memo end 

CQNVER.S Office of Inspection fc Enforcement. Office of the 
Director 7S/01/19 EOpp 

0006130152 Forward! suggestions re proponed Commission paper concerning 
NRC civil penalty authority 
MURRAY, J P Rulemaklng 5. Enforcement Division 78/02/06 4pp 

0006130134 Informs that NRC has draft proposal for civil penalties 
legislation* madlf led to remove 30-day limitation t u/ 
supporting arguments Requests meeting to discuss procedure 
for levijlng penalties List of civil penaltg cases end 
HENDRIE.J H Commission 79/02/26, 19pp 

000613020? Responds to FQIA request for eight categories of personnel 
info re Hispanic employment Forward i documents listed in 
app NRG has no accession or promotion Info for Hiipanlci for 
1977 Hispanic recruitment program is underway 
FELTON, J M Division of Rules and Records 80/09/30 62pp 

0006130212 FOIA request for eight categories of personnel Info re 
Hitpanic employment 
MONTOYAi D F National Image, Inc. GO/03/27 2pp 

B006170EBB FOIA request far documents re NRC insp of Atomics Intl t< 
allegations of 8 Schecter, 
MILLER, T Affiliation Unknown NRC 80/09/03 6pp 

B0061702B7 Requests brief i ur itten status rept re overall effort by Ofc 
of Nuclear Reactor Regulation in ana of pellet-clad 
interaction Should include discussion of whether fuel 
failures mould be increased by intending fuel burnup limits 
LIDARKIN.M H AGflB - Advisory Committee on Reactor Safeguards 
79/07/27 tp, 



-0006100129 Application for amend of 760926 application for matl 
byproduct license, changing Items 6 b !. 7 re radueste 
shipment packao ing, receipt & possession Related 
documentation end 

FEIN8TE1N.H W Hittman Nuclear b Development Corp (subs Hittman 
Corp ) B8396 77/00/19 16pp 

-000618013B Requests extension until 770330 to forward application for 
byproduct matt license, in response to Commission 
requirements for addl info 

FEINSTEIN, H VI Hittman Nuclear b Development Corp (subs Hltlman 
Corp ), 77006-N 77/04/21 Ip 

-8006180137 Notifies that unless addl info re application for byproduct 
matl license it received ulthln 30 days. app licatlon will be 
voided 
* Radlolsotopes Licensing Branch (Pre 790301) 77/04/05 Ip 

-0006180141 Responds to 760924 Itr re application for license to receive 
radwaste Requests addl info re recipient! of mall Si 
transuranlc uiaste, quantit ies of matl, amount of time spent 
in training b driver training program description 
BAB9IN,N Radlolsotopes Licensing Branch (Pre 790S01) FCftL NB 
02062 76/12/0? 2pp 

-B0061BOI49 Notifies that unless addl info re application for byproduct 

matl license i* received within 30 dags, application will be 
voided 

BA83IN.N Radloisotopes Licensing Branch (Pre 7905O1 > 76/09/29 



-0006180192 Forwards addl Info In response to NRC 760617 request for 
Info concerning 760936 application for matl byproduct 
license Info should allow NRC to proceed u/iisuanci of 
license 

FE1N8TEIN.H H Hittman Nuclear b Development Carp (subs Hittman 
Corp ) 76492-N 76/09/24, ipp, 

-B0061B010H Responds to 760914 application far byproduct matl license 
Requests addl Info re quantitg of matl, recipient tt specific 
training & instruction 

BABSIN-N nadloisotopes Licensing Branch IPre 790S01) FCRL NB 
02062 76/06/17 Kpp 



80061707?! Partial respons* to FOIA request for 22 categories of 
documents re facll Itu, Forwards App A & D documents Portions 
of App A documents tt names of individuals etposed to 
radiation withheld (ref FOIA Eemptions 4 & 6) W/o encls 
FELTCJN, J M Division of Rules and Records 00/06/11 Spp 

0QQM7O797 FDIA request for SS categories of documents re facility 
OWEL,K. Affiliation Unknown 00/09/13 2pp 

6006170811 Responds to FOIA request for list of Region 4 employees, 

includino grades h dapt fr/or ofci. Forwards requested list. 
W/o end 
FELTON.J M Division at RuUs and Records 00/06/02 Ip, 



-0006180192 Forwards application for byproduct matl license Fee entl 
FEINSTEIN. B U Hittman Nuclear t> Development Corp (subs Hittman 
Corp t BE062 76/05/26 Ip 

-9006 ISO 193 Application for bypraduct/matl license, authorising J Darrin 
to use, passes* & supervise use of 2,000 Cl radioactive matl 
w/atomlc numbers I-?0, 500 Ib any source matl i 200 g SNM 
TUITEiP T Hittman Nuclear b Development Corp (subs Hlttmirr 
Corp ). 02062 76/05/14, 6pp 

-0006180190 "Radtafe Program, " 

* Hittman Nuclear << Development Corp, (subs Hittman Corp ) 
82062 76/09/14. 27pp 



8006170813 FOIA request for list of Region 1 employees, including 
grades & dent b/ar afcs 
DAVIS.E.P General Services Uif Insurance Co SO/04/08 Ip 

0006180016 Raspondi to FQIA request for records re Hittman Nuclear d 
Development CorprRAD Bvcr Inc fc Radiation Mgt Corp 4. Matls 
article entitled- "Ofc of IE, JUm of Interest" from weekly 
info repti Forwards document* listed in App A 
FELTQN.d H, Division at Rules and Records BO/08/23 4Bpp 

-0006180110 Matl/Byproduct License 19-17039-01 for Hittman Nuclear & 
Development Cnrpi author lilng poisenion tt receipt of 
packages containing solid waste byproduct, source b BNM. 
eicpt In Agreement States Draft encl 

HAB0IN,N Radlolsotope* Licensing Branch (Pre 7?OS01) 78/07/O3 
6pp 

800618011S Forwards addendum to 771117 licensing info re Model B-6400, 
Am-241 sources for use in smoke detectors Info should be 
incorporated into original submission for evaluation 
FE1N8TEIN-H M Hittman Nuclear t> Development Corp (subs Hittman 
Corp ) NB7B-014 78/04/24, 4pp 



-00061B011? Submit! correction to 770B19 Itr re SNM specified under 
Requested Change Item 6. b 

FEINSTEIN.H H. Hittman Nuclear b Development Corp, 
Corp, ). 77/09/OH Ip. 



(sub* Hittman 



-B006100203 Amends Matl/Bgproduct License 37-17010-01 for RAD Bvct. Ine 
per 761203 application Amend 1 remove* condition authorliing 
licensee to store packages containing uaste byproduct matl 
BA38IN,N Radioisolopes Licensing Branch (Pre 790901) 77/02/OS 



-8006180B06 Matl/Byproduct License 37-17010-01 for RAD Bvca, Inc, 
authoriiing receipt b possession of 10,000 CI byproduct 
matl u/atomic numbers 1-83 !< 10 Ci Am-241 

BELLiJ M fladiolsotopes Licensing Branch (Pre 7903011 76/09/21 
3pp 

-8006180237 Application for amend of Matt/Byproduct License 37-17010-01. 
deleting Item 2 re storage in bldg at Route IB b Eastuood 
Drive, Big Beaver Township. Beaver Falls, PA RAD Bvcs, Ine Is 
looking for new bldg to carry out licensed operations 
HABER, 0, R Rad Bervicas, Inc B9246 76/13/03 Spp 

-8006100234 Retpnnd* to NRC 760617 request for addl info re burial lite 
Forwards info for Inclusion in waste disposal license 
application Consists of corrected section, "Radiation 
Detection Instrumentation." fc radiation training program 
HABER. D. R Rfld Services, Inc 76/07/30 2pp 

-8Q061BOS41 Corrected section. "Radiation Detection Instrumentation." 
radiation safety training program It corrected instructions 
to personnel re packaged radwaste 
Rad Services, Ine 76/07/30 33pp 
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-8006180343 flespojifls to 760126 application for mall/byproduct license 
Requests clarification o-f Inclusion of Am-241 in 
application, rofs to callbr ive fc lingth of training program 
BASSIN.N nariloiHotopm Licensing Branch (Prs 790501) 76/06/17 
Spp 

Forwards application fnr mail/byproduct license License tea 
R Rad anrvlcesj Inc 71740 76/04/86 lp 



0006190263 Application for mail/byproduct license author! i ing 
posiBsslon of 100 Cl byproduct raduasto, transport Si disposal 
of IO.OOO Ct raduasta & possession of 10 Cl Am-E41 In sealed 
lourcai Supporting documentation end 

R Rad Services, Inc 7174O 76/O4/26 H7pp 



-7902140223 Matl /Byproduct License 37-13129-03 fnr Radiation Manaoement 
Corp authorlilng vie at Ni-63 foils In Perxln-Elmer gai 
chrnmatogrniilis for sample analysis 

BA3SIN.N Radlolsotopes Licensing Branch (Pfe 770301) 77/01/22 
2pp 

-800iia026B Forwards application for matl/byproduct It come 
KIM. B M Radiation Management Corp 97933 73/13/26 lp 

- B0061B0272 Application for byproduct/mat 1 license, authorizing 

poiSB**lon fc use of HI -63 deposited nn gold or platinum foil 

contained In detector cell 

K1M.S-M Ftadiatlon Management Corp 777B3 78/12/27 3pp 

- S0041BO276 /Vnnntfi Mat l/Byprodue t License 37-13127-02 PIT 791026 Itr 

Amend 3 channel Condition 7 to authoriie possession tc uie of 
llcaniei) natl described In Item* hi 7 1 Q in accordance 
Wcommltmonti. 

OUINN.P R RadlDltotopei Licensing Branch CPre 770501 ) BO/02/19 
IP 

-SQQ61HO279 Amend* Ma tl /Byproduct Llctnn 37-13127-02 per 770223 Ur 
Amend 1 changes Condition 7 to authoriie posjesilon & use of 
licensed matl ducrlbid In- Items 61 7 I 9 In accordance 
w/ commitments 
* RadloKatopes Licensing Branch (Pre 770301), 77/04/05 lp 

9006180263 Hail/Byproduct License 37-13129-02 far Radiation Mgfc Corp 
autboriilno receipt, possession ti transport of 2,000 Cl 
byproduct metl w/atofflic number* 1--B4 Incluiivej SiOOO kg 
lourcii m*tliSO g U-233 t, ISO g Pu, 
HABBIN, M Radlotiotopai Licenilng Branch (PPe 770901) 7B/11/13, 



BQ061B0342 Fgruardi application far licence to collect prepackaged 
licenced raduaite Application fee end 
KIH.8 M Radiation Management Corp 9444O 7B/OS/04 lp 

BQ0618O348 Application for matl /byproduc t license authorizing JB Davis 

to use & supervlie uie of 2,000 ciiany byproduct matl 

iii/atomlc numbers 1-B4, 2, COO kg lource matl t< 200 g SNM 
SOP encl 

KIM,S M Radiation Management Corp 94440 70/03/04 22pp 

8006160210 Responds to appeal re partial denial of FOIA request for 
route Info re ipent fual ihipments From Chalk River to 
Ontario. Canada Appeal Is denied Info ulthheld <ref FQIA 
E>emptlon 4 4, 10CFR2 790) 

DIRCHB-H J Office of the Etecutlve Director for Operations 
ao/09/0? Spp 

Q0061S0217 Rupondi to City Environ Commission 800339 request for info 
re Cl content of spent Fual shipment*! from Chalk River 
research reactors d far NUREQ-0170 Shipments may range In Ci 
content from 1 4 million to 1 1 million Cl 
BURNETT, f! F Divition of Safeguards BO/03/21 lp 

B 006 10023 6 Foruards iummaru of B00416 tnteting between NRC b KV State 
Energy Qfc re transportation of tpent nuclear Fuel. Flg.uests 
to be kept informed of NRC progress re proposed change* to 
spent fuel transportation safeguard requirements 
SPATH.J P Hen) York. State of BO/04/30 6pp 

BOQ61B0216 Appeals partial denial of FOIA request far route info of 
proposed spent fuel shipments from Chalk Riven Ontario to 

ac 

RESNIKDFF.M Sierra Club SO/04/2B 2pp 

80061B0309 FOIA request for Info re mineral recovery or reprocessing 
operation conducted on premises of 9200 Latty Avenue. St 
Lou I , MO, 
HIRZY, J M Affiliation Unknown BO/02/25 3 PP 

B006180313 Responds to FOIA request for Info re mineral recovery or 
reprocessing operation conducted on premise* of 9200 tatty 
AvenueiSt Lou It, HO Ittm* 7-10 & 13-1B are not DOE 
responsibilities t> have been refarred to NRC 
RAMSEY, R M Energy, Dapt of 00/03/12 Spp 

0006170068 FOIA request for info re Coalition for Non-Nuclear World, 

member organliatloni d/or natl or intl nucUar protest* held 
during SOD3S3-0430 

HARNOCK, D Af Filiation Unknown 80/09/21 lp 



Foruarri* payment oF fee for 7910B6 request for amend to 
Byproduct/Matl License 37-13129-03 
KIM, B M Radiation Management Corp 79/11/14 lp 

-00041602BB Respond* to 791026 requeit for amend to Byproduct/Matl 
Liceni* 37-13137-02 Requests amend f ee. Appl ICatlon will be 
proctsnif upon receipt of fee 

, License Fee Management Branch 79/11/03 lp 



-00041B0272 tteiponds to NRC request for amend fim for 770253 request re 
Byproduct/Mihtl License 37-13129-03, Fee encl. 
KIM, B M Radiation Management Carp 79/03/12 lp 

-BOO&1B0374 Rainonds to 7*70223 request far amend to Byproduct/Matl 
Llcenit 37-13 12?- 02 Requests amend fee, Application mill be 
procei*e<F upon receipt o-f fee. 

Llcenif Fee Management Branch 79/03/06 lp 



-0006100300 Application for amend to Matl/Byproduct License 37-13129-OS, 
changing BOP for commercial uaite disposal by eliminating 
Unit of itorage drums, 
KIMrB M Radiation Management Corp NRC 01692, 79/10/26 lp. 



8006170073 Partial response to FOIA request for Info re Coalition for 
Non-Hue 1 ear World. member organl lat Ion* &/or natl or Intl 
nuclear protests held during B00325-0430 Foruards documents 
In app NRC does not maintain Files on organttatlons 
FELTON.J M Division of Roles and Records, BO/06/13 2pp 

--8006190080 Discusses WTTO-TV news rept re 800426 nuclear protest in 
Washington, DC Rally Is not end of anti-nuclear 
demonstrations. Next scheduled rally mill be at Pentagon 
* Affiliation Unknown, NRC-00194 80/03/21, lp 

8006190114 Responds to FQIA request for uiinnlng technical proposal In 
response to RFP-RD-EDO-80-502, "Study & Revteu of Issues 
Concerning Equal Employment Opportunity at NRC " Forwards 
nonproprietary version of proposal U/o encl. 
FELTON.J M Division of Rules and Records. BO/04/11 lp 

8006190119 Supplements 7B1130 response to FOIA request for info re 
proposed nuclear fuel facilities in Pacific region. Foruards 
Documents 1 it 2 in App A Document 3 partially withheld 
fc Document 4 withheld (ref FOIA Exemption 1) 
FELTPN,J.M Division of Rules and Recgrds NRDC/TBC/79-43 
80/06/13 Spp 



-BO 06 100307 Foruardi two amend application* & supplemental info 
reflecting nnu addresses on Licenses 37-13139-01 & 
37-131S9-03. 
KtM,B M, Radiation Management Corp 00182 79/09/25 lp 

-SO 06 10033 3 Informs that BOP For commercial waste disposal has bean 
*ntndd to Incorporate suggestions contained in NRC 700504 
Itr.LUts procedure revl*lons Forwards SOP 
KIM, 8 M. Radiation Management Corp. 78/09/B2 2Hpp. 

-6006180334 RaquBstl addl info re 780904 application for license to 
rictlve prepackaged uaite. List* comments re 8DP for 
commercial uaite dispoiaL 

BA8SIN.N Radiollotopes Licensing Branch (Pre 790501). 70/07/13 
Spp 



-8006190118 Requests statement of NRC licensing criteria applying 
to storage of foreign spant Fuel in US or possession* 
Statement will b forwarded to State Dapt re tnteragency 
studu on US foreign policy re foreign spent fuel itorage 
BHEAiT.R Office of International Programs, Director 78/04/27 
IP 

-8006190129 Responds to 780725 Itr re storage technologies fc potential 
Pacific basin sit* for spent fuel storage. NRC will provide 
technical expertise to respond to foreign govt requests For 
assessments of site suitability & storage technology. 
ODSSICK,L.V Office of the Executive Director for Operations 
7B/OB/18 3pp 



NONDOCKETED ITEMS 



60061*70129 Nonproprietary discussion of use of Pacific basin islands as 
interim spout fuel storage ctr Proposed independent spent 
fuel storage installation is eipecterf to be of passive, drij 
above-ground. sealed. steel k concrete cask design 
SHEA, J R Office of International Programs. Director 70/07/20 
IP 

8006190116 Respond* to FOIA request for winning proposal in response tu 
RFP RS-NRR-BO-102, "Energetic Thermal Interactions, 
Recriticallty (. HTOR Accident & Transient Coolant Flow " 
Forwards document tl/o enc 1 
FELTON. J 11 Division of Rules and Records 80/04/17 Ip 

8006190237 Responds to FOIA request for list of enuipmont 
environmentally qualified by environ testing labs No 
documents available RH Vollmer BOO 330 memo forwarding 
memorandum t. order re environ qualification encl 
FELTON. J M Division of Rules and Record a 80/06/12 Ip 

8006190235 Forwards NRC 800523 memorandum 6 order re fire protection 
for electrical cables & environ qualification of electrical 
components 
VOLLMER.fi H Division of Engineering BO/03/30 Ip 

6006190248 FQIA request for list of equipment environmental ly qualified 
by environ testing labs 
KNUTH. D F KMC, Inc 80/03/13 Ip 

800620Q06O Responds to FOIA request for L Plthln 1971-72 study of 
radiation levels in areas near active t* inactive U mills b 
1779 study i under NflC contract. re radiation levels in 
ShiprockiNM Deposit is required before request processed 
FELTON, J M Division of Rules and Records 80/06/03 2pp 

B006Z00064 FOIA request for L Pitkin 1971-72 study of radiation levels 
In areas n>ar active & inactive U mills & 1979 study/survey' 
under NRC contract. re radiation levels in BhiproekiNM area 
METTLER.E R DNA - Peapla's Legal Services, Inc 80/09/03 Ip 

8006230047 Responds to FOIA request for seven categories of NRC 
distribution lists Forwards lists W/o encls 
FELTON. J, M Division of Rules and Records. 00/06/16 Ip 

8006230050 FOIA request for seven categories of NRC distribution lists 
WIEDENHORN.d T Nucleonics Weeks, pub of Me Or aw Hill, Inc 
90/05/29 Ip 

8006230097 Responds to FOIA request for documents prepared for 
compliance ui/NRC regulations re physical protection of 
irradiated reactor fuel in transit Documents listed In App A 
withheld (ref FOIA Exemption 4 b 10CFR2 790) 
FELTON- J M Division of Rules and Records 80/06/16 3pp 

8006230089 FOIA request for documents prepared for compliance ai/NRC 

regulations re physical protection of irradiated reactor 
fuel in transit 

REYNOLDS.W American Friends Service Committee 80/09/21 app 

8006230073 desponds to FOIA request for five categories of documents 
pertaining to specific companies In WY t< BO Forwards 
documents listed in App A Portions of Document 4 withheld 
social security numbers (ref FOIA Exemption 6) 
FELTON, J M Division of Rules and Records 80/06/17 3pp 

8006230076 FOIA request for five categories of documents pertaining to 
specific companies In WY Si BD 
REID, A D Affiliation Unknown 80/05/12 2pp 

80Q6230QB1 Responds to FOIA request (tent to Dept of State) for info rit 
nuclear fuel facilities in Pacific region Document 
responsive to request was released to NRDC on 800613 
(FOIA-70-322, Document 2) 

FELTQN.J H Division of Rules and Records NRDC /TUG/ 78-4 7 
80/06/17 ip 

BO062300B6 Forwards NRDC 731113 Si 27 FOIA requests for Info re proposed 
facilities in Pacific region Requests response Dept of State 
S0022B Itr end 
CROAK, C State, Dept of 80/03/10 Spp 



8006230101 FOIA request for Edgemont U mill decommissioning documents 
originating after Oct 1979 FOIA request 
REID, A B Affiliation Unknouin BO/09/12 3pp 

8006230106 Responds to FOIA request for documents re proposed nuclear 
reactors to be located near Oyaama, Korea SECY-80-189 ti 
License XR-0133 are available in PDR 
FELTON.J M Division of Rules and Records 80/06/17 Ip 



8006230107 FOIA request for documents r 
be located near Oyaema. Korea 
FODTEi V E9 Center for Development Policy 



proposed nuclear reactors to 
BO/03/21 Ip 



8006240644 Responds to FOIA request for documents r cost benefit 
analysis of 800507 order d list of incidents in first 
paragraph of Section 1 of order No cost benefit analysis was 
performed Forward a list of incidents & oiposures 
FELTON.J M Division of Rules and Records 80/06/19 4pp 

8006240647 FOIA request for documents re cost benefit analysis of 
800907 order & list of Incidents in first paragraph of 
Section 1 of order 

HUBBARD.L.B American Association of Physicists In Medicine 
80/09/29 Ip 

B00624Q690 Addl response to FOIA request for documents re proposed 
nuclear reactors located near Qyaema, Korea, Forwards OH 
HcCorkle 790322 memo SECY-79-141 is also subj to request fc 
li available In PDR 
FELTON-J M Division of Rules and Records BO/06/20 Ip 

9006240633 Discusses review of application for license to eiport 
reactors to Korea No physical security concerns apparent 
Requests that Executive Branch provide info re Korean sys of 
accounting & control ! status of safeguards implementation 
MCCORKLE.O U Physical Security Licensing Branch 79/03/22 Ip 

0006270010 Reiponds to FOIA request for NRC-03-BO-1 17 b winning 
technical proposal, Forwards requested documents 
FELTON.J M Division of Rules and Records 60/06/20 Ip. 

0006270014 Contract "Study of Requirements for Operator Licensing," 
awarded to Analysis d Technology, Inc 

WOODS, (J L Analysis h Technology, Inc DOUGHERTY, D J Division 
of Contracts BO/09/12 23pp 

8006270017 Response to RFP RB-NRR-80-t 17, "Btudy of Requirements for 
Operator Licensing." Describes technical approach, tasks, 
potential difficulties (t solutions, power plant & training 
site selection fc NRC operator licensing procedures. 
* Analysis & Technology. Inc RB-NRR-BO-117 90/09/12 74pp 

BOQ6270Q12 FOIA request for NRC-03~BO-117 h winning technical proposal 
NQCELLAiS J Advanced Technology, Inc BO/09/22. Ip. 

8006270414 Responds to FOIA request for documents re Roctuell Intl 
Energy Bys Qroup use of radioactive metis Forwards documents 
In Apps A-D. Info partially withheld' names ti social security 
numbart (ref FQIA Cramp t ion 6).M/o encls 
FELTDN, J M Division of Rules and Records QO/06/20 9pp 

8006270419 FOIA request for documents re Rockwell Intl Energy Bys Group 
handling t< use of radioactive matls 
TROY,H Affiliation Unknoun 80/03/06 2pp 

B006270416 Responds to FOIA request for documents re transportation of 
8NM Forward i JM Hftndrie 7901 28 Itr to Z Brelinsfcl 
FELTON.J M, Division of Rules and Records. 80/06/20 Ip 

BG06270418 Forward 1 NRC 7B042B Itr, .in response to NRC request for 
assistance re FOIA request 
REOER.B 8 President of U0 * Executive Offices 80/05/21 IP 

8006270419 Discusses possible use of militery airfield for high 
enriched U shipments Question has been referred to Eiecutive 
Branch for consideration NRC respuntlbfl ttu U to regulate 
commercial export ti Import of privately owned 8NK 
HENDRIE.JM Commission 7B/04/2B, Spp 



8006230089 Responds to FOIA request for &ECY-75-439 Forwards document 
W/o encl 
FELTON.J K Division of Rules and Records 80/06/16 ip 



8006230094 FOIA request for SECY-75-429 

FIDELL.E R LeBoeuf, Lamb, Lelby b MacRae 



80/05/19 tp 



8006270417 FOIA request for documents re transportation of BNH 
HAN8ELL.D Illlnoli, State of 79/01/24 app 

8006300022 Responds to FOIA request for documents listing nuclear plant 
locations, list of accidents at each location & radiation 
leaks h results Forwards App A documents Remainder of 
request does not meet specificity requirement 
FELTON.J H Division of Rules and Records 80/06/19 3pp, 
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0004300024 FOIA request for documents lilting nuclear plant locations. 
Hit of accidents at each location, resul t of environ 
iopacts, radiation leaks & results Si Hit of radwaste depots 
ROBEYi J Affiliation Unknown 50/03/23 pp 

5004300231 Forwards announcement n ACRS B0040B technical meeting in 
Hah ingtoni DC to continue review of NRC study on whether 
equipment changes should be made on Bt-W plants Announcement 
mill be unt to neuis media on 600329 W/o encl 
KAMMERER.C Office of Congressional Affairs 80/03/25 lp 



0006300569 Responds to appeal of partial denial of F01A request for NL 
Industries most recent approved spent fuel routa plan Appeal 
is denied Info partially withheld surface transportation 
routes (ref FQIA Eiomption 4 t. 10CFR2 790) 

DIRCK8.U J Office of the Eiecutive Director for Operations 
8Q/06/IB lp 

BOQ6300S76 Appeals partial denial of FOIA request for NL Industrie* 
molt recent approved (pent fuel routa plan 
RE8NIKOFF.M Sierra Club BO/03/13 lp 



-9006300239 Forwards announcement re NRC appointment of BJ Snyder ay 
program manager of facility cleanup operation* U/o encl 
HAMMERER, C Office of Congressional Affairs BC-/03/23 lp 



8006300582 Responds to FQIA request for NUREC-OM& S. NUREG-06AB 
Forwards documents W/o ends 
FELTPN, J M Division of Rules and Records BO/06/30 tp 



B006300245 Forward! announcement re NHC publication of notice of 
availability for public comment of draft environ assessment 
concerning decontamination of facility reactor bldg 
atmosphere H/o encl 
HAMMERER, C Office of Congressional Affairs 60/03/26 lp 



B0063009B3 Responds to appeal m denial of FOIA request for documents 
re licensing of HFB Eriuin nuclear fuel facility Denies 
appeal re App D Documents 2,4 & 7 (ref FQIA El trap t ion 3) 
Qrants appeal for App B Documents 1,3,3 ( 6 
CHILK, a J Office of the Secretary of the Comminsion BO/06/li 



--3006300254 Forwards announcement re ACRB 800409 meeting in Washington, 
DC to discuss implications of facility Incident In relation 
to applications for CPs Announcement uill be mailed to neius 
midia an B00326 U/o encl 
HAMMERER, C Office of Congressional Affairs 80/03/36 lp 

8006300321 Forward! announcement re NRC issuance for public comment of 

Addendum 3 to draft i-ept, "Environ Assessment for 
Decontamination TtlI-2 Riactor Bldg Amoshpere " H/o and 
KAMMERES.C Office of Congressional Affairs 60/04/02 lp 

BQ06300326 Forwards announcement re V Stello confirmation that IE has 

tit in actively pursuing Inquiries Into allegations made by 
H Hartman. former facility control room operator W/o end 
HAMMERER, C Offict of Congressional Affairs 60/04/17 lp 

8006300337 Forwards announcement, w/attched NRC determination! that 

facility Incident did not constitute eitraordinary nuclear 
occurrence M defined by Price-Anderson Act U Commission 
regulations H/o tticl 
KAMHERER,C Office of Congressional Affairs BO/04/17 lp 

8006300345 Forwards announcement re NRC approval of utll plans to make 

manned tntrij Into facility containment bldg W/o end 
KAMMERER.C Office of Congressional Afflrs SO/04/22 lp 

8004300367 Forwards announcement rt NASLB SOOS13 prehearlng conference 
In HarrisburgiPA concerning proposed restart of facility 
H/o end 
KAMKERER.C Office of Congressional Affairs BO/OS/01. lp 

9006300449 Foruards announcement re extension until 800316 for public 

comment on draft environ assessment for decontamination of 
reactor bldg atmosphere, W/o encl 

Office of Congressional Affairs BO/05/O3 lp 



8006300935 Addl response to FOIA request for rule banning environ 
Impact ript analysis of possible risks in event of major 
accidents at nuclear reactors Forwards documents listed in 
App A 
FELTON, J M Division of Rule* and Records 80/06/17 app 

"B004300S39 Comments on SECY-BO-131, "Accident Considerations Under 
NEPA, " Agrees u/recommendatloni In paper Commission should 
approve recommendation to initiate neu approach u/ongoing 
HEPA rsvleut 
HAMRAHAM.E J Office of Policy Evaluations 60/03/14 ip 

10346 Staff requirement memo re 800416 open meeting in Washington, 
.0 dlscuis BECY-BO~131i "Accident Cons Idaratians Under 
i " Camnisilon riquetted that personnel consider method! 
tning plants In early const (tag* 

"""-* of the Secretary of the Commission BO/Q4/J24 



jest for records pertalntng to firm 
Jcket.RI.NRC is unable to 

> and Records, 80/06/tB lp 



ords re NUMAMCO in Paiutucketi RI 
e*i amendsr fUpplsi correspondence 

troll BO/06/07 lp 



BO 06 3006 OS Nonproprletarij memo recommending that facility license be 

modified to preclude possession of significant quantities of 
high enriched U Lists considerations in reviewing paper Info 
withheld (ref FOIA Eiomption 3) 
THQMPSON.H L Commission 79/12/13 2pp 

B006300612 Nonproprletary memo recommending that facility be allowed to 

operate under NRC licensing control w/ID limit of IX 
throughput NES must increase physical security a* proposed 
in &ECV-79~690 Info withheld (ref FOIA Eiemption 3) 
AHEARNE, J Commiss 1 on BO/01 /09 2pp 

B0063006S9 Nonproprlvtarv memo agreeing w/800109 memo rt Commlstion 

position on facility Recommends that 17. throughput be 
considered ID limit goal, w/shutdown & inventory required at 
1 S or 2 O'/. Info withheld (ref FGIA Eiemption 3) 
HENDRIE, J M Commission BO/D1/11 lp 

--8006300638 Concur* in/summary point* in BOOJ09 (nemo recommending 
Commission position on facil i tip subj to listed requlroments 
Commission decision should ba rendered immediately 
KENNEDY, R T Commission SO/O1/19 lp 

B0063009B6 FOIA request for NUHEO-0644 fc NUREQ-064B 
BANNER, A P Affiliation Unknown 80/06/02. ip 

B0063005SB Addl response to FQIA request for ill NRC records re 
Coalition for Non-Nuclear World, member organ! jations d/or 
natl d intl protests held during B00323-0430 Forwards 
documents listed in App A LaafHt announcing protest and 
FELTON, J M Dlviiion of Rules And Records 00/06/1B 4pp 

GO 0630 05 92 Announcement 39 re Coalition for Non-Nuclear World 800429 

possible demonstration at DDE Farrestal Gldg In Washington, 
DC fc NRC H Street bldg Demonstrators *hould be treatd In 
courteous manner 

DIRCKB.M J Office of the Executive Director for Operations 
80/04/22 lp 

8006300896 "Civil Disobedience Action Training Handbook, March from DOE 
to Dlockade Ptntagon, BOO42B " 
* Coalition for a Non-Nuclear World BO/04/2B 32pp 

B006300601 Responds to FOIA request for mailing list. "NRC Distribution 
Category Code HCL-State Legislation tt Activities R*pt " 
Forwards mailing list U/a encl 
FELTON'J H Division of Rules and Records BO/06/23 lp 

8006300603 FOIA request for mailing list, "NRC Distribution Category 
Code ttCL-State Legislation t> Activities Rept " 
FOR5TER, J Affiliation Unknown BO/06/09 lp 

B006300607 Responds to FQIA request for info re medical-psychic 
projects NRC has no records pertaining to reo.uest 
FEL.TON, J M Division of Rules and Records, 80/06/23 lp, 

S006300609 FOIA request for info re mBdical-psychic project*. 
BEHIS, J M Affiliation Unknown 30/06/10 lp 

8006300665 Responds to FOIA request for official communications from 
JM Hendrie to Congress during tenure as Chairman d 
Commissioner of NRC All correspondence is available in PDR 
Forwards documents listed in App A 
FGLTON.J.M Division of Rules and Records 80/06/23 21pp 
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BO06300670 FOIA request for official communications from JM Heridrlc to 
Congress during tenure as Chairman ft Commissioner at NHC 
WEISS, E R Sheldon, Harmon J- Weiss 60/05/26 Ip 

8006300672 Responds to 000603 followup FDIA request for Documents 16 *. 
17 omitted from NRC B00523 response to FOIA request far sii 
categories of documents re CPC Forwards documents Four add 1 
document* are available in PDR W/o cticls 
FELTON. J M Division of Rules and Records 00/06/23 Ip 



00063001BB Discusses implementation of revised SOP 5 4 7< provid Ing 
revised cooling sys requirements !t risk assessment ra 
overall plant heat removal capability 
NOVAK, T ti Roattor 3i|steffls Branch 70/06/00 3pp 

8006300201 Discusses proposed Implementation of revised cooling sys> 
requirements & risk assessment re overall plant heat removal 
capability 

MATTSON.R J Division of Systems Safety STELLO. V Division of 
Operating Realtor* 70/01/19 8pp 



QEN TEC IS OENEfllC TECHNICAL ISSUES 



8006030170 Summary of 000514 meeting w/Sandia Natl Labs In Qnthesdai MD 
re effectiveness of fault tree analysis In revealing sys 
interactions Sandla Labs mill reacope program proposal fgr 
imnedlate demonstration of Phase I effectiveness 
ANGELQ, J Generic Issues Branch 00/05/30 3pp 



INSPECTION AND ENFORCEMENT 



00022B0651 IE Circular GO-OS. "Tech Spec tncaniistenc y - RPS Response 
Time " 

Office of Inspection & Enforcement, Office of the Director 
BO/04/1S Ip 



8006020198 Summary of 800107-10 second technical meeting in Bctheada, 
MDi to discuss Tail: A-l 1 1 Revis 1 on 3, "Reactor Vessel 
Matls Toughness. " Apr 1980 Keating not 1 ce, agenda, 1 ist of 
attindees Si supporting data encl 
JOHNSON. R E Generic Issues Branch BO/09/09 50pp 



BOOSOS0138 PNQ-Il-BO-049 Bifo Energy Alliance i* planning forum on 

000329 at par* outside plant gate Group has demons trated 
peacefully before at plant 

MARTIN.R Region 2, Atlanta. Office of the Director 80/03/20 



8006020203 Discusses need for test fc commercial roactor irradiations 
analysis of existing, radiation embri tt lement data Reactor 
irradiations essential Submits embr i tt lemant predictions 
Requests views re radiation damage program philosophy 
MARSTON.T U Electric Poiuer Research Institute SO/03/1S 7pp 



B0060200S4 PNQ-I-80-073 on 000500, tic lean Trucking Co truck, carry ing tuo 
Ohmart density gauge source holders containing Cs-137, 
eiperienced load shift uhlch tuistetf trailer body off frame 
Radioactive mat] leakage not detectable 

ROTH, J i CROCKER, H W , SMITH, II Region 1, Philadelphia, Office of 
the Director 80/03/09 ip 



800603O2S6 Forwards comments on NUREO-0460. Vol 1. re ATUS for LURs 
Committee on Reactor Licensing & Safety disagrees w/proposed 
resolution based on design requirements 
OIHBS,D C, Atomic Industrial Forum 80/03/27 12pp 

B0060900S9 Forwards "For Comment" edition of NUREO-0377, "Potential for 
Lou Fracture Toughness h Lamellar Tearing an PUR Steam 
Generator 5, Reactor Coolant Pump Supports," & notice of 
issuance b availability W/o encl 

DENTON.H R Office of Nuclear Reactor Regulation, Director 
00/05/10 Ip 

B006110319 Foruiards NEDE-21822-P, "Mark II Improved Chugging 
Methodology," at part of Task A 16 of Mirk II containment 
program Prompt review requested Rept withheld 
(ref 10CFR2 790) 
DUCHHDLZ.R H General Electric Co HFN 109-80 BQ/06/OA Ip 

0006120156 Provides Subcommittee on Energy It Power iu/NUREQ-Oil9, "DWR 
Feeduiater Noiile St Control Hod Drive Return-Line Nonle 
Cracking," for comment W/o encl FR notice end 
DENTON.H R Office of Nuclear Reactor Regulation, Director 
00/05/22 Ip 

-0006120160 Notice o( Issuance fc availability of NUREO-0619, "BUR 
Feodurater Noiile i. Control Rod Drive Return-Lino Nozzle 
Cracfclng " 
EISENHUTi D, 0, Division of Licensing BO/04/17 4pp 

8006120164 Pravidel Subcommittee on Energy & Environ w/NUREG-0619, "CUR 
Feedwater Noiile t> Control Rod Drive Return-Line Nanle 
Cracking," for comment H/o encl FR notice encl 
DENTON.H R, Office of Nuclear Reactor Regulation, Director 
BO/03/S2 ip 

8006180170 Provides Subcommittee on Energy 8. Env(r<m u/NUREG-0619. "BUR 
Faeduater Noiile ti control Rod Drive Return-Line Naizle 
Cracking," for comment W/o encl FR notice encl 
DENTON.H R Office of Nuclear Reactor Regulation, Director 
00/03/22 Ip 

8006120171 Provides Subcommittee on Energy Si Environ u/NUREO-0619, "BHR 
Feeduater Noltle tt Control Rod Drive Return-Line Noiile 
Cracking," for comment H/o end FR notice end 
DENTON.HTR Office of Nuclear Reactor Regulation, Director 
BO/03/22 Ip 

B006160129 Provides Subcommittee on Nuclear Regulation u/NUREQ-0377, 
"Potential for Low Fracture Toughness & Lamellar Tearing on 
PWR Bteam Generator !t Reactor Coolant Pump Supports " W/o 
enc 1 

DENTDN.H, R Office of Nuclear Reactor Regulation, Director 
BO/OB/16 Ip 



B006020061 PNO-III-BO-OSd Region 3 informed that personnel uhoU body 
film badge reading was 0,370 mllllrems during B002 10-030"? 
No uplanatlon for eiposure since individual uai not uarklng 
iil/radiatlon 

PAPERIELLOiC J , DAVIS, A Q Region 3, Chicago, Office of the 
Director 00/03/09 Ip 

0006030126 PNO-II-BO-091 on 000950, small crack developed in pip* 
carrying hydrogen sulfide in heavy water' extraction proost 
area Crack increased & chemical emergency declared on 
S00321 Leak temporarily self-sealed Repairs in process 
GIBBON, G T , JENKINS.O R Region 2, Atlanta. Office at the Director 
SO/03/21, Ip 

0006060119 PNQ-III-SO-096. on BOOS16, Informed that IQ-mCl Ci-137 source 
In gauge source head uat ttolen, Licensee put 24 painted 
gauge source heads on pallets outside door of factory bldg 
to dry Employee returned It found 1 gang* mining 
PAPERIELLO.C J , DAvI0,A B Region 3, Chicago, Office of the 
Director eo/os/17 ip 

9006060153 PNO-II 1-00-099; on 000522, NRC plans to meet u/nonl icinsee 
worker* eiposed to radiation from radiography activities of 
former licensee* American X-Ray b In*p, Inc License suspended 
800229 >t revoked BOOB I 1 ? 

BRENIAUBKI.D J , DAVIS, A 19 Region 3, Chicago, Office of the 
Dirtctor BO/QS/21 2pp 

8006090330 EN-90-01B on 600919, order revoVing Licenie ai-15199-Ol 
uas Issued Action based an provisions of order to thaui 
cause & S002SO order suspending license, No response Piled 
BROCKETT,T , THOMPBON, D Office of Inspection It Enforcement, Office 
of the Director BO/OS/19 Ip 

0006090836 EN-BO-007A on BOOS23, order imposing civil penalties Issued, 
based on alleged noncompl iance re mitl false statements in 
license reneual b application ti failure to perform surveys, 
Licensee B00407 response Inadequate 

BROCKETT.T,, THOMPSON, D Office of Inspection It Enforcement, Office 
of the Dtructar, BO/03/23. Ip 

0006090530 PNQ-I-aO-000 on B00319, NRC uas informed that Apr film badoe 
Issued to one radiographer shoued dose of four rems Licentai 
conducting Investigation 

GLENN.J E , BHITH.O.H Region 1, Philadelphia, 0-fflcB ? the 
Director, 80/03/19 Ip 

0006120009 PNa-I~SO-07? on 800301,1-123 send apparently ruptured 
while being Implanted for interstitial treatment flf cancer 
Mechanical difficulties encountered w/dfllvery sys 
Thyroid monitoring & urlnaltjiis account for 250 mCi 
OLGNN. J, E- SMITH, 9 H Region 1, Philadelphia, Office of the 
Director 00/03/19 Ip 



8006230013 Requests that each project manager use Attachment 
determine whether assigned licensees submitted data In 
response to May 1977 memo re pressure vessel beltllne matl 
survell lance 
EI0ENHUT.D Division of Licensing BO/03/19 2pp 



1 to 



NONDOCKETED ITEMS 



PUBLIC DOCUMENT ROOM MISCELLANEOUS 



'20932 Adviset of BQ0313 or SO meetlna requested bi; J Nicholson 
'ancid Mechanical Technology, Inc to dlicuii future 
ition for rulemating 
IBY.J J Transportation t, Product Standards Branch 60/O2/27 



110249 Discusses interim procedures for research & itdi 
irdinatlon Ofc of Nuclear Regulatory Research safety needs 
lollcles are undsrwav Needs* comment! & communications 
uld be transmitted to Dlv of Safety Technology 
IION.H fi Office of Nuclear Reactor Regulation, Director 
'03/23 2pp 



120333 Forwards two tablet at water levels measured in Or eat Harsh 

ir Coultl Bag during B00407-Q9 ! 0416-05O1 

ISOMiLB Interior, Dtpt af, Geological Survey 90/05/23 4pp 

020344 Informs that priorities for nuclear units scheduled for 
mmercial opi-ation in 19B2-85 period will be completed 

thru wks in response to a 00 507 ttr Data sufficient to 
rifij priority analysis will be supplied 
INEH.R E Entrgy.Dapt of 80/03/23 Ip 

02O346 Comment! on UK Denton 900328 Itr re qualification of reactor 

erators requirement for engineering dear** should be more 

eeiflc 1 spec of credit hr requirements should be more 

nservative 

LLER.D U Ohio State Univ BO/05/21 2pp 

020S94 Ack receipt of 900330 to R DeYoung Forwards rough guide to 
Uttvi toxicity af variaui radianuclldes Included in App B 

10CFR20. "Concentrations in Air & Hater Above Natural 
cknround " 
iSS, D F Division of Systems Integration 80/09/14 ?pp 



1060204 It Ack receipt of NRC 800103 Itr (. 300121 telcon w/JB 
Eipresies Interest in short-1 Ived, typica 1 ly rector-drlved 
agants far potential use as radiological weapons Request 
originally sent to DOE 
DEMENT, J DeHent Laboratories 80/03/30 Ip 



090399 Industry, education, govt radiation machine registration 

plication 

MTi B.O Affiliation Unknown 80/06/03 2pp 



110050 Forwards specimen of std property Insurance policy for 

rating power reactors, Including endorsements tc 

clnration pag* Policy form used for all Insuredi houeveri 

dividual coverage may be subject to conditions 

iRDESi C R American Nuclear Insurers 80/06/05 12pp 



1120004 Notification of 600927 minting w/INPO in Be thetlJa- MD to 

icuii exchange on human factors program 

ELAND, R. Division of Human Factors Safety GO/05/23 2pp 

12QI2Q Responds to 800423 Itr n FL Hillman concerns about Impact* 
land uses at nucltir plant sites in Btate of IL Amount of 
irmlanil Involved Is jmall fraction of total farmland 
'allable 

RCKB,U J Office of th* Executive Director for Operations 
1/09/21 2pp 



8006130185 Nntlfication of B00610 meeting u/Nuclear Votce Control re 
demonstration on solid state voice talk-out capability into 
valve, check gauge, flouj nieteridial, light & high/low temp 
indicator 
JOYCE, J Human Factors Engineering Branch QO/05/30 3pp 

8006130313 Forwards extract of Town of Kensington B00313 meeting re 
Article la of I?BO Town Warrant Evacuation for town 
feasible within time frame during which radioactive plume 
might cover town 
RDODVIN. M Rogovin, Stern & Huge BO/05/1S Ip 

G006170631 Notifies that facility form modified to reflect change re 
definitions of insured shipment It insp suspension condition 
Amendatory Endorsements NE-50 & NE-51 cncl 
QUATTRCCCH1, J American Nuclear Insurers BO/O6/13 6pp 

B00618027S Returns licanso application for eipapt of thorium to 
C leehoslavak la ia/0 action because matl no longer requires 
specific NRC export license PR notice of rulemak ingi amending 
NRC 10CFR110 23 regulations end H/o encl 
HMDY,E Office of International Programs, Director 60/06/03 



800&1805BO Provides status of TMI Bulletins t> Orders Task Force mark 
Discusses UCAP-9600, LQCA analys i s, aui 1 1 iary feeduiater 
upgrade & plant procedural audits 
ROSB.D Trtl-2 Bulletins !< Orders 79/11/03 3pp 

B006200063 Advises of Inability to participate In Working Group 3 of 
Coordinating Committee on Kill Tailings due to limited 
travel funds Recommends rescheduling of mill tailings & 
matte mgt meeting! to facilitate attendance 
MARTIHiJ B Uranium Recovery Licensing Branch BO/OS/07 2pp 

B006230046 Summary of Q00529 meeting w/Inst for Nuclear Power 
Operations re exchange of technical Info 
IRELAND.H Division of Human Factors Safety 80/06/1O 6pp 

B006240460 Forwards "Test Rept AOS2167S/TR, Revis 1 on A, Booklet 174," 
Catalog NP-1, per NRC B00314 S. 16 requests Response to IE 
Info Notice 80-11 will be forwarded soon Test rept tt catalog 
withheld (ref 10CFR2, 790) 

<1 Automatic Switch Co IEIN-BO-!! BO/06/1? IP 



80062SOOB9 Notification of B00617 meeting w/util group in Bethesda,MD 
to discuss IE Bulletin 80-lli masonry wall design 

JOROAN.E",L Division of Reactor Operations Inspections IEB-BO-11 
BO/06/10 2pp 

B006200311 Submits trip report of third meeting of Nuclear Waits Mgt 
Process Review Forum on B00407-09 Supportive documentation 
end 
CQMELLA,F> A Site Designation Standards Branch 80/09/23 ZOpp 

BOO 63 006 41 Calls special attention to certain procedures of revised 
manual chapter concerning radioactive contamination 
clearance Emphaslies need to establish representative 
monitoring grid 
BILES, M D Atomic Energy Commission 73/01/19 19pp 



NRC 



NUCLEAR REGULATQflY COMMISSION, GENERAL 



i06120122 Forward* FL Uillman Itr concerning impacts on land uses at 
nuclear plant sitts in State of IL 
RAIL8BACK, T House of Rap GO/04/23 2pp 

i!2O157 Forwards comment! on RU Clark paper, "Thermodynamics & 
islgn of Heat Enalnes, " forwarded by 800427 Itr Concerns 
t applicable to nuclear reactor regulation since based on 
lealiied modeli rtthir than actual properties of metis 
IDNITI.R J Office of Nuclear Regulatory Research, Director 
)/03/27 4pp 



80061601BO Notifies that current financial disclosure statements for 
senior NF1C officials have been released to PDR per Ethics in 
Oovt Act, 
Office of the Secretary of the Commission 80/05/27 Ip 

Q00630Q927 Informs that confidential statement of employment t- 
financial interests hai baen reviewed Exemption from 
provisions of 10CFRO 739-81 must be granted in order to 
allow work on licensing matters involving Uestinghouse 
VOLLMER.R H Division of Engineering SO/06/11 Ip 



I061S013B Forwards "Thermodynamics & Design of Heat Engines 

induttry is not based on true, precise, next to perfect 
sci ence 
CLARK.R VJ Affiliation Unknown 80/04/29 Ip 



)Q6i20t61 "Thermodynamics & Dtslgn of Heat Engines " 
CLARK.B H Affiliation Unknown BO/04/29 36pp 

.120272 Requests info re Atomic Energy Act of 1954, including any 
nendatory law h financial responsibility requirements of 
jelar facilltteiisuch as insurance requirements or amounts 

Insurance pirmlisabte 
1WE,H, D Bayly, Hartin h FV Inc. 80/06/03 Ip 



NLJREO REPORTS AND RELATED CORRESPONDENCE 



S00602043b Comments on NUREG-0&94 some criteria excessive More 
Important requirement* should be tested on prototype basis 
before implementation on grand axpensive scale Also, NRC/FEMA 
should develop model emergency plan for states fr touina 
COUNBIL.U Northeast Utilities 80/OS/14 7pp 

8006020937 NUREO/CR-OBOB 

"On Corrosion Adequacy of 2 1/4 Cr-lMo Steel for LMFBR 
Steam Generation Sus Svc " 

IIKAiO.E Battelle Memorial Intltut>i Pacific Northu*st Laboratory 
FIN B-2111. PNL-2793, 80/09/31 70pn Available at NTIB 



NONDOCKETED ITEMS 



307 



8006020543 NUREQ/CR-1455 

"Photoe last! c Studies of Damp ing. Crac k Propagation Si Crack 
Arrest In Polymers It 4340 Steel " 

IRWIN.fl n . DARKER. D B > SANFQRD. R J Maryland, Unlv of FIN 
A-9026 BO/03/31 27Spp Available at NTIS 



B006060292 Forward* Analysis Group recommendations In draft App VIII 
to NvREQ-0611i "Generic Evaluation of Fenduater Transient! Si 
Small Break LOCAs in Weitinghouse Designed Operating 
Plant* " 
ROBZTOCZY, Z R TM1-2 Bulletin* t Orders. 79/12/07 IQpp 



8006020548 Comments on NUREG~Oi54 requirement for mechanical maint 
person on shift Is of questionable value Requirement for two 
or three maint people on call would be preferable 
PARKER, W Dule Power Co 80/03/13 4pp 

8006020999 Comment! on NUREC-0654 document should be amended to follow 
outdoor warning sys re ma i *ound level received by 
individuals Eiamples of rept refs encl 
BERG.R E Affiliation Unknown BO/05/01 llpp 

B0060302B6 Forwards comments on NUREG-0460. vol 4, re ATW9 for LHRs 
Committee on Rtactor Licensing Si Safety disagrees u/prapDsed 
reiolutlon based on design requirement* 
GIQBS, C Atomic Industrial Forum BO/03/27 ISpp 

8006030296 Forwards util 800313 comments on NUftEQ-06S4/FEMA-REP-l. 
"Criteria far Preparation & Evaluation of Radiological 
Emergency Response Plans & Preparedness in Support of 
Nuclear Plant*" submitted in response to 800213 FR notice 
JLffiOENSEN.R W American Electric Power Co . Inc BO/09/20 ISjip 



9006060524 Requests info re encl draft request for addl info requirad 
to complete evaluation of reiponses for power operated 
relief valve/safety valve actuation fc reactor trip 
frequency 
CAPUA, H TM1-3 Bulletins fc Orders 79/O9/24 3pp t 

6006060554 DIscusae* options for enforcing compliance m/NUREQ-0579 
requirement re LOFT pretest prediction of t3-l 
ROS8,D Division of Project Management 79/11/05 3pp 

6006070105 Comments on draft NUREO-0534 definition of "critical load" 
should be changed Difference* between hoist drive motors 
should be explained 
GLAZIER, R E Affiliation Unknown 80/04/33 fff 

9006090119 NUREO-73/OS7 03 9 6 

8RP proposed Revision 2 to B'ctlon 396, "Inservlct Testing 

of Pump* d Valves " 

H Office of Nuclear Raaetnr Regulation. Director PERP-3 9 6 R2 

80/06/03 lOpp 



9006030393 Comment* bn proposed NUREG-0654, submi ttod by County of 
Orange. CAi Of c of Emergency Svc* Requirement for lay 
terminology Inconsistent u/requlrement for brevity 
TURNER, E 9 Affiliation Unknown PC-Z1 1 BO/OS/29 3pp 

8006030596 Comments on Draft 3 of NUREQ-0660, "NRG Action Plans 
Developed as Result of TMI-2 Accident " In*uffleient 
attention given to both general & special policy questions 
which require consideration In connection w/near-term QLs 
PLESSET,M S ACfiB - Advisory Committee on Reactor Safeguard* 
90/04/17. Spp 

8006030396 Comments on NUREO-0460, Vol 4. ATWS resolution defined by vol 
3 is satisfactory far majority of plant* in operation tt 
undsr const 

aCHWQERER-F Mestlnghous* Operating Plant* Ouinars Group BLNRC 
QO-17 00/04/07 3pp 



B006090446 NUREO/CR-145a 

"Further Testing of Pocket-ailed Electronic Dosimeters " 

FOX,R A . HOOKER, C D . HOOAN. B T BattelU Manorial Institute^ 

Pacific Northwt.t Laboratory FIN B-2127S PNL-33fi4 BO/04/30 

33pp 

B004090302 NUREO/CR-1462 

"Kichanistic Considerations Used in Development of PROFIT 

PCI Failure Model " 

PANKABHIE.P J, Battelle Hemorlal Initltute, Pacific Northuest 

Laboratory FIN B-2171-0 PhfL-3396 BO/05/31 90pp Available at 

NTIS 



B006090S14 NUfiEO/CR-0441 

"SOURCE Convoy Ambush Simulation Code " 
BTIMrfEL.K Sandia Laboratories FIN A-1173 
79/01/31 30pp Available it NTIB 



BAND7B-S034 



8006030613 Recommend* manually initiated B6 gpm standby liquid control 
sy* a* solution to ATMS lisue Basic approach should be to 
improve reliability of reactor scram lys 
JENS,W H Detroit E<Jion Co 90/04/03 4pp 



9006090922 NUREO-0484 Rl 

"Methodology for Combining Dynamic Response/* 
MATTUrR K Division of Syttems Integration 
Available at NTIS 



34pp 



80060400B1 NUREO/CR-1393 

"Evaluating Strength h Ductility of Irradiated Zlrcaloy 

TasV S F " quarterly progress rept, Apr-June 1979 

LDHRY, L M i MARKWORTH-A J > PERRIN.J.S, BatttlU IHmorial Institute, 

Columbus Laboratories FIN A-4068 BMI-2049 80/03/31 4Bpp 

Avallabl" at OPO. 

8006040086 NUREQ/CR-1321 

"Final Rept - Phase 1 By* Interaction Methodology 
Applications Program," 

BOYD, Q J , CRAKOMD.W R , HATCH, B M Sandia Laboratorle* FIN 
A-I1I3 9AND SO-0384 90/04/30 Bllpp Available at OPO 

B00604009B NUREO/CO-OB49 V4 

"Safsguards MatI Control ti Accounting Programi " vol 4, 
quarterly rept Jul-Sept 1979 

DUNN. D R Laurence Llvarmore Laboratory FIN A-011S 
UCRL-S271 5-79-4 90/03/31 24pp, Available at QPO 

8006040101 NUREO-0660 VI 

"NRC Action Plan Developed a* Result of TMI-2 Accident." 

Vol 1 

* Commission 90/03/31 330pp Available at SPO 

8006040322 Forwards comments on Vol 4 of draft NUHEO- 0460, "ATWS for 
LMRi. " U/Q encl 
LOEWENSTEINrW EUctrle Power Research Institute SO/OS/29 1 P 



8006110249 Providsi revleu of NuREO/CR-12BO, "Pouar Plant 8tafftng" !> 
agnes u/man recommendations Urgs* NRC work u/Int for 
Nuclear Power Operations on new requirements 
MECCA, J E Puget Sound Power fc Light Co. PLN-22B 00/06/03 3pp. 

8006110853 Requests extension to 800630 far respania to NUREO/CD-1S80. 
"Power Plant Btaffing" publlth'd In 800424 FR Dlay cautid 
by numerous local union replies received S> anticipated 
PtLLARD.C H International Brotherhood of Electrical Marker* 
80/06/06 lp 

B006110366 Advises that Section 3 2 of NUREO/CR-12BO not connpltly 
true Penonnel performing matnt on UB Navy facilities, not 
alway* nuclear trained but are normally tander or repair 
support per*onnel 
MILLER, L C Affiliation Unknown 90/06/04 opp 

9006120136 Provide* Subcommittee on Energy i. Power ui/NUnEO-0619. "BWR 
Feedwater Nonle tt Control Rod Drive Return-Line Nuzzle 
Cracking." for comment W/o and FR notice end. 
DENTON,K R Office of Nuclear Reactor Regulation, Director 
80/05/22 If, 

8006120160 Notice of Issuance b availability of NUREQ-0619. "BUR 
Faedwatev Noizle d Control Rod Driv fieturn-Lina Norils 
CracMni. " 
EISENHUTrD Dlviilon of Llc*n*lne 80/04/17 4pp 



S006030427 Comment* on propo*ad rule IOCFRSO evaluation criteria do 
not adequately addre** i**ue of Class 7 event Requeit* 
available info that deal* w/*peclfic problem of protecting 
infant* 
OARRETTiE. Affiliation Unknown SO/04/01 Bpp, 



8006130159 Fnruiarij* formal commtnt* on propoied NUREO-0694 FEMA-REP-1. 
NflC k FEHft hve failed to recogniie dlvertlty of itata i> 
local govt* Provltlon for assignments of rasponiibtl 1 tg 
hould be Identified a* guidance, not for concurrence 
TKOMASiL.ri South Carolina, State of 80/09/16, Spp 



S006060287 Forutard* partial B&H reiponie to NUREO-087S, Section 2.1 9 
Into document* that BtW program for Inadeituate core cooling 
provida* for development of operator guidelines U/o encl 
CAPRA.R.A TMI-Z Bulletin* k Orders 79/11/13 Spp 



8006120164 Provides Subcommittee on Energy tt Environ u/NUREC-061?r 
Feedwater Nozila li Control Rod Drive Return-Line- Nozila 
CracHnji" for comment W/o encl FR notice encl. 
DENTON.H, R Office of Nuclear Reactor Regulation, Director, 
80/03/32. lp. 
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B006120170 frovides Subcommittee on Energy 8. Environ u/NUREfl-0619, "BUR 
Feidiuater Noiili t control Rod Drive Return-Line Noiile 
Cracking." for cominent H/o end PR notice end 
DENTON. H D Office of Nuclear Reactor Regulation, Director 
80/05/22 lp 

SOOol2Oi71 Provides Subcommittee on Energy fc Environ u/NUREO-0619. "BUR 
Fieiuiater NonU Si Control Rod Drive Return-Line Nonle 
Grading. " for comment H/o end FR notice encl 
DENTON. H R Office of Nuclear Reactor Regulation. Director 
80/03/22 lp 

BO Oil 202 A 9 Comalnts on Vol 4 of NUREQ-0460 Vol 3 requirements provide 
adequate resolution of ATWS for most plant) NHC concern* do 
not justify addl requirements contained In Vol 4 
8CHWOERER.F Standard! led Nuclear Unit Power Plant System 
80/09/41 3pp 

8004,1202?? Comment i on NURE5-0667 NUREO should be issued as guide only 
h industry invited to originate oun Implementation detail* 
In a 1 ti-mative, NUREO should be made part of action plan 
IUDAN3. Z Franklin Institute/Franklin Research Center 00/04/30 



BOQ612Q333 Inform that Commission paper is being prepared re proposed 
T-aiolutlon of ATUS generic Issue contained in NUREQ-0460 
ZECH.O 0. Technical Support Branch 80/03/13 lp 

BQ0613D4i? NUREO/CR-1 133 

"Econometric Study of Electricity Demand by Hfg Industries " 
CHANO. H 8 , CHERN-H S Dalt Ridge National Laboratory, FIN B-O190-S 
ORNL-NUREO/TM-3 80/OS/31 63pp 

SOQ&12O476 JJUHEe/CR-1422 

"Analytic Rebalance Technique for Pressure Calculation in 

Two -Phase Flow Siji " 

MIAOiC C. , SHAH, V L . KRAZINSKI, J L Argonne National Laboratory 

FIN-A-2043 ANL-CT-80-19 80/Q4/30 2Bpp 

BQQ&130037 Forwards notice of 800509 release of NUREO-0090, Vol Z, 
Number 4< conslitlng of 19th AD rept to Congress 
CHILK. S <S Office of the Secretary of the Commission BO/03/0? 



8006J60169 Coraments on NUREO-0654 suggests some specific requirement 
for protecting transient population be included In regional 
emergency preparedness program 
DARLEY. V Transportatl on, Dept of 80/05/0? 4pp 

8006170164 NUREO/CR-liaO V2 

"Seismic Safety Margins Research Program (Phase I> P " 

Progress Rept 6 

BAILEV.R D , SMITH,? D , CHOU. C K Laiurenca Llvermore Laboratory 

FIN A-0126 80/04/13 llOpp Available at NTIS 

8006170627 Responds to NUREO-0460, "ATWS for LWRs (1 Several inadvertent 
startups of HPCI sys at Peach Bottom mill shou higher Impact 
when factored into EPRI value-impac t analysis 
KEHPEH.J B Philadelphia Electric Co SO/O6/10 3pp 

B0062000S4 NUREO-0694 

Draft MJnEG-0&94> "TMI-Re lated Requirements for Hew DLi " 
* Comrai s 4 i on 80/06/ 1 B 3<tp p 

8006200E2? Comments on proposed rule 10CFR50 properly organiied oarly 
warning sys should address S- include emergency broadcast 
sys ME Bureau of Civil Emergency Preparedness will develop 
plan compatible u/federal guidelines 
MCGRAILiS J Federal Emergency Management Agency BO/04/O1 4pp 

8006200518 MUREO/CR-123? 

"MA8FLD Computer Code to Calculate Mas* Floiu Rates in 
Thermal Hydraulic Test Facility " 

MHITE.K D Oak Ridge National Laboratory FIN 0-025 
ORNL/NUREO/TM-2 80/05/31 34pp Available at NTIS 

8006B00324 NUREO/Cfi-1017 

"Vulnerability Analysis of Mi>ed-0tlde Plant " 

EASTER. H. M , WALTERMANN. H A Monsatlto Co MLM~26?1 80/03/08 

7pp Available t NTI8 

8006200531 NUREO/CR-130S 

"Heavy-Section Bteel Technologij Program, Quarterly Progress 
Rept for Qct-Dec 1979 " 

WHITMAN.O D , BRYAN.R H Oak Ridge National Laboratory FIN B-0119 
ORNL/NUREO/TH-3 80/03/31 I05pp Available at NTIB 



--S0061300A1 Notice of releas 
19th AO rept to Congren 

CHILKiS J Office of the Secretary of the Commission 
3pp. 



of NUREG-0070. Vol S, Number 4, Consisting of 
90/05/08 



SO061 30070 Forwards notice of issuance & availability of NUHEQ-0619, 
M BWFt Feeduater Natile Si Control Rod Drive Return Line Nanle 
Crackingi" for publication In earliest possible FR 
CHILK-S -J Offic* of the Secretary of the Commision 80/03/15 



~~ B004130071 Notice of iituance ti availability of NUREO-0619, "BUR 
Ftefwater NoiiU b Control Rod Drive Rtturn Lin* Notile 
Cracking " Caninnt> ihould be forwarded by 800707 
EIBENHUT, D Division of Licensing 80/04/17 3pj> 



Submit* comment i on NUREO/CR-138Q re pouer plant staffing 
tacit of knowledge of civilian power industry shouin by 
documant, Major differences not ihoom in operation of 
Nuvif plant conparvd to civilian nuclear plant 
RHODES. F T Kansas Ois h Electric Co 30/06/0? 4pp 

B0041iO096 Respond* to B00401 request for addl info re ACRB comments 
In 800311 Itr concerning near-term QL items from Draft 3 
of NRC Action Plan Appralial of merit of referenced 
proposal* mill b* possible only after deliberate study 
CLESBET'M 8 ACRS - Advisory Committee on Reactor Safeguard! 
BO/-06/10 Spp 



B00620Q332 NUHEO/CR-1021 

"Models Selected for Calculation of Doses. Health Effects tt 
Economic Cost* Du* to Accidental Radionucllde Releases 
From Nucltar Pouier Plants " 

8TRENOE.U, L flJittolle Memorial Institute, Pacific Northwest 
Laboratory PNL-3108 80/03/31 189pp Available at NTIS 

8006300333 NUHEO/CR-I397 

"Risk Methodology for Geologic Disposal of Raduaate Small 
Sample Sensitivity Analysis Techniques for Computer 
ModelSiU/Appllcatlon to RUfc Assessment " 

IHAN,R,L , CONOVER, W J , CAMPBELL. J E Bandia Laboratoriui 
A-1192 SO/03/31 14Ipp Available at NTI8 



8006200542 NUREO/CR-1430 

"Test PCM-S Fuel Rod Katll Behavior " 
KERUINiD K EGt<0 Idaho, Inc FIN A-&041 
99pp Aval lab U at NTIS 



EOO-2033 80/0!1/31 



8006200543 Comments on NUREO-0662 d Addenda 1 i a reactor bldg 
atmosphere Si Kr-85 ihould be released to atmosphere as soon 
as possible 
HEDEMAN.W N Environmenta.1 Protection Agency BO/04/11 3pp 

8006200946 NUREO/CR-1368 

"Development of Checklist for Evaluating MaintiTest i, 
Callbr Procedures Used in Nuclear Power Plants " 
BRUNE.R L , MEINSTEIN.M 8andia Laboratories FIN A-0252 
SANOBO-7033 80/05/31 SOOpp Available at NTIS 



8006160101 Comments n NUREQ-0667i "Transient Response of BfrU-D*slgned 
Reactor* H Eipresses concern that recommendations in rept 
I how continuation of NRC trend touard less flexibility in 
resolution of safety Issues, 

PLEBSETiM 8 ACRS - Advisory Committe on Reactor Safeguards 
80/0&/1O, 2pp. 

B0061AOI41 NURE0/CR-12B7 

"Indvpandent Verification Testing. Analysis of Alternatives 
for Conducting Independent Verification Testing of 
Environmentally Qualified Safety-Related Equipment " 
BONZOrr.L L Sandia Laboratories FIN B-3097 BAND7B-2411 
ao/05/31. 416pp Available at NTIS 



S004160148 NUnEG-0390 V4 NOS 

"Program Summary Rienti " Vol 4. Number 5 

Office of Management and Program Analysis 



800620054B "Capital Recovery of Nuclear Plant Decommissioning Costs " 
EWERS. B J Northern States Power Co SO/03/31 lOOpp 

B006200956 Forwardi updated status of activities for BfrW operating 
plant* r* bulletin evaluation*! eomp 1 lance u/lang-term 
requirements of NRC 1979 orders & implementation op 
NUREO-0373 Items 
CAPRA. R, A. TMI-2 Bulletin* & Orders 79/10/23 10pp. 

8006200563 NUREO/CR-13B9 

"Estimating Mater Equivalent 9nou Depth from Related 
Meteorological Variables," 

STEYAERT.L.T , LEDUC. 8 K , STROMMEN, N D Commerce, Dept of, National 
'Dceanographic It Atmospheric Adminstratlon. PIN B-1080 80/03/31 
48pp Available at NTIB 



BD/05/23 lOOpp 



WONDOCKETED ITEMS 



8Q062005B3 NUREG/CR-1429 
"Seismic Revieui Table " 

SUflUDHl.M , REICH, H . KDPLIM, 3 Brookhaven National Laboratory 
A-3326 BO/03/31 200pc Available at NTIS 

6006200598 NUREO/CR-I276 

"User's Manual for LADTAP II - Computer Program far 

Calculating Radiation Enpnsure to Man from Routine Re In a SB 

of Nuclear Reactor Liquid Effluents " 

SIMPSON, D B . MC01LL.D L Oak Ridge National Laboratory FIN 

A-9100 ORNL/NUREG/TDMC BO/OS/31 323pp Available at NTIS 



8006260296 NUREO/CR-I 1 14 

"Physical Crater t Jon of Nuclear Fac S 1 1 tie-s, " quarterly 
pruareii rept for Jul-Sp6 1979 

CHAPMAN, L D Sandlfl Laboratories FIN A-1O6Q SAND79-2Q0 
79/13/31 2&pp Available at NTIS 

B006260421 NUREO/CR- 107B 

" Invostigat 1 on af Distribution Ei Entratnment of Emerg*ncy 
Control Ctr Hater Injected Into Upper Plenum " 

BAHATHAN.D , RICHTER.H J , WALL 1 8,0 Dartmouth College F 
A-4070 60/01/31 i9pp 



8006200593 NURE3/CR-1390 

"Probability Estimate 1 ! of Tenp Eitremes for Contiguous US " 
NICODEMUS, M L , GUTTWAN, N D Commor c o, Dept of. National aceatiooraph ic 
J, Atmospheric Adminstra-t ion FIN Q-lOae BO/O9/31 BGpp 
Available at NTIS 

8006200597 NUF!EC-Qi74 

"Security Personnel Training i Qualification Criteria " 

FLOVD, W Office of Nuclear Material Safety & Safeguard? HERS, D 

Division of Safeguards 80/05/31 24pp Available at NT IS 

BQ0620099B NUffEO/CR-1237 

"Beat-Estimate LCCA Radiation Signature " 

DONZQN.L L Sandia Laborator les LURIEiN A IRT Corp FJN 

A-1051-? 8AND79-2143 30/O1/31 173pp Available at NTJS 



8006240i)24 IJUREQ-043S VI N04 

"Reso-arcfi Results Ut i 1 1 la tion, " statul lummary reft, data at 

of 79101S 

* Office of Nuclear Regulatory ftaiearchi Director 79/10/15 



B3p 



8006200603 NUREO/CR-1194 VI N02 

"DUR Dloudouin Emergency Core Cooling 

ppogpesa rapt Apr-June 1779 

GALYARDT.D L OonEi-al Electric Co NKC-O1-7fc-a 1 9 

79/OB/31 30pp Available at NTIS 



fourteenth quarterly 

QEAP-21304-14 



8006230011 NUREO/CR-1343 

"Qualification Tetttno Evalua ti on Program, LWR Safety 

Research, Quarter Sg ftept Apr-June 1979 " 

DONZQN.L L , CLOUOH.R L , QILLEN.K T Sandia Laboratorl B FIN 

A-1031-0 SAND3O-0376 80/0-1/30 -12(1 p Available at OPQ 

800624009? NUREO/CP-001 I 

Errata sheet for Page 45 of NUREQ/CP-OO1 1. "ProcBsdlTioti of 

Workihopi on Proposed nulemaking on Emorge-ncg Planning for 

Nuclear Power Plant! " 

* Division of Siting, Health ! Safeguard' StanrfardB 90/09/21 

2pP 

8006250171 HUREO/CR-067a VI 

"Summarij of Technology. Bafot i Coit of Decommii sioning Ref 
DUR Power Statloni " Vol I, main rept 

OAK-K D , HQLTGR.O M . KENNEDY, W E Battelle Memorial Institute, 
Pacific Korttiuei t Laboratory, BO/06/13 IBp p 

BOQ626003B NUREO/CR-059B 

"Analysis of Fuel Relocation for NRC/PfJL Maiden rtssemblies 

IFA-431, IFA-432. (, lFA-3I3i " Interim rept 

MILLIFDHD.R E , HOHR.C U i LANNING.D Daetelle Memorial Institute, 

Pacific Northwest Latoratorv PNL-3709 BO/O4/3O 83pp Available 

at NTIB 

B006S60041 NUFiEQ/CR-1229 

"Qibliographv of R>pt on Research aponiortd bg NfiC Ofc of 
Nuclaar Rsgulatory Re-earch ( Jan-June 1979 " 
BUCHANAN, J R Oak Ridge National Laboratory FIN D-0136 
ORNL/NUREO/NSIC 00/02/29, 12 1 pp 

8006260043 HUREO/CR-1413 

"8ys for Continuo-us Measuremant of Airborne Rn-222 

Concentration Ii MorUng Level " 

MOHENI.M H , Z1ELEN.A J . M1HANOA, J E Argonne National Laboratory 

FIN A-2207 ANL/EB-aa 80/O4/30 41p p AU*6U at NTIS 



Q006260045 
"Atenunting 
KORBTAD.P A 
Laboratory 
NTIB 



S^s for 8NM Control " 

BattelU Memorial Institute. Pacific Nor t hue ft 
FIN B-2O149 PNL-3263 80/06/30 73pp Available at 



800626004B NUREQ/CR-12&4 

"Mfaiurement of Aerosol DBpaiitlon Rate* In Turbulent 
Flous " 

QtESEXE, J A , LEE, K W . GOLDENBEnOi M A Battelle Memorial Institute, 
Columbus Laboraloriei FIN A-4O79 BMI-2O41 SO/01/31 33f P 
Available at NTIS 

B006260053 NUREO/Cn-084'if VI 

"Safeguard* Mafcl Control t Aeenuntina Program. " quarterly 
rBpt,Oct-Dec 197S 

DUNN, D R i MAIMDNI.A Lawrence Livermora Laboratory FIN A-OH5 
UCBL-S271S-79-1 BO/O6/30 B3pp Available at NTIS, 



800A27OOOS NUREO/CR-1231 

"Remote Sensing For Detection h Monitoring of Salt Strass on 

Ve oe tat ion Evaluation Guide 1 Inei, " final npt 8tpt 1976 - 

Mar 1979 

SHIPLEY, L , PAHWfl.S B , THOMPBQH, M D IHTERA Environmental 

Coniultants, Inc FIN B-4,205 80/03/31 lOBpp Available at NT! 

6006270.003 NUKEQ-0669 

Draft "Staff Revieui uf RJd IOBE alog ical Anessment af Uyhl 
Nuclear Power Plant, Analysis of Rept Prepared bij Urtlv af 
He 1 de Ibero* Wei* fflermanij " 

BRAWAOAN.E F , CONOEi., F J . CAHD1LE. F P DlvUion of 3yteni 
[ntegratlon BO/Ofi/30 12Bpp 

3006270015 MUREQ/CR-1090 

"Qmrterla Technical Progress Rept on Water Heactor Safety 
Programs Sponsored bij NRC Div of Reactor Safety Reasiarcfl, 
Jul-Sept 1979 " 

VBARROKDO.L J ldh& Mationel Engineering Laboritorg FIM A-i039 
EQ9-2003 79/10/31 44pp Available at NTIS 

800627001? NUREO/CR-113B 

"Diffuiion t. Exhalation af Radon from U Tailings " 
SILKERiUD , HEA9LEfi,PO uattalle Memorial tnitltut*. Pacific 
Northiunt Laboratory FIN B-S269 PNL-3207 79/1O/31 103pp 
Available at NTIS 

B00627O022 Him EQ/CR- 1077 

"Prtchjracterliitlon Rapt For Instrumented Nuclear Fuel 
Assembly IFA-S13 " 

BRADLEY. E R , CUNNINGHAM, M E , DANIEL.J L Battille Memorial 
Institute. Pacific Morthunt Laboratory FIN B-S043 PHL-3136 
79/11/3O ^7pp Available at NTIS, 



8006270026 NUfiEO-03H2 

"Ninth Annual Occupational Radiation Exposure Rept, 1974 
* Office of Haniaamsnt and Program Analysis 77/10/31 
Available at 



42pp 



3004270031 NUREO/CR-1071 

"HIOR Safety Studies for Bl v of Reactor Safety Research 
Quarterly Projre* Rpti Apr-June 1979 " 

BALL, 8 J , CLEVELAND, J C , CQOT.LIN, J C Oat Ridg* National 
Laioratorg FIN B-01E2 ORNL/NUREO/TM-3 79/11/30 adpp 
Available at NTIS 

3006370035 NUflEG/Cft-1 1S4 VI MJ2 

"BUR Bloudoun Emirgency Core Cooling Fourteenth Quarterly 
Pmgress Rep t, Apr-June 197? " 

QALYARDr.D L 0*neral Electric Co NRC-04-76-215 OEAP-21304-1 A 
79/03/31 22pp 

0006370039 NUIIEO/CR-1S17 

"Central VA Regional Selimie Nftuorfc Cruital Velocity 
Structure In Central t< Southwe*6errt VA " 
BOLLINOEfi.O A f CHAPMAN, M C . MOORE, T P Virginia Teed 
NRC-04-77-134 30/01/31 201pp Avatlabl* at OPD 

S006270044 NUREO/Cfl-1 ISB 

"Tensile Prapertlei of Irradiated it Unirradlated Uelds at 
A333 Steel Plate fc A30B Forglugs. " 

WILLIAMS, J A HanfoTd Enoineerln? Development Laboratory FIN 
Q-O119 HEDL-TME 79-51 SO/01/31 33p-p Available at CPO 



9006270045 

"Data Bummarle* of LERi of Control Rods d Drive Mechanism! 
at US Commercial Nuclear Power Plants." Jan l97H-Apr 1976 
HUBBLE.WH . MILUER^C F EOJ.O Idaho, Inc FIN A-6276 EOO-EA-&079 
ao/02/27 4l2pp Available *t NTIS 

30062700iO HVREO-OZ56 

"Methods for Act ounta-blll ty of Miied 0<ide " 

" Commission NRC-13 77/04/30 8-lpp Available at NTIS 
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6006270063 NUREQ/CR-1 11 1 

"Dv*lotimmt of Fabrication Procedure far MRBT Fuel 

Simulator Bind an Use of Cold-PreJied Baron Nitride 

Praformi " 

HCCULLDCK.R U . JACOBS, P T . CLARK. D L Oik Ridge National 

Laboratory onNU/MJREO/TII-3 BO/03/31 149pp Available at NTIB 

SOQ4270073 NURE8/CR-13S4 

"Microprocessor Baied Underwater Data Acquisition Sys " 
HOHELLj L Florid*. Univ of, Giinetvilli UFL/COEL/TR/030 
BO/03/31 122p(> 



8006300091 NUnEO-0320 

"Interior Intrusion Alarm Sy* " 
PRELLiJA Safeguards Standards Bram 
at NT IS 



h 79/02/BH 43pp Available 



SOQ43001Q2 NUREQ-02B2 

"Some Aspects of Fuel Motion In Unprotected Transient 

Overpower Accident In LMFBR* " 

DivUlon of Project Manaoement JOHNSON, M B , ERDMAN, C A 

Virginia, Univ of AT<4 t ?-24>-01 3S 77/06/3O 26pp Available at 

NT IS 



BOOA270Q?7 NUHEO-Oao.7 

"Rvi*w i. AuBsiinent of Research Relevant to Design Aspects 

of Nuclear Power Plant piping 8ys. " final rept 

DlvIUon af Reactor Safety Research MAXEY.W A , EIBER.R J 

Bflttelle Memorial Institute. Columbus Laboratories AT 1 49-24) -0293 

HF5C-5 77/07/31 479(i P Available at NTIS 

B00627026Q Comments on propoiid actions for reiolution of ATU8 In 
NUREO-04fiO,Vol 4.NRC should initiate rulemaking to determine 
need for & form of any licensing requirements for ATUS 
Support! AIF petitions presented In DC filbbi BOO 527 Itr 
OWEN.H H Duke Power Co SOX 06/20 3pp 

800t27O344 NUREO/CR- 1243 

"Compilation of State Latus k Regulation* on Transportation 
at Hadioaetlve Matli " 

. JEFFRIES, C Federal-State Report*. Inc 80/01/31 200 pp 



8006270349 NUREO/CR-13&T 

"Procedure Evaluation Checklist for Malnt,Test & Calibr 
Protedurn " 

HEINSTEIN.M . BRUHE-R.L Human Performance Technologies. Inc * 
fiariflia Lalioratoriei FIN A-0292 5ANDSQ-7054 80/03/31 2Spp 
Avitlablt at NTIB 



8006300122 NUREG-0303 

"Evaluation Behavior of Waterlogged Fuel Rod Failures In 

UWRi " 

SEIOELpfl Reactor SgstEms Dra^c^ 7B/03/31 BApp Availaole at 

NTIS 

B006300127 NUiJEO/CR-1206 

"Critical Pathways of Rail ionuc 1 id to Man from Agro- 
Ecoya," annual progress rapt for Oet-Sept 1979 
SMITH. M H , ALDERTa.J J j ADR I AND. D C Savannah River Ecology 
Laboratory FIN D-41S4 79/01/31 30pp Availabls at NTIB 

8006300130 NUFIEO-02B6 

"Study of Reactivity Effect of Bubble Collapse in Holtan 

Liquid Metal Cooled Reactors " 

Division of Project Manao.em<tnt SHEAKS, J . MUNNDj F J 

Mart/land. Univ of ATC49-a4)~OlBi 77/OB/31 6Bpp Available at 

NTIB 



BQ0630019B NUREO/CR-1313 

"Feasibility of Field Evaluation of Physical Protaction 
Procadura* " 

8AVAOE, J H Lawrenct Llvarmor* Laboratory, FIN A-0143 
80/03/31 74pp Available at NTIB 



UCRL- 52740 



BOO 6270362 NUREO/CR-OB29 

"tlraiurvintnt Control Prooram for Nuclear Matl Accounttnj " 
BROUNS.R J . ROBERTS, F p , HERR1LL.J A Bttell Memorial Institute, 
Pacific Morthuest Laboratory. FIN D-E0119 PNL-3021 BO/06/30 
70f,ft Available at NTIS 



8006300247 NUREO-0663 

"Summary of NRC Review of 'Radioecological Asieasment of 
Hghl Nuclaar Power Plant,' Rapt by Univ of Keldolburgi Meet 
Oermany " 
* Qffict of- Nuclear Reactor ReguUtiom Director 60/06/30 



6004370399 NURE5/CR-0930 V2 

"Puncture of Shielded Radioactive Matl Shipping Containers 
Stable It Dynamic Teiti of Laminated Plaid " 

LARDER. R A . ARTHUft.D F Laurence Livermore Laboratory FIN 
A-0127-a UCRL/S2438 90/04/30 43pp Available at NTIS 

B006270401 NUREQ/CR-144& 

"Prsparatlon of Unrking Ref Hatl* U Dioxide " 

HANDiR L , SPRAKTE8,F H, > BALDWIN. J K Allied Chemical Corp. FIN 

A-&033B BO/03/31, 46pp AvailaDle at NTIB 



6006300250 Advi that B*W LDFT pretest calculations required by 
Section 2 1 9 of NUREQ-0379 are *cheduUd to begin 791119 
CAPRA.R A TMI-2 Bulletin! & Order* 79/10/17 2pp 

B006300236 NUREC-046B 

"Staff Revleur of 'Radloecological A*sessmat)t of Hghl Nuclear 
Power Plant. ' Analyiii of Rept Prepared by Univ of 
Heidilberg.Ueit Germany. " draft rapt 

BRANAOAN.E F , CQNQEL, F J . CARDILE, F P Asictant Director for 
Environmental Technology 80/06/30 173pp, 



B006270420 NUREO/CR- 1 143 

"Coniidratlon in 8mU Sealt Modeling of Pool Sutll in 

flHR Containment" " 

HUBER.P H , BONIN.A A , ANDERSON, W MasiachUf etti Institute of 

Teehnolo B g FIN 8-6147 79/'ll/30 S6pp / 

B006300027 NUHEO-044B 

"Tichntcal Rtpt on Operating Eperince u/HUR Dffgaa Byi " 
LOifl, Envlronmtntal Evaluation Branch QRIME8.B Anlitant 
Director for System* Engineering (Pre 7910301 EISENHUTiD Divis 
of Operating Reactors 7Q/04/30 37pp Available at NTIS 

B006300094 NUREO/CR-11SO 

"Beitmic Safety Marglni Research Program (Phase I)." 

qudTtarly Progrt Rent 5i791OlS, 

BAILEf.R D , SMITH. P. D,, CHOU, C K Lawrence Llvarmare Laboratory 

FIN A-0126 BO/Ot/31 87pft Available at NTIS 

B004300069 NUREO/CR- 1243 

"Hithodi to Mtu* Impacts on Hud ton River Striped Bi Rept 
-for Ptrlod Oct 1977-5pt i?79. " 

BARNTHOU8E.L, W . CHRI3TENBEN. S U. KIRK, B L Oak Ridje National 
Laboratory FIN B-0163 OBNL/NUREO/TM-3 90/OS/3I 37pp 
Avilbl at NTIS 



6006300B9B OaHL/OEPA~4 

"Stds (< Ouldelinei Pertinent to Development of 

Decommli sioning Criteria for Site* Contaminated U/ 

Radioactive Matl " 

DICK8QN,H M Oak Ridge National Laboratory UC-70 7B/OB/31 

S6pp 

Q006300497 Notice af availability of proposed revision to 8RP Section 
396. "Inservic* Tatting of Pump* It Valvesr" & addition of 
App A to 5RP Section 396. "Leak Testing of Pressure 
I*olation Valve* " Comment* requested by B00801, 
MATTBON.R J, Divlilon of Safety Technology SO/04/19 2pp 

B006300506 NUREO/CR-I363 VI 

"Data Bummarie* of LER* of Valve* at US Commercial Nuclear 
Power Plant*." Vol l.maln rept. Jan 1976-D*c 197B 

HUBBLE, U H EQfcO Idaho, Inc MILLER, C F EO&O, Inc FIN A- 4276 
EQO-EA-S1B3 SO/04/30 143pp. Available at NTIB 

8006300514 NUREO/CR-1363 VH 

"Data lunmarie* of LERs of Valves at UB Commercial Nuclear 
Power Planti," Vol 2. App* A-N, Jan 1976-Dec 197B 
HUBBLE, W H EQ&Q Idaho. Inc MILLER, C EOt.0, Inc FIN A- 6276 
EOO-EA-5125 BO/04/30 312p Available at NTIB 



B006300071 NUREO/CR- IOW 

"Mvanced Two-Phase Flow Instrumentation Program Quarterly 
ProaTB** Rept for Apr-June 1979 " 

TURNACErK , DAVIS, C E Oak Ridge National Laboratory. FIN B-Q4O1, 
OBNL/NUREO/TH-3. 79/11/30. E6pp Available at NTIS 



-B004300920 NUREO/CR-1343 VB Q~Y 

"Data Summarie*. of LER of Valve*, at U3 Commercial Nuclear 
Power Plant*." Vol SiApp* Q-Yi Jan l<?7A-Dec 1978 

HUBBLE, HH E0.0 Idaho, Inc KILLER.C EOiO, Inc, FIN A-6276 
EOO~EA-512S SO/06/30 447pp Available at NTIB 



0006300098 NUREO/CH-1242 

"Hvthodi to Aitei* Impact f on Hudson River Uhlte P*rch-Rept 
fee Period Oct 1978-Bant W) 

BAHNTHOU8E,L U , KIRK. B L, , KUMAR, K D Dab Ridge National 
Laboratory FIN B-04S3 ORNL/NUREO/TM-3 60/05/31 64pp 
Available at NTIS 
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CORRESPONDENCE WITH CITHER ORGANIZATIONS 



6006030098 Concurs w/80032-1 drafts of FR notices ro cleanup stds for 
inactive U processing situs Also concurs u/recommendat Ion 
for immedtato Issuance of interim cleanup stds 

MARTIN, J D Division of Waste Management UM-80-131 BO/O4/03 
IP 

BQ06040093 ANL/RAS/LVJR 80-2 

"Transient Critical Hoat Flui t Blouidamn Heat Transfer 

Studies " 

LEUNG, J C Argonne National Laboratory LEUNQ, J C Northwestern 

Univ 8O/O4/30 482pp 

80O6OSOO29 Discusses proposed std re rules for const for reactor 
coolant pump motor frames when used as intervening elements 
in ASKE support load patfia 
DROWN-E J Director's Office N331 7-80-1 00/03/22 lp 

BOOi050A2-l Summariies info submitted to NRC in response to IE Bulletin 
77-17 re pipe crack* in stagnant berated water ays at PUR 
p lan*s 
BROWN.E J Director's Office IEG-79-17 00/09/22 lp 

BQ06130073 Forwards notice of availabilltg of IAEA draft safety guide 
for public comment, for earliest possible publication in FH 
CHILK, B J OffiCB of the Secretary of the Commission BO/03/15 
lp 

0006130075 Notice of availability of draft IAEA safetg guide for public 
comment Comments received by B007OI will be useful For 
evaluation prior to neit discussion 

MINOQUE.R D Office of Standards Development, Director 80/03/13 
2pp 

8006160214 DOE/NE-0003/1 

"LURs, " Vol 1 of 7, prel iminery safety & environ info 

document for nonprollforation alternative sus assessment 

program 

Energy, Dept of SO/O1/31 SOOpp Available at NT18 9 90 

BQQ6160218 DOE/NE-OO03/2 

"Heavy-Water Reactorsi " Vol 2 of 7i prel tmlnary & environ 

info document for nonprol 1 f eratlon alternative sya 

assessment program 

Energy, Dipt, of 80/01/31 190pp Available at NTIS 17 29 



9006160236 Forwards recommendations on reactor plant data diijilay. 
evaluation & related activities developed by AIF 
Subcommittee on Safety Parameter Integration per 800303 Itr 
to H Den ten 
HQWELU,a H Atomic Industrial Forum 80/OS/2O 16pp 

B006170709 Memorandum b order on UCS 771104 petition for r*medlal 
relief re fire protection of electrical cables b environ 
qualification of electrical components Reaffirms Commission 
7B0413 decision re possible shutdown of operating reactors 
CHILK.S J Office of the Secretary of the Commission CL1-BO-21 



80/05/23 26pp 



8006200123 Advises that IE Circular SO-OB, "BUR Tech Spec 
Inconsistency ~ Ractor Protection Sys Response Time," was 
lent to lilted utlls On 000413 
CARROLL.D E Region 3, Chicago, Office of the Director BQ/O-J/25 



B00623010B Forwards std order for DDE workr "Utiliiation of 
Atmospheric Release Advisory Capability (ABAC) " 
RYAN.R Office of State Programs, Director 80/06/06 lp 

8006230136 Std order for DOE wort: "Utilisation of Atmospheric Release 
Advisory Capability (ARAC), " Issued to LLL 

RYAN.fi Office of State Programs. Director FIN A-O331-9 
BO-BO-OO? 80/06/06 lp 

B0062B0046 Notification of 800611 meeting u/ORNL in Beth*sda,MDi to 
discuss thermal hydraulic test facility test results of 
bundle uncovery & recovery testing b upflow film boiling 
test 
HUANO, T L Core Performence Branch 00/05/89 3pp 

8006300341 Forwards draft functional requirements for proposed *afty 
monitor console, techlncal support ctr, emergency offilt" 
facility b nuclear data link, as discussed In 800320 maatlng 
MATTSON.R J Division of Safety Technology BO/06/09. 31pp 



PROPOSED RUL.E 



7T10310452 Comments on proposed rules 10CFR7O ti 73 appllcitlon of 
safeguards upgrade rule would have visibly adverse Impact 
upon research program* conducted by nonpouiar reactors. 
HOBBON, T W California, Univ, of, Lol Anoiles, 79/O1/SB 2pp 



-8006160221 DDE/NE-0003/3 

"Light-Water Breeder Reactors," Vol 3 of 7, pro 1 imlnary 
safety k environ info document for nonprollferation 
alternative sys assessment program 
Energy, Dept of BO/01/31 170pp Available at NTIS 



B00508023B Comments on proposed rules 10CFR2, 19,30,21,30^40,91,60 
endorses Utll Wait* Kgt Group t< EEI comment* Oreatib 
concern u/proposed rules is potential for luck of 
consistency between Info presented b decisions made, 
DARTLETT.J H Affiliation Unknown 80/03/03. 7op 



-8006160322 DOE/NE-0003/4 

"High-Temp Oas-Cooled Reactors," Vol 4 of 7 preliminary 
safety & environ info document for nonprolif eratlon 
alternative sys assessment program 
* Energy, Dept of SO/01/31 200pp. Available at NTIS 



0009130510 Calls attention to DC Court of Appeals duqiiton re NRC role 
in proposed rulemaklng on raduaste storage d disposal NRC 
reliance on other parties, re development of adequate record, 
rejected 
HANSELU.D Illinois, State of BO/O4/09 2pp. 



B006160226 DOE/NE-QQQ3/5 

"Oas-Cooled Fast Reactor*," Vol 9 of 7, preliminary safety & 
environ info document for nonprolif eratlon alternative 
sys assessment program 

* Energy, Dept of 80/01/31 120pp Available at NTIS 46 90 

BOOM6022B DOE/NE-0003/6 

"LMFBR, " Vol 6 of 7, pret iminary safety b environ Info 

document for nonprolif eration alternative sys assessment 

program 

4 Energy, Dept of BO/01/31 IHOpp Available at NTIS *6 90 

8006160330 DOE/NE-0003/7 

"Fuel-Cycle Facilities," Vol 7 of 7, preliminary safety k 
environ Info document for nonprol if erati on alternative sys 
assessment program 

* Energu.Dept of. BO/O1/31 ISOpp Available at NTIB *8 000 



8005220614 Comments on proposed rules 10CFR2, 30, 40, 30, 31, 70 b 110 
questions effectiveness of uniform procedures designed to 
ensure consideration of environ values 1 concern* 
OILMARTlNrD J Reillij d Ufce, 90/09/01 6pp. 

B0032Z06SO Comments on proposed rules 10CFR19.30, 40, 30, 70, 71 b 150 
phone number b address should be listed on NRC Form 3 to 
provide confidentiality u/o fear Ot reprisal for employees 
supplying NRC iii/info. 
LEUISiM I Affiliation Unknown 30/04/1& 3fp 

8003830706 Comments on proposed rule,s IOCFR19,30, 40, BO, 70,71 J< 130.ruh 
will encourage uorfcen to give Into on antitrust, safety & 
security matters which Is Irrelevant fc breaches 
confidentiality of proprietary matters 

MEORAM, R E Bio-Dynamlts, Inc (subs, of Boehrlnger htanhvlm Corp )- 
BO/04/21, lp 



SOO&160233 Advises of formation of Safety Data Integration Group to 
identify responsibility & cojniiant manager* in coordination 
concept similar to 8ECY-BO-3SA Hopes to reduce Industry 
uncertainty described in TMI Action plan 
MATTSON, R J Division of Safety Technology 80/03/28 Bpp 

8006160239 Requests recommendations re win set of plant status/safety 
parameters ti unique characteristics which should be 
available for display, display capability h whether reactor 
vendor should be included AIF 800423 Itr ancl 
DENTON-H R Office of Nuclear Reactor Regulation, Director 
80/03/05 lp 



8009280231 Comments on proposed rules 10CFR19.30, 40, 90, 70.71 *. ISO 
questions need for proposed regulations re protection of 
employees who provide Info 
DURHAM, J W Portland General Electric Co BO/09/09 3pp 

B0092BOBBS Forwards comments on proposed ruUs 10CFR2, 30, 4O, 90, Sli 70 & 
110 CEO 800320 Itr tc Environ Law Inst 600404 rept, "NRC 
Environ Analysis of Nuclear Aceidents'Is ifc Adequate," end. 
SHEArJ F Council on Environmental duality, 80/03/23. lp 



312 



NONDOCKETED ITEMS 



B0033002B3 Coramtnti an prOpo*ed ru!* 10CFH30 t, 50 10CFR50 7SIa &) 
sdould be clar If la.it to permit plant operation pursuant to 
Ttcll Specs u/o requiring that repti be >ant to NRC 
GWNSIL.H tJorfiMt Nuclear Entrgu Co dubs of Northeast 
Utl 11 1 1 SO/ 03/02 3pp 



aQ060)OQ3 Forward i comments on proposed rule 10CFR19 proposed rule 
unheceiiary ! uiill not achieve intended abjective- NRC hat 
not demonstrated need for rule Legitimate interest std li 
too broad E> subj to uriin tended abuse 
KEARNEY, J Edison Electric Institute BO/Q5/ia 13pp 



6 004030004 Diicuiset QOD41B eomineeiti bu C MeClure of Bechtel Corp re 
propond rule 10-CrR72 Stand-ar-dl i >d structural design bail* 
It reasonable approach Related uordinj should be clarified 

B Office of Standard! Oeve loproent, Director BO/OS/fl? 



BOOiuflOCO? Comments on proposed rule* 10CFn2,30. 4O. 30, SI, 70 
currently ravleulng proposes amends re environ protection 
far domestic licensing & related regulatory functions 

Comments to bt submitted b<j BQO'51& 

rtlLLB.L M VBnnoaee Valley Authority SO/Ofl/30 lp 



800ou20u6B CoimnenSi on proposed ruli JOCFR19 objective! of holding 
milting ui/llceniee representative* during NRC Insn cannot be 
met IB/O fre b franli dlicuislon Licensees may bg hesitant to 
peak freely ill/third parti; preient 
BUMPTER.O R Houston Lighting i Poui&r Co BO/ua^O"? 4pp 



800fc040012 Comments on proposed rifles SOCFR 19, 30, HO. 50. 70, 71 !, ISO 
on behalf of Kfi Qat &< Electric SuoplementarY info for 
propoied regulation Fails to follow statutory language tt 
Dipt of Labor regulation* 
BH.BERQ. J E Stiau, Pittmatl, Potts (, Trowlirtdge QO/O3/05 4pp 



800iOZ0091 Comments an proposed rule 10CFR17 should clarlfg that rijfit 
o-f NRC to- Intpict llcintie matli act Ivlt lei. facil It ies. 
prlinlsi* tt ncards doe* not citind ta NRC invitens 
FEGPLE8.D L CamniolHinal th Edl*on Co BO/03/O3 3pp 

B006030325 Oriler jraTitlno eitm*ion until B00707 to file itatements of 
potltlon, 800^05 for croti-statuninti t flOlQOA for 
lUfjtJtlont on (cop* of further rulemaVIng pToceedinji n 
itorage b diiposal of rrfuastB> 

KILLER. M E Atonic 8af-tu. and Lltensinj Board Pantl 80/OS/B9 
Jpn. 

BOObOB0477 Mtinarandun t, or-der tttabliihing working group to addreif- 
NRDC & CA Enirgv CotniBl4.tan 3QDB14 & SO motions re proposed 
rulefliklng an ftor*g % disposal of raduaite Denies r*q.uesti 
far Comniuion ictlon contained in lame mattoni 

CHILK.S J afflci of the Becretary of the Cammlittan BOJOSfSB 
4pp. 



BOOi03OOBO Order granting extension until S00707 for Statei of MN, UI, SC 
b others to file statement* of pos 1 ti on, until BOO 70S bo file 
croit-statementi & until GdlOOii to file uagettians re 
nature & scope- of further prnceBdino.fi 

MILIGR.M E Atomic Safetij and Llcanaing Ooflrd Panel 80/OS/2 1 ! 
Spp 

aOOfcOI0427 Canunentt on proposed rule 10CFFI30 evaluation critorta do 
not adeijuatelij address lisue aF Class 9 avent Rea.ueate 
BVillable info that dul-o iii/ipac i f ic problem of protocting 
infinti 

Affiliation Unknoun 80/04/01 Spp 



900i030447 Motion bj CA Agencies for AO-daij eitension or until SOQ731 
for- scheduling -first phaie of propoted rulemaklng proceeding 
r storage & diipasal of raduaite Prapoie* -alternative 
1-ndlVldu-al extension if ffrib phase is not eitended 
UfiBAH.H , OREW.P California, State of BO/OS/ 20 3pp 



S 00602 0340 Connintt an proposed rule IOCFR4Q, mpport* deletion of 
source mtl medULnalt from general llcenie for mall 
quintitlei of source mttl when medicinal* ere carlnagnlc & 
no longer recogntied J usiful tij medical caro^unitij 
OREENBEROiR B Affiliation Unknown BO/OJ/02 lp 



600S050453 Confirms CA Energy C-omniiiiion 80022O Itr eiprsiting concerns 
re procedures uied In proposed ru 1 am* k ing proceeding re 
itoraga b dispoial of raduasta Urges penonal attention 
Certificate of 8vc and 

E California, State of 00/05/13 7pp 



8004030050 Comminti, g>i proposed rule 10CFRSO outlines questions re 
evacuation plant for local govti ulthLn ten miles of pouer 
plants 

Affiliation Unknoun BO/04/1-4 lp 



9006030071 Comnentt on proposed rule 10CFR1? requ iremlnti nm directed 
toward radiological working comSltloni but no tuch 
eondltioni e>lit during const or LMA phaiet of nuclear pauer 
plant Sirlous co-nfuilon could result 
KQCHiL J. Illlnali Power Co U-OHO SO/05/12 2pp. 

8006030077 Comitunti on prapoiid tuli lOCFRfijl: tenth objective thauld tie 
added to define dt nlnlnus co-ncantrtlon of radioactive 
natl Scne low level radiujit* uDuld present n-o undue hatard 
disposed of in landfill 
HOFFMAN. D P. Consumers Pauier Co 80/05/05 3pp 

B006030092 Comtnti on propaied rule IOCFRSO. vulnerablli tij of nuclear 
puer induitrij Is Increailng. Utll* are more dependent upon 
pDlltlci t leis upon 80 od mgt it ijfetij neaiures Politic iilng 
proceii u|ll doom nucltar develdpeient 
ROBABACHER. J A Affiliation Unknoun BO/02/ IB Bpp. 

BOOW330076 Comments on proposed rules 10CFR1-). 30,4fti 80.70, 71 t> ISO 
objecti to NRC Invalvtment in antitruit action! or general 
nft-j conditions Business & induitrij are checfctdi 
Investigated fc lnipct%d by nori than tnough. agenclis 
BETZLea.H.F Join* & Lausl'Hn St*l Corp (sub* of LTV Ca ) 
ao/oa/as ip 



Cflmmttiti on proposed cults 10CFR19, 30- 40. SOi 70,71 h 1 SO- 
dufllc-atiar, of existing regulation not In belt Intertits of 
talker li runs counter to elimination of wait if ul practices 
In govt. Regulation should be withdrawn 

BOUtftBiC E Unlttd Nuclear Corp.. UKC Recovery Bgitm Div 
BO/03/31 Spp 

BOOA000127 ComgonH on proposed rules 10CFRl9r 30, 40, 50, 70, 71 J. L 30, NRC 
should stick tc attempting to protect individual* mho 
1 jltirtiati ly notify NRC of radiation problemi befon 
ip and tug reipottslblll tg. 
HUBBARDjL 9 Cook County Hoip ChlcagculL 60/03/3i lp 

BOOM3013O Comment* or, prop and rule 10CFR&1 regutationi thould state 
req.ulreii-nt that uouLd provide reasonable aiiuranci of \aui 
level u*ite confinement Reg guldvs to pravld* guidance uould 
tdtrefar* b* unnecef taru. 
PARKEfi^H.O. Duke Pouer Co. BOV04/14 3pp 



aOOfc05045B Rtplv taking no position on etatc of MN request for 60-daij 
Utention of procedural dates re proposed rulemaklng on 
itorage t, iflspoial of raduastv Opposai altarnative r*llef 
r Indiviilual *itenlon Crtl-fic*t of Bv-c nc 1 
KNDTTS, J E Atomic Industrial Forum KNOTTB, J D Debevojsa 8. 
Liberman BO/08/1* 7pp 

G0060SO46B Response taking no p-oiltlan an Stti of MN, HI. IL.MO, HI, LA. 
QMiVT li BC motions far extinslon of schedule far flrit ahase 
of proposed ru lemaktn-g pr-Dceedlng re storage tc disposal of 
radbiAite Opposes individual eitaniian U/Cert if icate of Svq 
BROWM, 0, F . COLEMAN.L R , MCOOVERN, K 9 Energy. Dept of 30/03/21 
7pp 

80040 3 04B7 Response in support of State of MN motion for exteniion of 
ichedule dates for first phaie of proposed rulen-aklng 
proceeding re storage b disposal of raduaste 

KANSELLjD Illinois, State of HANBELL. D Missouri, State of 
HAN3ELL, Hawaii r Btate of 60/05/11, lp 

B0060304'?4 Notice of change nf name b aniuir In oppoiltion to Btates of 
MN t< UI motions for extension of schedule dates far first 
phis* of proposed rulemaktng procxdlnq re storage h 
dlipoial of radvast* Certlflcat* of 8vc and 
GAUSERjH A, Editor Electric Institute BAUBERiH.A 
Lousnttain, Heumani R*lsi Atclrad S; Toll BO/03/ 16 9pp 

9004050313 Conmants an prapoied rule 10CFRBO only rationale on which 
HFtC should manifat* -QA program it to ensure programs are 
capable of demonstrating compliance u/regulatoru *tds b 
provldt meature of FI ectlvenet * 
8LABECK, L A Affiliation Unknown fiO/04/17 3pp 

BO 06060 Hi Comments on propatod rules 14CFR20 fc SO if ail NRC reporting 
ftquirenBllts could ba streamllnvcf It aitdressed In on* 
(ocument, lmplmBnttion uo-Uld be a*lr &. current confusion 
would be *Liminat*dL 

B Soirth Carolina Electric & Oas Co BO/05/OB Zpp 



B0040i01.19 Comment* on proposed rules 10CFR20 k SO lupport* propoial 
w/rtiervation* re unn'ces*arij duplication of reporting 
requlrernants Some type of Integration should be instituttd 
betueen existing req-ulrement* 
HILLSiL M Tenn*see Vlleij Authority. 30/09/06. Zap 
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0006060138 Comment! on proposed rule 10CFR19 refs to worker 
representatives i contractors ihould b* clarified Licenue 
ihould be advised at invitee! prior to meeting Present tiji 
is workable & preferable to change 
FLVNN.J D Cincinnati Oa* fc Electric Co BO/03/09 2pp 

8006060149 Comment* on proposed rules 10CFfia,30, 40, SO, 31,70 i 110 has 
reservation* re alternative* & independent EIB Critical 
element of NEPA proce** i* loit if NRC limit* licensing 
function to approval or denial of application* 
HEDEMAN.W N Environmental Protection Agency BO/03/03 2pp 

B006060150 Commenti on proposed rule 10CFR19 concuri w/concept of 
codifying meeting procedures Regulations ihould not be 
modified to Invite individual* ui/o licensee prior agreement 
DIPIAZZA.R P Hl*tlnghou*e Electric Corp, WRD-LA-119 80/03/12 
Spp 

8006060194 Comment* on proposed rule* 10CFR19. 30, 10r 50, 70, 71 & ISO 
propoial should be abandoned unless significant evidence is 
advanced re protection of employees who provide Info 
HQOAN.J P General Atomic Co <subl of Gulf Oil Co f SO/09/OB 
2pp 

B006060167 Comments on proposed rule 10CFRHO prefers option re 
unipecifled lab becauie operation would be free of cyclic 
federal govt budget & manpower constraint* Major concern Is 
credibility of certifying lab, 
SLABACKiL A Defense, Dipt of 60/04/17 3pp 

8004060393 Retponse In support of State of MN motion for attention of 
proceeding schedule re first phase of proposed rulemaklng on 
raduaite storage ti disposal. Certificate of 3vc encl 
LOHERRE, R H Texas. State of BO/03/21 9pp. 

BOO609OO09 Comment* on proposed rule 10CFR1V Interested parties ti 
consultant* should not take part in discussion of tentative 
finding*. but be Included in meeting at end of Insp to revleui 
insp finding* 
AVHUTIK.R F Affiliation Unfcnown 812-80 BO/03/Q9 Ip 

B006O90010 Comment* on proposed rule 10CFR20 independent certification 
lab under contract to NBS would be viable working 
relationship Recommend* caution in any change* of ANSI 8td 
N13 11 
WHEELER, R V , LANDAUER, R S Affiliation Unknown. 80/05/09 Ip 

8006090060 Comment* on proposed rule 10CFR19, on behalf on Puget Bound 
Pouer t Light Co h 1A Elactrlc Light & Power Co.Propoial 1* 
acceptable if amended to recognin right of parties to 
oppote outsiders' attendance at meetings 
BAUBER.M A Lowensteln. Neumam Rels, Axelrad Sc Toll BO/09/ 12 4pp, 

S006090061 Comments on propoied rule 10CFR31 fupport* regulation ravtaw 
of alternative iltei for nuclear power plants Local 
r*ident* must have voice in matter 
JONES, C Affiliation Unknown SO/O3/14 Ip 

800i090073 Commenti on proposed rule 10CFR170: objects to blank check 
approach to license fee assesimentt QA program leparate 
from application for approval of shipping package 1* of no 
benefit 
BCHENDEL.K R Wyoming Mineral Corp REP-BO-241. 90/04/29 Spp 

a 0060900 B7 Comments on propoted rule 10CFR19 no objections to mgt k NRC 
Inipactor* having meeting* during or following imp, 
Inspector* ihould not be permitted to invite outilde guest* 
SlECKi P E Ghmart Corp SO/05/16 2pp 

8006090092 Comment* on proposed rule 10CFR73 fact that vital area 
access >hall be positively controlled precludes need for 
*erlally numbered badge* u/authoriiatlon code*. Criteria for 
authorliation ihould b satisfied prior to entering area 
UHRIO.fi E Florida Power & Light Co L-SO-134. BO/O5/13 Ip 

B006090096 Comment* on proposed rule 10CFR20- new regulations ihould 
Include some techniques for Introducing rational changes 
MCCLIHTOCK, J T Affiliation Unknown. 80/09/19 Spp 

B006090101 Commant* on propoied rule 10CFR20 public do** not have 
proper protection In event of severe accident when eiittlng 
monitors cannot measure amount of radiation released 
WftRREN.S K Affiliation Unknown. 30/05/14. Ip. 



BOO&090114 Comments an proaosad rule 10CFR19 *upporti continuation of 
having Informal confirences betuetn applicant*. license & 
inspectors Introduction of third partle* could changa 
conference to adversary proceeding 
HOWELL,B H Atomic Industrial Forum dO/09/27 2pp 

B006090931 Comments on proposed rul 10CFR73 eilstlng regulations 
properly implemented provide high degree of auuranca 
against lndu*trlal sabotage by Insider 
BRYAN. J K Union Electric Co BO/05/15 Ip 

BO 06 09 09 57 Comment* on propoaed rule 10CFH20 radiation source* should 
b* chonn to closely match r rad lation received by worker 
Processor should onlij be required to pan thoi* cateflorle* 
of ridUtlon for uihleh legal rucords are provided 
BEEfiiJ L Coniumer* Pouer Co 80/09/20 Ip 

S006110060 Common t I on proposed rule* IOCFR30 b 31 schedule of Initial 
phase of waste confidence rulemaklng procaadlng should be 
entendijl 60 days Concuri w/Statn* of HI V HN motions to 
inabli participant* ta rivlcu documents filed by DOE 
VANCE.RL Virginia, State of BO/OS/27 9pp 

BD061100B7 Forwards notice of withdrawal of appearancE ti substitution 
of counsel re proposed rulemaklng on storage & disposal of 
nuclear wait* Certificate of Svc encl 
BANOER,H9 Tennessee valley Authority 80/OS/2B 7pp. 

8006110164 Reiponie In support of 8tte of HM motion for aitension of 
schedule dates of first phase proceeding r* proposed 
rulemaklng on radwaite storage ti dlipoial Certificate of Svc 
encl 
KACARTORi d, D Delauire, State of BO/09/20, Spp, 

B006110224 Notice* of ippearance In proceeding Certificate of Bvc 
encl. 

BISHOP, L L , JORDAN, W 3 Now England Coalition on Nuclear Pollution 
BISHOP, L L . Sheldon, Harmon & Utisi BCV09/29 7pf 

6006 110406 Memorandum In tupport of State of MN motion for AQ-d*v 
eitenilon of schedule datei re proposed rulemaking on 
rduaste storage tc disposal NRC dilay of core bibliography 
filing wa* not anticipated. H/Certlfieate of Bvc. 
MUCHNICKI.E D, , BROWN. M J Ohio, State of. BO/09/14 lOpp 

SD06110434 Comment* on proposed rule 10CFR20 on behalf of TX Utili 
generating Co consideration of poislhle accidtntsj dlf f irent 
from those previously evaluatedi heidt limiting language to 
control litigation ti spttdup amend proceiiing, 
REYNOLDS, N 9 Debevolie l> Llbermin SO/05/E7 Spp 

B006110463 Comments on proposed ruin tOCFRE ti 90 NRC has developid 
tuo-prongvd practice that fruitrati* public participation % 
li Inconilstent u/Congresslonal Intent Utll* are encouraged 
to uait until OL rtvleu for post-hoe approval of modi 
WEIBS, E, R Union of Concernid Scientists WE I S3, E R, Natural 
Resources Defense Council, WEIBS, E,R. Sheldon, Harmon & W"ii 
90/05/23 llpp, 

0006110466 Commants on propo*ed rule 100FR20 doilmetry procB-iioi 1 
certification ihould be performed by non-NRC regulated 
lab Private nonprofit lab or govt lab operated by 
USB would mlnlmlie further gavt expansion. 

K1RK.H.F United Nuclear Corp , Mv*l Product* Dlv MIB-BO-9-3S 
BO/03/B1. Ip 

8006110471 Comments on proposed rule 10CFR73 balance i* neeri*d batueen 
operational ntceislty ti administrative burden of validating 
need for acceis each time entry i* afforded Util bellevee 
phyilcal security plan aravldei balance* 
CAHILL, W J, Coniolldated Edison Co af Ncu York 80/03/23 2pp 

B006110479 Comments on propoied rule 10CFR20 fallowing -areai ihould b 
addressed i-rays, radiograph le workihot eel Isi radlopharmacy 
t, nuclear iteam generator ttationt Baseline callbr tource* 
ihould b estab) lihid, Qft is prlma riqulslt* 
BRIOHT,R,H Florida Power Corp 80/03/20, 2pp, 

8006110477 Comments on proposed ruin 10CFR2O t 90 operators will be 
dlitracted from prim* directive of plant operation to Insure 
holt of tvent* are reported to NRC operation ctr Only 
events requiring Immediate action) should b* reported, 
HUNTER -R.B Indiana b Michigan Electric Co IEIN-BO-06 80/04/29 
3pp. 



S00609010B Comment* on proposed rule 10CFR19 Inspectors should not be 
permitted to Invite outside gueits due to poislblllty of 
phyilcal security plans & facility procedures being 
diicut*ed in public forum 
UNUTH, D F KMC, Inc. BO/03/S7. 4pp 



B006U04B1 Comment* on proposed rule IOCFR2O r*g guide should b 
developed rather than rule or regulation Rig guide would 
give imall "In house" svcs fleiibllity needed h hold line 
on targe vendors. 
HOLEMAN.O R Yale Unlv BO/03/H3 Sff 
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80061104B7 Co..nt. on propo.id rul. 10CFR19 rule n.ldt clarification, 
narronln] lanu. 3 * to fpeclfy hin Informal oetlnel can 
f hH-ntnt of plrllclpatlon by partli. out.iil* NRC fc 
Ilctnitt I riqulna.nt. for adill participant* 

P Conuan Pour Co 0O/03/19 IP 



8006110*68 Ccftfl.nt. on prCfonJ ml. 10CFR60 definition of dlspoul 
ihouU atn ipltinl /o intnl to rttri.v* for any 
r.tion Olhtr *dltorial chinjti lufgitttd for clarity 
EophaiU *houli b* on ill* chiracterlttic* 
QUIST.A S Affiliation Unknown HO/05/21 2pp 

B006110492 Conatnti On propoi.d rul* 10CFR19 practical difflcuti.* 
caul* arlt r untralnid participant* In intp ai-tunei 
Clarification of participant qualification* h concurrenci 
of otlur party IU facilitate riolution of Imp finding* 
HOBNBHWeH.K D Affiliation Unknown BO/OS/13 lp 



--BOQ6120246 Comment* on propoied rulif lOCFfta, 19, HO, 21. 30, 40, 31 , 6O S< 
NRC & itate ihould hava opportunity to coniutt In b review 
tit* characterliation ttudie* to help inui*i that diquato 
data & safeguard* are obtained 
OREEN.J W Mlt.iiilppi, State of, 9Q/O3/Q3 2pp 

9006120228 Comment*, on proposed rule 10CFR73 better *afeguarda lie In 
area* of tound pevionnol *ereinino, good mat I* trutujorthy 
employee* Proposed amend would be co*tlu, to Administer & 
would create unnecaary burden* on plant oparationi 
RIVELLO.J Lono Iland Lighting Co 80/03/13 2pp 

Q006120235 Commtnti on pVDpo*d pulei 10CFRS & SO. i lonlf lean t hatard 
need* defined ipaciflcltv WC thauld not accept change even 
ulthin regulation that man iticreaie probability of accident 
Rtgulatlom need trengthaning 
WASSERBACH.A E Affiliation Unknown 80/Q5/21 lp 



8006120008 Fornardi coetaintl on propoitd rulti 10CFR2.30, 40, 30, 51, 70 fc 
110 
SCOT.U J Illlnoli, State of GO/05/22 lp 



--Q006120019 Coiwtnt. on propond rulli 10CFR 2,30,40.80,51.70 
ihouU nK uont caif anavliti to nate r*aonid chelcn 
inont altirnatlvtt Clati 9 iccidantf auit bi invittloated k 
intlynJ for iptclfic iltti 
SCOTT.M J Illlnolt. Statt of BO/03/22 3pp 



BOO6120013 Conatntl on eropoiltf rwlei 10CFfil9. 30/ 40, SO. 70, 71 S> 150 
provliloni lap 01 in) civil pinaltitt on llctntiei for actioni 
of cantnitoi-t or twbeontrattori iheuld bt cUi-ifild or 
diltttd Hoi nitdtf to protect inployir. 
OIBB6.D C Atonic Intfuitrlal Forum 80/09/21 2pp 
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8006120279 Comment* on proposed rul* tOCFROa on behalf of loniiafclon 
Smokt Detector Info Bureau Pre*nt tabtllng practical 
adiquata Labeling raquiremant should be dale-tad Compliance 
period ihould be extended to on* yr 
HARRI8.K BRR Elettvonici BO/01/1Q 2pp 

S0061204Si Raqueiti 30-day exteniion on behalf of Attoclation of 
American Railroadi for comment* on propontf rule 10CFR70 
GARDNERiR S Affiliation Unknown, BO/03/O4. lp, 

900612049S Comment* on proposd rut** 10CFR2, 3O, 40, SOr 31, 70 t, 113 on 
behalf of Boitan Edlton Co, C-E. FL Pauier & Light Co.Houiton 
Lighting t, Power Co. Northern IN Public Svc CD, Portland 
Otniral Elactrtc Co t> Pugat Sound Pouer & Light Co 
ORAY.F S Looniy, NIchol*. Jotinton b Hayta. QO/03/OS 6pp 



BOOA120104 Co9*ntl on propoild rule* 1QCFR2. 30, 40, 30. 31, 70. 110 rule 
do* i not idintifv procidurt* for Idantlflcatlon, evaluation lc 
protiction of hfitorlcal or architologlcal proportlac 
affictid H NRC llctntlng nuponiibll ity 1* neglected 
DIHEAUie.uF Affiliation Unknown BO/04/07 lp 



8006130047 Faruardi advance notice of proposed rulemaklng r 
dtvtlopmant of technical criteria for mguiltlng gaologlc 
dl*po*l of high level raduaita.for publication in B00313 
FR 
CH1LK.Q J Dfftca of the Bicretary of the Commlitlon QO/O3/O6, 



BOOA1S0113 COHinti on propond rull* IOCFR2, 3O, 40, 90, 91, 70- 110 NRC 
mid not inggtrati CEO refulation* NRC pattern* have u*td 
practical inttrpretatlan* to require enough Info In EI8 to 
Ball diciiioni 
MILLS- L H Ttnn.ni. Valliv Authority 30/05/19 Spp 

0004120129 Comenti on propoted rule* IOCFR2. 30, 40, SO, 70 & 110 added 
coit* of evaluating alternative *lt* not colt effvctlva 
Hajor advirn environ lapacti noraally idintified uiinj 
reconnilt*inc*-l*v*l info 
PeOPLES.D L CoMOnuealth Edtion Co 80/04/30 7pp 



8006130091 Advance notice of proposed rulemaUng re technical crttTl 

for regulating geologic dltpo*al of high level raduaite 
Commint* due by 600714 

CHILK,8,J Offic* of the 8acrtary of tho Commlion BO/OS/OS 

aopp 

8006130066 Foruard* notice of 10CFR90 flmnrf, r-mir ins periodic upilaHna 
of FBAR. f or publication In 800309 FR. 

CHILK.B.J Office of thd Scvtru of the Comml*ion BO/O9/OA 
IP 



B006120177 CoiMtnt* on propoitd rule* 10CFR2, 30. 50, 91,70 & 110 
convoluted itnttnciti technical jar) on b reference* to 
obicur* docu*ntt a* In rule inpotiibli for general public to 
coaprthind Ajtneitl ihould un wrltin to comnunicate 
FORD.C K Affiliation Unknown BO/04/29 lp 



B00613006B Notice of amend to 10CFR50 requiring pirtodle updfcinB at 
FBAR 

CHILK.S J, Office of the Secretary of th Comml**Ion BO/O3/O1 
lOpp 



B0061S01?! Caiwintl on propoied rule* 10CFR2.30, 40, SO. 91,70 h 110 
wording of 10CFR31 22IbMll) ihould bi reviled to read no 
ilgnlflcant change* Editorial changi would itimlnate loiui 
eonfuilon 1 parallel wording propoitd for 10CFR91 22<b)<9) 
&CHENDEl.,K R Uyoalng Mineral Corp REP-90-291 80/03/21 lp 



8006130073 Foruardi notlca of *itntlon of commant period on advaren 
notice of rulemading on lartif icatlon of parvonnel doiljnvtrij 
procmor* until 8006S7 for publication in BOOS09 FR, 
HOYLE, J, C. Office of th Secretary of the Commldlon 80/O3/OB 



BOOolSOSOe CoMint* on propoiad rule 10CFR20 NRC ihould certify lab 
w/continuel oonltoring by N89 
SPELL, M H Loulilana, State of. BO/09/17 lp 



6O06130216 Coa*nti on propond t-uli 10CFR20< conblnlng propc 
of NBS t branch lab within HBS would gain btnifit of long 
itantlng.contlnuou* oparatlon ovir contracted lab 
HI NANS, L F Oregon, Btata of BO/03/22 2pp 



BOOiiaoai? CoB*nti on propond ruli 10CFH20 correctiyi miaiurei are 
n*iid Support* propond rula within reaionabl* co*t limit i 
Son* dl coit juitlfiid Should coit biconi iic>ily>, 
othl^ pinonnil upoiurt Biaiurment ihauld be conildared 
DAVIS, H U Bietman Initru*int*, Inc 80/03/13 lp, 



Comaenti an prop on if rul 10CFRS, 19,20.21,30, 40, 51, 60 & 70 
upporti conaentt t tuggtitloni offired by PJ Hallou of MS 
Dipt of Natural Reiourcei 8ttei thould be ffl*d full 
partntr* In actlvltln of tit* eharaetariiatlon 
MOWTWMERV.O V KoUie of Rep , Armed Servlci* BO/04/OB lp 

-8006120232 Cenaenti on propoied rulei 10CFR2, 19,20, 21,30,40- 31,60 t, 70 
HniulJ.tiM proce.i .hould ,iv, .tat. *trong.r,ora ^' !> " 6U * 70 

i '"i! 1 ^"Y"^* of '" e"-''t-rItBB. 
J Hliilittppi. State of 60/03/03 2pp 



B006130077 Notice of extension of comment peirlod on advanco notlca of 
rulemaking on certification of perionnel dtnimatry 
procmor* util B00627 ti notlca of BOOS2B-J9 public 
meitlng* 

DIRCKB.M.J Office of thi Executive Director for Operation* 
80/09/OB 3pp. 

B006160039 Di.cun.i draft final ruli 10CFR3O < 70 on om*rgnc v 
planning. NRC-FEMA approach ihould ba developed & implamontad 
to encourage itate In local aggnclai to ineorporats federal 
effort* into their emergency planning 

PLE88ET. H a. ACRB - Advlory Committee on Honetor Safeguard* 
80/06/11. Epp 

S006160132 Forward* official *ve lltt t. BOOSHa memorandum t> ordr to 
all participant* Participant* mau *erv two copie* of 
flllno* in/NRC, 
CHILK.8 J. Office of tht Secretary of the Commilon BQ/Q3/3B 

Spp 

8006160160 Order forming marking group to *dvle Commit .1 on re- 
adequacy of record in instant procaading. Group uill prepare 
queitlons to be a*Ud of participant* 4i uiltnsum bu. 
proiidlng officer or Commlitlon Certific*t of Svc encl, 
CHILKrS J Office of th Sicretaru of tli m Comml*ion 90/O3XKQ, 
10pp. 
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8006170231 Comments on proposed rule 1OCFR32 distributing Am-241 Si 
daughter isotopes to general public is grossly negligent i 
highly irraipons ibl e Regulation* art eitremely ueak in 
attempting to inform consumer 
TQNE.M M Lehigh-Pocnno Committee of Concern SO/01/10 3pp 



8006170847 Paper entitled, "Legal & Financial Aipecti of 
Decommissioning," presented at AIF Conference on Environ 
Regulation of the Nuclear Industry In San Freniisto, CA on 
BOOS 18-21 
Debevoise 1 Libernun SQ/OS/21 17pp 



8006170240 Comment! on proposed rule 10CFR32 more definition needed r 
marking of eiternal *urfaca of *mnke detector* Marking nam* 
of radionucllde I< quantity tuould be of little value to 
average person 
MOORE, P Square D CD , Electromagnetic Industries SO/01/11 Zpp 

8006170346 Comment* on proposed rule 10CFR31 alternate sources of 
energy should be proposed In addition to alternative sites 
Negative aspect! ihould be communicated to public In 
addition to positive points professed by utils 
PEAVER.R.C Neu Hampshire* State of SO/QS/27 2pp 

9006170247 Certifies svc of notices of appearances in proposed 
rulemaklng proceeding on storage b disposal of radwaste on 
000330 

JORDAN, W B , DIBHCP.L L New England Coalition on Nuclear Pollution 
JORDAN. U 8 Natural Reource* Defence Council SO/03/30 Spp 

8006170277 Commenti on proposed rule 10CFR50 recent leglillatlon In CA 
requires upgrading of state nuclear emergency planning & 
capability Legislation Is being supported by technical 
assessment study of accident consequences 
VOLO.E California. State of 80/03/31 Spp 

8006170331 Notice of appearances In proposed, rulemaklng proceeding re 
storage b disposal of raduaste AH Outterman appearance 
withdrawn 

BUflOER.J F , BUST10N.P R THnne*ee Valley Authority 80/09/28 
lp 

8006170336 Notice of appearance in proposed rulemaklng proceeding re 
storage tt disposal of radiuaite 
JORDAN, W 8 N*u England Coalition on Nuclear Pollution JORDAN, W, S 

Natural Resources Defense Council JORDAN. H S Christa-Mar la 
80/03/27 1 p 

8006170340 Notice of appearance In proposed rulemaklng proceeding re 
storage & disposal of raduaste 

BISHOP'L L No ui England Coalition on Nuclear Pollution 
BISHOP. L L r BI8HOP.L L Natural Resources Defense Council 
BO/03/B9 lp 

8006170345 Memorandum In support of States of UN b WI motions for 
e(tenion of proposed rulemaklng proceeding deadline* re 
storage & disposal of radwaste Suggests 6QQ73I for 
statements of petition Certificate of Svc encl 
ORIFFIN, W . DIAMOND, M J Vermont. State of. 80/05/1A <?pp 

8006170719 Motion for 60-day extension of first phase schedule of 
propoied rulemaklng proceeding re storage & disposal of 
raduaite Request* extension until 800731 to file statement 
of position If motion It not granted W/Certlf Icate of Bve 
OLSON. J T , SENECHAL, M, E, Minnesota, State of 90/03/OB 14pp 



8006170777 "Physic 
10CFR73 offectiv 
publ Ic comments 
forth Interim am 
CHlLKrB J, Off! 



1 Protection of Irradiated Reactor Fuel in Transit, 
amends CD Interim final rule Summarizes 
trcelvod, give* Commission responses b sets 
nded rule In final form 
e of the Secretary of the Commtifion 80/03/27 



8006170863 Comments on proposed rule 10CFR32 rule 1* important li shou 
be made final Rule should be strengthened to require 
disposal Instruction* printed on outside of container 
LOCHSTET.H A Affiliation Untnouin 80/01/11 lp 

8006170368 Paper entitled, "Utll Vlsu of Decommissioning, presented 
t Conference on Environ Regulation of Nuclear Industry A 
Nou Decade In San FY>nslsco,CA on 900318-21 
HLACKMCW, P fl Duke Power Co 80/05/21 lOpp 

S006170870 Comments on propoted rules 10CFR2 d 90 wording should be 
changed to limit current broad criteria for significant 
haiards consideration 
UOPFWN, D P Consumers Power Co DPH-66-80, 80/03/27 lp 

8006170B73 Requests consideration of encl State of UN GOOB19 Itr re 
development of emergency evacuation plum for fired nuclear 
accident* 
DOSCHUITZ.R Senate, 80/04/03 lp 

S 00 i 170374 Comments on proposed rule IOCFR32 amends art strongly 
supported Oroup has suggested similar changes since 
1777 Package should have provision posted on label that 
uould keep detector auiay from children 
JOHNSON, B League of Momen Voters of Rockford.IL 80/01/12 I2pp 

800619002S Comments on proposed rule 10CFR30 NUREO-0654 appear* to 
have been developed a/a coniideration for local problems' 
Most damaging Is method of write-off at natl level of dollar 
costs by cleverly uorded statement 
8LONE. 8 D, Alabama, State of 80/04/01 Spp 

8006180070 Comment* on proposed rule 10CFR17 rule language It 
eiceislvely broad re timing of conferences b class of 
persons to uhom Invitation* might be eitended Conference, 
Invitations mutt be limited to author lied repreientatlva* 
UHRIO. R, E Florida Pouer t, Light Co L-BO-146 80/OS/09. Spp. 

80041 BO 1 S3 Comment* on proposed rule 10CFD20 Alternative 4 Is very 
attractive NSB, in partlcular>uould be ideal candidate since 
engineering std* are high !< believable 
KIM. J J Harper-Orace Hosp* Detroit. MI BO/05/20, lp 

8006180407 Foruard* LA Cote 600312 comment* on proposed* rule 10CFR30 
Properly organlied aarly uarnlng tys should address d 
Include emergency broadcast sys Mod* to preient sys t< 
associated electronic equipment would be more efficient 
KCGRAIL.S J Federal Emergency Management Agency 80/04/01 4pp 

8006300227 Comments on proposed rule 1DCFRSO properly organiied early 
warning syi should address b include emergency broadcast 
sys ME Bureau of Civil Emergency Preparedness will develop 
plan compatible u/federal guidelines 
HCORAIL.8 J Fedaril Emergency Management Agency. GO/04/01, 4pp 

B0062Q0349 "Capital Recovery of Nuclear Plant Deconmlss toning Colt* " 
EHERS, B J . HEROLUND, R. H Northern States Pouer Co, 80X03/31 
lOOpp 



B00617077B Comment* on proposed rule 10CFR32 decision not to Include 
Info rt disposal of radioactive detectors Is unacceptable 
Disposal instructions necessary to avoid accumulation of 
isotope* in landfill area* NRC should recall ion detectors 
WALTERS, E Environmental Policy Institute 80/01/13 lp 

6006170781 Comments on proposed rule 10CFR32 concern for inadequacy 
of marking on smoke datector* may be valid for devices sold 
retail, Class of product sent to professional fire protection 
specialists should not be Included 

6TQCKHAMER.B Walter Kldde S- Co , Inc, i Fenual, Inc 00/01/14 
Spp 

8006170736 Comments proposed rule IQCFR32 lonlilng detectors are 
not necessary Photoelectric tan do job ui/o bringing harmful 
radiation into homes NRC has no rules or regulation* re 
disposal of devices 
OUIOO.C Pollution & Environmental Problem*, Inc 80/01/10 12pp 

0006170814 Comments on propoied rules 10CFRH tt 90 proposed rule mould 
be Improvement in general. Rule allows for som* 
predictability of NRC dacUioni NRC should set forth 
examples of significant haiard* 

BTEPTOEiP Commonwealth Edison Co 8TEPTOE, P Isham. Lincoln (. 
Goals BO/09/27 Spp, 



8006330348 "Rules of Practice for Domestic Licensing Prnceadlngt. " 
IOCFR2. 764 proposed rulitnaking Lists three options being 
considered for amend. 

CHILK, S, J Office of thl Secretary of the Commission 80/03/16 
36pp. 

800623034? Comment* on proposed rule 10CFR140 opposes NRC vleu that 
public health d safety have been protected by AEC allowable 
limits of ioniiing radiation Propaies to do everything 
possible to stop farce of ALARA 
CRUMLEV.J J Affiliation Unknown 79/18/07 lp 

BOO 623 035 S Comments on proposed rule 10CFR140 NRC has grostly 
underestimated Intelligence of public b Insulted dignity of 
people aware of constitution*! rights Oppose* reopening of 
TMI 
MILLER.LC Affiliation Unknown, 77/07/31 10PP 



B006240079 NUREQ/CP-001 1 

Errata sheet for Pag* 49 of NUREQ/CP-OOIli "Proceedings of 

Workshops on Proposed Rulemaking on Emergency planning for 

Nuclear Pouior Plant* " 

Division of Siting, Health t> Safeguards Standards SO/09/21 

3pp 
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6006240104 Comments on proposed rules 10CFR3,30, 40, 50, 51. 70 & 1 
object! *trenuously to categorical eielusion for utll 
logging from requirement! for EIA I> EIS Eiclution unulse 
ti uniupportable 
HONEV-D D HEU, Dipt of, US Public Health Service 80/06/06 



Bpp 



S006270030 Forward! Comments on propo*ed rule 10CFR51 Summary of Natl 
Environ Btudle* Projtct rflpt- Subcommittee on Emergency 
Planning & Siting Policy comments ft Subcommittee on Environ 
Rept* comments enc 1 
UALBKE.C Atomic Industrial Forum BO/06/11 13pp 



BOO 6240130 Comments on proposed rule 1QCFR20 concept of adding internal 
l> eiternal doses long overdue More than ont ua<| exists to 
achieve radiation protection Decision thould bi left to 
prof 

HEOBT.U F California, Univ. of, Loi Angelas RDS C162B 
BO/05/2? 2pp 

8006240190 Comments on proposed rule IOCFRHO mitlj re certification of 
personnil doilmetrg processors hive been distributed to 
governmental agencies for review It comment Review ichaduled 
to cloif on BOO 524 
HHITEHEAD, H AlB*U, State of 80/04/30 3pp 



8006270033 AIF/NESP-01B 

"Alternative Biting Requirement! S, Practices for Nucli 

Power Plant!'" prepared for AIF,Natl Environ Studios 

Project 

* Dames & Moore BO/06/30 200pp 



8006270163 Forward* statement of interim policg-on accident 
considerations under NEPA, f or publication In FR Statement 
diicuiie! Commisiifan petition ra including consideration* 
for future EIS 

DENTON.H t( Office of Nuclear Reactor Regulation, Director 
80/06/06 13pp 



8006230077 "Fire Protection Program for Nuclear Power Plant* Operating 
Prior to 790101. " 10CFR30 propoitd rule Amend would require 
certain mln provlfloni for fire protection In operating 
nuclear pouer planti 

CHILK.S J Office of thi Secretary o-f the CommUsion 80/03/21 
43po 



8006300298 ORNL/OEPA-4 

"Btds 1 Guidelines Pertinent to Development of 

Decommissioning Criteria far Bites Contaminated U/ 

Radioactive Matl " 

D1CKSDN.K W Dak Ridge National Laboratory UC-70 

36pp, 



B0063S0171 NUHEO/CR-0672 VI 

"Bunmarv of Technolag^r Safety tt Coiti of Decammiitlonlng Ref 
BWt Poer Station. " Vol Irmein rept 

OAK.HD, HOLTER.OH.i KENNEDY, H E Battille Kimorlal Institute, 
Pacific Northw*t Leboi-atory BO/06/13, IBpp 

B0062S0317 "Specific Domestic Ltcen*es to Hfg or Tranifer Certain Ittms 
Containing Byproduct Hatl, " 10CFR3H final rule, Amends 
regulations providing neu requlrimints for labeling gas & 
aerosol detectors, Inclwdina smofci detectors 

DISCKS.H J Office of the Eitcutlve Director for Qperatione 
BO/OS/27 2flpp- 

8004250323 V*lu impact statement re amend to 10CFR32 to provid* neu 
rnjuirimtnti for labeling gai d aerosol detectors 
* Office of the Eitcutlve Director for Operations BO/04/23 
13pp 



8006300333 Memo to recipients of proposed rule* 10CFR1"?, 30, 40, SO, 70, 71 
b ISO Advise* that Comment 30 ua* miscoded & should be 
removed from file 
* Docketing, b Services Branch SO/06/10 Ip 

5006300489 "Deletion of Ref to Panama Canal Zone! Minor Amend*," 10CFR75 
li 140 final rule, Minor amend* reflict provisions of Panama 
Canal Treaty of 1977 b racentlu, enacted Panama Canal Defense 
Act of 1979 

DIRCKSrH J Office of the Executive Director For Operations 
80/03/82 3pp 

B004300S04 Comments on propoied rule 10CFR91 , *clut lonarv safety *td 
for acceptable site should be standoff distance b population 
criteria Only reconnaisianca level info It necessary to 
tvaluate site against neu criteria 
LENT8CH, J. U Portland Oeneral Electric Co SO/06/06 4pp 



B0062S0344 Foruardi notice of amend of 10CFR33 for publication in 
SCOS14 Ffi, 

CHILK.B J Offlci of th Sicretaru of the Commission 80/05/OB 
IP 

-B006250348 Notice of amend of 10CFR33 requiring littnins to keep 
records of mliadninlvtratlons of radioactive natl, report 
seme to NKC, referring physician tt patient !i submit quarterly 
repti to NRG Effective on BO 1110 

CHILK,S J Office of the Secretary of the Commission. SO/09/07 
1&PP 

80062*03*6 "Utlliiation of Eiceis h DUposal of Surplus Personal 
Property," ACE aianual, App 3170 

* Atomic Energy Commisilan 63/07/20 l*?pp 

B0063S0347 Comment* an proposed rule* 10CFR19i30, 40i 30, 70, 71 ti ISO' 
addition of Paragraph strengthened ability of employers 
of trantlent worker* to obtain record* for employees Addl 
Info necettary In order to have accurate, current data 
WE8NER.H, S General Electric Co SO/03/2B Ip 

B 0042 SOS 50 Comments on proposed rule 10CFR20 Imp capability should be 
modified to provide adnquate safety *td Provision for 
viable standardlied de*crlptlon of health characteristics of 
population before operation of facility should he developed 
BERTEO..R Hiniitry o-F Concern for Public Health BO/03/21 3pp 

a 00624 0071 Transcript of Commttiion 8006 IB public meeting in 
Washington, DC re fin*l rulemaklng on emergency preparadness 
Pp 1-90 

* Commits ion, SO/06/1B lOBpp 

6004240170 Forward! FR notice of propoiad rule for fire protection 
program for nuclear poutr plants operating prior to 
Jan 1979, for publication on B003S9 

CHILK.S J, Office of the Secretary of the Commit* Ion, 80/05/22 
Ip. 

B006260173 FR notice of propoied rule for firo protection program for 
nuclear pouer plant* operating prior to Jan 1979, for 
publication o-n SOD3S7 

CKILKiS J Office of the Secretary of the Commission SO/05/21 
4Spp 



H 006300 3 H Comment* on proposed rule 10CFRS1, submitted on behalf of 
Nl.dddle South Utlls Sys andorce* A1F comments Application 
of proposid rule* to existing inventoried or banked sites la 
not clear 
PATTERSON. J D Middle South Service*. Inc BO/06/06 3pp 



PETITION FOR RULEMAKINQ 



S006090482 Comments In oppo*ition to petitions for rulemaklng 30-39 & 
50-23A No legislative hlftory cited in support of 
contention 
* LeBoeuf, Lamb, Loiby t. KacRae BO/04/04 3pp 

S006120SB1 Comments on petition for rulemaklng 30-26, petition should be 
discarded Radiation from direct hit of five megaton bomb, 
would spread farther & faster than from nuclear plant 
ELD,M, E Idaho, Unlv of, SO/02/23. Ip 

B0041202B3 Comment* on petition for rulemaklng 30-26-Attack an US bij 
five megaton uiapont uould render issue re const of nuclear 
facilltie* Inconsequential Petition uould cause further 
energy coit Increase* & const delays 
LOVE.E Affiliation Unknown BO/03/03 Ip 

8006120287 Comment! on petition for rulemaklng 30-26, petition is 
overreactlon due to concern about possible radiation from 
power plant rather than from five megaton nuclear explosion 
PETER80N,R J Affiliation Unknown SO/03/03 Ip 

600612029 I Comment* on petition for rulemaking 50-24 petition should be 
denied due to reliance on erroneou* assumption* Haiard stem* 
primarily from weapon, not from plant No method etlsts to 
fully protect nuclear generating station from such attack 
OILMAN, D W 8an Diego Oai !< Electric Co 80/03/07 2pp, 

8006120372 Comment! on petition for rulamakino 30-2B challenges, 
recommendations & suggestions in petition are valid Urges 
serious consideration before flnaliilng proposed emergency 
Planning regulations 

BYRNE, J, P Colorado, State of BO/05/13 2pp 

BO 06 1204 2 A Comments on petition for rulemaking 50-28 support* petition 
t urges fair 6t impartial hearing 
HUNTER, R P Indiana t. Michigan Electric Co. 80/04/24. Ip 
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BQ06120436 Comment! on petition for rulemaking 50-26 on behalf author d 
listed utila portion of rule requiring 10-mtnute 
notification of those within 10-mile radius of plant after 
incident detection should be subj of separate ruleraaliing 
KNUTH, D F Kerr-McOee Chemical Corp Isubi of Kflrr-McQee Corp ) 
60/02/14 2pp 



6006300521 Notice of publication of Foster Wneeler Enerou. Corp petition 
for rulemaklns PRM-71-0 Requests that penonl licensed 
pursuant to 10CFR34 for industrial radiography b exempt 
from approval in order to deliver licitnied matl to carrier 
CHILK.S J Office of the Secretary of the CommHsfon 0Q/06/O4 
3pp 



800MS04.H Petition for rulemaking to amend App E of 10CFRSO Fifteen- 

minute period for warning all those in 10-mile radius ii 
arbitrary b unjustified Issue should bo subj of separate 
rulemaking Memorandum of support encl 

KNUTH, D F Kerr-MeOoe Chemical Corp (subs of Kerr-McQee Corp ) 
30/03/14 13pp 

6006130094 Formard* notice of issuance of quarterly summary rept of 
petition* for rulemaklng pending final action 

CHILKrS J Office of the Secretary of the Commisiion BO/05/06 
lp 

BC<3til3QQ<}B Notice of issuance of quarterly summary rept of petitions 

for rulematlng pending final action 

PEL TON, J M Division of Rules and Records 80/05/03 2pp 

6006170133 Forwards Duke Power Co, TX Utlls Generating Co d WPP65 
pitltlan for rulemaking 50-28 
MCOARRY. J M Debtvoiie d Lihermati 00/03/12 tp 

8006170141 Petition for ruUmaking 50-28, urging deferral of final 
interim emergency response planning regulations Urges 
redrafting d republishlng of proposed regulation* to permit 
public comment* on issues railed in encl statement 
MCQARRY.J M Dule Power Co MCOARRY. J M Texas Utilities 
Generating Co MCOARRY, J H Washington Public Power Supply 
System BO/03/12 2pp 

BOO617Q157 Statement In support of petition far rulemafcing SO-2B Recent 

events must b* factored into proposed rule Urge* 
NUREO-0654/FEMA-REP-l be sued only for guidance Requests 
addl time for Implementation 

MCQARRY.J M Duke Power Co MCGARRY, J M Teias Utilities 
Generating Co HCGARRY. J M Washington Public Power Supply 
System 60/03/12 27p 

800il7O136 Forward* UK Uatson B0010B Itr 1. 800106 petition to change 
wording of lOCFRSO. Paragraph 13 to require protection 
against attack by nuclear ueapons 
JACKSON, H M Senate, Energy h Natural Resources BO/02/07 3pp 

000617014? Petition for rulemaking 80-26 to change wording of 10CFR90, 
Paragraph 13, to require protection against attack by nuclear 
weapons Supporting documentation encl 
WATSQtl. W K Affiliation Unknown 00/01/06 10PP 

8006170812 Forwards 800920 notice of denial of petition for rulemaking 
3-7 
CHILK.S J Office of the Secretary of the Commission 00/05/20 



8006170318 Notice of denial at petition for rulemaklng 3-7 Consequences 
of proposed rule change permitting late Intervention In 
MRC proceeding on basil of recent arrival In plant vicinity 
would not be conducive to orderly hearing 

CHILKiS J Office of the Secretary of the Commission 80/03/80 
6pp 

00Q617082Q Comments on petition for rulemaking SO- SB capital costs 
should be borne by ratepayer Federal funds should pay cost 
of emergency plan ma i tit d personnel training 
JONES. L Virginia, State of 00/04/04 2pp 

S006200006 Comments on petitions for rulemaking 30-29 b 50-2SA 
proceeding being requested in alternative to determination 
to be made by ABLE in CP extension 
HAN8GLL. D Illinois. State o* SO/04/O4 4pp 

B006240281 Comments on petitions for rulrmaking 50-29 b 2SA, reserves 
right to supplement petition after ASUH determination in 
Hailly Nuclear Pouier Plant CP extension proceodlngSr re 
interpretation of 10CFR30 39 Certificate fo Svc encl. 
HANSELL.D , SCDTT.W I Illinois, State of 00/04/04 4pp. 



0006300S69 Forwards comments on petition for rulemakino HO-6A 
"Estimation of Somatic Risks d Btds of KRP" mc 1 
BERTELL.R Ministry of Concern for Public Health 79/12/14 lp 

6006300583 "Estimation of Somatic Rlitfl d Stdm of ICRP. " presented t 
slith Intl Congress of Radiation Research 
ECHMITZ-FEUERHA, MUSCHOL, E . BATJER, K Drman,Un*v of, 
79/12/31 9pp 



PROJECTS - PREDOCKET 



0006110036 Foruartfs list of files designated by HRC t. 0tate of Cfl Dept 
of Water Resource* for production from POdE warehouse 
DEUKMEJIAN.O . HORN, H, C California, State of 80/09/23 2pp 

BOOil-?OS73 Notice of substitution of JC Horrlnen by MH Furbush 
counsel for applicant, Certificate of 8vc encl 
MEISS.R L Pacific Otis d Electric Co BO/06/03 4pp 

8006200130 Motion to dismiss appeal Agreement has hatn reached due to 
luccessful lettlement negotiations RA flinl declaration 
encl 

RIZZI.R A, . DAHRV.D N Southern California Edison Co, R1ZZI.R, A 
Olbson. Dunn & Crutchir 80/09/06. 3(ip 

B006200372 Foriuarilj "Post-Test Analysis of LDFT Losi-of Coolan* 
Experiment 1.2-3 " 
KAUFMAN, N C EubO Idaho, Inc 80/03/26 Gpp, 

6006230374 Discusses plan for extended operation of light utr briil*r 
reactor Based on E41it meeting on 800901-03 u/Ueitlnghouse, 
utlliDDE d NRC,ACRB believes operation of reactor core to 
24.000 EFPH Is acceptable 

PLG0BET.H B ACRS - Advisory Commltte* on Reactor SaPnguai-di. 
00/03/06 lp, 



NONCQMPLIANCE REPORTS AND RELATED CORRESPONDENCE 



0006120303 Part SI rept re fiotifnount Modal 113B trantmttter output 
between four >i 30 mA oecuring u/input praisurti ovr or 
under callbr range, Caused by unique condition* In 
transmitter electronics Users should conduct analyse* 
WARD, R A Ftosimount. Inc, 00/03/14 3pp. 

8006100356 Part 21 rept re possibility of item nuts or extension* 
becoming loose after continuous rotation during opening d 
closing of valve Cauied by vibration due to plan bebueen 
Internal d external ipllnes 
WHEATON, W R Barg-Uarner Corp. 80/09/23 lp 

6006180337 Part El rept re Rosemount Model 1153 pressure traniml tiers 
Defect Is amblguou* output when over or underpressured 
Forwards Rosemount rept OE will Inform affected utili & 
advise of proper corrective actions 

BHERUQOD.O Central Electric Co , Nuclear Energy Product* Dlv 
MEN- 10B-80 BO/06/02 7f p 

BO 04 200034 Part 21 rept re tuo liner indications on outside surface oP 
ASME Section IH.Clasi II f 1 ttinft. supp 1 1 ed by Capitol No 
defect! found in other elbou* tested Customer rntpnnflbi Ittg 
to specify type of evaluation required 

PALLQBrr! Harsco Corp .Capitol Manufflc turinfl Co Dlv BO/Ot/02 
3pp 

B006200632 Supplement to B00314 Part 21 rept re potential deficient 
Model 1152 pressure transmitter mbiguoui output Cause* & 
potential safety haiards more fully clarified for NHC 
review as potential deficiency Licensee eualtlfig nvliu 
WARD. R A Rosemounti Inc 80/03/28, 9pp 



0006860134 Forward i FR notice of denial of M Eddleman petition for 
rulemaking 2-7, for publication on earliest possible date 
CHILK-B J Office of the Secretary of the Commlision 00/09/21 
lp 



600626013? FR notice of denial of VJ Eddleman petition far rulemaking 
2-7 requesting amend of 10CFR52 to define what constitutes 
good cause for late filed petition to intervene 

CHILH, S J Office of the Secretary of the Commission, 90/09/20 
6pp 
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QUALITY ASSURANCE INSPECTIONS 



B00603015S Ack receipt of B00309 Itr Informing NRC of itapi taken to 
correct dtviattom noted In Q-A Program Imp Rept 
999002 14/BO-OI 
POTAPOVS.U Region 4, Dlllai, Vendor Impection Branch BO/05/1*! 



BQQ603016S Reipondi to NHC BOQ416 Itr r deviation! notid in QA Projram 
Imp Rept 99900214/00-01 Corrective actions ulll implement 
progrm outline for ptriom whoie activltiei ffct nuclear 
product! quality 
DQl.SQN.TC Anderion-Oreenuood & Co BO/05/09 2gp 



8006060229 Relpontfa to NRC 791229 Itr re deviation noted In QA Prooram 
Inip Rtpt 99900923/79-04 Corrective actions table of 
content! corrected fc procedure introduced to revlie table 
uhen manual la changed, 
BARKER, N R 01 Ibert/Commonuiea 1 th Co* BO/O1/28 3pp 

B006060234 Foruiardi CIA Program Imp Rapt 99900SS3/79-Q4 on 791186-29 I, 
notice of deviation 

POTAPOVBiU Region 4i Dallas. Vendor Inspection Branch 79/12/28 
2PP 

B006060237 Notice of deviation from Imp on 791126-29 

* Region 4, Dallai, Office of the Director 79/12/21 app 



--B006030163 Forward! QA Inp Rtpt 99900814/00-01 on 800303-09 d nolle* 
of deviation 

POTAPQVSiU Region 4, Dallai> Vendor Iniptctton Branch BO/04/16 
2pp 

B006030164 Notice of deviation from Intp on 800303-03, 

Rigion 4. Dallai, Vtndor Iniptction Branch BO/04/15 ip 

B.006030167 OA Progran Imp Rtpt 979002 14/BO-01 on 800303-05 
NoncomplUnce noted no evidence that QA director had 
prepared !< approved required training guide!, no procedures 
developed which iptclfled !tdi to control vltual eiami, 
HHITESELL.D E , HELLEY, H D Region 4. DlUi. Vendor Impectlon 
Branch BO/04/13 lOpp 

8006040001 Ack receipt of 800423 Itr informing NRC of tttpt taken to 
coYreel deviation! noted In OA Program Inip Kept 
99700100/80-01 

POTAPOVS.U Region 4i Dallai, Vendor Iniptction Branch BO/O9/14 
IP 

8004040004 Retpondi to NRC 800403 Itr re deviation! noted In QA Program 
Imp Rept 999001 OO/ SO -01 Corrective Action* 1 tool h gag* 
inip/calibr record conpleted for neu Milion Rockuell 
hardnen teitir 
ORODHE.K Limit 01- nut Corp BO/04/2S, 9pp 

B006Q4000S Foruardl QA Program Imp Ript 99900 100/BO-Ot on B0031S-SO 
& notice of ttvittlatt 

t'OTAPOVa.U Rtgion 4. Dalian Vendor Iniptction Branch, SO/04/03 
2pp 

-B00604000B Notice at deviation from Imp on S0031B-2Q 

* Region 4, Dalle!. Vendor Inspection Branch. 80/04/01 Spp 

8006040010 QA Program Imp Rtpt 99900 100/60-01 on B0031B-20 
Noncampltance noted failure to maintain callbr card for 
Rockuell h*ri]nii teitir l< to Include *mplo(jt*-oujntd 
Meaiurlng tool on calibr Hit 

KUNNICUTT.K M . OLLER.R E Region 4. Dallat, Vendor Impectlon 
Branch BO/04/01 llpp 

B00606020B Act rvcelpt of BOO* S3 Itr informing NRC of it*P* taken to 
correct violation noted In QA. Program Imp Rept 9 99000 37 / 
79-02 

PQTAPQVS.U Rglon 4. Dallai, Vendor In*pectlon Branch 80/OS/12, 
Ip. 

8006040313 Reiponili to NRC Ur rt violation notd In QA Program Imp 
Ript 99700037/79-02. Corrective ction' (tiffining brace, 
ditlgn coflplete Deiign lent to cuitomer 1; QC dept, 
Fabrication of lanple to b> uii<f for vibration teltlng. 
NIEHAUS.P U Hllliam Pauell Co, 90/04/89 Ip 



B006060240 OA Program Imp Rpt 99900525/79-04 on 791136-29 
Noncompliance noted failure to annotate table of contents in 
QA manual to Include OAI/QA.(F) 11 94 Procurement for pipe 
rupture reitrainti not controlled bij written or dor 
HALE,C i FOX.D F Region 4, Dallai, Vendor Inspection Branch 
ANDERaON,D Reflion 4. Dallas, Office of the Director 79/12/21 



8006090094 Ack receipt of 800907 Ur informing NRC af .tips taken to 
correct deviation noted In QA Program Imp Rept 
99900002/BO-01 

POTAPOVB.U Region 4. Dallai, Vendor Inipictlon Branch BO/03/07 
IP 

3006090103 Rdipondi to NRC B0032B Ifcr re deviation noted In QA Program 
Imp Rept 9990QOOS/BQ-D1, Corrective actloni, tag Indicating 
deviation notice number uai Immediatelg placed ui/rod* in 
question, 
LICHTENBEROEfl, H C-E Power Sgiteme NQA QO-006 00/04/14 2pp 

-B006090109 Forward* QA Program Imp Rept 99900002/80-01 on B00310-14 
ti notice of deviation. 
POTAPOVB.U Region 4, Dallai, Vendor Impectlon Branch QO/Q3/2Q 



8006090115 Notice of deviation from imp on 800310-14 

Region 4> Dallai, Office of the Director 80/03/36 Ip 

B0060901S2 QA Program Imp Rept 1 9 900002 /BO -01 on B00310-14 
Noneompliance noted. fuel rodi not properly Idnntlflnd 
KCNEILL.H. M, . HHITE8EUL, D. E Region 4. Dallat, Vendor Inpectlon 
Branch 80/03/20 ip, 

8006090138 Ack receipt of 800423 Hr Informing NRG of iteps taken to 
correct violation fc deviation noted In QA Program Inp Rept 
99900710/BO-01. 
PrjTAPQVa.U. Region 4, Dallai, Vendor Impectlon Branch 80/03/07 



8006090149 Reipond* to NRC 00032B Hr re violation fc deviation noled in 
OA Program Imp Kept 9990071 0/BO-01. Corrective actloni 
QC data iheet rlou modified to provide QC Inspector ui/aceen 
to production pacltage in work area 
JACKSON. R H. National Valve b Mfg. Co 60/04/93 3pp 

8006090183 Foruardi QA Program Imp Rpt 99900710/BO-01 on 000310-13 
b noticei of violation d deviation. 

POTAPOVB.U Region 4, Dallati Office of the Director HQ/03/2B 
2pp, 

8006090163 Notice of violation from Imp on 800310-13 

Reflion 4- Dal(ai< OfUe of the Director SQ/03/23 ip 



B006040216 Acl receipt of 8001S9 & 0429 Itri Informing NRC of itepi 
taken lo correct deviation nqtetf In QA Proaram Imp Rept 
99900333/79-04. 

POTAPOVa.U neglon 4, Dallai, Vendor Impection Branch BO/03/I3, 
>P 

8006060223 Reipondi to NRC B00414 Itr resetting addl Info m deviation 
noted In QA Program Imp Rept 99900523/79-04.Corrective 
actloni; procurement ftlei will be updated to Include luting 



-B006090167 Notice of deviation from imp on 800310-13, 

Region 4i Dallat, Office of the Director. BO/03/S3 2pp 

-B004090173 QA Program Inp Rept 999000710/80-01 on 800310-13 
NoncompUance noted- fallura to comply y/required potting of 
Energy fiorganlatlon Act of 1974 < procedurei (, f.llore to 
ricord NGN number on QC data iheet 

(. R(ion 4, DalUi, Vendor Iniptction Branch 



B0061202S4 Forward* fetponee to 800410 notice of noncompllancB 
t-iceniee denlet noncompllance, but prefert not to purige 
ipenlve & time-comumlno proc*edlng* Payment for total 
""I!* * !*> 9 * 3 (vll pen.Hie, encl 
OUILBERT.O E BabcocV & HlUox Co. BO/OH/20 19pp 



8006120467 Act, receipt of 800309 Itr Informing NRC of *tep* taken to 

correct deviation noted In QA Program Imp Rept 9990Q228/ 
HQ"*Ql, 

POTAPOVB,U. R. B l otl 4, Dallai, Vendor In.p.ctlon Branch, 0O/03/22 
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8006I2O472 Respond! to NRC 800403 Itr re deviation noted In QA Program 
Insp Rapt 99900229/80-01 Corrective action periodic audits 
scheduled to confirm requirement implementation 
CAUDER.H Foiooro Corp 00/05/09 4pp 



--BOQ6190374 Forward* QA Program Imp Rpt 9990021 6/79-0 t on 790212-16 
d notice of deviation 

BEYFRIT.K V Region 4, Dallas, Office of th* Director 79/06/1B 
3ft 



-8006120475 Forwards OA Program Insp Rept 99900225/80-01 on 900317-21 
ti notice of deviation 

POTAPOVS.U Region 4, Dallas, Vendor Inspection Branch 90/04/03 
2pp 



'8006120478 Notice of deviation from inip on 800317-21 
* Region 4, Dallas, Office of the Director 80/04/01 



4pp 



"3006120483 QA Program Insp Rept 99900225/BO-01 on 000317-21 
Noncompl lance noted malnt checklist identifying preventive 
matnt, personne 1 performing b date of accomplishment not 
attached to tool folder 

FOSTER. H E . HUNNICUTT-D M Region 4. Dallas. Vendor Inspection 
Branch 80/04/01 Bpp 



--8006190376 Notice of deviation from Insp on 7903IS-I6, 
Region 4, Dallas, Office of the Director 79/06/1B 



13PP 



--B00619Q3BB OA Program Imp Rept 99900216/79-01 on 790212-16 

Noncpmpl Jance noted'maint of liquid penetrant exam rscords & 

performance of ueld repair* incanslitent u/code 

requirements No riternal audits bg qualified auditori 

BARNES, 1 , ELLERSHAW, l_ E , HUNNICUTT, D M Region 4. Dallai. Vendor 

Inspection Branch 79/06/18 32pp 

6006200133 Forwards OA Program Imp Flept 97700308/30-01 on BO 03 03 -07 No 
noncompllance not id 

POTAPOUg, U Region 4< Dallas, Vendor Inspection Branch 80/04/11 
2pp 



8006120317 Advises that NfiC hai completed Investigation of collection, 
evaluation S. reporting of Info available to BtiW before TMI-3 
accident BMJ failed to report safety info in timely manner 
Noticei of noneompUance & civil penalties end H/o end, 
8TELLO, V Offic* of Inspection S. Enforcement, Office of the 
Director QO/04/10, 3pp 



8006200133 QA Program Imp Kept 99900308/80-01 on 800303-07, No 
noneompliance noted Major areas inpttted implementation of 
lOCFRSOfApp bg appllcall* code* 1 stdi rivieu of two 
deficiency repts & vendor corrective action b activities 
WHITESELL, D E , KELLEV. W D Region 4, Dallas, Vendor Inspection 
Branch SO/O3/31 14pp 



B006160116 Ack receipt of BOQ319 Itr informing NRC of steps taken to 
correct deviation noted in OA Program Imp Rept 99900400/ 
80-01 

PDTAPOVB.U Region 4, Dallas. Vendor Inspection Branch 80/09/5? 
IP 



800620013S Act receipt of 800922 Itr Informing NRC of step* taken to 
correct deviation noted In OA Program Insp Rept 
99900S07/80-01 

POTAPQVB, U. Region 4, Dallas. Vendor Inspection Branch 80/09/29 
IP 



'-8006160119 RBiponds to NRC 000416 Itr re deviation noted in QA Program 
Imp Rept 799O0400/SO-OI Corrective actions developed farms 
to gather atatlstlcal data necessary for correction of scope 
of Illegible records problem 
QlMLOEfir.D E Dabeock & Wilcoi Co 80/03/19 6pp 



SO 06 200 139 Responds to NRC 800417 Itr re devlltion noted in QA Program 
Insp Rept 99900307/60-01 Corrective actions (framings 
idtntifleJ In Insp will ba sent out for comments bg 600601 
Mechanical dept Std MA3-4 ulll be revised I. reisiued Q00630 
MCFARLANPiJ E Sargent t> Lunifg. Inc 80/09/23 3pp 



8006160131 Forwardi OA Program Insp Rapt 99900400/80-01 on 800311-14 
notice of deviation. 

PQTAPai/S.U Region 4, Dallas, Vendor Inspection Branch 80/04/16 
Zpp 



B006200143 Forward I QA Proaram Insp Rtpt 99900307/80-01 on 0D0324-E8 
fa notice of deviation 

POTAPOVB, U Region 4, Dalli Vendor Inspection Branch 80/04/17 
Bpp 



8006160134 Notice of deviation from imp on 800311-14 

* Region 4, Dalla*, Office of the Director 80/04/19 



3PP 



8006200146 Notice of deviation from Insp on e003B1-EB 

Region 4, Dallas, Office of the Director 60/04/16 



2pp. 



S006160139 OA Program Insp Rept 99900400/80-01 on Q00311-14 

Noncompl lance noted failure to retain OA audit checklists OA 

records not legible Audit procedures do not contain ANSI 

requirement* 

HALE, C J , JOHNSON, J M , FOX. D F, Region 4, DallaSi Vendor 

In*pectlon Branch BO/04/ IS 31pp, 



-8006300149 QA Program Insp Rept 99900907/80-01 on 800324-29 
Noncompllanci notBd. failure to obtain interface commvnti an 
detlgn drauings ti failure of mechanical dept procedures n 
sgs de*lgn revleu* to meet prncedural requirements 
COSTELLOrJ R , HAUE, C J Region 4i Dallas, Vendor ln*peetion 
Branch 80/04/16 7pp 



8006180298 Forward* QA Program Insp Rept 99900304/80-01 on B0042B-OS02 
No noncompl lance noted 

POTAPOVB,U Region 4, Dallai, Vendor Inspection Branch 80/05/12 
Zpp 



8006230218 Ack raciipt of 800313 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Imp Rept 
9990037 l/BO-01 
POTAPOV8,U Region 4, Delia*, Vendor Inspection Branch BO/09/20 



8006180303 QA Program Insp Rept 99900304/BO-01 on 800428-0502 No 
noncDmpIlanc* noted Major area* inspected mgt meeting b 
Implementation of lOCFRBO.App B. mf g process control, control 
of nonconf ormances & corrective actions b audits 
BROWN, fi.t , WHITE6ELL, D E Raglan 4, Dallas, Vendor Inspection 
Branch QO/05/09 Bpp 



--B006230214 R**ponds to NRC 800416 Itr re deviation noted In QA Program 
Imp Rept 99900371/80-01 Corrective actions' records may be 
removed from flle> onli; bg or in preience of personnel on 
authorind list 
ROBERTS, 0. U Bristol Steel b Iron Works- Inc 80/03/13 lp 



8006190349 Ack receipt of 800204 fe 790824 Itrs informing NRC of steps 
taken to corr*ct deviation* noted in QA Program Insp Rtpt 
99900216/79-01 NRC agrees iD/propoied corrective action 
commitment made at 800307 meeting 

POTAPOVS, U Region 4, Dallas, Vendor Inipection Branch BO/03/20 
lp 

8006170356 Rifponds to NRC 791231 Itr re deviations noted in OA Program 
Insp Rept 97900216/79-01 Forwards attachments outlining 
corrective action* W/o attachments 
KAT3M- Tubeco, Inc BO/02/04 lp 

8006190363 Ack receipt of 790B24 Itr informing NRC of steps taken to 
correct deviation* noted in OA Program Insp Rept 
9990O2 16/79-0 I Forwards di*cu**lon of deviation notices for 
which vendor ha* luppliod unsatisfactory corrective Actions, 
SEYFRITiK V Region 4, Dallas. Office of the Director 79/12/31 
Bpp 

B006I90370 Responds to NRC 790618 Itr re deviations noted in QA Program 
Insp Rept 99900216/79-01 Corrective actions add! QA 
personnel drill be hiredi artenslve personnel training will 
be conducted & dept heads mill review NRC rept 
GOLDSMITH, W Tubeco, Inc 79/08/24 lp 



B006B30216 Forward* QA Program Imp Rept 97900371/80-01 on 800331-0403 
& notice of deviation, 

POTAPOVB.U Region 4, Dallas, Vendor Inspection Branch. 80/04/16 
2pp 

B006230219 Notlo of deviation from ln*p on 600331-0403, 

* Region 4, Dallas, Office of the Director BO/04/13 lp 

8006230823 QA Program In*p Kept 99900371/80-01 on B00331-0403 
Noncompllance noted *td operating procedure does not require 
records removed from storage to be checked out ui/QA or 
provide for method maintaining control of record i, 
MHIT8ELUD, E , KELLEV, W D. Region 4, Dallai, Vendor InipBctlon 
Branch 80/04/13, 12pp 

8006230233 Forwards QA Program In*p Rept 999006SO/BO-01 on 800384-26. No 
noncompl lane* noted. 

POTAPOVS, U Region 4, Dallac V*ndor Inspection Branch, BO/04/11, 
2pp 
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8QO633023B QA ProDT*ra Imp Rpt 97900630/30-01 on 600324-26 No 
noncomjr llance noted Major areat inspected implemsntation of 
Topical Rept FCTFN-78 & follouup action or previous imp 
ftndingi 

HALE.C J , BROUN, R L Region 4, Dalian Vendor Inspection Branch 
30/04/07 3pp 

60062*0054 Act receipt of BOO 30 5 Hr informing NHC of steps taken to 
corr-ect violation A deviation notetf in OA Program Imp Rept 
99900703/30-01 

POTftPOVBiU Region 4, Dallav Vendor Inspection Branch 80/03/27 
IP 



BQQ6240141 Ack receipt of 80052*? Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Repc 
9990037B/BD-01 

POTAPOVBi U Region 4, Dallas, Vendor Inspection Branch QO/06/05 
P 

--B006240146 Respond* to NRC 800429 Itr re deviation noted in QA Prograrr 
Imp Rapt 997Q037B/BO-01 Corrective actions In process of 
documenting procedures in areas of engineering changes t< 
design i-evieu, mat! revlaiu board Si calibr 

SWAN90N, N E Acme-Cleveland Co , Namco Controls DtV BO/O5/39 
IP 



&OQ42400SB Responds to NSC 800339 Itr re violation li deviation noted in 
QA Proaram Imp Rept 97700703/80-01 Corrective actions 
written procedure for compliance U/10CFR21 is being prepared 
h will be Implemented btj 600931 
PROCHAZKA., B R RTE-Dilta Corp BO/09/O5 3pp 

--80Q6B40063 Forwards OA Program Imp Rept 79900703 /BO-Ot on B00219-21 t. 
notice,* of violation fe deviation 

POTAPDVS.U Region 4, Dallas, vendor Inspection Branch 80/03/2B 
St>p 

9006240070 Notice of violation from imp on B00219-21 

* Region 4, Dallai, Office of the Director BQ/03/26 Ip 



8006240153 Forwards QA Program Insp Rept 9990037B/60-01 on 800211-14 t. 
notice of deviation 

POTAPOV9, U Region 4, Dallas, Vandor Inspection Branch 80/04/29 
2pp 

8006240135 Notice of deviation from lnp on 800211-14 

e Region 4, Dallas, Office of the Director BO/04/29 lp 

B006S40172 QA Program Insp Rept 9990037B/80-01 on 800211-14 
Noncomp 1 lance noted failure to compile &. implement written 
procedures in areas where activities afflict quality 
AOE6, J R , HUNNICUTT,D H Region 4, Dallas, Vendor Inspection 
Branch 80/04/39 6pp 



9006240073 Notice of deviation from Imp on 300219-al 

* Region 4i Dallas, Office of the Director SO/03/36 



2pp 



3004240080 OA Program Imp Rept 99900703/80-01 on 800819-21 
NoncoinpllB.net noted practices not consistent U/10CFR21 21, 
10CFR30iApp B, Criterion 3 d QA manual. Revision E 
HUNNICUTT, B H , FOSTER, U e Region 4, Dallat, Vendor Inspection 
Branch 90/03/26 lOpp 

8006240097 Ack receipt of 00313 Itr informing NRC of steps taken to 
correct deviation noted In QA Program Insp Rept 
99900005/HO-01 

POTAFOUajU Region 4, Dallas, Vendor Inspection Branch BO/03/29 
IP 

5006240101 Responds to NRC 800416 Itr re deviation noted In QA Program 
Imp Rtct 99900009/80-01 Corrective action* appropriate QC 
personnel responsible' for Implementation of procedure 
relnstructed as to requirements 
MOORED 8 Mestlnghouie Electric Corp BO/OS/IS 3pp 

8004240103 Forwards QA Program Insp Rept 99900009/80-01 on 800324-28 
& notit* of deviation 

PQTAPDV8, U Region 4, Dallas, Vendor Inspection Branch 80/04/16 
2pp 

8006240109 Notice at deviation from imp on B00324-28 

Region 4, Dallas, Office of the Director 80/04/13 lp 

8006240107 QA Proflran Insp Rept 97900003/80-01 on B00324-2B, 
Noncompliance notd failure to not* operational status on 
OC docmunli 

HHITESELL, D E , MCNEILL.W H Region 4, Dallas, Vendor Inspection 
Branch SO/04/19 6pp 

BQ06S40110 Ack receipt of B00329 Itr informing NRC of steps taken to 
correct deviation notad in QA Program Insp Sept 



PQTAPdVBjU Region 4, Dalla*, Uindor Inspection Branch SO/06/04 
lp. 

8006240114 Responds to NHC 800802 Itr re deviation noted in QA Program 
Imp Repfe 99700403/30-02 Corrective actions new revieu has 
bun made; & rtvlsed rtvioui rept of QA nanual uai Issued 
600906 
BARNARD, J, Otner*! Electric Co 90/09/29 4pp 

6004240H9 Forwards QA Program Imp Rept 97900403/80-02 on 800331-0411 
tc notice at deviation. 

POTAPDVSry Region 4. Dallas, Ventfor Inspection Branch SO/03/02 
Zpp 



-900,6240122 Notice of deviation from Imp on 800331-0411 
Region 4, DalUi, Office of the Director BO/09/01 



3pp 



-B00fc240124 QA Program Imp Rept 79900403/BO-OB on 800331-0411 
WoncampIiaiKi nottdtfallure to evaluate OA manual for 
dkicriptlon on hou suppliers are selected 6 qualified 
COSTE^LO, J R , ANDERSON, D , HALE, C J Region 4, Dallas, vendor 
Inspection flraneh, BO/03/01 27pp 



B0062409B6 Requests addl Info re 01 gani ifltioiial changes discussed in 
800316 Itr Info needed to demonstrate that changes mill not 
result in leu effective QA program 
HAASS, U P Quality Assurance Branch 80/06/09 lp 

8006290097 Ack receipt of 600 319 Itr informing NRC of steps taken to 
correct deviation noted in OA Program Insp Rept 
79900711/00-01 

PQTAPDVS.U Region 4, Dallas, Vendor Inspection Branch BO/06/03 
lp. 

8006290110 Respond* to NRC B00417 Itr re deviation noted In OA Program 
Imp Rept 97900711/80-01 Corractlva actions consultants 
engaged to review program, OA manager imp lamenting checklist 
d procedures for quality activities 
MOORE! P D Lockanbv Co 80/09/19 9pp 

B006230114 Forwards QA Program Insp Rept 9990071 l/BO-01 on B00317-30 
if notice of deviation 

POTAPDVB.U Region 4, Dallas, Vendor Inspection Branch BO/04/17 
2pp 



-B0062B011? Notice of deviation from insp on 800317-20 
* Region 4, Dallas, Office of the Director BO/04/14 



4pp 



--8006230126 QA Program Insp Rept 99700711/60-01 on 800317-20 
Noncompliance noted weld passes not recorded, molding ui/o 
approved procedurerQA manual not submitted for approval & 
mold ulre travel speeds not documented 

WHITE8ELL. D E , HUNTER, V H Region 4, Dallas, Vendor Inspection 
Branch BO/04/14 9pp 

Q0062S0113 Ack receipt of BQ0313 Itr informing NRC of steps taken to 
correct deviation noted lit OA Program Intp Rept 
99900047 /BO-01 
PDTAPOVe.U Region 4, Dallas, Vendor Inspection Branch SO/06/03 



8006230117 Responds to NRC 800401 Itr re deviation noted in QA Profjran 
Insp Rept 79900047/80-01 Corrective actlons-QA manual 
revised, maintaining segregation of electrode* in oveniflux 
natl rovleuied far uetnem or evidence of foreign matl 
MILLER, T D Ueitlnghouie Elctric Corp TDM-SO-051 80/05/13 
Bpp 

-- B0062501B1 Forwards QA Program Insp Rept 97700047 /BO-01 on 800310-14 
ft notice of deviation 

POTAPQvS.U Region 4, Dallas, Vendor Inspection Branch BO/04/01 
2pp. 

9006250123 Notice of deviation from insp on 800310-14, 

* Region 4, Dallas, Office of the Director BO/03/31 3pp 

9006230137 QA Program Insp Kept 9f900047/BQ-Ql on 800310-14 
Noncompllanci noted ueldlng matl not segregated In holding 
oven, absence of QA program requirements & Instructions not 
provided to heat treatment svc vendor 

HUHNICUTT, D H , ELLERSHAW, L C . BARNES, I Region 4, Dallas, Vendor 
Inspection Branch, BO/03/31 16pp 
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B006300143 ftcfc receipt of BOO9O Itr Informlna NRC of steps taken to 
correct deviation noted in OA Program Imp Rept 
f99002B7/aO-Oi 

POTAPOvSpU Region 4, Dallafr Vendor Inspection Branch 80/OA/09 
ID 

BQ063001-1'? Responds to NRC 800314 Itr re deviation noted in Oft Program 
Insp Rept "7 [ J?002a7/SO-01 Corrective actions matl discrepancy 
rept recorded on -shop traveler matl rept written moorting 
unpacfcaging of values u/o proper Die of (hop traveler 
HUCKMER, S P TRW. Inc , THW Million Mfg Co Div BO/03/13 2pp 

--BOQ63Q0193 Forwards OA Program Insp Rept 79700297/aO-Ol on 300323-23 K. 
notice pf deviation 
PQTAPOVS.U Region 4, Dallas, Vendor Inspection Branch BQ/O3/14 



-8004300137 Notice of deviation from imp on B00223-2B 

Region 4, Dallas, Office of the Director BO/03/13 3pp 

-B006300172 QA Program Insp Rept 97900307/80-01 on 900235-28 
Noncomp 1 lance noted matl discrepancy rept number nob 
recorded on shop tra velerr mfl tl discrepancy rept 
diaposl t toned by dC representative 

HUMNICUTT, D H , BARNES,! Region 4. Dallas, Vendor Inspection 
Branch BO/03/13 Bfp 



B006E006-12 Forwards notice of issuance *< flvailabl llty or Reg Qulde 3 7, 
Revision I, far FR pub 1 1 cat i an 

CHILK.B.J Office of the Secretary of the Commission SO/06/O2 
IP 

8006300649 Notice of issuance fr availability of Reg Guide 9 7, Re vi lion 
l,Requists comments 

MlNOStie, H B Office t>f Standards pivel opment, Director SO /OS/28 
2pp 

80u6230t?2 Advises that review of draft Revision 3 to Reg Quite A 4 Is 

complete Agrees that revision it necessary 

KERR.S H Assistant: Director far St*te Agreiim*nts Programs 

80/06/09 lp 

BOO 6240 194 F awards notice of 1 nuance & availab-il i tv of proposed 
Revision 1 to Reg Guide B 13 p "Cri tical i ty Accident: Alarm 
By s " 

CHILK, 8 J Office of the Secretary of the Commission 9O/06/02 
IP 

BO06240I99 Notice of issuance d avi 1 lot i li ti; of proposed Reviiion 1 to 
Rtg guide 9 1?, "CrLtic*HtY Acclifent Alarm Sy " Coirimwnt) 
requesteil on draft reg guide revision J< value/ impact 
statement 

OOLLErt.H H DlvUlon of Biting. Ha'ltk b Safeguards Standards 
80/05/27 2pn 



REOULATQRY GUIDES 



B006030489 Recommends that draft Reg Guide 1 97i Revision 2 be Issued 
after TMI-2 action plan renuiremen ts are settled Ouide 
should include ANB tds 
SHERWDDD.OO (Jeneral Electric Co MFN-106-SO BO/09/30 2pp 

900609004Q Comments or* pro-posed Reg Quide B, 14. Rev i i ion 2 albedo 
neutron sgs usually requires close body contact at all tines 
during useislzabli error can occur If <lose body contact is 
not maintained Reg guld-e falls to support albedo doilmetry 
PEOPLES, D L Commoniueal th Edison Co BO/O9/ 1 3 2pp 

BOOO90067 Comments on proposed: Rs Dulde S AO pliyiical protection for 
matl u*ll deicr Ib ed. Infc re ncuritv for protection plans, 
info on proposed shipments & routes should be provided 
WAITE.R T Affiliation Unknown SO/05/17 lp 

80Q60TO125 Comments on proposed Rg Ouide 9 14,RevlsiDn B clause should 

be written into guide re need for absolute quality oP rem 
ins truflients- 

CDPELAND,H 1. EnergvDevt of 30/09/23 _ 2pp 

BODA120144 Comments on proposed Revision S to Reg Ouide B 14'UnnJi 
should be added 1 to Paragraphs C 1 b fc c to clearly Indicate 
neutron do*lmetrg Is not necessary uihen doses are expected 
to eiceed 110 nnni/qtiartar Calculated estimates better 
HOFFMAN, D p Consumer* Pousr Co SO/OS/2H lp 

BOO&130O01 Rg Guide 1. B4. Rvl s ion 16. "Design t< Fabrication Code Case 
Acceptability. A.3I1E Section IJI-Div 1 
Office of Standards Development, Director BC-/09/31 0pp 

B006130105 Foruards notice of iituance & aval lab i 1 i tu of Reg Guide 
I 94, Revision 16 

CHILK-S. J Office of the aecrfrteri; of the Commission 00/05/15 
lp 

800&I703&1 Comments on praposed Revltion S to Flo-g Guide 1 136 
requirement to Increase embed insp ulll r*>ult in Increased 
costs W/D any justification 
COUNBIL, W Horthilt Utilities BO/01 /OS. 4pp 

QQ06.170B01 Foruardi n-atici of lesuance & availability of Reg Quid* 9 6 
CHIUK, 6 J Office of the Secretary of the Coinmliiion BO/O5/O1 
IP 



B0062403U Notice of Issuance & availability of draft reg guide, 
"Initruc tioni CnucBrning Risk From Occupations I Radiation 
exposur* " 

OOLLER.K R Dlvltton of Siting, Health & Safeguards Standards 
BO/09/SO, Bpp 

B00624O317 "For Coinnient" lnue of draft Rep Guide B XX " Instruc tion 
Concernlno Ktt\ From Occupational Radiation Erposura " Draft 
value/impact stitem*nt end 
Office of Standards Development, Director BQ/03/31 34pp 

8006340599 Notice of ACRS Subtommi ttee an Regulatc-ru Activities 600604 
open meeting In Wjthlng ton- D-C to discust proposed Reg Quid* 
1 23,Rcvislan I & revisions to 1OCFR90 t, 99 

HDYLE, J C Offfct of the Bucretaru of th< Collision BD/OS/Ii 
2pp. 

00O6290337 Comments on proposed Reg Guide B 14 Primary function af 
personnel doslmatrv is not measurement by dose control 
Notes for BO 0423 netlng in Ann ArbonMI end 
* Tennessee Valley Authority BO/04/23 5pp 

BOO .250369 Forwards Ffi notice of Issuance ! avallabliltu of Reg Dulde 
9 14, Revi i ion 1, for publication on earliest possible date 
CHILK, S J Office of the Secretary of the CammJit Ion BO/O3/S2 
IP 

Bfl 062 30373 FR notic* of issuance & availability af fleg Ouide 9 14, 
Ravltlon 1 Comment* being taken 

MINOOUE. n B Office o-f Standard* Dvl opment, Director 60/09/19 
2pp 

8004Z600O9 Forwards notice of istuanca Si availabllltu of Reg Quid* 
4 14,Rvlslon I, 
CHILK, S J Office of the Secretary of the Commission 80/05/09 



B0063OOiaEI Discusses imp.lmentat Ion of revised SUP 3 4 7i providing 
revised cooling ly* requirements & risk assessment ft 
overall plant heat removal capability. 
NOVAK. T [1 .Reactor System Branch 78/06/08 3pp 

8006300201 Dlscu**s propose' Implementation of revised coaling si;s 
requirements ti risk Assessment re overall plant tieat removal 
capability, 

MATTSOM, R. J Division of Byjtemi Safetv STELLD, v Division of 
Operating Reactors 7a/C-l/i*? flpp 



~00'0ai70a07 Notice of issuance, & avallablli t of Reg Ouide 9 A 

MINQGUE, R u Office of Stand-ards Development, Director. BO/O4/29 
2pp 

S006190333 Comments on draft Reg Ouid 1 XX recommends that mfcer uelH 
lie Included In introduction as acceptable si/a for 
deuaterlno. 
CAHNiA L Qechtel Carp, 79/U/2B lp 

8006200104 Forwards comnients on proposed Revision 2 to Rej GuiJe B 14, 
"Personnel Neutron Dosimeters " Until questions re jlbedo 
neutron dosimeters & sys ansuered, such refs should 4ie 
deleted from guide 
PEOPLES, D L. Commonwealth Edi*on Co BO/09/1S, Spp 



RES 



RESEARCH AND TECHNICAL ASSISTANCE REPORTS 



9006020138 "Stress Ahlijsii of Instrumentation Support Btructurei t 
C6V Fuel Module Upper Core Support Structure hod*r " Revision 
li LOFT program 
RLANuFORD, R K EOJtO, Itic UTft 1111-62 SO/ 03/2 3 29pp 

9006020141 "Analysis oP Transient Load Measuring 8<l*i " LOFT program 
UOOD^R.R , KEACHUM, T R EOfeO, Inc LTR LO-S7-30-13 SO/03/17, 
83pp. 
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NONDOCKETED ITEMS 



8Q06O20144 "LDFT Fuel Bundle Structural Response to Hechanieal Loads 
During Subcooled LQCE. " neviilon t 
MARTINEL1..J 8 EQ&O. Inc LTR 1111-&3 BO/0-1/03 UOpp 

BOO60a0104 "Special LOFT Features for Improved Monitoring t Survival 
of LOCA Transients," technical RfcO Interim rept 

OOQDRIGK.L D . LEACH. L P EOS.Q Idaho. Inc LO-S7-BO-130 80/01/O7 
49pp 

BOOAoa01B9 "Matl Control ft Accounting Effectiveness Evaluation 
Development," progress rept for Mar 1930 

PO001Q.A J Laurence Llvrmore Laboratorg FIN A-Q113 MC 
SO-03-03-LR 60/03/19 7pp 

BQQ6020481 "Eiperimental Data Rept fop Heater flod Test Serial B-TC. " 
experimental data 

BARNUM.D J . 80LBRIO, C M . SELCHO, H S EQ&O Idaho, I nc LTR 20-69 
SO/01/09 B9pp 

8006020903 "Beismic Anlif*i of LDFT FP3 TE Cooled End Box, " nllm 
F1WCLE, DP EOfcO Idaho, Inc LO-37-79-129 80X02/33 7pp. 

000A02053? "Electrical, Instruiflintation fc Control Feature! at Proposed 
HPCI li ESAP Modi, " informal rept. 
MAVS.3 E EO&O, Ine EQO-EA-3150 BO/09/31 I3pp 



8006030346 "HRRD Monthly Kept for Mr 1980. " 

YBAfiRONDO.L J E040, Inc VBR-39-aD BO/04/30 



lOOpp 



8006020SS2 "Inventory of Tuo-Phatn Critical Flow Experiment Data Ban, 
orellmlnarg assessment rapt. 
HALL,D EOtO, Inc EOO-CAAP-5HO BO/04/30, pp 



S00617070B "Characterization of Radlonuclide Contamination Throughout 
LHR POUBT Statloni. " Informal monthly progress reptiSOOtll 
ROBERTSON, D E Battslle Memorial Institute, Pacific NorthuiHit 
Laboratorg FIN fl-2299 BO/04/11 lipp 

B006170716 "Impact of Decontamination on LHR Raduiaate Treatment Ggs b 
Decontamination ai Precursor to DBCommisilonlng, " informal 
monthly progress rtpt for Apr 19BO 

PERRIOO.L D Battelle Memorial Institute, Pacific Northwest 
Laboratory FIN D-2303 00/03/19 3pp 

8004170721 "DHR Blould ouin/Emergency Control Ctr Program Progress." 
raonthlg Itr for Apv 19BO 
BURNETTE,O W Oenoral Electric Co NRC-04-76-213 00/09/12 13pp 

B00616002i "Data Comparison of FLECKT-SEASET Bolloff Test 35537, Using 
RELAP4/MOD7. " comparison rept 

OODEN, D M E0(.0 Id-ahoj Inc FIN A-iO37 EGO-CAAP-3132 BO/O3/31 
SDpp 

B00616003B "Reactivl tij Initiated Accident Test Series, Teat RIA 1-4." 
quick look rapt 

MARTINSON, A R , EL-GENK. M. 8 . FUKUDA,B K E0!<0 Idaho. Inc PIN 
A-4041 EOO-TFDP-5146 BO/O3/31 33pp 

BOOfilB0097 "Ouck Look Rept for SemUeale Mod-3 Small Break Teats 
S-8B-P1,S-SB-P2 h S-SB-P7. " 

DINOMAN, S E , FAUBLE, T J , HEWITT, J R EQLO Idaho, Inc FIN A-403S 
EOO-BEMI-5137 BO/04/30 4&pp 

S004 160261 "Rept on Ntu BUR Feeduatir KOJ lie/Sparger Design bij GE. " 
Informal rept 

BUBUDHI.M . REICH, tt Brookhaven National Laboratory FIN A-312E 
BNL-NUREO-26299 79/ia/al 23pp 



BOOiOB0361 "Experimental Data Rept for Transient Flow Callbr Facilitg 
Ttftl IA101,IA10a fc IA1O3 " 
MARTINELL.J 8 EOiO. Ine LO-OO-B 114. BO/03/ 10 



8006030360 "Feisibllitv Transient Test of Correlation Type Transit Time 
Flouneter in LTBF Blotudoun Facility," experimental data 
BAKER,/! 01.0, Inc LTR-I41-11B. 80/02/36 91PP 

ao06IS0193 Offers no comments an Jin, 1980 monthly progress ript for NRC 
contract FIN B-0279 

8CARAND, R,A Uranium Recovery Licensing Branch FIM B-OK79. 
BO/03/24 ip 

8006120247 "BUR Ref 1 1 1-Ref 1 ood Program Progress. " monthlg Itr far Apr 
1990 
BURNETTE. H, General Electric Co NRC-04-7fl-lBA SQ/04/3O 4lp 

B006130360 "Phgslcal Protection of Nut liar Facilities," informal 
progress rept for Mar 19SO. 
CHAPMAN,!- D Sandla LaboraSor lee FIN A-106O 80-/O9/13 9pp 

9006130383 "Environ Asse*inint> of Fuel Cycle Facilities," ninthly 
progress rept for Apr 19BO 

IITTEL,H E Oak Ridge National Laboratory, FIM B-0279 
QRNL/ED/EIB-1SB, SO/O4/30, 6pp 



B00il3u390 "Non*itrui:tlv Examination Evaluation Support, 
progress rtpt for Anr 19BO 

aniTH-J, H Dili Rids* NBtlanal Laboratory PIN G-0333 
80/03/09 3pp 



"monfchlg 



a006t303?3 "LHR In~Plant Heasuriment Program Reptr 
progrtss rept for Apr 1980 

HANDLER, J M EOfcO, Inc. FIN A-6075, 89/05/19 



informal monthly 
Bpp 



BOO&160174 "Program for Standardised Anlijii at Fuel Shipping 
Containers," quarterly rept for B001O1-0331. 

UHITES1DE8,O.E r ME8TFALL, R. M Oak Ridga National Laboratorv- TIN 
B-017S, OHHL/CSD/INF-flO' SO/OS/01 Bpp 

8006170330 "Phgsieal Protection D* Nuclear F*elll*ie," monthly 
progress rept for Apr 1980 
CHAPMAN,L.D SandU Laboratories FIN A-106Q. SO/OA/02 Bpp 



B0061B0267 "Bafeouards for proliferation Raitant Fuel Cycle*," 
informal monthly Itr repts for Nov 1979 through Apr 1980 
CALDMELL, J J Brookhaven National Laboratory FIN A-3231 
BO/06/04 16pp 

8006180306 "Test Prediction for Bimlicale Mod-3 Small Break Tests 
8-8B-P3 t S-SB-P4 " 
FIMEMAN-C.P. EOt.0 Idaho, Inc. FIN A-i03B EOQ-SEMI-S139 00/04/3O 



80061BOS40 "FLECHT BEASETi " monthly status rept for Apr I960 

MAaaiE,H M Westfnghouse EUetrlc Corp. NRC-04-77-1H7 aO/04/30 
9pp 

B006190043 "Environ Statements Project," monthlg progress rept for 
Apr 19SO 

ZITTEL.H E Oak Ridge National Laboratorg FIN B-OQQ1 
QRNL/ED/eiS-lH 1 ? SO/C-4/30, 3pp 

aOOi!900iO "Forecasting Electricity Demand bg State b by Util Svc 
Are-a." progress rept for Apr 1980 

CHERNrU B. Dak Ridge National Laboratory FIN fl -01 90-0 
DRNL/ED/EAB-BO/ aO/OS/ii Spp 

BOO&190070 "Effect Of Disperted Condensed Phase on Raylelgh-Taglor 
Inttabllltg of Gas-Liq,uld Interface, " Informal rept 
HO9ZVN8KI. J R . OIN8BERO, T Brookhavsn National Laboratory FIN 
A-3024, BNU-HUHEO-27SS1 SO/03/31 41 pp 

8006190079 "Annual Rept on TfiAC Independent Assessment at BNL, " 
informal Tpt 

8AHA.P . ROHAT01.U 8. . NEVMOTIN.L Brookheven National Laboratory 
FIM A-30S4 BNL-NUREO-a7380 BO/01 /31 40pp 

80041?OtB3 "Code Development Si Analysis Program Parametric Btudi] on 
Cladding Surface Reuet, " technical rept 

TBAI.C, EOfcO Idaho, Inc FIN A-6S7B. EOG-CDAP-5149 SO/04/3Q 
30pp 

8004200014 Paper entitled, "Correlation of Local Heat Flui from 
Inclined Vol-Heated Pool* In Bubbly Flow," to be presented 
at 19th N*tl Heat Transfer Conference 

OREENE.O A > ABUAF. N , JONES, W C BrooVhaven National Laboratory 
HHL-NVREO-27361 80/O6/1B 9pp 



B00fil70703 "Experimental Evalwation of Ventilation By* Components 
During Large Pressure Puleusi " Informal monthly progress 
rept for Apr 1160 

CREOORY.W S Los Alamo* Sciintlfic Laboratorg. FIN A-7028 
80/03/20. 3pp. 



"Application of Internal Friction Nondestructive Evaluation 
Technique tor Detecting Incipient Cracking of Bgpass Li net 
(t Plpei In BWR Piping 8y," progress rept for BOO 4 2B -0523 
YEAOERiL L Daedalean Assoeiata*, Inc NRC-04-78-242 30/06/04 
13pp 



NONDOCKETED ITEMS 



B00620001B "Bioclde Byproducts In Aquatic Environs." quarterly rapt for 
Jan-Mar 1980 

BEAN.R M Hattelle Memorial Institute. Pacific Nor t hunt Laboratory 
BO/03/31 3pp 

8006300021 "Safeguards Analysis for Byproduct Matls li Smal 1 Quantities 
of BNMi " monthly progress rapt for Apr 

CHESTER, R O , KANAK.K K , RANDOLPH. M L Dak Rldg National 
Laboratory FIN B-6IOS QRWL/HASRD-79 SO/03/15 6PP 

SO 06800022 "Advanced Reactor Bafetg Analgiis Technical Assistance, 
Reactor Projects." monthly highlights for Apr 

BARI.R A Bronkheven National Laboratory FIN A-300Q BO/OS/O"? 
4pp 

B 00620002 3 "Assessment of Radiation Dosas Resulting from Releases of 
Rn-222 tt Ra-H36 from U Mining & Hilling Activities," 
monthlu progress rpt for Apr 

TRAVIS, C C , MCDOWELL-HOVER, WATSON. A P Oat Ridge National 
Laboratory FIN Q-02B1 ORNL/HA9RD-BO SO/OS/ 15 4pp 

0006200029 "Thermal Hydraulic LHFBR Safetg Eiperiments. " Apr monthly 
highlight Itr 

OINBBERO, T Broofchaven National Laboratorg FIN A-30H4 80/04/30 
4pp. 

B 00620 002 6 "HTOR Safitg Programi " monthly highlight* Itr far Apr 
BA8TRE, C Brookhavetl National Laboratory FIN A-301& BO/09/Q9 
Spp 

BOQ6200027 "Evaluation of LWR Residual Heat Rtmoval Under Accident 
Conditions, Technical Assistance. Reactor Project*," monthlg 
highlight* for Apr, 

BARI.H A Brookhaven Nation*! Laboratory FIN A-3313 BO/09/09 
7pp 

0004200031 "RAMQNA Co<ft Mod t, Evaluation." "IRT i RETRAN Code Mod & 
Evaluation" tt "Simulator Modal Evaluation," Apr monthly 
highlight Itr. 

LEVINE.M II Brookhavan National Laboratorg FIN A-3014 BQ/Q4/30 
7pp 



8006340013 "LCCA, Test Series - T*t TC-1," last results rapt 

YACKLE. T fi . WATERMAN. II E . MACDONALD. P E E08.Q. Inc FIN A-6041 
EOQ-TFBP-90&B BQ/09/3I HBpp 

B0062AQ020 "Scaling Criteria t, A**esiment at Semlscale tfoo*-3 Scaling 
for Small Break: Lost- of Coolant Transients " 

LARSON. T K , ANDERSON, J L , BHIMECK. D J EO&fi, Inc FIN A -603 9 
EQG-SEMI-912K BO/09/12 ISBpp 

8004260023 "Inventory at High Level Nuclear Uaite In US Oovt High 
Level Maite, Eilstlng Commareial High Laval Haste, Eittt inj 
Commarcial Spent Futl & Projections of Commercial Spent 
Fuel 

MAJUMDAR.D . IMDUSI,J P Brootfiaven National Laboratorg FIN 
A-315B, 0NL-NUREQ-27B17 SO/04/3O 197pp 

Q00626003t "Fuel Cod* Aim*mont Data Sampla Rept " 

CHAMBERS, Fl . HAMPTON. N L. , LAATS, E. T EOS.O- Inc FIN A-6Ofl6 
EOQ-CAAP-9114 80/02/39 40pp 

8006260033 "Data Comparison of FLECHT-aEASET Re flood T*it 31904 Uiing 
RELAP4/MQD6 I- RCLAP4/MDD7 
OODEN. D M EOSiO, Inc FIN A- 603? EOG-CAAP-31&2, SO/O3/31, 43pp 



S0062oOQ37 "Quick-Look Rept an LOFT Nuclnjtr Eperimnt L6-S " 
REEDER.D L EOiO, Inc FIN A-60<a. EGO-LOFT- SI 63. HO/Oi/30, 
33pp. 

8006260037 "Te*t Prediction for Semlttale Hod-3 Teit B-SB-4 - Small 
Bnak Tut B>ris " 

STEINER. J L . SNIDER,I> M E0(.0, Int FIN A-603B EOB-SEMI-3047 
79/10/31 62pp 

3006260042 "Beml*caU Small Br.at Orifice C.llbr Tti. " 

COZIUOL,JM. BLAKELEV.J E. EO&fr, Ine FIH A-AOSa EOO-SEMI-9090 
BO/01/31 a-?fp 

800626004A "Cor* Roflood Dijnaffllcf CodE - FL0004. " IntBrlw rept, 
SHUHWAY.R U EOtff, Inc FIN A-603B. E00~&EM[-9O33 79/10/31 
i7pp 



8006200041 "IFA-43O Fisilon Product Meaiurvmtnt 9gs Dtscription t 
Scoping Tett Results, Thermal Fuels Behavior Program. " 
prt limlnarg rept 

APPELHANS, A D , DAOBJARTSaoN, 8 E0(.0, Inc FIN A-6014 
EOO/TFBP-3026 79/18/31. 43pp 

B006230096 "Dlv of Reactor Safety Research - ORNL ProjramSi " Apr 19SO 
monthly higMighti 
MYNMT. F, R Dak flldga National Laboratorg BO/03/10. 34pP 

B006230201 Papir entitled, "Analgsls of Passive Ex-UeuH Cor* 
Retintlon Dtvlca During Po*tulated Core Kelt Event " 
PRATT, H T . OABSER.R D Brookhaven National Labaratorg 
BNL-NUREO-27394 80/06/iS Bpp, 

80062 S 03 3 B "Bandla Core Kelt S< Separate Effect* Program Progress, " 
monthly Itr for M*v l' B ' J 
HERMAN, M Sandla Laboratories eo/06,/02 1SPP 

Q006290343 "Integration of Nondestructive Eiaminatlon. fc Fracture 
Mechanlcii " monthlg rpt for Apr I960 

BECKEft.F L Batttli* Memorial Institute- Pacific Northwest 
Laboratorg FIN B-22S9 SO/09/S7 19pp. 

6006230343 "Evaluation of Docket Files of Trmintid Lltenie. " monthly 
progrei rept for Apr (9SO 

HOLQMAY.C.F . DICKERBON, H W Oak Ridgt National Labaratorg, FIN 
A-90BB-7 DRNL/HA9RD-77 BO/O4/30 14pp. 

8006250349 "Impact of Decontamination on >-UR Raduatte 8gs b 
Dacontamlnatlon ai Prtcunor to Decanntiiionlng, " informal 
month Ig progress rept for Mag 1930 

PERRIOD.L D Qattelle Memorial Int I tut*, Pacific Norttiuiast 
Laboratory FIN B-H303 SO/OA/03 3jip 

000iHS0332 "Lona Level Activation Products in Ractor Matlt. " informal 
montfilg progress rpt For Apr 19BO 

EVANS.J C Qattille Mnmori*! Inftltut*. Pacific Northymt 
Laboratory FIN B-SSfd BO/05/03 4pp. 

0006290368 RIL-090 

Reiearch Info Ltr 90 ubmits results of first Ofc Of Nudaar 

Rtgulatorg Research sponsored Indapendnnt atsesiment of LOG A 

eodeiRELAP-4/MOD6 

BUDNITZ.R.J Office of NucUar Rgul*tory ResearcSj Director 

80/03/2B 23pp 



B0062604S3 "BUR Raflll - Roflnod Proaraffi. " t*nth monthly rept Mag IfSO 
DURNETTE.OW General Elgctrlc Co HRC-04-79-184 SO/03/31 19pp. 

8006270079 "Monltorlnff for CompliBnce u/Dacofninl ttloning Criteria." 
taik progress rapt. 

DICKfiOH-H H , LANTZ.P.M . HDLOWAY. C F Oak RUgm National 
Laboratory FIN A-909S-7 OnWL/HASRD-7a SO/OS/31 77pp 

B00630D171 "TRAC Accvsiment Si Model Development, " monthly highlights 
for Apr 19BO 
BAHAjP Brookhavin National Laboratory FIN A-3219 60/04/30 



B0063001B3 "Analysis of HypothRtlcal Accldnt* Resulting In Core 
Meltdouinr" progress rapt for May 198O 

DENNIMO.RB. CYaULSRIS.P . DAYHUTT, F- Balte 1 U ManorU 1 Institute. 
Columbui LAi>or4tori4s FIN A-40&7 80/06/13 9pp 

0006300139 "Steam Generator Tube Rupture Iodine Traniport Hichaniimsi " 
progreci r*pt for Mag t*?BO 

DENNIN9,R S. Dattell* rl*fliorlal Institute, Columbia Laboratories. 
NRC-04-76-293 80/04/13. ^pp 



8006300204 "Nuclear Pouir Plant DuljTi Con,cpts Far Sabotage 
Pro t act ion, " Informal progi-en pept. act-'&c 1979. 
ER1CSOM, D H Bandla Laboratori ** FIN A -12 JO BO/O1/2S 



14p P 



BO0630O211 "Hue 1 oar Pouir Plant Design Concipts for 8 bo tag t 
Pro tact ion. " informal progress rwptj Jan-Mar 19BO 
ERICSOM. B K Sandla Laboratories. FIN A-1S10 SO/ 06/02 7pp 

8006300219 "LWR Ttiirmal Hydraulic Development Program." monthlg 
highlights for Apr 19BO 

ABUAFiN, Brookhavan National Laboratory. FIN A-3043 SO/04/30 
4pp 

B006300B1S "Huclaar Pouer Plant Oislgn Concipti far Sabotage 
Protection." informal progros rept. Jul-Bept 1979 
ERICSON.DM Sandla Laboratories. FIN A-12IO 79/1O/23 lOpp 

BOO&30O234 "Stress Corrosion Cracking of PUR Steam Generator Tubing. "' 
monthly highlights For Apr 1980. 

BULLtBCKECKi T , VAN RODYEN, D Braofchavan National Laboratory FIN 
A-320B BD/OS/18 7pp 
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NONDOCKETED ITEMS 



800&30029B "Stds t> Buldelino* Pertinent to Development of 
Decommissioning Criteria far Bites Contaminated U/ 
fladloactive Matl " 

DICKSON.H U Oak Ridge national laboratory KCRNL/OEPA-4 UC-7 
73/08/31 56pp 

8006300301 "Evaluation at PBF LOFT Lead Rod Test Result! Concerning 
Surface Thermocouple Perturbation Effect*. " Internal 
technical rept 
CAREDNEAU, M L . TOLMAN. E L EO&Q Idaho, Inc FIN A-ftC-IB 

LQ-oo-79-ioa ao/oa/ae 



6006060215 Transcript ot B0051S public meeting in Bethesdai MD re 
withholding of NHC spent fuel .'otite info from public 
disclosure pp 1-34 
# Commission. ' BO/03/1S 35pp 

B 00 609 042 9 Notification at contract execution "Study of US Nuclear 
Hfalth t, Bafetg Info Dl sierainatl on ta Foreign Countries, " 
uard*d to Franklin Intt 

HEDROW.L A H Adminiitrativa Contracts Branch FIN B-1648 
MRC-OQ-BO-33B 80/05/SS lp 



8Q0630045S "US Std Problem 1O Preliminary Repfc, " comparison rept 
DOQBEiC A . LACHANCE, J L EQ6G Idaho. Inc FtM A-6O4BP 
EEO-CAAP-3134 80/04/30 73f p 

6QQA3QQSOQ "Ho-ni taring For Compliance U/Decomrni i ioning Criteria." 
tasfc progress rept 

DICKSONiH U . LftNTZ.P M , HOLOWAV. C F Oak Ridge National 
Laboratorq FIN A-'JOSS-? GRNUHABRD-78 BO/03/31 7pp 

8004300599 "Nolle Diagnostics for Safety Assessment i Cant i nugus On-Llne 
fteactor Survelllente Byi, " fqrelgn travel rept 
aWEENEY.F J Oak Rtdge National Laboratory, FIN B-Om 
ORNL/FTR-B43 00/03/27 ISpp 



REVIEW <JRP NHC RESEARCH REVIEW GROUPS 



8006500372 Forwards "Pot~Tst Analysis of LOFT Loss-of Coolant 
Eipirimtnt L2-3 " 
KAUFMAN. N C EQfcO Idaho, Inc BO/03/26 3pn 



PDEITION PAPERS flEFOSE THE COMMISSION 



8000090432 Contract "Study of US Nuclear Health & Safety Info 
Dl*f cmlnation to Toroign Countries, " auiarded to Franklin 
In*t RFP RB-QIP-aO-33B end 

HATT1A.H J Administrative Contracts Branch FIN 0-1619 
MtC-OS-eQ-333 90/05/2B 56pp 

8006090456 BECY-7H-369 

Req.ue)t5 Commission vleuia on results of studies b 

recomirndat ions n health & safety considerations in NRC 

reactor Licensing & nuclosr aislstance programs Recommends 

Commission approve encl analysis, 

8HEA,J R, Offlc of IntBrnationjil Programs, Director 78/07/03 



H00i090437 "NRC Btff Analysis of Health b Safety Considerations in 
Reactor Eiports tt Assistance Programs " 
Commission 78/06/28 33pp 

S0061S005? Weekly info rept for uk ending 600533 

REHM.T A Office of thB Siecutiva Direttov for Operations 
80/03/39 33pp 

3006120163 Rgcponds to FOIA request for 8ECY-70-137 Document H 
vailabl* In DC PDR, 
FELTQN,J tt Dlvltlon of Rules and Records NRC 60/06/03 lp 



9006030331 SECY-70-03SA 

Submits inalgsis of netd for furthtr protection of 
Catigorg II 1 III ntatl In transit. Daconminds approval of 
Alternative 2 re amtnd at current NRC regulation!. NRC -should 
prepare alternative for publication In FH 

DIRCKS.U J. Office- of Nuclear Hottrt*! Safety it Safeauards 
79/10/83 SBpp 

B0060205S3 6ECY-78-14S 

Reicamm*nds Commission approval of PR publication of public 
comment mnd to 1OCFR73 re physical protection of Category 
II tt III mtl Tibl categorl i ing nuclear matt nncl 
BHITH, C V Offiet of NucUar Material Safety & Safegirardt 
7B/03/09, 14pp 

-B0040a0330 Diseussss SECY-?7"7<?B- HRC i. Intl phvlcal protection ttos 
Commission ipprovas general NRC approach Si recommends 
dtv*lopihnt of appropriate rules Matl related to BECY-7B-142 
end 

CHILKrS J Of Met of th Secret*Tg of the Commitilon 
BBpp 



B00613O167 FOIA request for 8ECY-7H-137 

JQHNSCJHiC Tsxas Public Interest Research Oroup 



B006 120360 BECY-aO-S38 

Foruiarils Eiecutlve Branch view* on proposed eportB of fuel 

!" camponenti to India Ik recommends preparation of order ! 

cover Itr to President noting that applicable export 

criteria have not bern met 

BHEArJ R Office of International Programs, Director QQ/05/O9 



BOO&120361 Application by Edloui Intl Co to export 487 3 kg U-23S, tn 
India Oovt of India 780911 Itr to DOE end, 
Edloui International Co 7B/09/30 3pp, 



Confirms S00111 telcoti re expedited issuance of license 
iport traversing in-cora probe to India No spare probes 
available for scheduled replacement at Tarapur Atomic 
Pouer Station* Unit 1 
HIUSON-0 D General Electric Co BO/01/11 lp 



BOOA03011B BECY-77-2B3A 

Reeommsndi Commission approval of PR publication of public 
comment amend* to I-OCFK73 to provide ttrtngthened phgiical 
protection against radiological sabotage b theft of 
strategic BUM Proposed rulerriraft prets release fc EIA tncl. 
SMITH, C,V Office of Nuclear Material Safety I. Bafoguards 
MINQOUEiR B Office of Standards Dev*l opment, Director 77/06/17. 



8006120407 Transcript Of BOOS28 afternoon Affirmation Beaaion BO-23 re 
eECV-A-BO-7-* In Wahlngton. DC Pp 1-3 
* Commission BO/05/2B 3pp 

B0061204HE Transcript of B00315 briefing in Bathetda.MD re upgrade of 
operations ctr Pp 1-73 Morning session 
Commitsion- BO/O3/1S 73op 



B006030130 Camments on 770601 paptr re amend* to 10CFH73 to provide, 
itrcngthened phgiicil protection egainit rfldiologlc*! 
sabotage tt thift of strategic BNM Neither EIA nor statement 
of considerations Is fullij txplanatory 
BTRAUBBiF L Office of th* Otniral Couniel 77/Q&/Q7 Spj) 

9006040834 Forwtrds end uie statement for flA Co 770211 application for 
license, tn viport research reactor fuels to Iran 

MQURY.U R o*neral Atomic Co (tubs of Gulf Oil Co ) 77/03/08 
Sff 

B00604025B Foruardi Form NftC-7. Juit If ication Analysis, in support of 
770211 application for license to xpoft fuel alements to 
Inn Intertton ai neu fuel will permit continued operation 
of reactor for reteirch purpose*. 

MOHRY.H R Oinral Atonic Co duht. of Gulf CHI Co I 77/08/11. 
13PP 

-BQOA0402M Application bv OA Co for license to export 24 4 kg U-23S, 
contained In 24 kg U. to Iran NRC draft Itr to QA Co end 
HOWRY. M R general Atomic Co Itubi of ulf nil Co ) IEL-933 



HOURY.M R OenerafAtomte Co (tubs 
7S/07/1B 2pp 



B0061H0425 8ECY-BO-233 

Recommends issuance of license bo Reuter Btukes, Ini to 

export tuo lonliatlon chambers to Veneiuela, License request 

foruiirded for Commission revleui because proposed export is 

destined for country w/o previous authorization 

8HEA.J R Office of International Prooram*. Director 00/03/07 

Hop. 

800A120430 Submits Executive Branch views re application by Renter 
BtoheSi tnc for license to *iport tuo lonltation chambers to 
Veneiuela, Recommends that llcanso be issued 

NOSENZOr U, V State, Deot ofi Bureau of Oceans t> Internatl Environ 
b Bclantlflc Affairs SO/O4/16. 3pp 

900^120468 9ECV-BO-23QB 

Recommends that Commission conool idate Applications 

XCOM-0376. XCDM-03B1 i XCOH-0373 u)/pp 1 icatlons listed In 

BECY-BO-238' f or revleul purpose* Also recommends that 

Commission note receipt of OE reituBst to a "iend XCOM-0240 

BHEftr J, fi, Office of International Programs, Director BO/03/15 

3pp 
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-8006120473 Submit! Executive Branch views re application by Byron 
Jack ion Pump Div for Heart" to export component* & parts 
to India Recommends that license be Issued 

NOSENZO, L V State, Dept of. Bureau of Oceans b Intarnatl Environ 
t Scientific Affairs BO/05/13 2pp 



8006190130 Act receipt of 000109 Itr re ACR8 participation in 
rulamaking re storage & disposal of raduaste Ftiqunti 6O-day 
comment period 

PLESBET.H B ACR8 - Advisory Committee on Reactor Bafeeuards 
BO/01/15 Ip 



8006130477 Submits Executive Branch vieul* re application by Carpenter 
Technology Corp for llcaniff to eiport 160 Zircaloy-4 
channel* to India Recommends that licenie be issued 
NOSENZQ, L V State, Dept of. Bureau of Ocean* t> Internatl Environ 
S> Scientific Affain BO/09/13 2pp 

0006120492 Submits Executive Branch viiui re application by Pacific 
Pump*, Inc for license to eiport parts t components to India 
Recommends that llcenie be issued 

N08ENZD.L V State, Dept of. Bureau of Ocean* ti Internatl Environ 
& Scientific Affair* BO/OS/13 3pp 

8006 1204 BE Respond* to question re safety significance of pending 
export of Tarapur components If licHniing action on pending 
application* continues to be withheld, impact uould be more 
adverte than any single export treated In Isolation 
SHEAi J R Office of International Programs, Director BO/OS/OB 
3pp 

8006140207 SECY-SO-263 

Request* review of end Weitlnghouie application! for 

license to export tiua power reactors to Taiwan 

BHEA, J R Office of International Program*, Director BO/03/22 



B006190133 Proposes ACR8 enter proceeding re storage & disposal of 
raduaite is commenter & adviser after statements b cross- 
statement* filed by parties 
AHEARNE.JF Commission 00/01/09 Ip 

9006300343 Transcript of BO 0323 open Affirmation Beis'on 80-24 in 
Wa*hington. DC re 8ECY-A-BO-4A S. SECY-80-20S Pp 1-3 

* Commission BO/ 03/23 4pp 

--B00620034B SECV-80-202 

Dlscussei rale of NRC in uasta confldinci proceeding 
Recommends Issuance of proposed memorandum it order Draft 
memorandum (, order encl 
BICKUIT.L Office of the General Counsel pn/04/24 4pp 

80062300B9 Respond* to FOIA request for SECY-75-429 Foruards document 
W/o encl 
FELTON, J H Division of Rule* and Record* BO/06/1* ID 

B00623002S Transcript of 800612 discussion It vote on affirmation item 
In Washington. DC Pp 1-15 Drift orders & separate view* of 
Commissioner Bradford encl 

* Comml * 1 1 on 80/06/12 3Spp 



8006170B07 Transcript of 800516 discusilon of EECY-BO-E30 In 
Haihington. DC Pp 1-30 Morning session 
* Commission 80/03/16 Slpp ' 

8006180117 SECY-80-219 

Suggest* procedure* tar increased Commission Involvement in 
major decision* of Ofc of Nuclear Reactor Regulation, Ofc of 
Nuclear Hatl Safety & Safeguard* b IE Recommends meeting to 
discuss options et forth In paper 
BICKWIT.L Office of the General Counsel 00/04/2? 9pp 

BOOilB0123 DUcuise* 791236 riquett by Chairman Ahearne for vieus on 
Incriaied Commlision Involvement in significant regulatory 
actions Proposal might lead to Increased opportunist* to 
run afoul of teparation of function restriction* 
BHAPAR.H K Office of the Enecutlve Legal Director 00/01/10 



8006180131 Discusses 791226 memo from Chairman Ahearne re direct 

Commission Involvement in licensing decisions Commission can 
participate to greater degree In dec is lonmak Ing, Max benefit 
would arise If Commitilon participate* In hearing proce** 
DIRCKB.U J. Office of Nuclear Material Sifety ft Safeguard* 
BO/oa/21 IBpp 

8006180142 Transcript of 800919 discussion of 8ECY-80-219 re Commission 

review procedure* in Bethetda.MD Pp 1-48 Afternoon *e*flon 
Commission. 80/09/19 49pp 

8006180125 Transcript of 800330 Affirmation Session 00-06 In 
Washington, DC Pp 1-2 
* Commission BO/05/30 3pp 



--B006250030 SECY-BO-271A 

Foruard* draft revision to TMI action plan itatiment of 

policy reflecting change* made a* result of B006D6 

Commission meetlngimods to language Si minor editorial 

changes 

B1CKM1T.L Office of the General Counsel, BO/06/11 llpp 

8006300935 Addl relponse to FOIA request for rule banning environ 
impact rept analysis of possible risk* In event of major 
accident* at nuclear reactors Forwards documents listed in 
App A 
FELTON- J M Dlvtilon of Rules and Records 80/06/17 2pp 

8006300546 Staff requirement memo re 800416 open meeting in Washington, 
DC to discus* SECY-80-i31i "Accident Consideration* Under 
NEPA " Commission requested that personnel consider method* 
of screening plants in early conit stage 

CHILK.S J Office of the Secretary of the Commission BO/O4/24 
Ip. 

80 063 00 57 S 8ECV-00-214 

Request! Commission approval to publlih advanced notlci "* 
proposed rulemaklng an Tech Bpeci Heu Tech Spec* *y*i 
Congressional Itr t preliminary value-Impact statement trnc 1 
DENTON, H R Office of Nuclear Reactor Regulation, Director, 
80/04/28 35pp 



STATE PROO STATE PROGRAMS 



8006080003 Discusies personal evaluation of U mill training course 
GORDON. C Office of State Programs, Director 80/03/13 Spp 



~BOOilB0132 SECY-BO-182E 

Recommend* approval of encl revised draft order Encl PA 
Bradford separate statement to be appended to order 
BICKWIT, L Office of the General Counsel 80/09/29 9pp 

B00618013a Respond* to 800324 Itr to J Ahearne r* problem* of 
evacuating large population* in short period of time, Program 
of upgrading emergency planning is being carried out by NRC 
team* who visit each *ite of operating nuclear plant 
DENTON.H R Office of Nuclear Reactor Regulation Director 
80/04/29 2pp, 

8006180149 Elaborate* on concern* expre**od In 8O0102 Itr re need for 
practical evacuation plan* around nuclear power *ltet 
Problem* of evacuating large populations i* *hort time have 
been underestimated Requests open hearings on issue* 
WOLF, B Affiliation Unknown BO/03/E4 Spp 

8006190127 6ECY-BO-167 

Recommends approval of outline of ACRB participation in 
rulemafting Participation broken doun Into initiation of 
rulemaklngi rule dovelopmenti rulefnaklng hearings & effect of 
delegation of rulemaklng powers to Ofc of Stds Development 
BICKWIT, L, Offic-e of the General Count*! SO/03/31 4pp 



8006020006 Forwards "Preliminary Study on Disposal of Lou Level 
Raduaste Generated in IL " 
KEFIR, 14 Office of State Programs, Director 80/05/14 Ip. 

GO 06020 00 9 "Preliminary Study on Disposal of Lou Level Raduaite 
Generated in IL, " 
* IllinoU, State of 00/O4/14 41pp 

8006020012 Notification of B007SO-E3 meeting in Seattle, UA to discus* 
continuing ed credit limit on technical meeting* 
LUBENAU, JO Office of State Programs, Director, BO/05/14 Ip 

8006020026 Forwards economic data re generation of electric power, 
requested by State of NC Public Utlls Commission 000428 Itr. 
RYAN, R Office of State Programs, Director BO/09/16, Spp 

6004020224 Forwards draft matl for review prior to B00603-04 
meeting u/DOT Matl provides uniform guidance concerning 
emergency response programs for handling transportation 
accidents Involving radioactive matls 
MCCARTHY, E Office of State Program*, Director BO/05/21 6pp 



8006020225 TTC-0123 

"Contribution to Emergency Response Planning Guidance 

Document," draft for comment 

MCCLURE, J D Sandia Laboratories, BO/03/16 47pp 
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9006030143 Rat pond* to S0042B Itr to Senator N*lton re tailing at 
United Nuclsar Church Rock Facility U mill operation* 
In MM art llcenied by Stata ot NM 
KERR.O H, Office of State Program*, Director 80/09/1-4 Ip 

80060302.18 Respond t to NRC B00322 Itr re revleu or program during Jan 
1980 Bin on air transportation ha* been Included on SNH 
license* authoriilngj Pu-Ba sealed source* 
BABH.P D Kentuctg. Bttn of 80/04/19 4pp 

H006040138 Forward* (event documents In response to 900411 Itr -Prom 
City of PortlandiOR r* iafa gt of hazardous matli W/o 
document* 
RYAN.R Office of State Programs, Director. SO/OS/li, Ip 

BQOA040160 Rnuetti info re NRC repon.lb 1 1 1 ties. authorities t program! 

for lift mgt of haiardoui metis Cltg of Portland. OR ii 
preparing emergency rispanie & other preventive plan* to 
Insure public protection from haiardou* matl-i accident! 
ROB ISDN, R U Oregon, Btate of BO/O4/H Spy 

0006030419 Requist* confirmation of ttlix advising of escalation of 
coiti associated u/rad-lolOB lc*l amargencg reiporun 
operations courin 
KERR.OH Offiei of State Programs, Director. 8O/Q4/Q7. Ip. 

B0040E0502 Rmuetli add! funding to cover asc-alatlng costs associated 

M/rad,iologlcal (ntrgincy reponme operation* court**. 

B1LP1H.J Federal Emergency Management Agency 80/04/04 Ip. 

8006090931 Advlies that HB Menem- ha* been appointed regional state 
liaison officer for Region 3 Retponiltil Htiet Include 
coordination of communications between NRC & tfcati & local 
govt* in rigulatlon of licensed nuclear ntl t, fjicllitiet 
KEPPLER-J Ci Region 3, Chlcagoi Office of the Director 60/05/22 
3ff 

6006090330 Notification of Tail Force an Emergency P tanning for 
Traniportatlon Aecldtnti Involving Radioactive M*tli 
&00603-0* muting to work draft lectloiti Into flrit guidance 
document, 
MCCARTHViE, Offictf of Btati Program. Director. BO/05/1S Spp 



0006090013 Foruartt updated Hit of NRC rtildint iittpectori to 
vtati llalion officer* of Agreinanb & Nona-gratnient Statet, 
HEISSBERO-S Office of State Programs Director. SD/O9/B1 



7pp. 



BOO&090430 Confirmi alieunion following NRC rvvleui of itate radiation 
control program Program li adequate to protect public health 
fa lafetg t> ii eompatlble u/NRC program Comment* h 
riconmendationi encl 

KERR.O, W Anlitant Director for 8t*te Agnininti Program 
SO/OS/13 Spp 

8006090443 Confirm comment I re NRC revieu ot itata radiation control 
program Program 1 adiqute to protect public health * 
fet(j Ii U CDnpatiblB u/NRC program 

KEHftiQ U Attiitant Director for State Agramontt Prdgrami 
BO/03/ 13, Ip 



QOO&11O400 Adviies that W3 Mencier hat bean appointed rejlonal ttate 
liaiinn officer for Region 3 Riponi b i 1 itlet Include 
coordination of tommunUst ioni betueen NRC & itate ti local 
govtt In regulatorg matters 

KEPPLER.J Region 3. Chicago. Office of the Director BO/O5/32 
Spp 

B006H0404 GonFirmt ditcustlon follouilng NRC review of *tate radiation 
control program Program 1* adequate to protect public health 
b KfBty li 1* compatible m/NRC program. Remaining vacancy 
ihould b filled ai icon ai poiilblg 

KERR.O M Atliitant Director for State Agram*nt* programi 
SO/05/16 Spp 



AdvStei that UB Hencier hai been nppointod regional itate 
liaison officer for Region 3 Reftpontlbllitlei Include 
coord Illation of communications between NRC & state it local 
govti in regulatory matteri 

KEPPL.ER.J O Region 3- Chicago. Office of the Director. So/05/22 
Spp 

800&1S040S Adviie* that WD Mfncier has bean appointed regional state 
lial-fon officer for NR-C Region 3 Reiponilbil Itiei include 
coordination of cotnmunlca ttoni between NRC fc itate ti local 
govti re regulation of NRC licenced matli Si facilities 
KEPPLER-J Region 3. Chicago.- Office of the Director BO/03/32 
Zff 

8096180312 Confirmi comment! made at coneluiinn of itatt radiation 
control program review Program is adtnuate to protect public 
health & fety ti li compatible w/NRC program Effort should 
be mad* to reduce number of overdue inpt 

KERR.O W, Aisi*tant nirector for Btat Agreements Program*. 
80/O9/16 Spp ' 

9006130342 Foruartis IN State Klghuay Commisilo-n 1979 annual ript of 
panonnel eiposure in reiponte to NRC Q001S9 requeit 
Rllpondent foil cued 1778 rept format. 
ELKIN. D L . OUEM9.P L Indiana, State of SO/04/B?, 2pp 

B0061Q0236 Foruardt lummarv of 800416 meeting between NRC fc NV State 
Energg Ofc r> traniportation of ipent nuclear fuel Reo,ueiti 
to bt kept Informed of NRC progress re proposed changes to 
mptnt fuel transportation safeguard requirements 
BPATH. J P Hew York. Btate of BO/O4/30, 6pB. 

8006200051 Ack receipt of 600323 Itr ra concerns about future role of 
Dfc of 3t*ta Programs. Vlaus mill be considered In any 
reargant lation uhlch may affect Ofc of Btato Programi 
DIRCKB'M J QPfice of the Eistutlve Dfrector for Operation* 
00/05/2B Ip 

~B0062t)0061 Comminds 0-fe of State Programs for balng most helpful, 
cooperative ti rnsponslve to state needs & concerns. 
HARRISON, DW Kentucfcu, State of. 80/03/23 Ip. 

B00620O206 Forward* 8,2358 & B0031S commttte* rept on bill. Bill It 
pntentlij awaiting consideration by Sinati.Pag* 8, Section 
7<a) of bill contains i-ef to Btate of BD. W/o ancls 
UEIB9BERO. S. Office of State Program*, Director BQ/04/04 Ip 



eoO60?OM6 Aivis( that HB Hencier has been, appointed regional ctate 
liaison officer far fiigimi 3 Ruponi tbll t ties tncluda 
coordination of cpumifnitatloni between NftC l< tat t< local 
govti In ragulatorv matteri 

KEPPUR.J Rigion 3, Chicago. Off-lea af th Dlrtctor BO /OS/ 23 
2pp. 

BOOi09051B Adviset that ME Mender hat been appointed regional state 
liaison officer for Beg ion 3, Rspon*lbil (tie* include 
coordination of communication* between NRtC U state & local 
govti in regulatory matters. 

KEPPLER, J.O, Region 3, Chicago, office of the/ Director, Bo/03/22 
Spp. 

BOQ&090923 Confirm that MB Muncier h been appointed regional llalton 
offlcir for Region 3, Reiponsibt 1 1 1 Us include coordination 
of conmunlcatlont batuien NRC k state & locaE jovti 
u/lnttrutt In lic*ned nuclear matls t. facilities 

KEPPLERiJ Region 3, Chicago, Office of the Director 90/05/35 
Bpp. 

B006090527 Notifiti that MB Hencier ha* been appointed regional state 
Ifaiion officer fur Region 3, R*pon it 1 Utie* Include 
coordination of communication* between NRC Ij it a- to Si local 
govtt w/lnttrtsts In licensed nuclear matls t facilities 
KEPPLER, J, Region 3, Chicago. Office of the Director 30/09/23 
2pp 



5006300378 Foruardi proceedings, of B002SO-E1 meeting on lou level 
radwaste Proposes to sand copij to state & federal 
repra*entatlves h industrial participants to solicit 
recommendation*. 
rtYAN'R 0. Office of State Programs- Director. 80/03/23 Ip 

BO0623Q003 Ac* receipt of BOOB12 Hr d State of 9C Joint Leglslativi 
Committee on Energy rept State & local govts have responded 
to neu emphaii* on emergencij planning urged bij MRC b FEMA 
in genirallg cooperative- tt affirmative uag. NUREO-0090 encl 
RYAN, R O Office of State Programs.. Director 80/06/10 3pp 

9006230013 Respond* to request for comment* re LA State Univ proposeil 
mtthod of lou level waate disposal Exempt concentration 
raqulres clarification. Proposed method of disposal is not 
accepta>U Forwards NUREQ-O&Si, M/o encl 

KGRRiO-U Assistant Director for State Agreements Programs 
BO/0&/09. Spp 

SOO&S30137 Advises of nomination of JB Martin to serve as alternate 
for future meetings af Btate Planning Council on Raduiaste 
Mgt Einresiei appreciation for support of NRC participation 
on Council as no n voting observer. 
AHEAHNE.d, F Commission 80/OS/2O. if 

8006330160 Inform* of inability to rvtau pr#liminarij draft llcanse 
impact analysis due to preparation of radiological 
assetunent t. taiUngf mgt evaluation NM Environ 
IropToVBftient Dlv appear* to be in compliance u/requlrements 
MILLER, H J Uranium Recovury Licensing B^anch SO/OB/H3 Ip, 
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B006230177 Recommends that individuals ( corresponding agreement states 
lilted in nncl receive copij of MILDOS cade & preliminary 
uier guide for records W/o encl 

KERR.G W Assistant Director far State Agreements Programs 
BO/04/09 Ip 

S0062301B7 Forwards 800421 State of NM radiation protection 
regulations W/o encl 

KERRiG W Assistant Director for State Agreements Programs 
80/06/07 Ip 

8006330193 Advises that revieu of draft Revision 3 to Reg Guide 6 4 Is 
complete Agrees that revision is necessary 

KERR,G W Assistant Director for State Agreements Programs 
ao/o6/o<? IP 

8006240106 Notifies that State of CO requests NRG assistance in 
evaluating significance of tritium contamination resulting 
from handling of fails by licensee Info requested on 
controls an removable contamination on source mounts 
KERR.G U Office of State Programs. Director 80/O6/11 Ip 

8004240215 Discusses State of MM request for assistance In revieui of 
Emon & Mobil In situ projects Documentation of NRC 
corrective actions r WV Minerals in situ project required 

by 600611 

KERRiO H Assistant Director for State Agreements Programs, 
BO/04/09 Ip 

S00624O2S6 Forwards State of OA second quarterly rept re transportation 
surveillance program Requests comments 

JANICEK.M Office of State Programs, Director NRC-06-70-362 
80/06/03 2pp 

8006210263 Forwards second quarterly progress rept. Jan-Mar 1980, re 
transportation surveillance 
INGRAM, H D Georgia, State of NRC-06-7B-362, 80/05/13 34pp 



8006260132 Comment* on State of NM Radiation Protection Regulation 
3-BOO. requiring specific license for transportation of 
nuclear uaste on highuay* Any llcenie Issued by State OF NM 
should not conflict in/Sections 73 37 fc 73 72 of 10CFR73 
KERR,G W Assistant Director for State Agreement* Programs 
80/06/09 Ip 

8006260219 Foriuardi list of all NRC radioactive matl litnss Issued 
to parsons in Commonwealth of MA In response to BOO 5 20 
request List is current as of S0060S H/o and 
ASHLEVi E C Assistant Director for State A9remants Programs 
80/06/09 Ip 

8006260219 Forwards "Interagsncy Task Force on Health Effects of 
loniling Radiation - Rgpt of Work Group on Science." in 
response to request H/o encl 
SCHNEIDER, K N Office of State Program!, Director, SO/06/09 Ip 

B0063000I5 Discusses accompaniment of FL inspectors during 771217-10 
insp of Scott Luminous, Inc In St Petersburg. FL Noncompliance 
noted air sampling program Is inadequate d no records of 
dally radiation level surveys 

ASHLEY, E C Assistant Director for State Agreements Programs 
90/06/04 4pp 

8006300044 Adviies CA Dipt of Health Svcs, Rad iolooie Health Section 
that CA company may be distributing Imported tritium gun 
sights u/o proper license* Requests assistance In 
determining whether company possesses radioactive matls 
KERR.O W Assistant Director for State Agreement* Proorams 
80/06/09 Ip 

6006300330 AcV receipt of 000211 asiessment of State of CO lau it 
regulations In conformant* U/197S UMTRCA Setting of 
equivalent stds it preparation of urltten environ analyses 
noted as major problem areas 

KERR,G H Assistant Director for State Agreements Programs 
SO/06/09 2pp 



S006240641 Advisee that TX Time, Inc has agreed to cease distribution 
repair of tritium backlit matches until license has been 
amended 
LUBENAU.d Office of State Programs, Director BO/06/11 Ip 

0006240643 Responds to 800206 Itr requesting technical assistance in 
tasting low level radioactive liquid uastes for structural 
Integrity Recommendations limiting risk assessment for tanks 
& rapid cleanup operation encl U/o encl 
KERR,G W Office of State Programs, Director BO/06/tl Ip 

B0062S0008 Discusses NRC 300116 fc 0201 Itrs re leaking C-2S2 sources 
from Isotope Product* Lab Ac k receipt of B00229 Itr 
reporting Investigation being made by Los Angeles County 
Health Dapt Rept re C-232 sources ancl, 

KERR,0 W Assistant Director for State Agreements Programs 
00/06/03 Ip 

8006380009 Foruards Washington Univ rept re leaking C-232 sources 
received from Isotope Products Lab Rept it sources sent to 
Isotope Products Lab 

METZGER.J Office of Inspection & Enforcement, Office of the 
Director 00/O3/21. 6pp 

8006230014 Comments on NRC paper re emergency preparedness at 
facilities licensed by NM88 Early itate input into 
development of criteria for preparation of emergency plan is 
desirable 

KERRiO H Assistant Director for State Agreements Program* 
00/06/09. Ip 

B0062B0113 Requests Region 3 rapt on Investigation of licensee In 
Rosemont, NM, mounting rejected military gun sights containing 
radioactive matl on civilian handguns State of TX Radiation 
Control Branch requests list of persons mho received sights 
KERR,0 H Office of State Programs, Director 80/06/11 Ip 

8006290339 Summary of Task Force on Emergency Planning for 
Transportation Accidents Involving Radioactive Matls 800603- 
04 meeting In Washington! DC to provide eitensive comments on 
draft sections urittin independently by Task Force members 
MCCARTHYiE Office of State Programsi Director 80/06/13 2pp 

SOO6260063 Request* that Governor Riley coniider appointing new 
individual to replace L Prittster NRC/state liaison program 
set up to improve federal & state cooperation 

RVAN, R G, Office of State Programs, Director BO/06/03 Ip 



8006300449 Forwards TVA 800213 rept re Gamma Industries 79122B shipment 
of radioactive matl to TVA, Muscle Shoals, AL Request* raiults 
of any action taken by State of LA 

KERR.G M Assistant Director for State Agreements Programs 
00/06/03 Ip 

B006300437 Submit* rept re Gamma Industries 791228 shipment of 
radioactive matl to TVA, Muscle Shoals, AL r in reipansv to NRC 
800209 request Details of noncompllance provided Shipment 
received on B00116 
MAXWELL, R D Tennessee valley Authority 00/02/13 3pp 

B006300937 Confirms discussion u/A Blmanls re revleu of state radiation 
control program for uk of 800714-10, Revieu ulll Includ* 
fiald evaluations of state inspectors on 000714 
KERRiO W Office of State Programs, Director 80/06/11 la 

8006300540 Forwards summary of NRC Insp-enforcement activities re 
transportation of nuclear waste for Mar-Apr I7BO Nent rapt 
ulll cover May-June 1900, hi/quarterly rept* thereafter 
KERRrG.H, Assistant Director for State Agreements Programs 
00/06/03 Ip 

0006300S49 Forwards summary of insp-enforctment activities r 
transportation of nuclear waste for Mar-Apr I9BO Rept should 
be foruarded to States of BC, WA tt W He it rept ulll cover 
May-June 1980, u/quarterly repts thereafter 
SNIEZEK.J H Division of Fuel Facility fc Material* Safety 
BO/03/28 9pp 

0006300342 Responds to BOOS12 Itr re request for technical assistance 
on Etnon Corp L-BAR in situ leach pilot project. No 
significant assistance available to perform meaningful 
revleu Teton project license d assessment similar 
KERRiO W Office of State Programs, Director BO/06/11 Ip 

8006300980 Forward* addl NRC requirements resulting from Investigations 
of TMI-2 that are required of utlls u/CP* before Issuance of 
OL Descriptions * schedule* will be available in NUREO-0660, 
KINNERS, W Division of Safety Technology 80/06/19 50pp 

8006300647 Foruards Proposal Evaluation Panel rept for RFP R9-OBP-304i 
"Safety Aspects of Industrial Radiography for State 
Regulatory Personnel." Recommend* that written clarification 
be requested of two bidders In competitive range 

KERR.Q W Office of State Programs, Director, S A/EC A 80/06/03 
Bpp 



B00630067B Forwards Hit of median staff salaries for Agreement States 
per request 

DODAiR J Assistant Director for State Agreements Program* 
80/06/23 2pp 
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a 006300460 Forwards annotated list of current licensing guides. 
Homing guides t, rfs available to license revir-u 1 insp 
auidc for teletherapij U/o end 

LUBENAU. J Assistant Director for State Aoreements Programs 
00/06/23 in 



VENDOR HEPORT5 AND RELATED CORRESPONDENCE 



B00602Q010 Notification of 900521 meeting u/QE to d(cums fuel 
mechanical design d. reload licensing Proposed agenda end 
IPPQLITQ.T A Operating Reactors Branch 2 BO/05/19 3pp 

flO 06030 127 Summary of 800303 meeting lu/EPR I to tliseuss considerations 
of iljnlficant transientsi frequent las of tram. tents tt 
tasting frequencies of elactrical portions of scram ssjs 
Includes EPFtI analySeSiNRC comments & Hat of attendees 
THADANI.A C Generic Isiuei Branch BO/OS/SO 25pp 

9006030267 Foruards proprietary response* to Questions 1-1020 SB tt 
HOEO 46 re NEEE-21O&1. "Hark II Dynamic Farcing Function 
Info Rtpt " fltipon* withheld (rtf 10CFH2 790) 
BUCHHQU.R H Qenvial Elnctrlc Co RHS O40-9O BO/09/29 2pp 

aQ06QSOa68 Ditcusies 600417 mietlng betuiten reprintat i ves of Turbine 
Generator Disc Integrity Task Force tt NRC re task force 
position an Category A unit* scheduled f-or imp 
STIEDEiM L Commonwealth Edison Co flO/Q5/27 Ip 

8006030290 Foruarijs update to Round & question responses re NEDE/NEDO- 
21061, "Mart II Dynamic Forcing Function Info Rept. " 
BUCHHOLI,R H Oeneral Electric Co FIHB O41-9Q BO/OS/E9 75pp 

BO06030308 Advises o* forthcoming vl*(t to Qute Power Co Oh aOO&IO ru 
ttiti conducted by Southwest Research Int per methods 
stated in B00309 Itr 
HALLrH E Brookhaven National Laboratorg* 90/03/22 Ip 

UQQ6040120 Forwards requeit for addl Info r propoietf 900401 Roviinn 
4 to util topical ript.TVA-Tfi7S-lA. "0*i Pfofvam 
Deicrlptlon " 
HAASB.W P Quality Aiturance Branch. BO /O 5/20 5pp 

900 60 4 02 23 Faruaroi reiponiei to NHC BOO 124 Itr re Bii-tan Lot Number 2 
tranimitten Info nqulred to cttmpl*t rvl*u of 
Uettingbuuse HCAP-74101 rept Proprietary info uiithhtld 
<rf iOCFHS 790) Affidavit ncl 
ANDERSON. T M Uetlnghou*> Electric COT a NS-TMA-224B BO/O5/21 



BDD6060SO? Requeatt that DO-TOP- li Section 3. "De*lgn ContrnL, " be 
reviseij to meet end position itatmnt re record retention 
riqulr*m*ntf of ANSI N4S 3 9 Suggatti Incluiion of flow 
chart that Identifies each step of detig-n procais 

P Quality Anuranci Branch 80/09/14 2pp 



S006060S96 Diicutsis revl*u of TMI-3 Bulls tin* t. Orders Task Farce rept 
on Hestlnghoui* p lints Several reeommtndl** Ions mill not be 
included in final veriian. including accelerated KRC review 
of conservatism in LOG A calculat iarti. 
ROBS, D TKI-2 DulUtin* d Orders 77/1&/04, Spp 

3006060300 Nonpmprlstarij vertton of memo rtitcus s ing long-terfn effect 
of tetpoint modi made by B!.H N6&S llconifles In raiponie to 
IE Bulletin 79-09Qr "Muclear Accident at THI-Suppl. " 
Accurate isseismnnt cat\not yet be made. 
ISHAEL.a.L TMI-a Bulletin* S, Orders IEB-79-OSB 80/06/03 2pp 

5006060373 Notlfl** NRC of early completion of tuo planned records 
itarage action Ittms Central Record). Ctr at Boij*r' PA nan) 
lattsfiii single Kite storage requ irtmcnti 

ANDERBOH.T M Has t in(houie Electric Corp. NS-TMA-324 1 ? BO/03/27 
IP 

QOOtOiOSl? Oiicutits forthcoming genvric safety evaluation for input 
to Bijt Oroup re propoicd operator action Buii)lin* for 
early pump trip Draft evaluation should be available for 
final mat rivtou by 791031 
RDBITOCZY, Z, R TMI-8 Bulletin* & DrSr* IEB-79-03C, 79/07/37 



B006060924 Requests Info re encl draft request for addl info required 
to complete evaluation of rn|ion** far power operated 
relief valve/safely valve actuation tt reactor trip 
frequency 
CAPRA.R TMI-2 Bulletins t Order*. 77/09/24 Spp. 



Forwards monthly rept on licensing cats revleus for NRC 
Matls Engineering Branch 

UIDRIQpR D Uattelle tlemaridl Institute. Pacific Northuiost 
Laboratory FIN B-8172 BO/05/19 Spp 

8006070146 Accepts NEDO-10*?09-a. Amend 3. "High Pressure COTE Spray Sya 
Pouer Supply On it." qualification test results of high 
preiture core sprau dlesel generator for described 
generator 
PARR.D D Light Hater Reactora Branch 3 BO/O4/O7 2pp 

Q00609D434. Notification of B00625 mg t meeting u/EPR I in Silver Spring, 
MD Flequeata suggested items for agenda by G0092B 
LARKINS.J T Program Coordination Branch BO/OS/23 2pp 

9006090439 Summary of 8Q03afo mg t meeting ui/EPRI in Detheada.MD i-e joint 
reactor safety research programs Ditcussed possibility of 
modifying LOFT facility to a&t better understanding of 
reactor parameters 

i J T Program Coordination Branch BO/OS/2O 3pp 



BOOt 11 0273 Submits sup pi to B00222 Itr re organizational changes bo be 
incorporated in NUSCQ Nuclear Engineering t< Operations Group 
effective 800401 fe QA. Program Topical Rept Nu-QA-1 
CDUN3IL, U Northeast Utilities QA-3S34 QO/06/O6 5pp 

3006110331 "Oroanl lational fiala t ionsh if Between NUSCO Personnel Having 

Quality Related Functions " 

* Northeast Utllitlen 80/O6/06 Ip 

0004110396 "Organiiatlanal Relationship Between NUSCO & NUPOC 

Personnel Having Quality Related Functions " 

* Northeast Utilities BO/O6/06 Ip 

8006110319 Forwards NEDE-34Ba2-P. "Mark II Improved Chugging 
Hethodologyj " as part of Task A 16 of Mark II containment 
program Prompt review requested Rapt ulthheld 
<rf 10CFRS 790), 
BUCHHOLI.R H Oatleral Eloctric Co MFN 1O9-HO BO/06/06 IB 

8006120390 Forwards as*ejsment of BAH-J564, "Intograted Control Sus 
Reliability Analysis " Integrated control sys hai 
relatlvily loui failure rate- however bipects of plant control 
iyt should be invest igatecj for improvement 

SATTERFIELD.n H In* trumentation fc Control Sustains Branch, SO/OS/09 
IP 

8006120394 Topical rapt evaluation of BAW-1364. "Integrat*d Control 

BIJS Reliability Analysis " Approves recoinmondat ions Broader 

tudy should be performed 

Instrumentation t> Control Systomi Qronth BO/09/07 6p p 

BOO fa 13 03 30 Foruards solution to NRC benchuiork Problem* 1.323A t< 4 for 
HECAN response spectrum annlvsis Description of HECAN pipe 
It elbou elements & post-processor COMSPC e-ncl 
AHDERBDN.T M Uestinghome Electric Corp N9-TMA-2230 80/03/27 



80061A0127 Advises that result* of pretest prediction of HDR test V 31 
uiill be Incorporated into rept (hoining comparisons ui/actual 
ta^t results Multiflei model used for calculations Topical 
rept describing Improvements will bs submitted 
ANDER6DN.T H Wetlnghoue Electric Corp , PWH System* Div 
NB-TMA-2233 BO /OS/29. 2pp 

Q006170103 Foruards auiillary Peeduater ays revised Addl Short-Tern 
Recommendation Si reducing 78-h endurance test for auxiliary 
fevduater teat pump to 43-h Heatlnghouse & C-E licensee* 
should be notified 
MftTTKEHS.P H TMI-2 Bulletina t< Orders 79/12/03 3pp 

S00617033B Forwards nonpropr 1 etarij version of WCAP-9726i "HBstEnghttusB 
Technical Support Complex " Application for uii thhold Ing 
proprietary Info It affidavit encl Proprietary version 
uUhh&ld Iref 10CFR2 7"?0) 
ANDERSON.T M Hestinghouse Electric Corp NS-TMA-2261 SO/06/13 



B006170360 WCAP-97H6 

"Uostinghouie Technical Support Complexi" non proprietary 
version Proprietary veraion ulthheld (ref 10CFR9 790) 
OENNAROiD M , LITTLE, J L . LUCE. H L Meetinghouse Electric Corp 
NS-TMA-2261 00/06/30 iQOpp 

8006170539 Notifies that revlau of QA program topical rept complete Ua 
addl changes beyond Revision 3 pages transmitted on 790814 & 
800128 required to make document current Requests approval 
of Revision 3 

PERRVrJ A Euon Nuclear Co ( Inc (sub* of Eion Corp > 
BD/06/12 kp 



NONDOCKETED ITEMS 



BOQ6170666 Discusses Inap pl,an Si preparations ra guide tuba support 
pins from tuio or more domestic plants Ultrasonic insp 
demonstrated to be viable insp technique an support pins 
ANDERSON. T M Westlnghouse Electric Corp , PWft Systems Div 
NS-TtfA-2254 8O/O6/1O 2pp 

HOOt 170745 Discusses fire resistance upgrade measures outlined in 
Wes tinghouse BOO 502 Itr re underground record storage 
facllltg Records ctr is acceptable for either temporary 
or permanent storage of dupl icated /nnndup 1 icated records 
HAABS.W P Quality Assurance Branch BO/06/O2 Spp 

B006170B30 Discufses DtW allegation of possible conflict of interest 
in Instrumentation h Control Sys Branch reviau of BAW-1964 
Info reveals that revieuiBr-s mere nnt involved in rept 
preparation uh 1 1 e employed w/BUJ 

SATTERFIELD, R M Electric, Instrumentation (.Control Systems Branch 
79/11/01 Ip 

0006170933 Discusses Q'M allegation rB possible conflict of interest 

during Instrumentation ft Control By* Branch review of 

HAW-1964 Matter uill be investigated by R Satterfleld No 
further action required 
CAPRA.fl A TMI-2 Bulletins S- Orders 79/1O/2A Ip 



BO06250354> Notification of BOO .19 meeting u/OE Jn Bethesda. MD to 
discuss ECCS model review 
LAUBENi N Reactor Systems branch BO/06/ IS 2pp 

BOQ623Q357 Notification of 300614 meeting ui/C-E in Bethesda.ttD to 
discuss proposed core? exit thermocouple siji 
LAN1K.O Instrumentation & Control Eystemt Branch &0/O&/11 3po 



Forwards NEDO~24239i "Generic Info for Barrier Fuel 
Demonstration Bundle Licanslng. " d GE BOOS15 transmittal 
Itr 
IPPQLITO-T A Operating Reactors Branch 2 80/06/1O Ip 

flOOA2600S4 Forwards NEDD-a4259, "floneric Info for Barrier Fuel 
Demonstration Bundle Licensing " Request! completion of NRC 
review bu mid-Sept 1980 Summary of BQ0323 meeting w/NHC re 
barrier fuels program enc 1 
ENOEL-R E General Electric Co MFN-O9-J-SO 90/05/13 IHpp 

SOQi2600HB NEDO-34E59 

"Generic Info for Barrier Fuel Demonstration Bundle 

Litens ing " 

* General Electric Co NEDQ-24259 BO/03/31 27pp 



8006170939 Notification of 790718 It 19 meetings ui/B(.U b BfcU owners 
group in Bothesda.MD to discuss small break LOCA analysis 
CAPRA.R A TMI-2 Bulletins fc Orders 79/O7/17 Ip 



8O06300250 Advises that B&U LOFT pretest calculations retired by 
Section E 1 1 of NUREO-O37Q are scheduled to begin 791113 

CAPRA.R A THI-S Diflletini tt Orderi 79/1O/17 Spp 



B006170B43 Provides items for ditcultion durins 790719 meeting w/BScH 
ounars group subcommittee for TMI-2 issues 
CAPOA.R A TMI-2 Bulletins l< Orders 79/07/16 3pp 

9006170876 Forward i summary of status & potential problems for C-E 
plants Meeting will be held 791024 to discuss issues 
KANE, U TMI-H Bulletins (. Orders, 79/10/23 fipp 

Q0061BOS83 Forwards updated etatus of activities re B&U. West inghouEe 
tr BUR plants Revieui of emergency procodure guidelines for 
small break LOCA must be completed by 791031 
KANE.W TMI-2 Bulletins & Orders 79/10/17 22pp 

BO06190S3S Respond* to request for NRC revletu of Topical Rept 
BJNPQ-1Q1. "Performance t Safety Features of Dyron Jackson 
Primary Reactor Coolant Pump for LWRs. " Rept accBptabla for 
referencing in td or custom plant demign applications 
DENTON.H R Office of Nuclear Reactor Regulation! Director 
80/05/31 3pp 

BO06200103 Notification 800312 meeting u/DNL E. QHNL BNL will descrtbo 
EPIPE computer program for pipe stress analysis Discussion 
will cover program capabilities & access 
STEPHENS, R M Mechanical Engineering Branch, BD/06/02 Spp 

BO 06200 5 49 Provides questions & comments for consideration In review of 
IE Bulletins 79-OSC Si 79-06C 
ROBB.DF TMI-2 Bulletins I, Order* IEB-79-09C 79/09/13 9pp 

BO 06200 3 36 Forwards updated status of activities for BbH operating 
plants re bulletin evaluations, compl iance lu/long-term 
requirements of NRC 1979 opdirs ti implementation of 
NUREO-057B items 
CAPRArR A TMI-2 Bulletins fc Orders 79/10/23 lOpp 



B0063DO413 Advises that no plants currently reference CEtJPD-177-P, 
"CEDNBR - Computer Codo for Transient Thermal Margin 
Analusls of Reactor Core," In support of DL Requests rept be 
ulthdrauin from NRC revluui & proprietary copies returned 
BCHERER.A E C-E Power Systems LD-BO-034 8O/06/S3. Ip 

BOO6300443 Responds to 600233 Itr r* mods to MEDE-30944-Pi "BUR/4 b 
BUR/5 Fuel Design " Proposed changes can be included in 
approved version of both proprietary fc nonproprietary repts 
MILLER, J,R Standdrdiiation (. Special Projects Branch 80/Ob/lQ 
IP 

B00630D454 Ac k receipt of HRC B003B3 Itr indicating containment of 
proprietary infn in Topical Real D^S-RSa-Of^l-P Sequet 
prior notice of NRC intent to *upply consultants u/Dou Info 
or transmit Info to other govt agencies 
KANUCH.B.K Dou Chemical Co. BO/06/1B Ip 



WASTE MOT MUCLEAR HASTE MANAGEMENT 



BOQ313OSI2 Forwards "Oeotec hnical Dsslgn t>ata< Proposed Tailing Disposal 
Facility Eipanslon> Down Mining Co.FordrWA" & drawing for 
assessment according to state requtsE for tech assistance 
KERR.QW Office of StatB Proflramt. Director 16202, HO/04/aB 
Spp 

B00513Q516 "Geotachn 1 ca 1 Design Data. Proposed Tailing DiipO9*l Facility 
Eipansion, Dawn Mining CorFordrWA " 
Colder Anociatu, 16202 79/11/02 91pp. 

BOOS 130517 "Tailings Disposal Proje-ct Contract 1, Eic*vt 1 on Stockpile 
Location It Detail a " 
NUB Corp liS02 79/11/O3 Ip. 



B006330E42 Requests addl info ta sub-itantiate appointminb of C Dick at 
OA Manager for San Francisco Power Div in light of BG-TdP-1 
re qualification requirements for hey mgt positions in 
quality groups 
HAASS, U P Quality Assurance Branch 80/O&/09 Ip. 

8006240424 Forwards proprietary info responding to questions on 
XN-NF-312, "XN-3 Critical Power Correlation " Affidavit 
end Proprietary version withhold (rof 1QCFR2. 79OI 
OUSLEY.O F Euan Nuclear Co , Inc (subs of Exxon Corp ) 
OfO 100 BO 80/06/tB llpp 

6006290100 Forwards proprietary k nonproprietary responses to NRC 
B001B3 request re XN-NF-79-6(p )j "Eixon Nuclear Analysis of 
Power Distribution Measurement Uncertainty for Wai t inufioui* 
PWRs " Proprietary to Central File* only (rsf IOCFR3 790) 
OWSUEY, F Enon Nuclear Co , Inc, (subs of Exxon Corp ) 
OFO OBO BO 80/04/18 4pp 

S006250105 XN-NF-79-61NP) 

Nonproprietary version of Amend 1 to XN-NF-79~6(NP)i 

"Euan Nuclear Analyst* of Power Distribution Keasurejnent 

Uncertainty for Uestinghouse PHRs " 

HDLM, J S , JAECH. J L , BU8SELMAN, J. Exxon Nuclear Co , Inc 

(subs of Exxon Corp ) 80/04/18 14pp 



6005130332 "Tailings Disposal Project- Contrac t a. Liner Instillation 
Plan fc Sections, " 
NUS Corp I6EQ3 79/11/06 Ip 

BQO&Q20962 Notifies that U Recovery Licensing Branch hat computed 
review of proposed Martin-Trait Atsaciatee. U art upgrader 
project Applicant has postponed project indef I nitlllj 
MILLER. K J Uranium Re to very Licensing Branch 60/05/07 Ip 

BOO6020590 Forwards responses to questions & to-rammt! re Hansen Project 
tailings d isposal. par discussion at G00417 meeting One 
over* i led map encl 
THOMPSDN.M A Cyprus Mines Corp Hfl-2O 17-632 BO/05/12. 45pp. 

B0060300S4 Motlfle* of complotlon o-f U Recoveri; Licensing Branch 
revl*u of Cotter Corp application for State of CD 
Ttdlaactlvt 1 mill licanie to operate Bchuart zuiald >r sorter 
ROTHFLEIBCHi J E Uranium Recovery Licensing Branch BO/D5/12 Sp|> 

SO 060 30030 Ratifies of completion of U Recovery Licensing Branch revleu 
of project In response to ouner request State BOOH OB Itr 
transferred 1 tailings licensing authority to NRC. 
MILLERiH J Uranium Recovery Licensing Branch HO/OB/OB Ip 
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BOO6Q30045 Motifiei of completion of svaluatlon of Bite B tailings 
area Owner BOD131 Itr t. State of CD 800219 Itr Indicate that 
lite It not considered viable far tailings diipotdl 
HQTHFLEI5CH, J E Uranium Recovery Licensing Branch BO/03/E5 Ip 

BOQ&030143 Responds to 600426 Itr to Senator Mel son re tailing at 
United Nuclear Church Rock Facility U mill operations 
in KM are lic*niid by State of NH 
K.ERR.C H Office of State Program!. Director BO/OS/14 Ip 

9006040173 Support! Cotter Corp disposal procedure? far contaminated 
uastei at Canon City U mill tailings Impoundment Irregular 
shaped piece* should not be placed at lite u/o precautions 
to liner is not penetrated 
KELSON, J.D Colorado State Univ 1*233 BO/04/ai Ip 

BOQi040179 Foruiards summary of UDAD runt based on Hani en Project 
neterologu, i emlsiion lourcis Ritulti indicate eiposur 
tiiEll bi uell belou current ttds 
THOMPSON," Cyprus Mine* Corp 16244 90/04/Sa 3pp 

80Q60401B1 Forward i nates at 600220 oral presents* ion bij appelants 
i< Intervanort of administrative appeal r* vendor project 
Record (t being reviewed for aipected middle Mau, decision 
W/o notes. 
PETERSON. R H Agriculture. Dipt of, Forest Service 16337 

ao/04/ia IP 

BQ060401B5 Forward* proposed nods to criteria For cleanup! of Rio 
Puerco United Nuclear Corp hat not been adit to clean Th-23O 
from arroyo In nine month* High level* could be avoided inj 
averaging greatir artis 
BUWL, T E New Ke*icOi State of 162AO 80/04/23 4np 



300612028.1 Foruaru, "Grom.duatar Discharge Plan, Dec k979 

aO/04/11 G l" Lt L1 CQr " ' Ul * Mtn * ril "" = CD 1A436 

BOOilSOSa-J "Orounduater ttlschargo Plan, Dec 1979 " 

* Gulf Oil Corp , Gulf nineral Resources Co 1A436 79/1H/31 
23Opp 

aOOfeti.0225 Forwanfs "Hansen Project Or-ounduater Investigation Propose-d 
Tailings Disposal Area, " in response to Action Items 2 t 3 
discussed at B00417 meeting 
BURANEK.D WA Wahler i< Assoc iat es. Inc 16483 BO/05/29 Ip 

flQOilA022"? "Hansen Project Orounduater Investlaat ton Proposed Tailings 
Disposal Area " 
W A Mahler & Associates. Int 164B5 BO/OS/31 



roruardi responses to questions b coitiments discussed at 
800417 me e ting Info includes chai-aeteri lation of landslide 
potential for three cull o&tiou 4, evaluation of use of 
underdrains Dversite drawings encl 
THOMPSON, n A Cyiirin Mines Corp 164B4 BO/OS/Sf Btpp 

aoOfiaoc-009 Submits conclusions re reviau of fiickano Corp application 
for USB of Lyons. KS alt mine Fov retrievable storage of 
loui level radwaste If project continues, environ assessment 
should be prepared 
BMITH.R B Low Level Haste Licensing Branch BO/O5/30 bpp 

8006200011 "Hoalth & Assessment. Luans. KB Low Level Waite Facilitij. 
Care Salt Mine " 
Commission 80/05/31 47pp 



Q 0040 3 020 7 Submits trip rept re S00409 Imp of ore torter fflcllitv site 
Si 80X1410 muting on content! of amended radioactive ma tit 
Home application 
ROTHFLE18CH, J Uranium Recovery Licensing Branch 8O/03./O7 4pp 



Foruardt "Qtohijdrologic Investigation op Tailkngs Disposal, 
Rhode Ranch Ptoipect, McKu 1 ten County, TX. " Rept prepared to 
answer questions raited b<; NRC re hydrologic aspects of 
returning tailing* to mlmJ-out piti 
DAVIS, R Anaconda Co . Anaconda Copper Co Biv 16E93 80/04/29 



BOOA200013 Submits trip rapt of BO0319-BO visit to- Topeka.KS re MRC 
review of FUckano torp application fur us* of Lijons.KS salt 
mine for retrievable storage of low level raduaste 
Application deficient NRC mill provide en v it- on avsesiment 
SMITH, R D Lou Level Waste Licensing Branch BO/03/SB 49pp 

9006230160 Advisei that Cotter Corp proposal to dispose of contaminated 
trash in Cannon Cttij U mill tailings impounilmvnti is 
acceptable plan tKat hat no adverse Impact on imp nundmtnt 
CO State Dept of Health notified 
ROTHR-EISCH, J Uranium Recovery Licensing Branch BO/OS/2O Ip 



300&0&0140 Adviias of application for waiver of requirement to transfer 
land ownership to fgdar*! govt at proposed Shod* Ranch U 
mining lite. Atteoipti to purchase surface- from omners have. 
been uniucctssful Oarnma survey dta encl 

DAVIS, D Anaconda Co , Anaconda Cot p tr Co Div 1&29S 
60/04/23 6pp 

"B006060147 "Q^ohydrologic Inveitijati on of Tailings Disposal. Rhode 
Ranch Prospect McMullen County- TX " Qverslic drainings encl 
* E L Reed b Asioclatei, Inc 14299 BO/Q4/3Q lODpp 



Forurfl lunnarv of JE Rothfleitch BD-D307 visit to Cotter 
Corp Scliuart iualdr Ore Sorter Project to provide 
recommendations on technical content of amended lUtnse 
application & environ rept Technical assistance complat* 
BCAHANO.R A Uranium Recovery Licencing Branch. 6O/OS/12 Ip 



8006230169 Informs of Inability to review preliminary draft license 
impact analysis due to preparation of radiological 
Xiessmcnt t- tailings mgt evaluation NH Environ 
Inpravment Div appears to be in compliance u/req.ulfeme-nts. 
MlLLEFliH J Uranium Recovery Licensing Branch BO/OS/23 Ip 

8004340243 Responds to. CD Depfc of Health 800317 t, O415 Itrs re 
technical assistance for Cyprus Kines Corp Kansen project & 
Pioneer Uravan San Miguel projrct Clarifies scop* of 
assistance 
MILLER, H J Uranium FUcovaru Licensing Branch SO/OS/22 2pp 

aOOb25D34t Inform* that dfc of Uatv Hgt has withdrawn from formal 
involvement in Home-stako Klnina Co Pitch Project due to 
unaval labl 1 itu of niossar^ manc>ower 
ROTHFLEISCH, J. Uranium Recovery Licensing Branch. 80/Ofi/O9- Ip 



600A0901S? Responds to T Buhl 800433 Itr requesting revleu of proposed 
revlslDni to cleanup criteria Mtabllshed u/ChitT-ch Rock dam 
failure Dje to lad of available resource*, r<q,u*i ted review 
1 technical assistance cannot be provided 
SCAHANOiR A Uranium Recovery Llcuming Branch BO/O3/16 ip. 



800fc2S037a Discusses SO0314-2O lit* visit u/Stat> at OR represintatlvei 
in Portland r QR b McDtrmltt, NV r NRC technical assistance 
for review of Placer Amex proposed U mill & proposed & 
alternative si tei 
LI NEMAN r J J Uranium Recover if Licensing Branch 00/05/27 4pp 



80^6090133 Responds to B00416 Itr requestino NRC rtvirw of Unln-n 
Cjrbii. propoial to operat* Pond 3 at Uravan site after 
const at Phase 1I-A bern Final results tt concluiion at dan 
safety revleu contained In 8ER transmitted in BOOS21 Itr 
3CARAHQ,R A Uranium Recovery Licensing Branch BO/03/19 Ip. 

9006000531 R.quit> that radiological impact info ri Union Carbide Corp 
Uravin.CD U mill be mad* available to public Description at 
aitint of Info it ultimate of tchedula t. format for release 
also ro,uestd 
HAlLEifl J Colorado, State oF 1635A, BO/03/07 Ip. 

B006120077 Confirmi suegestlon that B004Q9-10 conf.r.nce be held u/CD 
Dfpt of Halth !< Cotter Corp in Denver. CO re anind of 
radioactive matl. license application Schedule ul II be open 
Binding further advlci 
MCOHATH.E J HcOrath, E J 139 30/03/?6 Jp 

W italii2*a* l " l '"t! -PPUcatlon for licerts. to op.rat. or. burins 
, Tf * 4 ?* "" *' P r Pd for mill 

Colorado, State of ugg 7 . ao/09/I3. 2 Pp , 



XPORTLIC 



EXPORT AND IMPOST LICENSES 



8QQ&O20972 Requests changie to export license Application for Zlrcaio^-4 
fuel channels Quantity should read "150 fuel channels" 
instead of "l&o " Correct figure appears in cover Itr 
BRISTOL,!) C Carpenter TecJinoluay Corp BO/05/13 Ip. 

8006030051 License for CERACi Inc to *iport tl Vg thorium oiide, 
containing t 67 kg thorium, to Italy 

PETERSQNiM, R Assistant Director for Eiport/Impn-t fc Idbernati Una 1 
Safeguards BO/O5/23 2pp 

a 0060 3 00 5 i Eiacutlve Branch povltlon re Mettinghouse apalica t tons Far 
licence, to eiport 904 mlcrograns Cf-232 ta Spain License 
\\io\tii be chanted 

NOS6NZQ, L V State, Dept of- Bureau of Oceans & InUrnatI Environ & 
ScI*nSiflc Aff*ii-. BO/O5/1A Sff 
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800603005? Forwards applications for license to siport 7 67 kg U, 
containing 073 kg U-233 E. 1O3 299 kg U. contain ing 96 34 kg 
U-233 to France W/o latter application 
HATSON, V Transnuclear, Tnc 80/05/14 Ip 



B0060A0079 Eiecutive Branch position re Pacific Pumps, Inc application 
for license to eiport components 4 parfrsi esp ec la I ly fleiigned 
for Tarapur reactors, to India License should bo granted 
NOSENZO.L V State, Dept of BO/05/ 13 2pp 



--BQ06030063 Application bg Trananuc leari Inc for license to eipart 
7 64>7 kg U, conta in t ng 073 kg U-235, to Franca 
MATSON.V Transnuclear. Inc BO-116/01 INP 3 00/03/14 Ip 

BQ06030Q61 Eiecutive Branch position re Roclcuell Intl application for 
license to eiport spec ial 1 ij-d es igtied valve to India 
License should nut be granted 

NDSENZOiL V State. Dept of, Bureau of Oceans , Internatl Environ 
Scientific Affairs BO/05/16 Spp 



SOO&OA0093 Eiecutive Branch position re BY ran JaEkion Pump Div 
application for license to oiport various contponenti Ei 
parts for Tarapur plants to India License should be granted 
NQSEWZO.L V StatrDept of BO/QS/13 Spp 

BQ0606G037 Ececutlve Branch position re Carpenter Technology Corp 
application for llcenie to eiport IfiO Zlrcalag-4 fuel 
channels to India License should be granted 
UOSENZO.L V State, Dipt of aO/OVtS Spp 



3006030070 Application bg Rockwell tntl Corp For license to eiport 
Roc kue 1 1-Eduiard globe stop valve to India 
OFBANIKiU J Rocfcuell International Corp 192S FE BO/QS/1-4 3pp. 

B006O30076 License For Transnuc lear. Inc to export 30 03O kg U, 
containing Ifl 707 kg lf-235, to Tha Netherlands 

SHEA.J R Assistant Director for Export/Import & International 
Safeguards NUK-227 UEB/EU BO/05/21 2pp 

800i0300B4 License for Transnuc lear, Inc to eiport 113 102 kg U, 
containing 105 399 kg U-233, to Belgium 

BHEA, J M Assistant Director for Eip ort/Import & Intel-national 
Safeguards NUK 249 UES/EU/ HO/03/21 Spp 

8006030116 Eiecutive Branch position re fiockwall Intl Corp application 
for license to export one complete ultrasonic in-so sijs to 
Argentina Ltri of assurance end License should be granted 
NQSEMZO, L V State. Dept of, Bureau of Oceans & Internatl Environ b 
Scientific Affairs 60/03/50 Spp 

B0060301S7 Application ty Integrated Photomatri x, Inc for license to 
impart tuo pulse fission chambers from Great Britain 
GREEN. A Fl Interpace Corp BO/04/30 2pp 

8004030230 Ltr of assurance re Traninuc lear. Inc application to eiport 
02 7 kg U-233, contained In 17,990 kg U ti 031 tg U-233, 
contained in 1 kg Ur to The Netherlands 
QOPPEL, M European Communities, Commission of BO/03/14 Ip 

S006Q30239l.tr of assurance re Transnuc lear, Inc application to opart 
370 94 to U-233,eontained in 10,449 Ifl U (. 0339 io U-233, 
cantainad in 1 fcg U, to Suitier land 
QOPPEL, M European Communities, Conim isi ion of BO/O3/16 Ip 

S006O40097 Application to amend License XR-t 19> Chang ing ultimate 
consignee address of Korea Electric Co, South Korea 
RQDIiJ P Hestlngfiouie Electric Corp., PUR Systems Div 
TFO/NRC-1776 80/09/14 Ip 

B006040106 Advises that vendor correspondence & application to eiport 
tuio poyer reactars to Taltuan does constitute utlliiatlon 
facilltg 

HDDHE,H N Office of International Programsi Director e-O/OS/21 
IP 

8006040234 Foruards and use statement for OA Co 770311 application for 
license to eiport research reactor fuels to Iran 

HQHRY.W R General Atomic Co (subs of Culf OH Co t 77/03/02 
2pn 

8006040233 Forwards Form NRC-7, Jus tif ication Analysis, in support of 

770211 application for license to export fuel elements tu 

Iran Insertion of netu fuel will permit continued operation 

of reactor for research purposes 

MQURV, U R General Atomic Co dubs of Oulf Oil Co ) 77/02/11 

13pp 

8006040244 Application bg OA Co for license to eport 24 A lig U-233- 

contained in 26 S ig U, to Iran HRC draft Ur to OA Co oncl 



MQWHY, W R 
78/07/18 



General Atomic Co 
2pp 



Csuba, of Oulf Oil Co > IEL-93B 



80060304QO Eiecutive Branch position re OE application for license to 
eiport neutron detectors to Finland Ltr of assurance end 
Licinse should be granted 

NDSENZCI,L V State, Dept of, Bureau of Oceans t> Internatl Environ t> 
Scientific Affairs BO/OS/1 1 ? 3pp 

8006030332 Executive Branch position re Edlou Intl application for 
license to eiport 192*326 kg Ui contained In U oxide, to 
Federal Republic of Gtrmanu. Uicansv should bo granted Ltr 
of assurance enc 1 
NOSNZQ>L V State, Dept of BO/03/09 3pp 



B0060&0201 Etecutive Branch position re Uaatinghouse application for 
license to- eiport lr<?17 kg U-233, contoine-d In 73.173 kg U, 
to Spain Ltr of asiui-anea enc 1 License should be granted 

NQaENZO,L V Stato.Dept oF, Bureau of Oceans & Internatl Environ d 

Scientific Affairs 90/03/21 3pp 

BOOiOiO203 Eiacutive Branch position re Mes tlnghause application for 
license to eiport 2,452 kg U-230, contained in B9, i3fi kg U, to 
Spain Ltr of asiuranco enct License should be granted 

NDSENZO.L V Static 0pt of, Bureau of Ocan ti Intrni-i Fn<-on t, 
Scientific Affairs BO/O9/21 3pp 

8006070033 Forward* request for Amend 1 to eiport license consisting of 

Radlum-Chemle.Ltd 8DOSO& 12 1 bra re NUKEM statements 
concernlns tritium ortfer 

KQLM.U H Iladium Chemical Co , Inc SO/O9/20 3pp 

BOO 6090 03 Q Application bg GE far Amend 1 to eiport 1 license, e i tending 
expiration date to 8107O1 
UILBOtJ, Q D Oaneral Electric Co 3 0/05^1 2 Ip 

S0060900BO EiBcutive Branch position re Hist inghouie app-llcation for 
amend to license increasing amount of nuclear metl 
authorlied by B9 kg U-23Si contained In 2,774 kg U, f or eiport 
to Spain Ltr of a-ssurance end Llcotiiu should be granted 
NOSENZOil. V 8t te. Dept. oP, Burau of Oceans 6 Internatl Environ & 
Scientific Affairs 80/05/21 3pp 

GOO6090112 Llcons* for Edlou Intl Co to- export 119,242 Itg natural U, 
contained In 140,616 U U-30B. to Hest Oermanu 

PETERSON, M ft Assistant Director far Eiport/Import ti International 
SafBguards URO-3 SO/03/30. Hp- 

8006070116 License for Ueslmyhouse to eipart 2. 874 kg U-233, contained 
In 82,936 tg U, to Vugoalavia 

PETERBON, M (I Asslt*nt Director for Eip orb/Import t Intornatlonal 
Safeguards ZEDX-U007 ARB SO/O6/O2 Spp 

3006090120 Notifies that License XSNrI-1637 maij be Liiuad 11.11.* uu mat! 
changed clrcumstancos From isiuanca of License 5taN(1-l604 
WRIOHT.B L, Office of Intornat i anal Programo. Dtreeter ao/04/OS 



3006090121 License for Katal QellouiB Corp t-o export air cooler hoses, 
oil cooler hoses & thermal barrier hotel to Belgium 
PETERSON, H R Assistant Director for Eifort/Inport International 
Safeguards 14033/926/627 00703/30 Ip 

SOO6090141 License for Carpenter Technology Corp Co export 1AO 
Eircalog-4 fuel channels to Melt Germany 

PCTERSONi M R Assistant Director for Export/Import <" International 
Safeguards. JOB 14051 BO/03/3O Ip 

BOO609O1S9 Amend 1 to import license for Mas tlnghousai changing ultimate 
consignee dddreis 

PETERSON, M. R Assistant Dirsctor for Ep ort/Import b International 
Safeguards. TEO/NRC-BiOfl BO/O3/HB Ip 

8006090161 Amend 1 to oiport llcante for OA Cotaddlno one fission 
counter, Model WL-6376 ti extending expiration date from 
B00701 to 810701 

PETERSON.M R Assistant Director for Export/Import * International 
Safaguards. I EL- 1055 80/05/29 Ip 

BO0609O1V7 Hppiuation bi| MHstinghous* for Hen*a fto export fission 
chamber u/S 04 g U, contained In 3 43 a U-S39' to Pakistan 
End use statement enel 
POCHAL.W F. Hestinghouse Electric Corp ZE-6OIBO BO/05/1S 4pp 

SO06090184 License for westlnghouse to export 4B2 mieroorams Cf-2S2, 
contained in tuo sealed soirrcefrto Spain 

PETERSON, M.R Asiatant Director for Eiport/Import fc International 
Safeguards 106-8336 60/05/29 Bpp. 
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8006090192 License for West Ingdoirse to export 453 mitre-grams Cf-252, 
contained in tuto scaled sourcesito Spain 

PETERSON, MS Assiitant Director for Export/Import & Interna tiana I 
Bafvguirili ICS-83B7 BO/O5/2B 2pp 

8006070194 Licene *or Tran*nuc 1 ear. Inc to export 370 9755 kg U-235, 
contained In 10,500 kg U, to Sui tier land 

PETEHSQN.M R Assistant Director for Export/Import t, International 
Safeguards RBU324 80-092/1 80/09/28 3pp 

B0060701B9 License for Transnuc 1 ar. Inc to export 602 734 kg U-235, 
contained In 17.991 kg U. to Th* Netherlands 

PETERSON. tl H Assistant Director for Export/Import i International 
aaftouardi RBU323 80-071/1 00/05/28 2pp 

8006090424 Executive Branch position re Westlnghouse application for 
antnd to licensei Increasing amount c-f nuclear matl 
autharlied by 89 kg U-S33. contained in 3.771 kg U, tar export 
to Spain Ltr of assurance end License should be) granted 
NOSENZDi L V State, Dapt of, Unreal of Ocean* E> Internati Environ ti 
Scientific Affairs 80/03/21 3p f 

aOOi 090504 Application b</ ftE for House to export 38 U Diide fuel rod 
segments to Canada 
WILBONiB Central Elactrlc Co BDH BQ056 90/05/23 lp 

9006090317 Advises that export lieenie XSNtt-1676 mag be issued line* no 
rnitl changes have ten mate tinct issuance of XSNM-1333 
HR10HT.B L Qffle* af International Programs, Director 80/03/21 
IP 



8006120252 Rsquaata amend nf license to export Taiwan Units 5 d 6 to 
Taiwan, adding Uniti 7 & a 
HESS, R J Unstinghoum Electric Corp ICS-0121 8O/O4/23 3pp 

800613O2SB Requeti license to ouport Taiuan Units 5 b 6 to Taiwan 
HERBCH.M H Westinghouae Electric Corp ICS-2612 76/01/07 
2pp 

8006130273 Request* amend of license to eiport components to 

Philippine s, adding flu ion chamber 

MOIJRYi W R General Atomic Co dubs of Gulf Oil Co > 696-1177 
SO/05/13 2pp 

8006120360 8ECY-BO-23B 

Foruards Eiecutive Branch viems on prapoaed exports of fuel 

& components to India & rscommends preparation of order & 

cover Itr to President noting that applicable eiport 

criteria h-ave not been met 

SHEA, J R Office nf International Programs, Director BO/03/09 



B0061203fel Application bg Erfloui Intl Co to export 487 3 kg U-233, to 
India Oovt of India 780911 Itr to DOE end 
tt Etflou International Co 7H/Q9/HO 3pp 

B006120365 Confirms 800111 telcon re expedited issuance of license to 
eipart traversing in-core probe to India No spare probes 
available far scheduled replacement at Tarapur Atomic 
Power StatiomUntt 1 
WILSON, B D Oaneral Electric Co BO/O1/11 lp 



900609053B Adviirt th*t tipnrl License XBNK-lciSa mag be Iviued *tnc* 

no nutl changei. hav* been made line* issuance of XSNM-1A04. 

WHIQHT, BL Offlc* of Intarnatlona 1 Prograini> Dlncbor. BO/Oi/03 
IP 



80061303-66 Application by Matheaon Oa Products for license to export 
one 8iie 3 cylinder containing SOO liters chemically pure 
deuterium 
WOOD.L Mflthesnn Oai Products 101-84512 BO/05/21 lp 



S006090566 ExpTiisei disappointment re del-ay: in muina license far 
export of nuclear components to India 
EECKHOUT, A Ft uter- Stokd. Inc SO/03/03 lp 

B006U0439 Advises that no mtl changatf clTcunitancei aDci*ted uj/ 
License XBNM-1696 from thate tilting *t time of lituance 
of XSNM-li36 Llceni* may n iiiued. 
WfilOHTrB L Office of International Proirami. Director. BQ/OS/32 



8006120397 Submits application far license to export 1,100 Ib depleted 
U, for jse -as shielding In medical cancer therapy equipment, 
to Canada 
Nuclear Metala. Inc 1-201-7 BO/03/E7 lp 

BO Oi> 120 420 Forwards license application to export 1O3, 238 kg U. 
containing 96,34 kg U-233, to Mest Germany 
MATBQN'V Transnuclear. Inc BO/03/14 lp 



ao04ia007B Executive Branch petition r* Metak Belloui Corp applications 
for llcinsis to axport metal hose & ats*mbil*i to Bpaln 
Licenses should be granted 

NOBENZOiLV State, Dpt. of i Bureau of Oceans & Internatl Environ (. 
Scitntific Affair* BO/Oa/SB. Spp. 

B00612011I Faruardi addenduin to application for Itcensa to export 160 
Zlrcaloy-4 BHF fual channel* to Mett OeTmany 
BRISTOL, C Carpenter Technology Corp BO/03/1B lp. 

B006I20113 Application by Carpenter Technology Corp for addendum to 
llcenie to etport 160 Zlrcaloy-^ BUR furl channels to Hett 
Oermany. 
Crpnta.r Technolooy Corp- BO/03/12 <2pp 

8004120155 Dlieusies rqut for 4m and to XBNM-1343 FavorJ^lt response 
to amend ixpectid due to approv*! by Pre-ildent Carter of 
fuel salt to T*ranur raactor Amend request mill be 
reiubmlttid du* to June 1^30 eiplratlon 

EECKHQUT. A Ruter-5toKes, Inc. 60/03/13 lp, 



S006120424 Application by Transnuc loar, Inc for license to export 

103 230 kg U. containing 96 34 kg U-235, to Uest Germany Ltr 

of assurance encl 

MAT&OM, V Transnuclaar, Inc 80-115/01 NUK32 BQ/03/14 2pp 

S00612042S SECY-BO-235 

Recommends Issuance of license to Reuter Stokes, Inc to 

export tuio ionliation chambers to Veneiuela License request 

forwarded for Commiislon revieu because proposed export is 

destined for country u/o previous authorliatlon 

SHEA. J R Office of International Programs, Director 80/03/07 

2pp 

8006120430 Submits Executive Branch view* re application by Reuter 

Btokes.Inc for license to export two Ionliation chambers to 
Venezuela Recoimond* that license be issued 

NDEEHZtM- V State- Dept of. Bureau of Oceans E. Internatl Environ 
b Scientific Affairs BO/04/16 3pp 



8006120439 Withdram* application for ejport license 
HERSCH, M H Mestinghouse Electric Corp IC8-0333 



8006120202 Ltr of assurance r OE BOO13O application for llclni* to 
tiport rtplaccmtnt parts to Finland. 
Finland SO/03/li, lp 



800612044B Forwards llcene application to eiport slightly enriched U 
dioxide powder, compressed into fuel pellets. to Braitl 
HERSCH. M M Hestinghouse Electric Corp IC8-02B9 BO/OS/13 lp 



BOO&1BOS04 Advil** that circumstances assQClated u/Llcense XSNM-167S 
are sami/as thoie eiiitlng at time of Issuance of XBNM-1929. 
Licenie may be Itsued. 

HRIOHTiB L, Office of Inttrnat lonal Programs. Director BO/O3/S1 
IP- 

B0061 20211 Advliei that circumstances associated u/Lic*nse X3NM-165O 
art tame BI ttiote exl*tlng at time of Isiuanct af X&HM-1436 
License may be Issued. 

WRIOHTrB L Office op Internet lonal Proframi, Dlrtctar. 00/03/22 
lp. 

B006 120249 Ltr of asnurance re Japan Atomic Pouer Co -application for 
llce-ns* to export liOOH kg U-235. contain** In 36, 730 kg Ur 
to Japan 
MIYABAVASHI, M. Japan, BO/OS/ 1 4. 1 p 



8006120446 Application by Uostlnghouia for license to export slightly 
enriched U dioxide powder, compressed fuel pellets, to Bra ill 
HERSCHrM.M, Westlnghome Electric Corp ICS-02B9 BO/05/13 lp 

B006120443 Requests cancollatloti of B003S9 application for license to 
export BUM to Canada 
JdHNBON.N R Enrlin Instrument Corp EI-917732 BO/05/23 lp 

300612044B VJlthdrauis application fur license to export R5 research 
reactor components to India. 
ECKHOUTrA Rutr-Stokes, Inc BO/O5/22 lp 

BOOM 20 449 Foruardc llcen*i application to tiport 36,400 kg 
contaminated sintering boats to Sueden. 
HEflSCH, M M Westlnghouse Electric Corp IC8-0292, 80/05/14 lp 
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B00612O4SO Application by West i ngh ousa for license to export 3fii 400 kg 
contaminated -scrap molybdenum sintering boatdto Suodon 
HERSCH,M M Westinghouae Electric Corp ICS-0292 BO/O5/13 Ip 

9006120468 9ECY~HO-23Qa 

Recommends that Commission consolidate Applications 
XCOM-0376. XCGM-O3B1 li XCOM-0399 u/app 1 i cat ions lilted in 
9ECY-BO-238j f or revieu purposes Also recommends that 
Commission note receipt of GE request to amend XCOM-0240 
BHEA.J R Office of International Programs. Director BO/O5/15 



B006130033 Application bij Nuclear Metals, Inc for license to eiport UJ> 
to SO. 000 Ib per v depleted U metal castings in discrete 
pieces up to 3 ft mat tftmoniion b individual piece ueighti 
up to 1-000 Ib, for 3'ijr period.to United Kingdom 
OILMAN.A R Nuclear fl&fcals, Inc BO/03/22 Ip 

B00613D041 Requests approve! to ra-eiport 3 3 my Cf-292 source to 
Democratic Republic of Germany, in response to license 
condition 
HARHON.D Ed low Internal tonal Co 90/03/27 Ip 



9006120473 Submits Eiecutlve Branch vleuis ra application bij G^ron 

Jackson Pump Div for license to oxport components tt parts 

to India Recommend* that license he Hsued 

NOSENZO. L V State, Dept of, Bureau of Oceans & Internatl Environ 

fc Scientific Affairs 8O/05/13 Bpp 

8006130477 Submits Executive Branch views re application by Carpenter 

Technology Corp for license to eiport 16O Zirealoy-4 

channels to India Recommend* that license be Issued 

NOSENZO, U V State. Dept of, Bureau of Oceans tt Internatl Environ 

fc Scientific Affairs 8O/09/J3 2pp 

S00612O4B2 Submits Executive Branch vieui re application bg Pacific 

Pump*, Inc for license to eiport parts & components bo India 
Recommends that license be Issued 

NDSEMZOiL V State* Dept ofi Bureau of Oceans & Internetl Environ 
tt Scientific Affairs SO/05/13 3pp 

BOQ612Q4B5 Responds to question re safety significance of pending 

export of Tarapur components If licensing action on pending 

applications continues to be iulthh*ldi impact uould be more 

adverse than any single export treated In isolation 

SHEA, J fi Office of International Programs, Director BO/05/OB 

3pp 

6006120469 Requests extension of export license from BOO731 to 801231 
Passlbilltg exits that order for Union Electric mill not be 
completed b(j BOD731 du to 2-3 month delivery backlog at 
primary cable supp 1 ieri Telef leu 
EECKHOUTjA Heuter-Stokes, Inc aO/03/22 Ip 

6006120497 Forward* corrected end use 1 statement far 300533 license 
application Requests that quantities of matl on license be 
adjusted to read 21,044 7 kg U, containing 704 997 kg 1/-S3S 
MATBQN, V Transnuclear, Inc 80/03/27 2pp 

--800&13OSOO Forwards application for license to eiport 21,045 kg U, 
containing 703 01 kg U-233, to Sujltierland 
MATSDN,V Transnuclear, Inc SO/03/23. Ip, 

8006120502 Application by Trannue lear, Inc for license to (Xpert 

21.04*) 7 kg Uj containing 704 997 tig U-233. to Switzerland 
* Transnuclear, Inc RBU 331 80-120 80/03/23 2pp. 



B00613004H Forward* Itr from T 1 eflyn* Hah Chang Albany requesting 
cancellation of application XCOM-O1O3 to export Zircaloy 
tube shells to Argentina. 

PETERSON. M R Assistant Director far Ei port/ Import tc International 
Baf eguardm 00/03/35 Ip 

8006130049 Requests Executive Branch position re West ingnouse 
application for license to export 3 fission chambers Go 
Pakistan U/o enc 1 B0051S application 

PETERSON,M R Assistant Director for Export/ Import fc International 
Safeguards SO/03/30 Ip 

8006 1 301 83 Executive Branch position re Teledgne Isotopes application 
for amend to export license extending expiration date for 
3 grs li limiting amount of tritium gal to 3,000 Cl. 
License should be amended 
NOSENZO, L V State, Dept of 60/05/18 2pp 

8006130336 Ltr of assurance re TramsnucLear, Inc application to eiport 
370 94 kg U-233, contained In 10,44? ko U S. 0399 kg 1/-23&, 
contained In 1 Itg U, to Su/i tierland, 
MULLER.R E Suiitierland 631 313 NOK 80/03/06 Ip 



Informs that Commission approved issuance of llcenn to 
export loiu enriched U to Yugoslavia 
CHICK, S J Office of the Secretary of the Commission BC/0&/02 



8006160173 Forwards Radium Chemical Co BOO 520 Itr transmitting ad41 
info re amend request to License XB-1012 to eiport tritium 
to Sutherland W/o enc 1 

PETERSON, M R Assistant Director for Eiport/lmport b International 
Safeguards BO/09/30 Ip 

B006140170 Notlflei that Weetlnahouse ulthdreu export llceni* 
application on 800933 

PETERSON, M F) Assistant Director for Eiport /Import d [nternatlonal 
Safeguards 90/06/02 Ip 

BOQ6I601B5 Foruardi Executive Branch responses re five export llc*ni* 
applications for Spain requiring Commission action. Requests 
expeditions review H/o ncl 
aHGA,J R Office of International Pr-ogrami, Director. 90/06/02. 



B006120305 Ltr of assurance re Harabenl America Carp application For 
license to export 14S kg* U-23S, con talned In 3,493 kg Ui to 
Japan. 
KIVABAYASHIiM Japan, 90/O9/14 Ip, 



800al&O179 Inform* that Eberllne Instrument Corp ulthdreu moort 
licenie application on 80031-7 

PETERSON. M R Assistant Director for Export/Import li International 
Safeguard* 60/03/30. Ip 



8006120907 Executive Branch position r Transnuclear, Inc application 
for llcanie bo export 1,334 kg U-239, contained in 30,746 
kg U li 127,224 ha natural U to Wilt Germany Ltr of assurance 
encl 
NQBENZO, L, V Sta te. Dept of . 00/03/22 3pp 



B006160207 SECY- 00-263 

Requests revieu of encl West Inghouse afpUcatloni for 

license to export two pouer reactors tfl Taiwan 

SHEA.J R Office of International Programs, Director. BO /O 3/2 a 



Q00612053S Submit* application to amend license, increasing quantity of 
matl for export to 4,192 kg U-233, c ontained in 198,013 Kfi U. 
t< extending eipiratlon date to 911231, 
DAHLSTROM, C Mestlnghouse Electric Corp, SO/03/ 19 Ip 

a 006 130 026 Discusses application by Nuclear Ketals, Inc for license to 
export 9OO kg depleted U to Canada. Matl will be used for 
non-nuclear application License Issued u/o normal 15-day 
uai tlnj period 

PETERSON. H, R Aasittant Director for Export/Import it International 
Safeguard*. BO/03/28 Ip. 

6006130020 Li earn* for Nuclear Metals, Inc to export 900 kg depleted U, 
a* solid metallic pieces, to Canada. 

PETERSON, M, R Assistant Director for Export/Import & International 
Safeguards. 00/03/28 2pp 

8006130030 Forwardi application for license to export up to 20,000 Ib 
per yr depleted" U metal castings in discrete pieces up to 2 
ft max dimension & Individual piece uelgJits up to 1.000 Ibi 
for 3-ur period to United Kingdom Requests quick reaponte 
COMER, D A Nuclear Metals, Inc, 60/09 /SI Ip 



8006170099 Executive Branch position re Meetinghouse application for 
amend to 1 Icens*, tncrea* 1 ng amount of JiSthorized nuclear 
rnatl bg 639 kg U-23S, contained in 17,400 kg U, f or ttport to 
Spain. License should be granted 

NOBENID. L V State, Dept of, Bureau of Oceans b Internatl Environ (U 
Scientific Affair*. BO/03/21 3pp 

8006170110 Executive Branch position re DOE application for license to 
eiport 7 3 kg U-S39, contained in E49 tg Ui to Canada Ltr of 
assurance encl. License should the granted 

NOSENZO, L.V 6tate,Dtpt of, Burai> of Oceans & 1 n terra U Environ, & 
Scientific Affair* 80/O3/16 3pp 

8006170120 Executive Branch position re Niisho-Iuai American Corp 
application for License to export 143 683 kg U-233-i contained 
In 7- 387. 75 kg U, to Japan Ltr of JUiurJflct encl License 
should be granted 

NOSENZG.L V State, Dept of. Bureav of Oceans & Internatl, Environ fc 
Scientific Affairs, BO/OS/20 3pn 
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0006170235 Forward* uuh Itr requesting amend to Licanflfl XSNM-U3? to 
increase quantitlei to bo mported Amend request should be 
considered u/800110 application U/o and 

PETERSON, H H Assistant Director far Eiport/Iroport li International 
Safeguards 60/04/O2 Ip 

8006170302 Executive Branch position re West inghouse application for 
license to export HSSS to Korea License should be limited to 
10 (jn t< expiration date should coincide u/UB-Korea 
agreement for cooperation 

HELFRICH.Q F State, DBpt of. Bureau of Oceans 1> Internatl Environ t, 
Scientific Affairs BO/05/27 Ip 

B0061703BB License for Metal Sellout Corp to eiport flenible metal hole 
u/assembllBS ipeclallig ,ii igned for nuclear reactor!' to 
Spain 

PETERSON, H R Assistant Director for Export/Import t. International 
Safeguard) A14900 eo/Ofa/OB Ip 

6006170737 Forwards 900502 Itr from Reuter-Stoxes requesting 
cancellation of Eiport License Application XSMN-190B 
W/Q tncl 

PETERSON, M R Assistant Director for Eiport/Impc-rt & International 
Safeguards HO/09/30 Ip 

BOOM 70747 Llcenii for Nucl*r Motals, Inc to eiport 27,300 kg depleted 
U, metal castings, to United Kingdom 

PETERSON, M R Assistant Director for Export/Import ti International 
Safeguards BO/06/0? 2pp 

BOQ6I70792 Forwards, *or review, pending license application t> proposed 
license for eiport of 27,300 kg depleted U to United 
Kingdom over 3-ur period Application no longer requires 
Commissioner revliui H/o eneli 

PETERSON, M R Assistant Director for Eiport/Import E> International 
Bfjurdi SO/OS/SB Ip 

3006170773 Requests Executive 1 Branch position re Reuter-Stoks 
application for emend to license to extind expiration date 
to 801231 

PETERSOM.M R Assistant Director for Export/Import t, International 
Safeguard! BO/06/C3 1 p 

80061707B3 Forwirdi application for licenie to export 7, 337 73 kg Uj 
enriched to 1 92X,to Japan, Encutiv* Branch position d 
propoied llcunia no longer require Commin inner revleu H/o 
encl 

PETERSQM, H, R Aniitint Director for Export/Import fc International 
Safeguardi BO/09/23 Ip 

3006170821 Foruirdi .application by NucUar Hetalii Inc to renew llcente 
to eiport 63.000 lb* deplatad U to Canada 
OOHERrD Nuclear Hetals, Inc QO/03/23 Ip 

Q006170B26 Application by Nucloar Metal*. Inc to reneu license to export 
69,000 Ibi depUtad U to Canada 
* Nuclear MetaU, Inc 76/11/H9 Ip 



B006170B64 Foruards Application by Isotope Products Labs for licsntB to 
export Cf-233 to Saudi Arabia W/o encl 

PETERSON, MR Anlitant Director for Export/Import & International 
Safeguards BO/03/33 Ip 

B006170S6? Foruiards application for license for minor nuclear export 
Requests assistance in securing required Itr of aftiurartce 
PETERSONiMtl Assistant Director for Eiport/Ijnporfc t. International 
Safeguards BO/03/23 Ip 

B0061BOOi6 License for Marubeni America Corp to eiport 148 kg U-233i 
contained in S, 439 tg U, tn Japan 

PETER8aN,M R Assistant Diroctor for Eiport/Iraport fc International 
Safeguards IHQ131BN 80/06/10 3pp 

90061 30071 Amend 4 to CE export 1 icensei eitending atpiratlon date to 
330701 

PETEflSONi M R Aislstant Director for Eiport/Import *. International 
Safeguards BO/06/10 Ip 

B006100130 License for Self-PouBred Lighting Ltd to eiport 430,000 Cl 
tritium In dispersed form only, incorporated into sealed 
light sources as optical Instrumental to Albania, Bulgar ia, 
Crochoslavaklai East Oarmnng. Hungary fc Mongolia 

PETERSON, MR Assistant Director for Export/Import & International 
Safeguards, SO/03/SB Epp 

B0061B0204 Amend 1 to Hole, Inc export license extending expiration iljtf 
to 830630 li Increasing total value of items 

PETERSON. H R Assistant Director for Export/Import b International 
8fguards HNL-101 BO/06/O7 Ip 

B0061B0214 Amand 3 to Hoke, Inc eiport 1 ieenie, extending expiration date 
to B31231 & increallng total value of Items 

PETERSON. H R Assistant Director for Eiport/Import & International 
Safeguards 11S1A. C, Ci 10B7B 80/06/07. Ip, 

BQ061B0218 Application bu Union Carbide Corp for lie em* to export 
9 010 kg douter ium, contalnad in sli cylinders. to Japan 
BALALIB,C Union Carbide Corp SO-7B40/7B53 BO/03/27 ip 

a0061B0221 Llcen*a for OE to eiport 1,002 kg U-Q33, contained in 36,730 
kg U, to Japan 

PETER6QN.fi R Assistant Director for Export/Import fc International 

Safeguards BDU BOO 17 80/06/10 2pp 

B0061BOB29 Llcente for Nlsiho-Iuai American Corp to export 149 6B9 kg 
U-S33, contained in t, 887 73 U, to Japan 

PETERSON, H Ft Assistant Director for Export/Import & International 
Safeguards HHM-0177 SO/06/10 Epp 

800618029? Foruard* Ed low Intl Co 800602 nailgram requesting that 
eipiration date on export License XB-1QOS b eitended from 
aOOBOI to 810101 U/o end 
PETERBONiMR Office of Internationnl Programs, Director BO/Oo/03 



60041 70S23 Repulses Amends 3 lc 1 to Lictnses K COM- 022 2 t. XCOM-0274, 
respactivelv, incrvaalng values h changing oipiratlon dates 
to BHS31 t- 810630, rtspectivelg 
BRUSH. P N Hoke, tnc SO/03/S2 Ip, 

B0061708W Forwards application for license For minor nuclear eiport 
R*quist assistance in securing rnulrtd Itr of assurance, 
M/o encl 

PETEfiBQN,H fi Asilitant Director for Export/Import t, International 
Safeguards, BO/03/23 Ip 

8006170B30 Forwards DF10 Intl, Inc end use statement re application for 
Keens* Statement should be considered in/application 
submitted 791204 

PETERSON, M R Asi*t n t Director for Export/Import t. Intrr itional 
Safeguards 80/09/23 la 

8006170SS4 Forwards Application bij Westinghouse for license to export 
EMU to Br*ill,W/o end 

PETERSON, M. R At* i i tint Director for Export/Import (. International 
Sef ejusrd* BO /OS/ 23, 1 p 

fl006170BSa Forwards application b Transnuclear, Inc for license to 
export 8NM to Uest Germany U/o nncl 

PETERSOH.,ft Asmlstant Director for Export/Import i Intsrnatlonal 
Safeguard!, BO /OS/ 23 Ip. 



BOOilB0270 Requests Executive Draneh position re Edloui Intl Co 300337 
request for amend to Llennao XD-1071 to allou Radioehflmlcal 
Centre to re-axport 3 3 mg Cf-232 to East Oermanij for 
madlcal purposes, 

PETERBOHrM R Office of International Programs, Dlrsctor 80/06/03 
Iff. 

BOOMBOSaS Advises that propostd license to eiport 7,397 79 kg U, 
enriched to 1.720X. to Japan, no longer requires Commisslonar 
review, Unless notified that further analysis is required, 
license mill be Issued. 

PETERBON.M R Assistant Director for Export/Impart fc International 
Safeguards BO/OB/E3, Ip 

8.0061Q0970 Requests assistance In obtaining necetsarij Itr of assuranc* 
re application for licente to uport single reloads of 
lou enriched U fuel, 

PETERSON, M R Assistant Director for Export/Import t* International 
Safeguard! BO/06/03 Ip, 

SO 061505?! Advises that proposed license to export 33.660 kg U, 
anrlched to 3 BX, to Sweden, no longer requires Commissioner 
ravieu Unless notifttd that further analysis Is raquired, 
llcnsi will ba issued 

PETERSON, H R Assistant Director for Export/Import & International 
Safeguards 80/03/23 Ip 



8006170662 Requests amend to export license, eitending expiration to 
Si 01 01, 

EJlow International Co 60/06/02 Ip, 



80061B0393 Advlirs that Eberline Instrument Corp requests withdrawal of 
export Itcanse application per 800923 Itr 

PETERSON, M R Assistant Director for Export/Import h International 
Safeguards 50/09/30 Ip. 



NONDOCKETED ITEMS 
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8006130597 Requests Eiecutive Branch position re Rockwell Intl 
application for license to export steel valves to India 
PETERSON. M R Assistant Director for El port /Import & International 
Safeguards GO/06/03 lp 

d006190021 Forwards application by Aldrich Chemical Co. Inc for licence 
to eiport deuterium oxide to India Requests info re status 
of BO 042? application for license to export to Argentina 
EDEL9TEIN, B Aldrich Chemical Co , Inc (subs of Sigma-Aldricfi 
Corp ) 80/05/28 lp 

0006190023 Application bu Aldrich Chemical Co. Inc for license to export 
1 kg deuterium. contained in 5 kg deuterium oildiito India 
EDELSTEIN, B Aldrlcti Chemical Co , Inc (subs of Sigma-Aldrich 
Corp ) 9/BQ BO/OS/a7 lp 



a 00 6 1 9002 6 Application by Mitsui d 
Zircaloy-2 tube shells to Japan 
MQNDEN.T Mitsui d Co . ttd 136136 



Co. (USA). Inc for license to export 
80/03/29 3pp 



80062Q058I Forwards 800S22 application fc proposed license for eiport of 
34,300 kg depleted U to Canada for uio ai shielding for 
medical cancer therapy equipment License will be issued 
unleis otherwise advised W/o ends 

PETEHSDN.M R Assiitant Dimeter for Expor*/ . 'port Si International 
Safeguard* BO/06/02 lp 

BO06200SB2 Advise* that Commission hai accepted recommendation for 
approval of Router-Stokes application for license to eiport 
tuio loniiation chambers for us* ai neutron detector! to 
Veneiuela 
CH1LK.S J Office of the Secretary of the Commision BO/06/OS 



B006200590 Fnruards pending license applicati on, favorable Eiecutl 
Branch views & proposed license for eiport of special 
nuclear & source matl to West Germany License will be 
inued unless otherwise advised H/o encli 

PETERSON. M R Assistant Director for Export/Import h International 
Safeguards 80/06/02 lp 



8006190067 Ltr of assurance re Transnuclear, Inc application to eipoi-t 
0,073 kg U-23S, contained in 7 667 lig U, to France 
KARCHAL.J European Communities, Commission of BO/06/04 lp 

8006190107 Application be Teledyne Precision-Cincinnati for license to 
export one resistance butt welder id/magnetically activated 
upset force siji to Argentina 

KROQER.R C Teledyne Precision - Cincinnati 97001S BO/05/29 
2PP. 

0006190160 Requests current statu* of 300317 application for license to 
export waste gat mgt treatment sys to South Africa Requests 
written response ii description of pending problem areas by 
S00il3 

MURPHY, W J Helix Technology Corp . Process Systems Div 80/09/27 
lp 



8006300614 Forwards application by Barg-Warner Corp. Nuclear Valve Div. 
for license to eiport globe gate 6 check valves 
connecting parts to Belgium 

MAN, S Y Berg-Warner Corp , Nuclear Valve Div C5H/HO/218 
90/03/29 2pp 

3006200617 Application by Horg Warner Corp. Nuclear Valve Div. f or 
license to eiport globe gate b checl valvei as connecting 
parts to Belgium 

HANiS Y Barg-Warner Corp . Nuclear Valve Div A32208/901/909 
80/03/E9 lp 

8006230003 License for Sigma Chemical Co to eiport 9 Vg deuterium oxide 
to Argentina 

PETERSON. H II Assistant Director for Export/Import & International 
Safeguard! D-44 EO/06/11 2pp 



8006190324 Notifies that license lued without cuitomaru, 19-day 

uaiting perlodidue to urgent need for dauterlum ga 

PETEftSQN.HR Assistant Director for Export/Import t> International 
Safaguards QO/04/11 lp 



800623000? License far Sigma Chemical Co to etport 10 kg deuterium 
oiirie to Neui Zealand 

PETEFISDN. M R Assistant Director for Eiporl/Import & International 
8afeourd D-41 00/06/11 2pp 



8006190231 License far Union Carbide Corp to export 30,000 lltvrs 
diUterium g*s i 009 microcuries tritium to Japan 

PETERSON, H R Assistant Director for Export/Import (. International 
Safeguards 80-7040-7893 BO/O6/I1 2pp 



0006230010 Licence for Aldrich Chemical Co, Inc to eiport 1 kg 
deuterium, contained in 3 kg deuterium oxide, to Arfltntlna 
PETERSON, M fi Assistant Director for Export/Impor* fc International 
Safeguards B/BO 80/06/11 Spp 



8006190639 Petition to intervene & request for hearing re FR 790220 
notice of export of two nuclear reactors to South Korea 
Pertinent data must be made available for public insp Si 
export deferred until hearing i* held W/rUtd documents 
A3HER.T R Center for Development Policy A8HEfi,T ft Asher.T R . 
PC BO/06/13. 33pr-, 

BOO&200001 License for Exxon Nuclear Co, Inc to export 1,010 kg 
U-235, contained in 33,660 kg U, to fiyaden 

PETERSON, M R. Assistant Director for Export/Import (c International 
Safeguard* 80/06/04 2pp 

0006200130 Forwards requB*t for change or alternate route for spent 
fuel shipment. Encl withheld <ref 10CFR2 790) 

STUKENBROEKER.G NL Industries, NL Nuclear Div 16333 80/03/OB 
IP 

8006200S07 Requests Executive Branch position re Westinghouie request 
for amend to application for export license, Increasing 
quantity of matl from 190,091 kg U,containino 3,992 kg U-235 
to 19S. 012 kg U, containing 4,182 kg U-233 

PETERSON, M R Assistant Director for Export /Import ii International 
Safeguards 80/06/03 lp 

800620026H Requests cancellation of application for export to Chile 
JOHNBON.N B Eberlin* In*trumnt Corp EI-917747 80/09/19 lp 



8006230074 License for Mitsui S< Co. Ine to export 79.HOO lb Zlre*loy-2 
tube shells to Japan 

PETERSON, M R Assistant Director for Export/Import h International 
Safeguards 1361SS 80/06/03 lp 

80062000BO License for Metal Bellous Corp to BXport Fleiible metal 
hose in/assemblies, specially ditlgnad for use in nuclear 
reactor. to Spain 

PETERSON, M R Assistant Director for Eiport/lmport t. International 
Safeguards AU900 00/06/02 i ( 

0006230106 Responds to FOIA request for document* re proposed nuclear 
reactor* to be located near Oyaema, Korea SECY-BO-1S9 Ii 
License Xfl-0133 are available in PDR 
FELTON.J M Divlflon of Rules and Record* BO/06/17 lp. 

B006230116 Executive Branch position r* Etfloui Intl Co application for 
license to export 119.242 kg natural U for storage to West 
Germany Ltr of assurance end License should fee granted 
NOSENZO L V. State, Dept of, Bureau of Oceans & Internatl Environ l 
Scientific Affairs. 80/03/20 2pp 

8006230200 Discunts proposed eiport that no longer requires 
CommUiioner review License application has been reviewed k 
raises no safeguard* concern* 
BURNETT, R F Division of Safeguards BO/06/06 lp 



B006200276 AcK receipt of H Bengel*dorf 791320 Itr requesting license 
to eiport Pu to Bui ttirland. Quantities reflected in Item* 
17,18,19,20 h 21 should bg changed to reflect 2 9 kg Pu,92X 
fissile k 16 kg natural U. 
MCDONOUSH, M D Energy, Dept of BO/O9/22 lp. 

S006SOOS61 Notifies that License XSNrl-1695 may be Uued since no matl 
changed circumstance! existing at issuance of Liconse XSNH- 
1636 

HR10HT.B L Office of International Programs- Director BO/Oi/17 
IP 



B006230706 License for Matheson Oas Products to export BOO liters 
deuterium to Australia 

PETERSON.M R Assistant Director for Export/Import 4 International 
Safeguards 101-S3273 BO/06/11. Spp 

8006230709 Submits application to amend license to export 9,000 liter* 
deuterium gas to Japan. 
CIAMMARA Union Carbide Corp BO/06/tO lp 

Q006S40004 Reque*t* Executive Branch position re OE application for 
license to export SNH to Canada. 

PETER50N.M R Assistant Director for Eiport/lmport b International 
Safeguards 80/06/09 lp 
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8QOA240116 flBqueits NRC eipedite approval tor application to Biport 
in-cnre finion chamber ta Australia 

* Australia BO/03/31 Ip. 

B004240120 Ltr at assurance re eiport oP 7 y Pu tt 10 g U-233 to Japan 
MIYABAYA5HI.M Japan BO/OS/ 1 Ip 

B00o240124 Not if i(i that Minting houie informed enbassg that all 
niciiftry documentation r* ui of In-core finian chambar 
being proce-iied Processing mill tate appro* thru uks 
Ra,uit9 Bipediting eiport approval 

* Australia BO/Oi/30 Ip. 

8004240139 Ltr of assurance re Beamodal Transport Carp application to 

* iport 23 79 g Pu to Belgium 

HAROfAL.J Euratom aupplg Agency (Belgium* 80/O3/2? Ip 

9006240207 AutAoriiet issuance of License X5NM-1694 since no matl 
changed ilrtumltance* tinea issuance of Licons* XSNM-163i 
WRIGHT, B L Office of International Programs, Director BO/Q6/1B 
If 



B00629Q036 License fur Mathaaon Qas Products to eiport 500 liters 
(90 g) deuterium,, chemical ly p uro, contained In Five 
cgllnders.to Australia 

PETERSON, M R Assistant Director for Eiport /Impart & International 
SatBguards 101-77S32 SO/O6/1I 2pp 

800-6H5Q093 Ltcansa for fteutei Stokes, Inc to eiport one uncompensatod d 
dm compensated loniiation ch arab or, raodDl a RS-C2-OBOS-12 1 ? *> 
RS-C 1-2514-1 13, respectivelgito Veneiuela 

SHEA* J R Office of Intarnational Programs, Director V-B4fl6 
BO/06/03 Ip 

BOOA25003B Application by Mitsubishi Intl Corp for license to eiport 
430 it\Ci Cf~2S2 to Japan 

KUOErT Mitsubishi International Corp (subs of Mitsubishi Corp ) 
64-7434-BO BO/OS/2B Ip 

BOO AS 3 0070 Requests Eiecutlve Branch position ro Teledgne Precision 
application for licenie to eiport one butt welder to 
Argentina 

PETERSDM, M R Asiittant Director for Export/Import & International 
Safeguards 80/06/05 Ip 



0004240275 Ltr of atturancB re *<port of 92-1 kg U-235. contained in 
33, A63 kg U to Japan 
HIVAGAYASHIi M Japan BO/OS/26 lj> 

8006240277 Ltr of auurance r* tiport of 1,474 kg U-33S, contained In 
39, 129 kg U to Japan 
HIYABAYABHI.H Japan BO/03/S6 Ip 

800-6240002 Rnponi{ to B00527 rtqueit far info re itatui of application 
to aiport uaite gal mgt treatmtnt sij* to South Africa 
Eivcutive Branch r*ip-nniB b*t bean dfflaged South- Africa li 
rot cohsrtnt to NPT Ho anuranct of iiuncB by Nov 1980 
FETEflBON.M R Alitant Director for Export/Import h International 
BafBguardi BO/04/ I O Ip, 



8004290092 License for Wei ting house to eiport one incore fission 
chambar, Model UL-2379B, to Australia 

PETERSON, M fl Assistant Director for Eipgrt/Import & Internat iora 1 
Safeguards AS 77379 SQ/Oi/11 Ip 

6004290099 License for Mathoion Qas Products to export 300 liters 
deuterium, chomieallij pure, to Australia 

PETERSON, M R Assistant Director for Export/Import EC International 
Safeguards 101-84312 BO/O6/1 1 Epp 

aOOfi25009i License for OE to export 921 tg U-239, contained in 33. 6&5 tg 
Ujai U dloiitte powder, to Japan 

PETERSON, H H Assistant Director for Export/Import b International 
Sft guard! BDH GOOI6 80/06/11 2pp 



B006240609 Llcanie for OE to export 1.474 kg U-233, contained In 95,129 
kg U as U dioxide powder, to Japan 

PETERSON, M, R Assistant Director for Export/ Import b International 
Safeguard! BDl-J BOO 13 QO/06/H 2pp 

aoO6240S90 Addl riipnni* to FO1A riuit for documents re propotnl 
nucltur reactors located near Ogaama, Korea Forviirds GVJ 
KcCortle 7"FO332 nemo BECY-79-141 1 *Uo tubj tt> riquot & 
li available In PDR, 
FELTOM, J M Division of ftirlot and Records BO/OtWSO Ip 

B006240653 Dlscunts review of appllcafclan for 1 leans* to export 
re*cton to Karia n't? physical lectirlty CDnctrns apparent 
Rsquesti that Executive Branch provide info re Korean cut of 
accounting & control & -status of xafaguardi Inplimentatlon. 
HCCORKLE.O M Physical eacurltll Licensing Brancti. 79/03/BE Ip 

BQ04240654 Confirm* appthintmtnt of Tokgo Elictric Power Co. Inc as 
authorized partg for license to export BOO kg U-235, 
contained In B9i 193 kg Ui to Japan Hut! transfer will conform 
to Agreement for Cooperation 
HIVrtBAYASAL, M Japan BO/06/11 Ip 

8006230001 Determined no mitl changed clrcums tanc* asioctatad w/expart 
license application from condition* exl*ting at time of 
ttsuance of License XSNM-1636 Licenie mag be Issued. 
MOORE, R M Asvlstant Director for E> port/ Impo-rt b International 
8af*guardi BO/06/17 Ip. 



SOO33O2B4 Advises that application for license to export specially 
designed parts b components to India mat dentid on B00316 b 
Mill be referred to President for further consideration ' 

U/o incl order 
SHEA, J R Office of International Programs. Director BO/06/16 



SOO&230SB5 Advises that application for license to export specially 
designed parts & componnt to India tua denied an BOOB 16 & 
will be referred to President for further consideration 
U/o ancl order 
SHEA,J.R Office of Intarnational Programs, Director 80/06/16 



BOQi25Q2B7 Eiecutive Branch petition ra OA Co application for llc*ni 
to eiport fuel cluster tooliifuel rod insp device & storage 
rack to Taiwan. Ltr of assurance end License should be 
granted 

N03ENZO,L V BtateiDept of, Bureau of Oceans tt Internatl Environ (t 
Scientific Affair* 60/06/13 4pp 

BO Oi250 336 Forwards application to export U-30B stds ta Soviet Union 
CAPOnOSQ.L DRO International , Inc BO/O5/14 Ip 

B0062SQ367 License for Nuclear Ketals, Inc to export 34,900 k) 
dtp la ted U,ac solid metallic pleci,to Canada 

PETERSON, M R Assistant Director for Export/Import & International 
Safeguard* BO/06/ 12 2pp 



B006250003 Licenee for Sigma Chemical Co to export 5, O kg deuterium 
oxide to MiligiU 

PETERSON, H R Assistant Director for Export/Import & International 
Safeguards D-4Q SO/06/11 Epp 



8006240002 Application by Sigma Chemical Co for license to itport 1O k} 
deuterium oilde liquid aver H-gr period to France 

3TERH,VJ C Sigma Chemical Co (subs of Blgma-Aldr leh Corp ) D-43 
60/O6/05 1 p 



BOQ&250020 Forward! Itr from Telerfgne Mah Chang Albany requesting 
cancellation of application XCQM-Q189 to export Ilrt*log 
tune lhallt to Htit Oermanv U/o Itr 

PETERSON, H R Assistant Director for Cipcr t/lmport ti Intarnational 
Safeguard* 80/09/3O. Ip 

BQ0623Q022 Advti*t that Kaweckl Berylco Industries, Inc lloutd 
Lfcenit XCOM-O127 to expire, Export Is readij for inunediate 
hlpmBnt. Flftaan-dav waiting period is waived. License encl 
PETERSON, M R Assistant Director for Export/Import & International 
Safeguards. BO/06/06. Ip. 

80062S0024 Llcsnt* for Kiueclei Berijlco Indus-trlesi Inc to export 414.4 
ft Zircaloy 2 siamlass tubing ta Hest Oermanu 

PETERBONiM R Assistant Director for Export/Import h International 
Safeguard! 7B40B aO/Oi/Q6. Ip 



B00626OOO6 Foruards license tor- Seamodal Transport Corp to eiport 
23.75 g Pu t 950 g natural U to Belgium 

PETERSON, M R Assistant Director for Export/Import t> International 
Safeguards 80/06/16 Ip 

3006260000 License for Seamodal Transport Corp to export 23,75 9 Pu d 
52O g natural U to Belgium 

PETERBOH.M R. AssUtant Director for Export/Import & Internal; lonL 
Safeguards AO/B61. 80/06/16, Ip 

SOO&SoOOlO Application by Uastinghouse for license to oKport on* 
proportional counter, Model WX33785, to France. 
PDCHAL.H F Westinghouse Electric Corp ZE-Z03B6 BO/06/09. Ip 

8006260012 Forward t Hltsubichl Intl Corp application for license to 
export 493 kg U-S3Si contained in 10,141 kg U, to Japan 
SHIHA, B Mitsubishi International Corp <*ufas, of Mitsubishi Corf ) 
HBA-3480-04, 80/06/06 3pp 
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B006260013 Application bij Mitsubishi lnk\ Carp for- license to eicport 
493 9 U-235, contained in 15,141 kg U. to Japan End use 
statement end 

SHIMA.S Mitsubishi International Corp dubs of Mitsubishi 
Corp ) H5A-54BO-04 60/06/06 Spp 



6006300080 informs that 77O211 (< 700713 export llcents applications 
denied due to failure to meet Atomic Energy Act 
requirements 

SHEA. J Ft Office of I it tern at tonal Programs. Director 80/09/30 
IP 



9006260014 Foruarda Mitsubishi Intl Corp application for licenss to 
eiport 718 kg U-23S, contal ned In 33, 1B4 Kg U, to Japan 
SH1WA.5 Mitsubishi International Corp (subs of Mitsubishi Corp I 
HSA-3490-05 BO/06/06 3pp 

9006360010 Application bij Mitsubishi Intl Corp for license to export 
71B kg U-235. contained In 23, 1B4 kg U. to Japan End use 
statement end 

SH1MA.S Mitsubishi International Coi o {subs of Mitsubishi 
Corp > HSA-S48O-O9 aO/06/OA 2pp 

B004260Q19 Forwards Transnuclear. Inc application for license to eiport 
6SO 160 kg U-235. contained in 17.901 kg U. to Meat Germany 
MATSQN, V Transnuclear. Inc BO/O6/0 1 ? lp 

8006260022 Application bij Transnuc loarr Inc for license to. eiport 
620 160 kg U-235, contained in 17.901 U, to Host Germany 
End use statement encl 
MATSQN.V TransnucUar. Inc RBU 332 80-13O/ 80/06/09 3jip 

8006260032 Executive Branch position re Byron Jackson Pump Div, Borg 
Warner Corpi app 1 icatlon for llcenie to e-iport specially 
designed parti & components for primary coolant pumps to 
Taiuan Ltr of assurance encl License should be granted. 
ND3ENZO.L V State. Dept of, Bureau of Oceans & Intarnatl Environ b 
Scientific Affair* SO/06/ 1 a 4pp 

BOO63&0034 Executive Branch position re Chem-Nuclear 8y* Inc 
application for license to eiport demtneral tier sys to 
Taiwan Ltr of assurance tncl License should b* granted 
NQSENZOi L V Btats.Dept of, Burtau at Oceans & Internatl Environ & 
Scientific Affairs BO/06/ 1 2 4p? 

6006360036 Executive Branch position re Uastinghouie application for 
licenee to export ISO uCl Np-237, In \Z radiation 
surveillance Cdpsuleii to Taiwan License- ihould be granted 
NQBENZOiL V StateiDept of, Bureau of Oceans It Inturnatl. Environ I 
Scientific Affairs BO/06/12 2pp 

8006360044 Application by Hestlnghouse far license to export three 
compensated lonliatlon chambers! Model HL6377. to Franc* 
PDCKAL.UF Westinghouse Electric Corp ZE-2O3S? BO/06/03 lp 

8006260047 Executive Branch position re QE application for license to 
export 29 kg U-233i conta i ned In 2 9 kg Uj to Tatui&n Ltr 
of assurance and, License ihould be granted 

NDEENZOrL V State, Dept, at, Buraau of Oceans b Int*rntl Environ t> 
Bci*nHflc Affiri QO/06/ia 4pp 

3006260OSO Executive Branch position re OE Application for llctns* to 
export 4.000 kg U-233i contained in 14i 000 kg Ui to Taluian 
Ltr of assurance encl License ihaifLd be granted. 

HDSENZO,L v State.Dept of, Bureau of Qceanl S. Internatl Environ. l> 
Scientific Affairs BO/Oi/ia Spp 

3006260052 Executive Branch position r* Edlow Intl Corp application 
for license to export 903 kg depleted Ui a U dloildtito 
Taluan Ltr of assurance incl License should be granted. 
NQ&ENZG.L V, StatiiDept ofi Bureau of Oceans & Internatl Environ & 
Scientific Affairs BO/06/12, 4pp 

8006260204 Petition to intei-vent S< request for hearing re nuclear 
reactor export to Taluan Requeiti public availabllitv of all 
pertinent data tt urges US OS asiBssment of volcanic It lelsmlc 
Issues needed for adequate, appraisal of r-laki, 

(1CNEIL.J E Canter for Development Policy. MCNEIL, J E. McNeil, J E. 
80/06 /SO 20pp 

BOO 6260 20B Petition to Intervene & request for hearing re nuclear 
reactor export to Taluan Roquents public availability of all 
pertinent data ti urges USOS assessment of volcanic ti seismic 
Issues needed for adequate appraisal of risks 

MCNEIL, J E C.ntir for Development Policg. MCNEIL, J E McNeil, J E 
80/06/20 SOpp 

BOO627O007 Forwards Ffi notice re application* for licenses to export 
huclar facilities or mat la 

SHEA,JR Office of International Program*. Director QO/06/16 
lp. 



8O063OO111 License for Mitsui !. Co to uport S3 i 163 lb Zlrcalog-2 tube 
shvlla (HF-tOO ppm max I, to Japan 

PETERSON, M R AsHstant Director fo^ E*port/ Import It International 
Safeguards BO/O6/1B lp 

6006300274 Advises that MRC could not find export license application* 
uithtn Atomic Energy Act criteria Applications referred to 
President for further consideration Commission 000316 order 
& B00t09 revision encl W/o encl 

SHEA, J R Office of International Programs, Direetai- flO/06/16 
IP 

9Q063002B3 Notifies tnat export licenta application determined not to 
be ulthin Atomic Energy Act criteria Application f ormanfed 
to President for further consideration Commission B00916 
order ti 800609 revision encl H/o encl 
SHEA i J R Office of International Program*. Director 90/06/16 



HOOA30O293 NotltiB* that application does not meet Atomic Energv Act 
requirements Application forwarded to President for Further 
consideration Commission 800316 order & 60060? revision 

ncl H/o encl. 

SHEArJ R. Office of International Prooramii Director. SO/06/16, 
IP 

B006300296 Requests info 1 guidance r export of tritium self-lumlnoirs 
tube* to Australia 
MACHUTCHIN, J US Radium Corp 60/06/11 lp 

8006300297 License for Tramnuc 1 er, Inc to export 7 667 kg U. containing 
073 ig U-23S, to France 

PETEREON.M R Assistant Director for Eiport/Inport - International 
Safeguard BO- 1 16/01 TKP 3. BO/06/19 2pp 

8006300327 Application bu Aldrlch Chemical Co. Inc for license to. 
eiport 1 kg deirter Ivmi In 9 kg deuterium oxidti to Veneiuela. 
EDELSTEIN. B Aldrlch Chemical Co , Inc [subs of Bl jma-Aidrlch 
Corp. ) tl/SO 80/06/12 tp 

8006300331 Application by Aldrich Chemical Co , Inc for lUtns* to 

iport 1 \g deuterium. In 9 k^ deuterium oildeito Israel 
EDELBTEIN, B Aldrich Chemical Co , Inc (subs, of Blgme-AldrEch 
Corp ) 13/QO SQ/0&/12 lp 

3006300332 License for Aldrich Chemical Co, Inc to export 1 tg 
deuterium, contained in 5 kg deuterium oiiderbo Indie 
PETERSON. ti Ft. Asslitant Director for Export/Import tt International 
Safeguard) SO/06/ IB 2pp. 

B006300560 Transcript of 770321 briefing In Hashing ton. DC re Edlou 
Intl Co application to export SNH to India Pp 1-42 
Commission, 77/03/21, 42pp 

8 00i30 05B1 Forward* application for license to export 30 g enriched 
U-235 to Japan. 
8A1KI.T Mltiui k Co. , Ltd BO/06/O3 lp. 

Q006300594 Application by Uttaui b Co for license to export 3D g 
enriched U-233 to Japan. 
* Mitsui tt Co , Ltd BO/06/03, Spp 

8006300698 Request* Executive Branch position r* request for amend to 
eiport license adfing airlines located in Angola, Cameroon 1< 
Llbgan Arab WeputlU bo list at ultimate consignees. 
PETERSQNiM R Atslttant Director for Export/Import b Inter-national 
Baf eguarde. SO/06/23 IP 

6006300701 Responds to Q00611 Itr re eiport or sealed. self -luminous 
tubular type lources to Australia Llcenm does authorlie 
export of tritium gat in -seale-d sources but does not 
authoriie shipment of gas in tulk form 

PETERSONiM R Assi*t*nt Director for Export/Import S. International 
Safeguards. 80/06/23 IP 



9006270240 Notice of receipt of applic-etions for licenses to export 
fac llltles or matl*. 

BHEAiJR Office of International Programs> Director 80/O6/16. 
2pp. 



The subject category column in this Index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P, The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed Items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed In the Contents. 
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PRDJ 




BARTH. C A 


8006020110 


30-39B 





BARTH. C, A 


B0040201 16* 


30-338 





BARTH. C. A, 


BOO602O123 


30-358 


o 


BARTH, C A 


B006020146 


30-338 


D 


BARTH, C A 


BOOfr 180297 


30-358 


D 


BARTH, C A 


6006230246 


50-498 





BARTH, C A 


6006230266 


50-262 





BARTH, C A, 


BOO6300496 


30-488 


D 


BARTLETT, J M 


soo3oeo22a 


PR 




BASHFORD.A L 


B0060603K8* 


30-273 


H 


BASKIH.K.P 


B006030293 


50-2O6 


P 


BA9KIH.K P. 


B00602D34O 


50-206 


F 


BASKIN.K P 


8006030373 


&0-206 


P 


BASKIN.K P 


800603043? 


50-206 


P 


BASK IN, K P 


8006110052*- 


50-361 


D 


BASK IN, K P 


8006190497 


90-2D6 






AUTHOR 


ACCEBSIDN 
NUMBER 


SUBJECT 
CATEGORY 


BASK.IN.K P 
BASKIN. K P 
BASK IK. K P 
BASKIH, K P 
BASKItJ. K P 


B006 130210 
BOO6130301 
B006190SB4 
QOO&l 90522 
8006200464 


90-206 S 
90-361 A 
90-206 P 
90-361 I 
90-206 P 


BASKIN.K P 
BASKIH, K P 
BASK IN, K P 
BAS3IN.N 
BAS5IN,N 


8006230919 
8006240440 
8006270194 
3006180183* 
80061B0243 


30-361 A 
50-361 A 
30-206 Q 
FOIA 
FOIA 


BASBIN.N 
BASSIN, N 
DA3SIN. N 
DA-SSI Hi N 
BASSIN, N 


80061 BO 145* 
S0061B0141* 
B006150SD3* 
B0061B0110* 
B006I90336* 


FQIA 
FQIA 
FOIA 
FOIA 
FOIA 


OA8SIN.N 
BASSIN.N 
BATEMAN, H H 
BATES, J W 
BATES, J, H 


BODAie02B3* 
7902140223* 
8006230233* 
B00620001S* 
8006230033* 


FOIA 
FOIA 
30-354 Q 
70-1151 
70-143 


BATJEFt. K 
BAUER, E 
BAUER, E R 
BAUER, E R. 
BAUEfl.E R 


8006300983* 
80060303831* 
S0061B0143* 
80O61B0480* 
B0061B031S* 


PRM 
90-277 P 
90-317 S 
90-3 IB B 
90-318 8 


BAUM.P H 
BAUM.E A 
BAUH. E A 
BAUM, E A 
BAUNACK. W 


B006 160023* 
S0061 10009 
8006240469 
3006260183 
800&0202&6* 


90-133 R 
30-338- F 
30-338- F 
30-33B F 
30-220 


BAUNACK, W 
BAUNACK, U K 
BAUSER.M A 
BAUSER.M A 
BAUSER.H A 


80OAI70391* 
BOOA290ifO* 
BOO&090060 
Q006090494 
BOOA05D494 


90-247 Q 
90-333 Q 
PR 
PR 
PR 


BAXLEV. S X 
BAXLEV.S X 
BAXLEV, 8 X 
BAXLEY.S X 
BAXTER, F,D 


8006030432* 
B006C90366* 
B006O90333" 
B006200444* 
S006110009* 


30-321 S 
90-366 8 
90-321 8 
90-366 S 
30-307 Q 


BAXTER, F D 
BAXTER, T A 
BAYBUTT. P 
BAVNARD, P V 
BAVNARD, P. V 


BDOA110029* 
8006110336 
80063001 S3 
8006060334 
8006110080 


30-271 
50-312 T 
RES 
90-302 P 
90-302 P 


BAVNARD. P V 
BAVNARD, P. Y 
BAVNARD, P- Y 
BAVNARD, P. V 
BAVNARD. P-Y 


9006170617 
80061 BOS 11 
8006200397 
8006300530 
8006 2304 05 


90-302 R 
90-302 K 
90-302 
30-302 
30-302 Q 


BAVNARD, P. Y 
BAYNARD.P V 
BAYNE. J P 
DA.YNE, J P 
BAYNE.J P 


0006230403 
BODAS40326 
BOOA 120 123* 
800618049? 
8006230439 


50-302 P 
30-302 P 
50-286 & 
50-333 P 
SO-286 P 


BANE,J P 
BAYNE.J P 
BAYKE.J P 
BAVNE, J P 
BEACH. A B 


8006240501 
8006260168 
SOOA2A0178 
BOO&260180 
BOO 6030229* 


30-333 P 
30-286 P 
30-296 H 
90-333 H 
90-438 0. 


BEAN.R H 
BECHHOEFER.C 
BECHHOEPER.C 
BECHHOEFER.C 
BECHHOEFER. C 


800620001B 
800 6060463 
80061203B9 
B006160I40 
8006130272 


RES 
30-466 
90-409 
30-409 
30-398 


BECHHOEFER. C 
BECHQEFER.C 
BECHOEFER,C 
BECKER. F L, 
DECUMAN, D A 


80062602B3 
80O60S0313 
8DO6020307 
8006290342 
B006030268* 


50-387 8 
30-409 
30-398 
RES 
90-334 0. 


BEER. J L, 

BEEflB.F C 
BEERB.F C 
BEERB,F. C 
BELIMO, D C 


8006090S97 
BOOA 170696* 
SO 041 70649* 
800M7063B* 
BOO&030510 


PR 
30-309 R 
30-271 R 

30-29 R 
40-B6B4 


BELKE, M, 
HELKE,H L 
BELL.J M 
HELL, S 
BELL.K E. 


S006300043* 
8006230364 
B0061B0206* 
8006260139* 
B006060499* 


50-334 

30-286 P 
FOIA 
COMMISSION 
7O-398 


BEMIS,J, M 
BENNETT, M 
BENNETT, J 
BERO.R. R, 
BERO.R E 


BOO6300609 
800921011 A 

8096190992 
8006020934* 
B006020939 


FDIA 

30-346 H 
30-273 H 
30-128 Q 
NUREO 
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ACCESSION 
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BERGHQLZ.H E 
BERQLUND.R H 
GERMAN. M 
BERNARD, J 
BERNARD, J 


B006O3Q463 
6006200549 
B00625033B 
8006020403 
9006030394 


PH 
PR 

RES 

90-ao 
90-20 


a 

B 


BERNARD, J 
BERNERO, R H 
BERNREUTER.D L 
BERNSTEIN, D L 
BERNSTEIN. D L 


8006230051 
B006200074* 
80060604B1* 
8006060527 
8006120020 


30-ao 

30-312 
50-70 
30-26? 
90-287 


a 

p 
p 


C 


BERNSTEIN, D L 
BERNSTEIN. D L 
BERQUIST, D 
BERRY, T 
HER TELL. R 


8006060527 
8006110116 

B006030270 
8006040294 
8006300968 


90-289 
90-2S9 
90-4 44 

90-aai 

PRH 



& 

B 
P 


B EH TELL, R 
BETTENHAUSEN.L 
BETTENHAU8EN, L 
BETZLER. W F 
SEVAN. R B 


B0062903SO 
8D06O60109* 
B006O30618* 
8006030096 
7911O6Q951 


PR 
30-372 
30-H77 
PR 
30-10 


Q 

a 

F 


BB/AN.R B 
BEYEA, J 
BICKMIT, L 
BICKHIT, L 
BICKHIT. L 


8006270042* 
8006040047 
8006190127 
8006170792 

B00620034B* 


30-324 
90-320 
BECY 
80-37+ 
1OCFR 


P 
P 




BICKU1T.L 
BICKW1T, L 
BICKMIT. L 
BICKWIT. L 
B1CKWIT, L 


B0061B0117 
8006180132* 

8006230036* 
8O06290030* 
8006190339 


SECY 
SO-247 
CONTRACT 
10CFR 
BO-273 


T 
Q 


BICHWIT, L 
BIDDLE,C T 
BIDDLE,C T 
BIDDLE.C T 
BIDDLE.C T 


B00623Q337 
8006190343 
8006(20030 
80O6 120030 
80060300B3 


SO-279 
30-466 
30-466 
30-466 
90-466 



Q 
C 

C 
C 


BIDDLE. C T 
BIDDLE.C T 
BIDDLE, J 
BIDDLE.C T 
BIDDLE,C T 


S0060900S3 

8006090204 
B006090219 
9006120061 
8006120064 


90-466 
9O-46& 
9O-466 
3O-466 
50-466 






O 

4 


BIDDLE. C T 
BIDDLE, C T 
BIDDLE. C T 
BIDDLE.J 
B1DDLE.C.T 


9006120069 
8006120097 

B006090204 
9006090213 
3006180061 


90-466 
90-466 
90-466 
30-466 
90-4&6 










a 


DIDDLE, C T 

DIDDLE. C T 
BIDDLE. C T 
BIDDLE.C T 
BJDDLE-C T 


BOOA 120064 
8006120060 
B006 120097 
9006160 166 
0006160170" 


30-466 
90-466 
90-466 

90-466 
5O-446 



9 



St 



BIDDLE.C T 
BIDDLE.C T 
BIDDLE.C.T 

BIDDLE. C T 
DIDDLE, C T 


B006160166 
8006160170* 
8006170609 
8006170609 
800&3003S3 


S 0-46* 
30-466 
SO-466 
3<0-466 
90-466 






4 
fl 

o 


BIDDLE. C T 
BIDDLE. C T 
BIDDLE.C T 
BIELAWSKI.A P 

B1ELAWSK1.A P 


BOOA300340 
B006300323 
3006300340 
8006120263 
8006190924 


30-466 

5O-4ti 
30-466 

50-25? 
50-299 


c 





g 


BILES. M, B 
BINFORD, E C 
BIRKEL, R A 
BIRKEL.R A 
BIRKEL. R A 


800A300641 
8006240332 

B006020013 
8006030194 
8006090477 


MISC 
30-10 
30-3H 
30-369 

50-437 


D 
A 
A 
A 


BIRKEL, R A 
BIRKEL. R A 
BIRKEL, R A 
BISHOP.T W 
BIBHOP.T. W 


8006130127 
8006170033 

B006230133 
8006290172* 
8006300991* 


90-349 
50-349 
30-3*9 
50-3 W 
50-397 


A 
A 

r 
a 

A 


BISHOP, T W 
BISHOP, C J 
BI8HOP,C J 
BISHOP, L L 
BISHOP, L. L 


B00609Q236 
8006020316 
8006020390 

8006110224 
8006170340 


30-344 
30-275 
30-320 
PR 
PR 


6 

O 


BIBHOP, L L 
BISHOP rL L 
BISHOP, L,L 
BISHOP, L L 
BISHOP, L L 


8006170340 
8006110224 
B006 170340 
800 4 170247 
8006170247 


PR 
PR 
PH 
PR 
PR 




BISHOP, C J 
HI SHOP, C J 
BISHOP.C 0. 
BISHOP, C J 
BISHOP, C J, 


8006060572 
8006170146 
B006090302 
8006120353 

3006190870 


50-468 
27-39 
BO-376 
30-339 
SO-443 





a 

H 



PERSONAL AUTHOR INDEX 



AUTHOR 


ACCESSION 
NUMBER 
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CATEOORY 


BISHOP.C J 


8006330377 


30-4SS 


BISHOP.C J 


8006240115 


30-489 


BISHQP.C J 


8006260209 


30-320 


BISHOP.C J 


8006260269 


30-273 


BISHOP.C J 


80063Q04 1 3 


90-339 


BISHOP.C J 


9006300432 


90-275 


BISSERT, F J 


B0062O0430 


50-334 H 


BIVIN6, H 8 


B006 190332 


90-293 Q 


BLACK. K E 


B00619032B 


70-2909 


BLACK, B A 


B00630Q014 


70-124 


BLACKMON, D B 


80061 70868 


PR 


BLACK, R L 


8004030 18B 


30-312 T 


BLACK. R L 


6006030213 


50-5S2 


BLAKELEY. J E 


8006260042 


REB 


BLAKE, J 


80061 BOQ91* 


SO-SIB 


BLAKE. J 


B006020S75* 


50-324 


BLAKE. E L 


B006 120094 


50-289 


BLAKE. E L 


8006 120084 


50-aB9 


BLAKE, J 


8006130390" 


50-416 Q 


BLAKE. E L 


BQOA060423 


50-309 


BLAKE, E L 


8004060423 


30-2B9 


BLAKE. E, L 


8006130040 


30-289 


BLAKE, E L 


BQ06 120040 


90-2B9 


BLAKE. E, L 


3006120022 


30-2B9 


BLAKE, E L 


8006 1204 14 


90-2B9 


BLAKE, E L 


0006120414 


30-289 


BLAKE. E L 


8O061B0194 


80-289 


BLAKE, E L 


B0061B0194 


30-289 


BLAKE. E. L 


BOOM 101 10 


90-2B9 


BLAKE. E L 


80061 101 17 


30-289 


BLAKE. E L 


8006110117* 


30-2S9 


BLANDFORD.R K 


B006Q2013B 


REB 


BLAflK.J K 


8006130040 


50-SB9 


BLASK.J K 


8006180043* 


30-2B9 


BQDTKE. P J 


8006110136* 


30-293 R 


BOO DEN. 


8006030240 


40-1162 


BOO DEN, 


8006240305 


40-1162 


BOHM, R E 


B0061 20284 


HASTE MOT 


BONN. R J 


BOQ6Q30371 


3Q-3&7 R 


BONN, R J 


BO06040314 


30-367 R 


BOHN,R J 


8006110119 


30-367 R 


BOHN.R J 


0006200370 


30-367 R 


BOHN,R J 


8006260193 


30-367 R 


BQtLINOER. A 


9006270038 


NUREO 


BON ILL A, M 


900606,0476* 


30-70 P 


BOW ION, L L 


9006200399 


NUREQ 


BONltON.L L 


8006930011 


NUREQ 


BONZON,L L 


8006160141 


NUREG 


BOOK. H E 


B00619016B* 


90-320 Q 


BOOK, H E 


80061 9-02490 


30-277 a 


BOO*, H E 


B00617039B- 


80-277 Q 


BQOK.H E 


B0061800B2" 


90-320 a 


BOOK. H E 


0006170274* 


70-2S 


BOOK. H E 


8006170292* 


70-23 


BOOK, H E 


B006090030 


70-7S4 


BOOK. H E. 


900609 0094 


70-754 


BOOK. H C 


BO06090913* 


90-73 Q 


BOOK. H E 


B006090046 


70-2S 


BOOK. H E 


8006090041 


70-23 


BOOK. H E 


B00609Q90B 


80-73 Q 


BOOK. H E 


8006230108 


80-275 


BOOK. H E 


80062301120 


30-273 a 


BOOK. H E 


8006170302* 


70-25 


BQOK.H E 


8006240289 


27-4B 


BODKE,B L 


8006240459* 


40-1162 


BDOKE.B L 


8006340459* 


40-1162 


BOOKS- P A 


8006200399* 


30-320 H 


BORDENICK, 8 ft 


8006060270 


30-322 


BORDENICK, B K 


8006090242 


90-322 


BORDENICK, B H 


6006110311 


90-322 


BORDENICK, B H 


5006110209 


SO-914 


BORDENICK, B M, 


8006130162* 


50-322 


BORDENICK, B ft 


8006130139 


30-322 


BORDENICK, B, M, 


80061 600B3 


30-322 


BDRDENICK, B ft 


8006160087* 


90-322 


BDRWWJN, E A 


8006240064* 


SO-3SB Q 


BOflOMANN, E A 


8006120481 


30-356 Q 


BORffMANN, E A, 


8006260293* 


50-338 a 


BORGMANN, E A 


8006170682 


90-3BB A 


BOROMANN. E, A 


8006300242 


30-3 SB Q 


BOSCHWITZ.R 


8006170873 


PR 


B08TON,J W 


8006270175 


90-286 P 


BQUKNIOHT, J A 


8006110266 


30-449 M 


BOUKNIOHT, J A 


8006170493 


90-389 M 


BOURNIA. A 


8006190089 


30-373 A 



AUTHOR 


ACCESSION 
NUMBER 


SUBJECT 
CATEQOR' 


/ 


BOWERS. C E 
BOWERS, C E 
BDWER9. C E 
BOWERS. C E 
BOWERS. E S 


8006180374 
9006030 I OB 
BQ06240231 
9006250016 
8006190544 


70-B2O 
PR 
70-820 
70-S20 
50-445 


D 


BOWERS, E S 
BOWERS, E 8 
BOWERS. E 8 
BOWERS. E S 
BOWERS. E 8 


8006190642 
0006830474 
8006240311 
8006240430 
8006260199 


50-4BB 
50-275 

50-452 
SO- 142 
30-514 





Q 
6 


BOWIE, T B 
BOYD. B C 
BOYD. D C 
BOYD. D, C 
BOYD. J 


8006170793 
BQQ6I703ai* 
8006I90O46* 
BOO617O032* 
3006040066 


70-1100 
30-282 
50-235 

90-315 
NUREO 




a 

a 


BOYD. D C, 
BOYEH.V B 
BRABB.E E 
BRADFORD. P, 
BRADFORD, W K 


80061 30 1?B* 
B0060303B3* 
BOO606O471* 
B006060112* 
B00606OSSO* 


50-318 
90-277 
50-7O 
90-327 
30-348 


a 
p 
p 
p 
a 


BRADFORD. P A 
BRADLEY, E R 
BRADLEY, R D 
BRADLEY. E, J 
BRADLEY, E J 


BOO626O073 
9006270032 
BOO6030423* 
BOOS 190521 
BOO602O330 


30-44.3 
NUREO 
50-389 
30-171 
50-352 


T 


I 
A 


BRADLEY, E J 
BRADLEY, E J 
BRADLEY, E J 
BRAEHLEFt.T F 
BRAMLETT.L 8 


B006030379 
B0060903B3* 
BOO6UOO-?4 
9009210116 
BOO612O2B3* 


90-277 
30-277 
90-277 
30-916 
30-313 


P 
P 
F 
H 

S 


BRAMLETT, L S 
BRAMLETT.L, S. 
BRANAOAM. E F 
BRANAOAN. E F 
BRANAOAN, E F 


BOO617O&30* 

B0061906B9* 
BOO60fOH13 
8006300256 
B00627OOO3 


90-313 
30-313 
30-4OV 
NUREO 
NUREO 


S 
R 



BRANCH, H W 
BRANCH, H. U 
BRANDENBURO.B 
BRAY, T. C 
BRENNAN, J E 


B00617O749* 

B006i70oaa 

B006260212 
8006110367 
B0061 30233" 


90-398 
90-409 
90-247 
90-397 
30-309 


Q 

a 


F 
H 


BREWER, H C 
BRIDENBAUOH.D 
BRIDENBECKER, R. 
BRIOOSrL, 
BHIOOB.L E 


80O61 90538* 
8006040047 

8006110059* 
80060201 BO* 
B006190I93* 


90-361 
90-320 
30-361 
30-219 
30-219 


I 
P 







BRIQHT.ft M 
BRIOHT, R. M. 
BRIOHT, R: M 
BRIOHT, 0, D 
BRIOHT, R H 


8006270263 
800611 047 S 
8006020 1H9 
B006090O49 
8006030323 


30-302 
PR 
30-302 
30-999 
80-302 


p 

F 


p 


BRIOHT, R M 
BRIOHT. ft. K. 
BRIOHT, R H 
BRIOHT,R.M, 
BRIOHT, R H 


B0061101B9 
B0061 10290 

8006170436 
8006190531 
BOQ61704BB 


90-302 
30-302 

90-302 
30-302 

30-302 





a 
F 
P 


BRIOHT, R M 
BRIMHUER.J, E 

BRINKLER.J E 
BRISTOL, D, C. 
BRISTOL, D C. 


6006300374 
8006090357* 
9006110200* 
8006120111 
90060Z0972 


50-302 
30-309 

30-309 
XPORTLIC 
XPORTLIC 


a 
s 

Q 


BROCKETT, T 
BROCKETT, T, 

BROCKETT, T 
BROCKETT, T. H. 
BROCKETT, T H 


9006090930 
8006090836 

8006090949 
9006240134 
900630063 8 


ItE 
IS.E 
90-SSO 
30-324 
90-259 


S 

S 
8 


BROCKETT rT U 
BROCKETT, T, M 
BRQCKETT.T H 
BRODKEY, J R. 
BRDEHL, D 


0006300344 
8006300330 
9006300333 
9006190262 
8006060390* 


90-321 
30-234 
90-346 
30-397 
30-344 


B 
B 
B 


B 


BROEHL, D J 
BROEML. B. J. 
BROEHL, &, J 
BRQEHL, D. J 
BROEHL, D J 


90060604 1 1 
BOO624031 9 

9006170516 
BOOi 10047 2 
8006200f?a 


90-344 
30-344 
90-344 
30-344 
90-344 


B 

a 

F 

a 

B 


BROOKS, F H 
BROUNB.R J 
BROWN, R A 

BROWN, n. A, 

BROWN. R. A 


B00630020 ? 
BOO627O362 
8009230341* 
B006 1707B8* 

B006170S27* 


30-269 
HUREO 
30-10 
50-277 
30-273 


a 

a 
a 
a 


BROUN. R. A 
BROWN, R. A 
BROWN. 0. D. 
BROWNE, H,0, 
BROWN. 0. D. 


0006180611* 
BOO6 190230* 
8006090122* 
BOO617039B* 

0006050119- 


90-333 
90-220 
30-443 
80-277 
90-445 


a 
a 
a 
a 
a 
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V 


BROUN, R L 


8006230238* 


QA999 




BROWN, Q D 


SO0602O1 33* 


90-89B 


a 


BROWN, Q D 


6906120274* 


40-3453 




BROWN, Q D. 
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CHANDLER. L J 


8006190093* 
100611O162 

1006110352 
8006030232* 
S006030219 


30-373 
90-443 
90-443 
80-320 
30-320 


A 
(1 
M 





CHANDLER. L J 
CHANDLER, L J 
CHANDLER, L J 
CHANO.H B 
CHAPLIN, B D 


8006090013 
B006240470 
B006300342 
B006 120469 
B006030472* 


30-320 
50-3HO 
50-361 
NUREO 
30-320 






B 


CHAPLIN. S D 
CHAPLIN, 6. D 
CHAPLIN, 8 D 

CHAPLIN. 8 D 
CHAPMAN.L D 


Q00606027I* 

B006 160027* 
B006230339* 
S006S40910* 
9006260206 


90-320 
80-320 
50-320 
30-320 

NUREO 


S 
8 

B 
B 


CHAPMAN. M C 
CHAPMAN.L. D 
CHAPMAN. L D 
CHARNOFF, 
CHARNOFF, 


B00627003B 
8006130360 
8006170330 
B0061 70399 
8006170399 


NUREO 
RES 
RES 
90-266 
90-266 


S 




CHABE.J H 
CHASE. J M, 
CHASE, J H 
CHAUDHARY, B K 
CHECK, P 8 


8006240273* 
8006240174* 
8006050434* 
8006300236* 

9003230473* 


90-299 
80-239 Q 
90-364 Q 
30-243 Q 

COMMISSION 


CHERK.M. 8. 
CHERM.H. B. 
CHESTER. R 
CHIANOI.N. J, 
CHIANOI.N J 


6006190060 
B0061S0469 
B0062O0021 
BOQ61I0234 
9006110244 


REB 
NUREO 
REB 
50-400 
30-400 


a 
s 


CHIANOI.N J 
CHIANOI.N J. 
CHIANDI.N J 
CHILDS, H V, 
CHIE.DS. H, V 


8006090306 
8006160070 

6006240383 
BO060S031B* 

6006020361* 


80-400 
90-400 
90-400 
50-333 
30-333 


8 

B 
B 
B 
S 


CHILDS. H V 
CHILDS. H V 
CHILDS. M V 
CHILD8. M V 

CHILK. S, J, 


8006020376* 
B006110010* 
9006110021* 
BOOM 10077* 
B0060S0930* 


30-333 
30-333 
90-333 
30-333 
SECY 


B 
S 
S 

s 


CHILK.S. J, 
CHILK.S J 
CHILK, B J 
CHILK.B. J, 
CHILK, B. J 


8006020326* 
800B2800B6 
8003270043 
8003270093 
8006060102* 


CONTRACT 
ACRS 
ACRS 
ACR3 

80-327 


P 


CHILK, S, J 
CHILK. S. J. 
CHILK.S J. 
CHILK.B J 
CHILK. 8. J. 


0005230274 
B009230383 
9006030206 
BO09230071 
B005230109 


ACRS 
ACRS 
30-4B6 
ACRB 
ACRB 


A 


CHILK.S. J. 
CHILK.S. J 
CHILK.B J 
CHILK.S J 
CHILK. B, J. 


6003230394 
8009270230 
8006300346* 
8003230247 
8003230360 


ACRB 
ACRS 
FOIA 
ACRS 
ACRS 




CHILK, 8, J. 
CHILK.S J 
CHILK. S, J. 
CHtLK.S J 
CHILK.B, J 


8006130068* 
800613007? 
80061 70B01 
S006230313 

90O6 130031* 


PR 
10CFR 
REQOD 
IOCFR 
PR 




CHILK. 8, J. 
CHILK, B J. 
CHILK, 8 J 
CHILK.B J 
CHILK.B J, 


B006 130047 
8006130066 
B0061300B7 
8006130094 
6006 130 10O 


PR 
PR 
IOCFR 
PRM 

10CFR 




CHILK. 8. J 
CHILK. B. J 
CHILK.S J 
CHILK. 8, J 
CHILK.S J 


B0062303S4 
8006290343* 

8006130061* 
8006290344 
80062 600 H , 


IOCFR 
PR 

NUREO 
PR 
IOCFR 




CHILK, 8 J 
CHILK.B J 
CKILK.B J 
CHILK. B, J. 
CHILK.S J 


B006 130057 
9006260003 
9006260021 
9006120427 
8006130070 


NUfiEO 
REOOD 
IOCFR 
IOCFR 
NUREO 




CHILK, 8. J 
CHILK.S J 
CHILK. S. J 
CHILK.S J. 
CHILK.S J 


9006 130073 
8006130103 
BOO&290199 
8006230343 
8006240201 


ORB 
REOOD 

IOCFR 
PR 
IOCFR 





AUTHOR 


ACCESSION 
NUMBER 


SUBJECT 
CATEGORY 


CHILK, 9 J 
CHILK.B J 
CHILK.. S J 
CHILK,, 8 J 
CHILK.B J 


QOO626006 1 
B006I70B1S 
BOD617OS18* 
8006260139* 
B006290077 


10CFR 
PRH 
PRH 
PRM 
PR 


CHILK.B J 
CHILK.B J 
CHILKiS J 
CHILK.S, J 
CHILK.S J 


00042601 34 
8006260 173* 
&006240223 
80062303&9 
B006260170 


PRM 
PR 
10CFR 

REOGD 
PR 


CHILK.S J 
CHILK.S J 
CHILK.S J 
CHILK.S J 
CH1LK, B J 


BOO60203O 1 
8006020323 
S0061707Of 
BOO624D63O 
B006260329 


50-224 
50-31 1 
ORO 
10CFR 
ACR8 


CHILK.B J 
CHILK.B J 
CHILK.B -J 
CHILK. B. J 
CHILK.B J 


B006170777 
B006020477 
80060204B? 
8006160132 
80061 60 I 6O 


PR 
PR 
30-320 
PR 
PR 


CHILK.S J 
CHILK, 9. J 
CHILK.S J 
CHILK.S, J. 
CHILK, 8 J 


8006020310 
B0060605S9 
B0061B06O2 
8006 1 900 IB 
BQO606O523 


90-480 
90-485 
30-272 
30-338 
30-24.7 


CHILK.B J 
CHILK.B, J 
CHILKiB J 
CHILK.B J 
CHILK.S J 


B00629037& 
B0061601A2 
8006200642 
8006240174 
B0062402 1 1 


10CFR 
XPORTLIC 
REOOD 
REOGD 
10CFR 


CHILK, & J 
CHILK, 8 J 
CHILK- 8 J 
CHILK.S J 
CHILK.B J 


S0061601A7 
BOO623027B 

B00624O62-3 
BOO630O321 
8006300382 


10CFR 
10CFR 
1QCFR 
PRK 
XPORTLIC 


CHILK.B. J. 
CHILK.B J 
CHILK.B J 
CHILK.S J 
CHILK.B J 


S0061203'93* 
80D6160142* 
80061S0242 
8006120314 

8006130271 


30-409 
50-4O9 
30-311 H 
30-224 
30-275 


CHILK, 8 J, 
CHILK.S J 
CHILK.S J 
CHILK.B, J 
CHILK.B J 


B0061 60091 
B006160100 
80061B0406 

B006190S37 
B00630O3OB* 


90-331 
30-443 

90-443 
30-320 
50-320 


CHILK.B. J, 
CHILK.S J 
CHILK.S, J. 
CHILK.S J 
CHILK.B J 


80061SD40S 
8006190347 
8006190363 

B006300J93 
B006240439 


30-289 
30-3 
90-32O 
FOIA 
90-293 H 


CHILK.B, J. 
CHILK.B J. 
CHILSON, V. T 
CHILBON, V T 
CHILBON, V r. 


B006240309 
BO 06300366 
BO 06170471* 
B006170474* 

B006 170479* 


30-466 
90-32D 
30-230 R 

3Q-2SO R 
30-250 R 


CHIN. S. 
CHINNERY.M A 
CHONO. T. H. 
CHOU, C K 
CHOU.C K 


S006190O59 
80O616O093* 
B006030101 
BOC6300034 
B0061701&4 


71-6100 

30-443 
50-323 Q 
HUftEO 
NUREO 


CKOULEB. M C. 
CHOULEB. N. 
CHRIsaOTIHOB, M 
CHRIBTOFFER, H 
CHRIBTENBUflYiE 


9006130130* 
8006090461* 
B00623007S 
60060300B3* 
8006120011 


SO-2BS 
50-263 Q 
50-234 Q 
50-346 Q 
30-26 1 I 


CHRIBTENSEH.S. U 

CHRISTENSEN, B 
CHURCH. L. B. 
CHURCH. U. B 
CHURCH. J. D, 


B006300069 
B00623O423 
B006020376 
B00602O216 
B0061 100S9 


NUREO 
90-344 Q 
30-SBS P 
SO-2Ba F 
70-1314 


CHURCHILL. B U. 
CHUaCHILL, B. M 
CIAMflARA 
CIES2K1EMICZ.S 
CIEBZKIEMICZ.9, 


80-06 1A 0070 
BC-06I60O78 
6006330709 
8006110102* 

BQ06I70452* 


30-32 Q 
90-320 
XPORTLIC 
50-10 R 
30-1O R 


CIESZKIEW1CZ.&. 

CIEBZKIEMICZ.S, 
CIPOLLA, A J 
CIRISTHAN.J N 

CLANCYrP 


8006170457* 
8006170461* 

8006300S70 
BOO&240347 

B006060337" 


50-10 R 
90-10 R 
40-3392 
90-333 
30-273 H 


CLARK. J R 
CLARK. D. L 
CLARK. R. H 
CLARK.R. M 
CLARK.R. U 


B006200Q79 
B006270O65 
3006120158" 
S006120I61* 

B006S301S3* 


50-201 P 

NURea 

MIBC 
MISC 
COMMISSION 



AUTHOR 


ACCESSION 
NUMBER 


SUBJECT 
CATEOOR 1 


CLARK. R A 
CLARK, R A 
CLARK. R A 
CLARK. R A 
CLARK, R A 


SQ06O30536 
8006060247 
S006O90337* 
SOQ6O200U 
8006040193 


30-344 
30-344 
30-336 
30-33B 
50-317 


CLARK. R A 
CLARK. R A 
CLARK. R A 
CLARK. R A. 
CLARK. R A 


8006090525 
8006Q9Q529* 
8006170244 
8006 170249* 
6006170256* 


30-333 
50-33B 
50-266 
30-266 
50-266 


CLARK. R A 
CLARK.R A 

CLARK, L 
CLARK- L 
CLARK,!. 


8006130037 
8006190166 
8006020405 
8006050394 
BOQ6230051 


50-266 
50-344 
50-20 
30-20 
50-20 


CLARK, R J 
CLARK, R J 
CLARK, R A 
CLARK, R A. 
CLARK, R A 


B006050177 
8006090394 
B006120O17 
8006 1 20023* 
SOO6 120023* 


50-23 1 ? 
30-239 
30-2BS 
5Q-2B5 
30-2B3 


CLARK, R A. 
CLARK, ft. A. 
CLARK.R A 
CLARK.R A 
CLARK.R A 


8006170559 
8006180416 
8006180417* 

aooti a o4i a* 

9006 1901 20 


30-309 
30-336 
30-336 
30-336 
30-333 


CLARK, A T 
CLARK. R, A 
CLARK. R A 
CLARK.R A 
CLARK.R A 


8006130123 
800624 OS9B 
8006240604* 
S006240607* 
B0061B0104 


70-130S 
50-245 
30-249 
30-245 
30-317 


CLARKrR A. 
CLARK.R. A. 
CLARK, ft, A 
CLARK- R A 
CLARK.R A 


9004240171 
B006240175* 
B006S40179* 
aQOfc2302'39 
8006260003 


90-344 
30-344 
30-344 
50-70 
50-344 


CLARK.R A 
CLARK, R A 
CLARK.. R A 
CLARK, B 
CLARK, H K 


S0062600Q7* 

9006270422 
BOQ6260040 
3006270259* 
B00623Q3BO 


30-344 
9O-2B3 
50-344 
3Q-29B 
30-329 


CLARK, L 
CLAY, E. L 

CLAYTQN^F L 
CLAYTON- F L 
CLAYTON. F L 


B006300290 
BOO616QS42* 
8006290142 
80060605310 
800603OO66 


SO-20 
70-143 
DO -36 4 
30-348 

5Q-364 


CLAYTON, F L 
CLAYTON. F.L 
CLAYTON. F L 
CLAYTON. F L 
CLAYTON. F L 


80QA03Q303 
B006O30312 
B006030292 
B006030370 
BQ06 030033 


90-364 
30-348 
90-364 
30-364 
90-340 


CLAYTON. F L 
CLAYTON. F L 

CLAYTON. F L 
CLAYTON. F L 
CLAYTON. F L 


BOQ60303SO 
BQO6 1 IOH60 
BQ06230O1S 
8006U0017 
8004180440 


50-3W 
9O-364 
30-343 
5O-34B 
90-34 B 


CLAYTON. F. L 
CLAYTON, F L 
CLAYTON. F L. 
CLAYTON. F L. 
CLAYTON. F L 


BOO 6 230 182 
BOO 6 170598 
3006:190410 
80Q61S0419 
8006 170493 


90-343 
50-343 
SO-364 
SO-3&4. 
90-349 


CLAYTON. F L 
CLAYTON; F L 
CLAYTON. F L 
CLAYTONjF L 
CLAYTON, F L. 


8006300139 
BOQ6300372 
S0061B0432 
0006S3034S 
8006240369 


90-364 
30-349 

00-348 
SO-34B 
90-340 


CLAYTON, F L. 
CLAYTON, F L. 
CLAYTON, F L 
CLEMENT. C 

CLEMONS, P. 


HOO6240414 
8006240176 
6006240334 
B006170661* 
B00627018B* 


90-364 
30-364 
30-364 
50-336 
7O- 133 


CLEMONS. P. 
CLEMONB.P 
CLEVELAND, J.C 
CLEVELAND, C.J 
CLINE. O.E 


B006090OB8* 
80-06 19020B* 
6006270031 
6006150503 
S00602034S 


70-33 
30-20) 
NUREQ 
50-324 
90-320 


CLQUOH, R. L 
COFFEY.E C 
CG001N. C L 
CQOOIN, C. L 
CQOOIN, C L 


6006230011 
B006200093* 
600fi2004Bl* 
B0061 70679* 
B006190SBB" 


NUREQ 
COHTRAC1 
90-366 

30-321 
30-321 


CDOQIN.C L 
CO&OIN.C.L 
COHENrB L 
COHEN, 1 
COHEN, 1 


B006190974* 
800624 043B* 

30063001 li* 
B006030029* 
900680033B* 


30-381 
90-366 
ACR8 
70-371 
70-33 



344 



PERSONAL AUTHOR INDEX 



AUTHOR 


ACCESSION 
NUMBER 


SUBJECT 
CATEOQRY 


COHEN, 3 
COHEN, H U 
COHEM, S 

cam, o B 

CQHN, D B 


B006030049* 
8006180043* 
B006300S93* 
G006t!D3SS 
E006i 10336 


CONTRACT 
50-289 & 
CONTRACT 
50-367 ft 
50-367 


CQHN, D B 
CDHN, B 
CDHIJ, D B 
CDHN, D B 
CONN, D B 


8006110376* 
B00611037B 
8006300396 
6006300396 
8006300396 


50-367 
50-367 
50-367 
50-367 
30-367 


COLE.R F 
COLEMAN.A C 
CQLEMAN. R 
CdLEMAN.L R 
CQLEHAM.fl U 


8006060377 
BO 06060 3 39 
8006060060 
B0060S0469 
8006200 086 


50-376 
30-272 
CONTRACT 
PR 
CONTRACT 


COLEMAN.R U 

COLCHAN, R 
COLY. J L 
COLEY, J L 
COLINS.P 


8006130009 
8006180343 
B00612004U 
B00619O297 
8006230223* 


CONTRACT 
CONTRACT 
30-433 Q 
30-390 a 
CONTRACT 


COLL, N A 
CDLLIN8.R E 
COLLINS, J T 
COLLINS. 
COLLINS. J T 


8006110093 
8006240099* 
Q006040113 
8006060197 
G006060349 


50-230 P 
30-267 O 
50-320 P 
50-320 S 
50-320 P 


COLLINS. T 
COLLINS, T 
COLLINS, T 
COLLINS, J T 
COLLINS. F M 


B006060391* 
8006110910 
8006110919 
8006090040 
8006200003* 


30-320 P 
50-32O P 
30-320 P 
50-32O R 
CONTRACT 


COLL INS, T 
COLLINS. J T 
COLLINS, J T 
CDLLINB, J T 
COLLIN8, d. T 


8006060206 
8006130219 

B006 130226 
8006020118 
6006090369 


50-320 3 
90-320 9 
50-320 S 
30-32O R 
50-32Q P 


COLLINS. 8 T 
COLLINS, J T 
COLLINS, J T 
COLLINS.J T 
COLLINS, J T 


B006 120039 
6006230036 
8006160163 
G006250362 
B006 190690 


50-32O R 
SO- 239 S 
50-320 R 
50-289 S 
9O-32O R 


CGLLINS.J T 
COLLINS.P F. 
COLOMBO. R C 
COLOMBO, R H 
COLOMBO. R U 


8006290333 
B006270431 

8006190641* 
80062S023B* 
8006300403* 


90-320 R 
9O-27I V 
90-312 R 
90-31.2 S 
50-312 S 


COLOMBO, R H 
CDLUHBO.R M 
COMCLLA.P A 
CQMPTGN. R H 
CONOEL, F J 


8006300333* 
H006030387* 
8006290311 
8006300243* 
8006300296 


50-312 B 
90-312 8 
H!BC 
90-2BO Q 
NUREO 


CONGEL, F. J 
CONKLIHi J, C 
CONLON, T. E 
COW-ON, T E 
CONLON, T E 


8006270003 
B006270031 
800617O23S* 
6006170769* 
8006270214* 


NUREO 
NUREO 
90-327 fl 
90-966 Q 
9O-43B Q 


CQWLON, T E 
CONLON. T. E 
CONLON, T E 
CQNLON, T E 
CONLON, T E 


B006090I96* 
8006130038* 
800617O7B4* 
8006230 126* 
B006090074- 


30-491 
90-333 a 
9O-321 a 

50-280 
50-230 9 


CONLON, T E 
CONLON, T E 
CONLQN, T E 
CQNLQN, T E 

CONNER, T B 


6006190268* 
8006230336* 
B00623037U 
8006260357* 
B006060347 


SO- 302 a 
50-430 
90-369 
30-416 
9O-320 


CONNER, T B 
CONKER, T B 
CONNER- T. B, 
CONNER, T B 

CONNER. E. L 


8006160156 
8006 16O 196 
800606O547 
8006060547 
8006090217 


5O-39B 
50-338 
50-320 O 
50-320 
50-317 P 


CONNER. E L 
CONNELL, C 
CONNER, E L 
CONNER. T. B 
CONNER. T.B 


B0061 10407 
8006 190 961* 
B006270011 
8006190301 
8006190901 


90-336 P 
90-2B6 R 
9O-317 P 
90-338 8 
90-338 fl 


CONNERiE.L 
CONNER. E. L 
CONNER, E L 
CONNQLLEY, J 
CONOVER.U J 


8006260001 
8006300632 
8006300339 
80061100151! 
8006200533 


50-317 P 
30-336 P 
50-335 P 
50-283 B 
HUREO 


CQtJarABLErO L 
CONSTABLES L 
CONSTABLE, L 
CONTE. R.J 
CONTE, ft. J 


B006030934* 
80061 90 2B9" 
8006200317* 
800606O206 
8006130219 


SO- 298 a 
90-29B Q 
50-382 
50-320 S 
90-320 9 



AUTHOR 


ACCESSION 
NUMBER 


SUBJECT 
CATEOORY 


CDNTE.R J 
CONVER. S 
CQNWAY, J T 
CONHAY.W F 
CONHAY. U F 


BOO 6 I 30326 
B00613O1S1* 

8006040039* 
BOO 6040061 
9006170645 


50-320 8 
FOIA. 
71-9001 
71-9039 
90-271 R 


COOK.R J 
COOK, J H 
COOK,S J 
COEK.J M 
COOK, J H 


80O6 170763* 
8004020101 
80060602B6* 
8006200337* 
SO 06260343* 


90-329 
40-8302 
30-329 
50-329 
50-329 


COOK.W D 
COOK, J H 
COOK, J W 
COOK, J H 
COOK, J M 


8006040167 
800609030B 
BO06090309* 
0006230213 
8006110073 


50-157 P 
50-329 K 

90-329 K 
50-329 

90-329 H 


COOK, J. M 
COCK, J M 
COOK, J H 
COOK, J M 
COOK, J W 


8006240589 
8006180266 
8006200361 
BO 06200365* 
BO06 160005 


50-329 Q 
50-329 B 
50-329 A 
30-329 A 
30-329 8 


COOK, J M 
CDOK.J M 
COOK, J. H 
COOK, J. H 
COOK, J U 


8006IB0242 
B 006300439 
B0061B0469 
B006300277 
8006240409 


90-330 A 
90-329 R 
90-329 8 
90-329 S 
30-329 A 


COQLEY..H J 
COQLEY, H J 
COOLEY..H J 
COONEVjM J 
COONEY.M J. 


8006170292* 
8006090094* 
8006090046* 
8006170449 
8006230240 


70-25 
70-794 
70-29 
90-277 R 
90-277 B 


CDONEY.N J. 
COPELAND, J. 
COPELAND, J. 
COPELANtt, J. 
COPELAND, J. 


8006330241* 
8O061S0196 

8006 1 90200* 
BOQ61B0205* 
8006190196 


50-277 S 
90-466 
30-466 
90-466 
BO-466 


COPELAND, J 
COPELAND, J 
COPELAND, R, L 
COPELAND, R L 
COPELAND, J 


S0061 90200 t 
SOO61Q020S* 
S006090139 
8006110301 
8006180398* 


50-466 
30-466 
REQOD 
30-337 B 
30-466 


CDPELAiND, J. 
COPELAHDrJ. 
COPELAND, J 
COPELAND, J. 0, 
COPELAND, J-0 


3006180346 
8O061B0346 
8006240437 
8O06340464 
9006270327 


30-466 
90-466 
90-466 
30-466 
90-466 


COPELAND, J. 
COPELAND, J, 
COPELAND, J. 
COPELAND, J, 
COPELANDr J- 


3006270327 
8006300307 
8006300317 
8006300334 
9006300307 


30-466 
30-466 
50-466 
30-466 
30-466 


COPELAND, J, 
COPELANDr J, 0, 
COPELAND, R L. 
CORBETT. J B 
CORBETT, J 8 


B006300317 
9006300334 
8006270203. 
9003270316. 
80O3130121 


30-466 
90-466 D 
90-937 B 
71-9094 
71-9096 


CQRBETT, J. S 
CORBETT, J. B 
CORBIN,K, D 
CORBIN.K. D 
CORDAMI-R. A 


8006040076 
8006190146 
BO06230096 
8006200112 
8006230123* 


71-6273 
71-6375 
70-36 
70-36 
70-27 


CORDAKIrR A 
CORDAKI,R A 
CORDAMI,R A 
CORDAMI-R A 
CORDEHO, I C 


8O06230121 

8006230032 
BOO6180616 
80061B03B1 
800602002 4* 


70-27 
70-27 
70-27 
70-27 
30-346 


CORDERO, Z. C 
CORBERO, Z C 
CORE, H 
CORREA,M A 
CORREA.H. A 


8006190323* 
80063001 B2* 
8O0611001&* 
8006110097 
8006160109 


30-346 
30-346 Q 
SO-2B9 S 
30-272 J 

50-18 d 


CORREA,M, A 
CORYELL.O P 
CORYELL, O. P 
COSTA, C. F. 

COSTELLD, J R 


8006300434 
8006090467 

aoo60304ta 

80061110103 
80O6S0014B* 


90-70 J 
70-1191 
70-1113 
90-320 R 
QA999 


CD9TELLD. J R 
CQSTELLQiO J 
COflTLE, D. H 
C08TLE, D. M 
COTE.L A. 


9006240 126 
BOO6170517* 
8006130031* 
BOO61 30027* 
8006030335 


OA999 
90-2BO R 

COMMISSION 
COMMISSION 
30-309 F 


OTNER,M L 
COTTLE, W. T, 
COUNBIL, M 
COUNBIL. H. 
CDUNBIL, H. Q 


8006170433 
' 80O6090B21* 
9006170361 
8006090474* 
9006200571 


30-10 D 
30-327 Q 

REOOD 
30-423 9 
30-213 P 
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f 


COUN8IL.W 
COUNSIL, U 
COUNSIL, H 
CQUNSIL, W 
COUNSIL, W 


6006030064 
8003300283 
B00604Q011 
BQQ6S40617* 
9006020436 


30-245 
Pft 
30-336 

50-393 
NUREQ 


a 

a 

a 


COUN8IL, H 0. 
COUN8IL,H 
COUNSIL, U 
COUN3IL.W & 
COUNSIL.W 


9006020203 

8006240017 

8006020203 
8006090369 
8006060306 


30-213 
90-213 
30-213 
30-343 
30-336 


p 
a 
p 
p 

p 


COUNSIL, U 
CDUNBIL, M 
CDUNBIL, M Q 
CQUNBIL. M 
CCHWBIL, M 


B006060367 
9006060367 
BQ06030474 
90060902B6 
3006110163 


50-213 
30-813 
30-336 
30-249 
30-249 


F 
F 

e 

F 

p 


COUNSIL, H 
COUNSIL, U 
COUNSIL, U Q 
COUNSIL.M 
COUNSIL. H 


8006110237 
8006 11 COS 1 
8006160045 
8006110226 
8006110307 


30-213 

90-24S 
90-249 
90-249 
30-336 


p 
p 
p 
p 

p 


COUNSIL, M. S 
COUNSIL. M 

COUNBIL. U 
CDUNBIL, M 
CDUN81L.H, 


8006 160047 
S006 130329 
9006130316 
B006 110272 
9006190457 


90-336 
90-213 
30-213 
TOPBEP 
30-213 


p 
P 

p 

p 


COUNBIL, U 

COUNSIL.H. 
COUNBIL, M 
COUNBIL, M 
COUNBIL, H Q 


8006200436 
8006 190437 

B006200491 
9006190602 
B006 190602 


30-213 
30-213 

30-243 
30-336 
30-336 


p 
p 

a 
P 
t 


COUNBIL, H 
COUNSIL, U 
COUNSIL.M 
COUNBIL, M. 0. 
COUNSIL.H. 


B00619040S 
8006240466 
8006190409 
8006300379 
8006870198 


30-336 
30-334 
30-336 
30-249 
30-213 


P 
P 
P 
P 
P 


COUN8IL, W, 
COUNSIL.M 

COUNBIL. M 
COUNBIL, H Q 
COHAN. F. E, 


8006270293 
B006300460 
8006300383 
B0063003B3 
8006130070 


30-243 
30-349 
30-213 
30-213 
30-498 


P 
P 
F 
P 



COHAN, F. E. 

COHAN, F E 
COHAN. F, E 
COHAN. F E 

COWAN. F. E, 


8006I20S7B 
800606047S 
8006200129 
Q00606047S 

9006110267 


30-4*8 
30-499 

90-498 
SO-49B 
30-498 


a 
e 



a 




COHAN, F. E 
COHAN, F, 
COHAN, F. 
COHOILL.C J 
COZZUOL, J H 


B006U0340 
8006180306 
B0061S0906 
B0060&0047* 

9006260042 


30-490 
90-49B 
90-49S 

30-277 
RE6 




e 
e 
a 


CRAI09E, E. A 
CflAMOND, H R 
CRANE. P. A. 
CRANE, P. A. 
CRANE, P A 


B006180924* 
8006040086 
B006190299 
900602034S 
B006020168 


30-327 
NUflEO 
30-273 
30-273 
30-379 


s 

D 
A 
A 


CRANE, P, A 
CRANE, P. A 
CRANE, P A 
CRANE, P. A 
CRANE, P A 


8006030330 
8006160040 
8006160044* 
8006160039 
8006180434 


30-279 
30-278 
30-279 

90-279 
30-279 


A 
A 

A 
F 
H 


CRANE, P. A 
CRANE, P. A, 
CRANSTON, A 
CRAPQ, H. S. 
CRAWFORD, H L 


B006 190488 
8006340416 
8006.300347 
8006030961 
B006020S39 


30-2 7 S 
30-2 7 S 
30-279 
RES 
71-6639 


A 
A 

H 


CREED, J R 
CREHS, J. L. 
CREMS. J. L. 
CREMS, J L. 

CREWS, J, L 


8006110444* 

8006130083* 
8006060339 
B0061B0303* 
8006230037* 


90-292 
30-344 
90-142 
90-206. 
30-313 


a 

a 
a 
a 
a 


CREWS, J L 
CREWS- J L, 
CREMS, J. L 
CRCMB. J. L, 
CREWS, J L 


8006130039 

8006050409 
8006060082 
8006230090 
8Q062300SB 


30-273 
90-361 
30-273 
90-344 

30-344 


a 
a 




a 


CREWS, J L 
CREMS, J L, 
CREHS, E. H. 
CREMS, E K 
CREWS, E H 


8006290116 
8006230181 

800609001? 
B006230433 

8006030398 


30-31E 
30-31E 
90-393 
50-393 
30-393 



Q 

a 

s 

A 


CREWS, E.H, 

CREua.e H 

CBEHB.E. H 
CREMS, E, H 
CREHS, E, H 


8006030477 
8006040241 
8006040304 
8006030043 
8006110234 


90-39S 
30-393 
30-393 
30-393 
80-393 


A 

S 
3 
B 
B 
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CREWS. J t 
CREWS. C H 
CREWB.E H 
CREWS, J L 
CREWa.E H 


SOOt 160293 
8006O60343 
800624027i 
B006290Q91 
8006 180401 


90-206 0. 
50-393 F 
90-399 Q 
30-3 IS Q 
90-395 B 


CREWS, E H 
CRI8CIONE, J 
CRITZ.H 
CRNICH. J. 
CRNICH, J 


8006230186 
8006030392* 
8006370027* 
H006180391" 
0006190313 


30-399 K 
90-336 8 
90-317 P 
50-302 6 
50-382 6 


CROAK, C 
CROCKER. H H. 
CROCKER. H U 
CROCKER, H H 
CROCKER, H H 


0006330096 
H00617079O* 
80062701 SB* 
8006150093* 
B006O60472* 


FOIA 
90-309 
70-139 
SO-S4 
70-398 


CROCKER, H H 
CROCKER, H H 
CROCKER, H W, 
CROCKER, H. W 
CROCKER, H H 


8.006030661* 
8006060041* 

8006190114* 

800619008B* 

8006270089* 


70-442 
70-667 
70-371 
70-920 

70-2260 


CROCKER, H H. 
CROCKER, H H 
CROCKER, H H. 
CROCKER, H, 
CROCKER, H W 


8006090695 
8006.060072 

8006080094 
8006030401 
8006300237 


70-442 
70-1993 
I&E 
30-293 8 
40-B376 


CROCKER, H H 

CR08BMAN.H, A. 
CROBBMAN.W A 
CR08BHAN.W. A, 
CROBBHAN.H A, 


0006270021 
8006110333* 
B00605092B 
B006030223* 
BO06060131* 


70-8260 
30-3B2 A 
50-402 Q 
50-498 Q 

50-482 Q 


CROBSHANrW A. 
CRQSBMAN.H A, 
GROSSMAN. M A 
GROSSMAN. H, A, 
GROSSMAN. W, A, 


0006 t 20231" 
8006090097* 
8006170199* 
BQ06O90234* 

BOO6 130074* 


90-449 
90-382 a 
30-3B2 Q 
90-498 Q 
90-498 Q 


GROSSMAN, H. A, 
GROSSMAN, H A 

CRoaa, j. L. 

CROSS, J L. 

CROBWELL.fi. 


8006190226* 
6006250221* 
B0062402S4 
6006300328 
800617Q39S 


90-449 
90-449 a 
90-327 Q 

30-239 Q 
30-39B 


CROUM, R. P. 
GROUSE. R. P 
CROUBE, R P. 
GROUSE, R. P 
CROUBE, R. P 


8O06O90922 
BOO6O3021O 
8006050827 
B006020119 
B006030372 


90-346 Q 
90-346 Q 
90-346 
90-346 P 
30-346 8 


GROUSE, R. P 
CROUSE, R. P. 
GROUSE, R P. 
GROUSE, R.P, 
CRDUBE.fi P 


B006O30311 
B006040303 
8006230201 
8006.1 70496 
80061704631 


90-346 R 
90-346 F 
90-346 
90-346 P 
90-346 P 


CROUBC,R.P 
CRDU8E,R. P. 
CRQUBE,fl P 
CROW, M T 

CROW. H. T. 


8006300379 
800*240494 
0006230460 
8006040129 
B00603Q045 


90-346 Q 
90-346 P 
90-346 P 
70-27 
70-820 


CROW. U. T, 
CROW, H. T. 
CROM.EY, B. H. 
CROHLEY, B. H. 

CRUMLEY, J J 


8006020937* 
60O6O3O037 
8006O9043SV 

8006300273* 
8006230349 


70-27 
70-2909 
30-321 Q 
90-339 Q 

PR 


CRUTCHFIELD, D 
CRUTCHFIELD, D. 
CRUTCHFIELD, I> 
CRUTCHFIELD, O 
CRUTCHFILED, D H 


80061300 16 
B006O4012S) 
8006040131 
8006130010 
80O6O6042A 


90-299 P 
80-219 F 
90-10 F 
90-249 P 
90-213 F 


CRUTCHFIELD, D. 
CRUTCHFIELD, D.H 
CRUTCHFIELD, D M 
CRUTCHFIELD, D M 
CRUTCHFIELD, D 


8006040123 
8006060967 
8006060973* 
8006060976* 
8004230002 


90-199 F 
90-206 P 
90-206 P 
90-206 P 

90-293 P 


CRUTCHFIELD, D. 
CRUTCHFIELD, O. 
CRUTCHFIELD, D 
CRUTCHFIELD, D. 
CRUTCHFIELD, D 


8006290037 
8006290141 
80062901 9B 
8006290197 
8006290177 


90-219 P 
90-199 P 
90-206 P 
90-29 P 
90-10 P 


CRUTCHFIELD, D. 
CRUTCHFIELD, B 
CRUTCHFIELD, D, 
CRUTCHFIELD, D, 
CRUTCHFIELD, D, h 


60062901 BO 
B006260067 
B00612000& 
8006290039 
B0060309BO 


90-213 P 
90-409 P 
90-409 P 
90-249 P 
90-299 F 


CRUTCHFIELD. 1). 
CRUTCHFIELD, D, M 
CRUTCHFIELD, B, 
CRUTCHFIELD, C. 
CRUTCHFIELO.D M 


800604001 1, 
8006090383 
8006290194 
8006230117* 
8006200427 


90-199 F 
90-293 P 
90-244 P 

COMMISSION 
90-10 F 
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SUBJECT 
CATEOORY 




CRUTCHFIELD, D 
CRUTCHFIELD, D 
CRUTCHFIELD, D M 
CRUTCHFIELD, D 
CRUTCHFIELD, D M 


B00612041B 
B006190103 
B00616O188 
B0061A0194* 
0006200053 


50-409 

50-244 
50-10 
90-10 
50-10 



6 
D 
D 
D 


CRUTCHFIELD, D M 
CRUTCHFIELD. D 
CHUTCHFIELD. D M 
CRUTCHFIELD, D M 
CRUTCHFIELD, D M 


8O062OOOBO 
0006230014 
8006230090 
0006160213 
800617O049 


50-10 
50-10 
SO- 10 

50-206 
50-S53 


D 
D 
D 
F 
P 


CHUTCHFIELD. D 
CRUTCHFIELD, D 
CRUTCHFIELD. D 
CRUTCHFIELD, D 
CRUTCHFIELD, D 


BO0617O221 
80061BO3S4 
B0061SO337 
SO0619O09B 
8Q0619O4O2 


50-206 
50-409 
90-243 
50-29 
50-213 


P 
P 
P 
P 

P 


CRUTCHFIELD, D 
CRUTCHFIELD, D 

CRUTCHFIELD, D 
CRUTCHFIELD, D M 
CRUTCHFIELD. D 


B006 190104 
0O0620O531 
0006S302&3 
B00623O3B3 
B006270239 


90-244 
50-10 
50-219 
50-199 
90-199 


P 
P 
P 
P 
P 


CRUTCHFIELD. D C 

CRUTCHFIELD, D 
CRUTCHFIELD.D 
CRUTCHFIELD, D M 
CRUTCHFIELD.D 


8006240604* 
8006840348 
8D0624O97B 
8006260029 
SD0630O964 


90-243 
50-244 
50-293 
50-153 
50-409 


P 

F 
F 
P 
D 


CRUTCHFIELD.D 
CULP.R.H 
CULP.R H 
CULP.R.M 
CULP.R H 


0O063OO230 
8004130506 
80061B0306 
8006300334 
8006300334 


50-206 
90-498 
90-498 

90-466 
90-466 


P 



G 


CULVER, K W 

CUNNINGHAM. E 
CUNNINGHAM. M E 
CUNNINGHAM. E 
CUNNINGHAM. E 


80061 9062 1* 
80061204BO* 
S00627O022 
BO0921 O436 
8009890066 


90-302 
71-9044 
MJREQ 
71-9942 
71-9044 


R 


CUNNINGHAM. E 
CUNNINGHAM. A L 
CUNNINGHAM. 0, E 
CUNNINGHAM. Q. E 
CUNNINGHAM. A L 


8006030019 
8006030989* 
8006030034 
BOOS27O339 

8006170779* 


71-9030 
50-424 
71-9043 
71-9046 
90-321 


Q 

a 


CUNNINGHAM. E 
CUNNINGHAM. A L 
CUNNINGHAM. E 
CUNNINGHAM. J 
CURRAN, J. M 


8006120464 

8006240058* 
8006300336 
8006240343 
8006060307* 


71-9044 
50-393 
71-5926 
90-320 
50-206 


a 



8 


CURRAN. J, M 
CURRAN. J.M 
CURRAN. J. M 
CURRAN. J M. 
CURRAN. J.M. 


8006030438* 

Q006030434* 
BO060305 1 7* 
B006 120290* 
8006130218* 


50-206 

90-206 
90-206 
90-206 
90-206 


S 
8 
8 
8 
9 


CURRAN. J H 
CURRAN. J M. 

CURTIB, N H 
CURTIB.N.M, 
CURTIS, N, H 


8006160011 

8006230323i> 
8O06060O64* 
8006060095* 
BO06120106* 


90-206 
90-2O6 
90-3B7 
90-387 
90-387 


R 
8 
A 
A 

a 


CURTIS, N M. 
CURTIB,N H 
CURTIS. N M 
CURTIS, N M 

CURTIS, C.E 


8006060369 
B00606.0490 
8006090311 
8Q061LO222 

8006200969 


90-387 

50-3B7 
50-387 
90-387 
30-974 


A 

D 
8 
A 




CURTIS, C E 
CURTI8,C E 

CURTIS, -C E 
CURTIB.C E 
CURTIS. J, H. 


8006200369 
8006200569 
80D62OOS69 
8006200569 
B0061705A1" 


90-974 
50-974 
90-374 
90-974 
30-327 






B 


CURTIB, J.U. 
CURTIS. N W. 
CURTIB, N. W 
CURTIS, N W 
CURTIS, N. W. 


B0061 70341* 

00062001*3 
B0062OO171 
8006200366 
8006270321 


50-327 
50-387 
50-387 
30-387 
50-387 


B 
B 

B 
8 
8 


CURTIS, N, W. 
CUTCHIN.J M 
CUTCHIN, J M 
CUTCHIM, J M 
CUTHBERTSON. T 


8006270342 
8006040122 
80061B0311 
8006270234 
8006300029 


30-387 
90-287 

90-387 
90-289 
71-6717 


S 





CYBULBKI6,P. 
CYPHERT-8 B 
CYPHERT,8, B 
CYPHERT,8 B 
CYPHERT.S, B. 


8006300183 
8006120096 
S00606O492 
B0061B01B9 
B0062D0142 


RES 
90-443 

90-445 
90-443 

30-443 


M 
M 
M 
M 


CYPHERT.8. B, 
CYPHERT-8 B 
CYPHEHT.S. B, 

CYPHERT.S B 
CYPHERT.S, B. 


8006 1601 A3 
8006170007* 
B006170O04 

8006110397 
8006230294 


50-443 
30-440 
50-445 
50-44B 
60-44S 


M 
M 
M 
M 
N 
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D'AKdRE.M 
D'AMdRE.M 
DAOBJART8SOH,9 
DAHUSTROM.C 
DAHLSTROM.C G 


B006iB0002> 
BOQ6S00007 
B00620004I 
B006I20532 
6004120452 


70-1131 
70-1191 

RES 
XPORTLIC 
70-8542 


DAIL, L C 
DAIL. L C 
DALE, L F 
DALE, L F 
DALE, L F 


B00609O142 
8006Z40S2B 
8006050266 
80D6060267 
8006050316 


90-491 Q 
30J-48B O 
90-416 S 
50-416 S 
90-416 S 


DALE,L.F 
DALE, L. F 
DALE, L. F 
DALE, L, F 
DAL6, L F 


8006030357 
8006110192 
BOD616009B 
8006 160 128 
80061B0462 


50-416 S 
30-416 A 
50-416 C 
50-416 K 
90-416 A 


DALE.L F 
DALE, L F 

DALLINOER.J F 
DALTBOFF.S L 
DALTROFF.S L 


G0061B046B* 
8006300469 
8006120142 
8006060039* 
8006030121 


50-416 A 
90-416 A 
71-9039 
90-277 Q 
30-277 Q 


DALTRQFF.S L 
DALTRDFF.S L 
DALTRDFF.8 U 
DALTROFF.8 L 
DALTHOFF.8 I. 


8006020001 
8006130279 
8006130324 
80062004B7 
&006260176 


30-277 Q 
30-277 P 
3O-277 F 
50-277 P 
30-277 P 


DANCE, H C 
DANCErH C 
DANCE. H C 
DANCErH C 
DANCE- H. C, 


8006130141* 
6006100338* 
8006030573* 
8006240273* 
0006240174* 


50-10 Q 

30-321 
50-390 
SO-239 Q 
50-259 Q 


DANCErH C 
DANCE, H. C 
DANCE. H C 
DANFQRTH, J C 
DANIEL.J L 


8006090521* 
B00623O237* 
6006130391 
B006 12O320 
B006270022 


90-327 Q 
30-321 
30-321 S 
50-483 U 
NUREO 


DANIELBON.L J 
DANIELBON.D H 
DANIELBON.L. J 
DANIEUBON-D H 
DAHIELeON.D H 


0006200B07 
8006 130259" 
0006040329 
80061 7021 9 
8006020016* 


70-2909 
30-373 Q 
40-44921 
1O-454 Q 
3O-434 Q 


DANIELBON'D H 
DAHIELSON, D M 

DANI ELBOW, D H 
DANIELSON,D H 
DAK1ELSON, D H 


8D06020O24* 
8006170774* 
8006020089* 
8006020077ft 
8006170766* 


30-546 Q 
30-373 

90-269 Q 
50-249 Q 
90-331 Q 


DANIELSON.D.H 
DANIELBON,D H 
DANIELB.F T 
DANIELSON.D H 
DANIELBON.D H 


8006190366* 
0006190473* 
8006230092* 
0006230151* 
0006300073* 


30-373 Q 

30-235 Q 
SO-33B 
50-461 Q 
SO-4B3 Q 


DANIEL&ON.D H 
DANIELBQN.D H, 
DANIELBON.D, H, 
DARLEY.V, 
DATT1LO. T M 


8006230091* 
0006250310* 
0006300102* 
0006160169 
B003210208* 


30-409 Q 
50-329 Q 
50-346 Q 
ttUREO 
50-346 T 


DATTILO.T M 
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EI6ENHUT, D 
EISENHUT, D, 
EISENHUT. D 
EIBENHUT, D 
EISENHUT. D 


9006300013 
8006300049 
8006260057 
9006260064 
8006260070 


50-397 A 
50-322 A 
50-354 A 
90-461 A 
50-416 A 


EISENHUT, D 
EISENHUT, D 
EI9ENHUT, D 
EI8ENHUT, D C 
EISENHUT, D 


8006240232 
8006240616 
B006240620 
8006360026 
8006300086 


50-528 A 
90-499 A 
30-933 A 
90-344 Q 
30-339 P 


EISENHUT, D 
EL-ASHfiY, M T 
EL-A8HRY, M T 
EL-ASHRY. M T 
EL-OENK.M S 


B00626009S 
B0061 10313 
8006160069 
9006170599 
8006190038 


50-2B9 P 
90-439 A 
50-327 8 
30-327 8 
RES 


ELD.M C 
ELIN, J 

ELK IN, B L 
ELLERBHAH, L, E 
ELLEfiSHAW, L E 


8006120291 
8006250177* 
8006130342 

8006 190382* 
8006290127* 


PRM 
30-312 Q 
9t*t* Prog 
QA997 
OA999 


ELLIOTT,C P 

ELL IB, J 
ELLIS, J 
ELLIS, J 
ELLIS, J 


8006170137 

8006060259 
8006060257* 
0006060261* 
9006060346 


50-206 H 
50-449 
50-443 
50-443 
90-443 


ELLISON, C. 
ELLSWORTH. U L 
ELROD, S 
ELROD, 6 
ELROD, 8, 


B006 160049 
8006060473* 
8006130376 
8006250028 
8006160077" 


90-312 
50-70 P 
90-231 B 
50-290 B 
90-389 B 


ELTIB, M. 
EMSHILER.T R 
ENQEL, R. E 
ENQELKEN.R H 
ENOELKEN.R H 


B006S00149 
B00604Q068 

B006020243* 
B006I30082* 
B006200116 


70-33 

71-6400 
90-323 P 
30-293 
90-133 


ENOELMANN.R. 
ENQEL, R E 
ENOELKEN.R H 
ENOELKEN.R H 
ENOELKEN, R H 


9006190091 
8006260084* 
9006200049 
6006200092 . 
6006200033 


40-B34B 
TOPREP 
50-344 Q 
90-133 
50-312 Q 


ENOELKEN.R H, 
ENOELKEN.R K 
ENOELHARDT, T F 
ENHIETTO.d 
EPLER, E, P 


8006200096 
8Q063005B7 
8006260 IB9 
8006090396* 
BOOA1 20293 


50-206 Q 
30-377 A 
70-1729 
90-2QO 
ACR8 


ERB,C H 
ERDMAN.C A 

ERICKSQN.L 
ERICKSON.P B, 
ERICBON, D M 


B006 190366* 
9006300102 
B006060419 
9006290353 
B00630021B 


50-373 fl 
NUREO 
50-344 B 
50-30 H 
RES 


EfiKBON, D. M 
EHICBQN, D M 
ERTEL.A E 
ERTEL, A, E. 

ERTEL.A E 


8006300204 
B00630021 1 
B00630037I* 
B00630049I* 
80063009 IB* 


RES 
RE9 
90-320 H 
90-320 H 
90-320 H 


ERTEL, A. E 
ERTEL.A E 
ERTEL.A E 
ERTEL, A E 
E8910, T H 


B0061Z0114* 
B0061B0117 

B006130173* 
8006130176* 
B006020192* 


50-320 U 
90-320 U 
30-320 U 
90-320 U 
30-254 Q 


ES9IO, T. H 
E88IO.T H 
E8SIQ, T H, 
ESSIO.T H 
EBB 10, T H 


B00616021S* 
8006190377* 

8006200199* 
8006250047* 
8006300033* 


50-1 Si 
50-295 
30-315 Q 
90-294 Q 
30-341 Q 


EB8IO. T. H 
EBTEY.H P 

EVANfl, J, C. 
EVANS. V R. 
EHALD.B C 


30061903781 
B0062000B1 
0006290392 
3006060317 
B006 190692* 


50-116 Q 
70-1297 
RES 
30-317 F 
50-302 Q 


EHALD.S C. 
EWERS, B J. 
EYED, J. A, 
EYED, J. A 
FAHHNER.W J, 


9006200316* 
B006200548 
B0092101B7* 
8009210202* 
8006270282 


50-2BO 
PR 
90-546 T 
30-346 T 
90-341 B 


FAHRNER.W J, 
FAHRNER. H. J 
FAL18E, K J 
FALIBE, M, J. 
FALK, K M 


B006270230 

9006270330 
8006090362* 
8006090376* 

8006030259 


50-341 B 
90-341 S 
50-220 S 
90-220 8 
30-266 



AUTHOR 


ACCESSION 
NUMB Ed 


SUBJECT 
CATEGDR' 


t 


FARNELL.A S 


3006120049 


30-329 





FARNELL.A B 


8006120O49 


SO-329 





FARNELL.A B 


3006090044 


50-3E9 





FARNELL.A 8 


8006050044 


SO-329 





FARRINQTON. J B 


SOQ61102B2* 


90-443 


K 


FASAND, A 


8 00606 0197 


50-320 


8 


FABAND.A N 


S 00606 0206 


90-320 


S 


FASANOi A 


8 00623 0362 


90-299 


S 


FAUBLE.T J 


8006 19 0097 


RES 




FAULKENBERRY. B 


8006190314* 


SO-206 





FAULKENBERRY! B 


B 00629 0066* 


90-312 


Q 


FAULKENBERRY, B 


B006050411* 


30-361 





FAULKENBERRY, B 


8006290124* 


50-312 





FAULKENBERRV, B 


BOQ6250184* 


30-312 


a 


FAVRETTO. R J 


8006030390 


50-416 


H 


FAVRETTO.R J 


Q 006 19 0210* 


50-416 


M 


FAY. C 14 


8006040060 


50-266 


p 


FAY. C H 


8006030344 


30-266 


p 


FAY. U 


8006190650 


30-2*6 


a 


FAY, C H 


80061 J 01 49 


50-266 


B 


FAY, C U 


8006110U1* 


50-266 


8 


FAY. C U 


80061 10279 


SO-B66 


p 


FAY, C H 


S006110129 


50-266 


p 


FAY, C U, 


8006110271 


30-266 


V 


FAY, C U 


3006170477* 


30-266 


R 


FAY, C U 


3006300262 


50-266 


Q 


FAY, C, M 


8006160092 


30-301 





FAY, C W 


6006170473 


30-266 


fl 


FAY. C M 


8006200460 


50-266 


p 


FAY, C H 


3006300432 


90-266 


F 


FEE, H F 


B0061100B1 


90-249 


P 


FEIERABEND, C D 


90061 70381* 


90-2B2 


a 


FEINBTEIN, H U 


8006160192* 


FOIA 




FEINSTEINiH 14 


aOQ61BOl52 


FOIA 




FEINBTEIN, H U 


8006180135* 


FOIA 




FEIN3TIH,H U 


80061Q0129* 


FOIA 




FE1NSTEIN.H W 


8006 1 BO 11 9* 


FOIA 




FEINSTEIN.H W 


80061 BO 11 5* 


FOIA 




FEU). 8, E. 


8006070339* 


90-409 





FELTON, J M 


8006190114 


FOIA 




FELTQN.J H 


8006190116 


FOIA 




FELTON. J, M 


B006 130098* 


PRM 




FELTON. R W. 


B006030S27* 


CONTRACT 




FELTON, J M 


8006130076 


50-10 


a 


PEL TON, J H 


8006190016 


FOIA 




FELTQN.J M 


3006030111 


FOIA 




FELTDN.J H 


8006130209 


FOIA 




FELTON.J M 


8006060441 


FOIA 




FELTQN, J, H 


3006170911 


FOIA 




FELTON.J M 


800612O165 


POIA 




FELTON, J H 


8006120169 


FOIA 




FELTON.J M 


8006120176 


FOIA 




FELTOtJ, J M 


80061 201 B4 


40-1341 




FELTONr J, H 


8006170367 


70-23 




FELTON, J M 


BOQ6200060 


FOIA 




FELTQN, M 


80061 20316 


FOIA 




FELTQN.J M 


8006120521 


FQIA 




FELTON, J M 


8006120401 


FOIA 




PEL TON, J, 11 


8006120409 


FOIA 




FELTON, J 11 


8006170771 


50-302 


p 


FELTON, R W. 


8006590042* 


CONTRACT 




FELTON, J H 


BOD6 190237 


FOIA 




FELTON, J M 


B006 190072 


FOIA 




FELTON. J M 


8006190096 


50-466 





FELTON. J M, 


90061 90 US 


FOIA 




FELTON. J M 


8.006230047 


FOIA 




FELTON. J M 


B006230D97 


FOIA 




FELTON, J H 


8006230089 


FOIA 




FELTON. J M 


B006230097 


40-1341 




FELTOW.J M 


9006300473 


50-320 


H 


FELTON, J M 


0006230073 


FOIA 




FELTON, J M 


9006230091 


FOIA 




FELTON, J H 


3006230106 


FOIA 




FELTON, J,M 


8006300535 


FOIA 




FELTON, M 


B006300553 


FOIA 




FELTON, J M 


aooiaoosea 


FOIA 




FELTON, J M 


B006240M4 


FOIA 




FELTON, J M 


8006300022 


FOIA 




FELTON. M 


B006240650 


FOIA 




FELTON. J M 


8006270010 


FOIA 




FELTON, J M 


8006270413 


90-302 


H 


FELTON.J M 


80062704 1 4 


. FOIA 




FELTON, J M 


3006270416 


FOIA 




FELTON,J H 


900*300220 


90-320 


H 


FELTON.J M 


8006300982 


FOIA 





348 



PERSONAL AUTHOR INDEX 



AUTHOR 


ACCESSION 
NUMBER 


SUBJECT 
CATEGORY 




FELTQU, J M 


EOQ6300601 


FOIA 




FELTCN, J H 


B006300607 


FQIA 




FELTON. J H 


6006300665 


FOIA 




FELTOM, J M 


8006300672 


FOIA 




FELTDN, J M 


G006300662 


50-375 


H 


FELT1. D E 


8006230420 


50-12B 


S 


FERGUSON, J H 
FERGUSON, J H 
FEROU3DN, J 
FERGUSON. J H 


8006130297 
B006030233 
6006170510 
8006190463 


90-230 
90-33B 
90-339 
30-339 


P 
P 
E 
P 


FEflNOS, 


B006I90132 


50-376 





FERRONE.O 


B006190523* 


90-361 


I 


Ft DELL, E R 


BO 0623 009 4 


FOIA 




FIDELL.E R 


8006120412 


FQIA 




FIDELL.E R 


8006300284 


30-320 


H 


FIDELL.E R 


B006120174 


FOIA 




FIELDER, J 


6006030421 


50-333 


J 


FIELDER, J 


80 06 1600 1 1 ? 


30-302 


J 


FIELDER, J 
FINDLEYi D E 


8006160113 
8006190104* 


50-333 
CONTRACT 


J 


FINDLEY.D E 


600637039 1* 


CONTRACT 




FINEMAN.C P 


B006 180306 


RES 




FINFHOCK, I R 


S 00 60300 09 


90-219 


P 


FINFROCK, I R 


600603001 2* 


90-219 


P 


F1NFROCK, I R 


BO 06 09 024 9 


90-219 


F 


FINFHOCK, I R 


8006160018 


30-219 


S 


FINFROCK. T R 


8006160090 


30-819 


8 


FINFROCK, I R 


B006160080 


90-219 


8 


FINFROCK, I R 


6006170496 


30-219 


P 


FINFROCK, I H 


B006 180483 


30-219 


P 


FINFHOCK- I R 


B006 190453 


90-219 


S 


FINFHOCK, I R 


S0063003S6 


50-819 


F 


FINFROCK. I R 


8006300472 


30-219 


S 


F1NICLE. D P 


B006020303 


RES 




FINLEY. A 


8006030410* 


70-27 




riNLEY. A 


6006230043* 


90-266 


Q 


FINSTON.R A 


8006110123 


30-141 


U 


FIQftELLIiO 


8006060333* 


50-373 


a 


FIORELLI, 


8006020073* 


30-546 


a 


FIORELLI, 8 


B006050906 


90-4B3 





FIORELLI.O 


B006300109 


90-3SS 


Q 


FIORELLI.O 


8006090098 


30-546 


a 


FIORELLI.O 


6006200118 


50-461 


a 


FIOHELLI.O 


8006030020 


30-346 


Q 


FIOHELLI.G 


S006020013 


30-434 


Q 


FIQflELLI.O 


8006020059 


50-346 


a 


FIORELLI, Q 


8006020070 


90-249 





FIORELLI.O 


6006020080 


30-330 


Q 


F1DRELLI.O 


8006020082 


30-369 


Q 


FIOHELLI.G 


80061 30S59 


90-373 


a 


FIORELLI, G 


8006170196 


90-483 


a 


FIORELLI- 


6006170733 


90-389 


Q 


FIORELLI.O, 


8006170756 


90-373 





FIORELLIiO 


B0061B0410 


30-4B3 


Q 


FIORELLI.O 


B006190319 


30-946 


Q 


FIORELLI.O 


8006170187 


30-483 


a 


FIOHELLI.G 


B006170193* 


90-483 





FIORELLI.O 


8006170761 


30-331 





FIORELLIiO 


B006 170771 


30-436 


0. 


FIORELLI, 


8006190177 


30-373 


a 


FIORELLI, G 


B0061903S7 


50-373 


a 


FIOHELLI.O 


8006190673 


30-253 


Q 


FIORELLI.O 


8006230143 


90-461 





FIORELLI, Q 


S006060223 


50-389 





FIORELLI.O 


5006230039 


30-373 


a 


FIORELLI, G 


8006230019 


50-461 


a 


FIOHELLI.O 


BD062300B5 


50-409 


Q 


FIORELLI. 


8006300067 


30-4B3 


Q 


FIORELLI.O 


8006240032 


30-373 


Q 


FIORELLI. G 


B006250306 


50-329 


a 


FIQRELLI.G 


6006300136* 


50-341 





FIORELLI, 0, 


B006090044 


50-436 





FIORELLI.O 


8006290166 


30-546 


Q 


FIORELLI.O 


S006300132* 


50-329 


a 


FIOHELLI.O 


8006300179 


30-546 


a 


FIORELLIiO 


8006030001 


90-483 


B 


FIORELLI, Q 


B006080964 


90-494 


B 


FIORELLI.O 


B006190286 


90-346 


A 


FIOHELLI.O 


8006160547 


50-373 





FIORELLI.O 


8006190396 


30-946 


Q 


FIORELLI.O 


B006200927 


90-329 


a 


FIOHELLIifl 


8006230063 


50-483 


a 


FIORELLI.O 


8006230312 


30-454 


a 


FIORELLI.O 


B0063400B4 


30-358 


8 


FICRELLI-0 


8006240092 


90-440 


8 



AUTHOR 


ACCESSION 
NUMBER 


SUBJECT 
CATEGORY 


FIORELLI.O 


8006250200 


50-329 8 


FIORELLI.G 


S006830363 


50-373 Q 


FIORELLI.O 
FIORELLIiO 


5006230360 
0004250343 


30-329 8 
90-341 S 


FIORELLI.O 


B006250366 


50-388 B 


FIORELLI.O 


8006S5036Q 


50-341 B 


FIORELLI.O 


8006290370 


50-341 S 


FIORELLIiO 


8006290372 


30-461 Q 


FIORELLI.O 


G006360325 


90-329 


FIORELLI.O 


8006260392 


50-346 


FIDRELLIiOi 


8006260533 


50-39B 


FIORELLI.O 


B006260303 


90-494 Q 


FIOHELLI.O 


B0062700B2 


90-341 Q 


FIOFtELLI.O 


8006300613 


50-461 Q 


FIORELLI.O 


8006300563 


SO-35B 8 


FISCHER. M L 


B006020566* 


90-206 P 


FISH. R F 


8006090313* 


90-73 


FIBHER. H L 


80061B007S* 


90-263 


FISHEtl.W L 


8006180931 


90-266 Q 


FISHER, W L 


B006170064* 


70-1308 


FIBHER. H L 


8006230024* 


50-10 


FIBHER. M L 


B006 160297* 


30-263 Q 


FISHER. H T 


8006060192 


90-234 B 


FISSE.L F 


8006130021 


90-358 


FITZGERALD, H J 


8006300410 


50-10 D 


FITZSIMMONS. T 
FIT:BIMKONB, T 


Q006020415 
B0063004B3 


71-6400 
71-6697 


FLANDER8, U 


8006030369* 


50-309 R 


FLEISCHAKER, D 


8006040199 


50-275 


FLEISCHAKER, D 


8006060031 


30-279 Q 


FLEI6CHAKER, D 


8006180919 


90-273 


FLETCHER, C D 


8006260009 


30-293 P 


FLEUHR, J 


8006300479* 


50-2B5 B 


FLOYD, H 


8006200S97 


NUREO 


FLVNN.J D 


BOD6290340 


70-3838 


FLYNNi J D 


8006060 130 


PR 


FLYNNr H 


8006030092 


CONTRACT 


FLYNH.M J 


aooAiBooat 


CONTRACT 


FLYNN. H J 


8006290222 


CONTRACT 


FLYNN, M J 


8006S90293 


CONTRACT 


FOLEY, T 


B0061B0097* 


30-29 


FOLEY. T 


80060301 10* 


90-89 Q 


FOLEYi T 


0006290161* 


50-29 


FOLK, J, 


8006170130 


SO-2B? H 


FOLLEY, T. 


8006 19 03 OB* 


50-271 a 


FONO.F T 


B006190249* 


90-277 0. 


FOOTE.V B 


8006230107 


FQIA 


FORBES. R L 


8 00620 04 IB* 


90-255 B 


FORD. H H 


8006120150* 


30-846 H 


FORD.M H 


8003210113 


30-946 H 


FORD. C K 


B006120177 


PR 


FQRDj E J 


8006200 12B* 


30-339 


FORNEY. H L 


8006170749* 


30-3 5B a 


FORMER, M L 


80061700BB* 


90-409 Q 


FDRSTER, J 


B006300603 


FDIA 


FOSTER. H E 


B0062400BO* 


OA999 


FOSTER, M E 


B0061204B3* 


OA999 


FOSTER, E R. 


B0061108S6* 


90-336 B 


FOSTER, J M 


8006230039 


CONTRACT 


FOSTER. J H 


B006830194 


CONTRACT 


FOUKE. R. L 


B006090001 


30-449 


FOX, D F 


Q006060840* 


QA999 


FOX. D F 


B0061 601 3fl* 


QA999 


FOX.R A 


8006090446 


NUREO 


FRALEY, R F 


8006090 11B 


90-361 A 


FRANCIS, E 


8006040257 


40-1162 


FRANCIS. E 


B006060I39 


40-8749 


FRANC IS, E 


8006040096 


40-1162 


FHANCO.F F 


S006040071 


71-9113 


FRANCO, F F 


S006110030* 


50-889 8 


FREE DM AN, G 


8006230131* 


COMMISSION 


FROST. M 


B006 130367* 


COMMISSION 


FRYE.M E 


B0061B0535* 


50-327 S 


FUKUDA, S K 


80061B003B 


RES 


FUQUAY, J J 


80062002BB 


71-173 


FUQUAY.J J 


0006270004 


71-6387 


FURBUSH.M H, 


8006110417 


30-273 


FURR,B J 


B0061B02SB 


30-324 Q 


FURR,B J 


8006060336 


90-325 a 


FURRi B, J 


80061 9063B 


90-333 


FURR, 8 J, 


8006190672 


30-361 Q 


FURR,B 


8006290301 


30-261 


OADi R K 


B006060447 


30-309 


QAOiR K 


B006060447 


90-309 G 


OAD,R K 


8006 1B0874 


30-309 



AUTHOR 


ACCESSION SUBJECT 
NUMBER CATEGORY 


GAD. R K 


B006 180326 30-309 


QADr R H 


B006 180274 50-309 


OAD, R K 


80061B0326 90-309 


OAQE, L 


8006240584* 30-3B7 


QAOE, L 


B006330186* 80-307 0. 


QAOE, L 


9006250102* 30-299 Q 


QAHM. J W 


9006160036* 50-267 R 


OAHM, J W 


B006160118 30-267 3 


OAJIC, Z 


8006110115* 50-304 S 


GALLAGHER, E J 


8006020084* 90-330 


OALLAQhERi J H 


B006060337 50-277 


OALLO, R W 


S006090297* 90-387 


OALLO, J 


8006160139 SO-1S5 


OALLOp J 


8006140139 30-193 C 


OALLO, J 


B00624012H 90-159 


OALLOi J 


BOQ624012B 30-195 


OALYARDT. D L 


9006900608 NUREO 


OALYATIDT.D L 


8006270033 NUREO 


GAMBLE, C 


B00611Q032 71-6717 


OANOHER. T E 


BQ06040I 19* 90-380 P 


OARC1A. P J 


8006030021 40-1168 


OARCIA.P J 


B006230073 40-1162 


GARDNER. R 8 


8006130496 PR 


OAKLAND. R 


8006050535 40-B902 


OAKLAND, B 


8006300660 40-1162 


DARNER, D J 


80061902BO 50-346 P 


GARNER, D J 


8006300448 90-346 F 


OARRETT, E 


8006030427 PR 


QASRITY, J H 


8006020221 30-309 R 


OARRlTVi J H 


8006030368 90-307 R 


OARY, R 


B0061B0363* FOIA 


QARY, R J. 


B006090140 50-445 


OARYi R J 


8006060570 90-449 8 


OARYi R <J 


8006230156 50-445 B 


OARY, R. J 


6006090113* 90-445 


QARY, R, J 


8006090384* 50-44S Q 


OARYi R J. 
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HAUQHAN, F J 


8006160233 

HOQ6200300 
800630034 1 
SQQ6090523 

8006030106 


ORO 
30-320 H 
ORO 
NUREO 
80-330 F 


MAURA. F 

HAURA, F 
MAXEY.H A 
MAXWELL, R. B 
MAXWELL. F 


80061301419 
BOQ6B00141* 
8006270097 
BO&4300457C 
3006270231* 


SO- 10 <J 
30-373 Q 
NUREO 
Stat* Pros 
30-413 Q 


HAVER L 
HAYEK, L 
MAVER.L 
MAYER, L 
MAVER.L 


B00603O334 
8006020950 
B0060S-Q347 
3006090400 
8006050375 


50-263 F 
SO- 282 F 
30-2t3 P 
50-2E32 P 
30-263 B 


MAYER.L Q 
MAYER, t 
MAYER -L Q 
MAYER. 1- 
MAYER.L 


BOQ606Q396 
BQ0607029S 
8006130B65 
B0061704B6 
0006170377 


30-2*3 R 
30-263 P 
B 0-263 R 
SO-BB2 P 
30-283 P 


MAYER, L Q 
MAYER.L 
MAVER.L 
MAYER- P E 
MAYEH.L 


BQQ617O429 
BQO6300466 
B0061BO448 
6004300373 
B00633O337 


S0-2t3 P 
90-263 S 
50-292 R 
50-263 P 
30-263 F 


MAYER, L 
MAVEft.L D 
MAVER.L 
(1AYS,B E 
MCAfiTHUR.T C 


0006930437 

a 0-0624Q266 
eoo&ao Q4*?3 

8Q06020S39 
B0061BOQ12* 


80-263 P 
50-363 F 
SO-282 B 
HE8 
50-324 Q 


MCBREARTY, R A 
MCBREARTY. R A 
MCBREARTY! R 
MCCAttE.E C 
MCCABE.E C 


8006030359 

B006Q3009O* 
800619027B* 
9006050524* 
B0060&0047H 


50-397 Q 
30-311 Q 
50-334 
50-245 Q 
80-277 


MCCABE.E C 
MCCABE^E C 
MCCABE.E C 
HCCABE, E C 
HCCABE.E C 


aooAo3026a* 

BQ06170B16* 
BO06030063 
800 607045 L 
BO06090413 


90-334 Q 
30-317 ft 
30-317 8 
80-317 S 
30-317 B 


MCCABE, E C 
MCCABEitt H 

HCCALLIBTER.P 
MCCARTHY. E 
MCCAHftEL.B F 


BOQ61BQ613 
9006110264 
BQ06300699* 
B0060S0950 
BOO&060363 


50-317 S 

30-409 D 
50-3S9 A 
Btt Prog 
90-344 P 


MCCARTHY. E 
MCCARTHY, E 
MCCARREL.S F 
MCCABLAND, K 0. 
HCCABLAND.K 


QOO&D202S4 
0QO&2SQ359 
9006340383 
9006300414* 
B0063D040<P<t 


Btnti Prog 
Stti Prag 
30-344 P 
30-390 A 
80-390 A 


MCClAINiC h 

MCCLINTOCK. R.Q 
MC-CLINTOCK. J T 
HCCLURE, J, D. 
NCCQLUOAN.d V 


900620049 Q 
7903270178 

00040900^6 
BOOi02022Slt 
90061 ADO 10 


50-219 R 

FQIA 

PR 

8t*t Prog 
30-3 IS S 


MCCORKLE, V 
HCCQF1KLE, 0. U 
MCCaRKLE, H 
HCCORKLE. U 
MCCQfiKM.J B 


BOO&2406.93K 
SOO&190093 
B006OEOSB6 
SOQ6090436 
6006130033 


FQIA 
70-734 
30-217 P 
30-213 P 
71-13 


MCCDfiRU.O M 
MCCULLOCK. R H 
MCCULLQUOH.E R 
MCDONALD. J A 
MCDDNALDjB D 


6006300001 
BOQ627004S 
C0063&06B7* 

eoo6oao593 
aoosiaosia 


70-734 
NUflEO 
90-10 H 
50-390 Q 
FQIA 


HCDONOUOH.M D 
MCDOUOALL.A J 
HCDQHELL-BDYER 
MCBUFFIE.M A 
MCBUFFlErM A 


a00620027i 
8006 190349- 
BOOA2000S3 
QOCil906M 

eooiaioaas 


XPDRfLIC 
CQNTBACT 
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30-400 a 
30-400 a 


HC DUFF IE. H. A 
MCFARLAND,C F. 
MCFARLAND, C, ft 
MCFARLAND, d E 
MCOARRY. J. 


S006140H5 
000614019&* 
800t090473 
8006200139* 
BOO&170133 


90-400 A 
30-830 Q 

so-250 a 

QA799 
PRM 
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MC BARRY, J M 
MCOARfiY. J M 
MCSARRV! J 11 
MCGARRY, J M 
MCQARRY. J M 


B00617O14I* 
8006170157* 
BOO617OU1* 
B006170157* 
S00617O141* 


PfiM 
PRU 
PRM 
Pfitt 
PRM 


HCOARRY. J M 
MCGAHRY.J M 
HCOARRY. J M 
MCCARRY- J M 
HCOARRV! J M 


B006170157* 
800617O141* 
60 061 7O 157* 
B 00323 0377 
E0061?OOS4 


PRH 
PRM 
PRM 
S 0-869 
50-488 


MCOAI1RY, J M 
HCOARRV , J M 
HCOARRY. J M 
HCOARRY, J M 
MCQARHY- J H 


GOOil20QE4 
S0060602A9- 
B006060SB 1 * 
B006060SB6* 

aoo606osa i * 


30-4BS 
50-S69 8 
50-269 

50-869 
30-269 


MCOARRY, J M 
MCOARRY. J H 
MCOARRV. J M 
KCOARRY. J M 
MCOARRY i J M 


B0060602afoit 
B006110205 
Q006110303 
8006110277 
8006110297 


50--269 
30-369 
30-369 
30-4B9 
30-488 Q 


MCOAHRY. J M 
MCOARHV, J M 
MCOARRY. J H 
MCOARRY, J (1 
HCOARRV, J M 


QO04 170423 
ao061S0317 
B00617O423 
Q0061B0317 
&006240I43 


70-2623 
90-269 
70-26K3 
90-269 
SO-483 


MCOARRYj J, M 
MCOARftY, J, M 
MCOARRY. J M 
MCOARRY, J M 
HCOMJOHY. R M 


B006240143 
B006S 50S91 
B0062 90233 
80063 30283 
BOO&290233* 


30-483 
90-483 D 
80-369 
30-36? <S 
9O~394 Q 


MCOftUQWiR W 
MCOAUOHY.R U 
MCOAUOHY,R H 
HCQAUOHY.R W 
MCOAUO'HY.R 11 


B006O90297* 
8006230176* 
9006230203* 
8006230209* 
90062400-78* 


90-3B7 Q 
30-423 
30-323 O 
30-4 IS Q 
50-332 Q 


MCOAUOHV.J P 
MCOAUOHYj J P 
MCOAUOHV. J- P 
MCOAUOHY, J P 
MCOAUOHV, d P 


B00i030373 
8006 11 01 09 
B0061 10130 
8006110303 
B0042AD343 


30-416 R 
90-416 S 
30-416 8 
30-414 fl 
3O-416 Q 


MCOAUOHY. J P 
MCOAUOHV, d P 
MCOAUOHY. J P 
MCOAUOHY, d P 
MCOAUOHV- J P 


B006160103 
B0061SD239 
00061^0377 
B0061Q02S7 
8006240167 


3O-416 B 

30-416 S 
8O-416 9 
50-416 S 
90-416 Q 


MCOAUOHV, d P 
MCOAUOHY, J, P 
KCOILL.B L 
HCOOVERN, K B 
MCQUATH, E d 


B006240394 
B0062702B4 
S006aOOB8 
8006030465 
8006120077 


30-416 B 
9O-416 B 
NUREO 
PR 
HASTE MOT 


HCORAIL. B J 
HCQRAIL.B d 
MCQREM, J. U 
MCORIFF. d H 
MCOUIBE.M, F 


aOOi!60407 
B006SOOE29 
8006300630 
Q00t03043 
B00603O3bB 


PR 

pn 

7 1-3S62 
30-337 8 
SO-49B F 


MCOUIRE.P d 
MCOUIREjP J 
MCOUIRE.P d 
HCOUIRE,P J 
MCOUIRE. P d 


80061(5044* 
B006190640 
6006070385 
0006250242 
Q006250244 


90-293 H 
30-393 ft 
90-293 B 
30-293 S 
30-293 3 


HCOUIRE.P J 
HCOUIREi T d 
MCQURREN.H J 
MCKEOWN. L M, 
MCKEOUNrL H 


S006240471 
B006B40479* 
B004030139 
8006270243* 
8006300602* 


30-293 8 
30-293 B 
90-498 
30-317 Q 

30-94 Q 


HQHIHBEM.d C 
MCKIBBEN, J C 
MCKLVEEN. d M 
MCKNIOHT.T R 
MCLENDON, 0, D 


8006110137 

0006110064 
BOOdlGOHO 
6006300606 
8006030897 


30-186 B 
50-196 8 
10-B732 
71-913B 
30-3B2 Q 


MCLQUOHLIN, H T 
MCLOUOHLIN,M T 
MCLDUOHUN, H T 
HCHULLEN.R.D. 
MCHAMARA. A E 


B00609O391* 
8006990243* 
8006930846* 
000603 0539* 
8006U003B* 


30-393 Q 
80-89-3 3 
SO-S93 8 
30-344 
80-344 R 


KCNEtLUU M 
HCNEtLL.W. M 
MCNEILL. R L 
MCNEIL, d, E, 
MCNEIL r d. E 


BOD607012S* 
8006240107* 
BOO&l 100461 
8006360804 
Q0062&0&OB 


OA999 
QA999 

30-361 

xptmuc 

XPORTLIC 


MCNEIL, d E 
MCNEIL, d E 
MCOBCAR.. d d 
MCPH1LLIPS.J. 
MCPHILL1P8, J, 


B00676O204 

aooi2fcosoa 

B006O3O110" 
8006160146 
8006160150* 


XPQBTLIC 
XPORTLIC 
90-29 Q 
70-29OV 
70-3909 



AUTHOR 


ACCESSION 
NUMBER 


aUB^JECT 
CATMORV 


MEACHUM, T R 
MECCA, d E 
MECCA. J E 
KEDLOCK. R L 
MEDROH.L A K 


8006020141 
B0061S0183* 
8006110249 
8006150101 
BOO6090429 


DEB 
50-S22 
NUREO 
40-9*52 
COHTRftCT 


HECROW.L A K 
MEDROH. L A K 
MEORAU.R E 
ME IBS, R L 
MENARD, H U 


B006250206 
8006330170 
8003230706 
B006190573 
BOO6190407 


COHTRACT 
COMTBACT 
PR 
PROJ 
70-3 I )0? 


MENCINSKY. d 
HENDELBON, I H 
HERRI WEATHER, N 
KERRILL. d A 
HERTZ, R L 


8006020354 
8006240649* 
B006230336* 
BO 06370362 
B006200189 


50-320 P 
CONTRACT 
90-438 O 
NUREO 
70-1339 


MEB9ITT, B R 
M8BIER,M 
METTLER.E R 
METZOER. J 
MEYERS, B L 


S0060605BS* 
8006230042 
8006200064 
B006230009* 
8003300461 


30-280 Q 
30-4B3 H 
FOIA 
StJtt Pro 
SO-*B2 


MEYER, J F 
MEYER, d F 
MEYER, J F 
HIAD.C C 
MICHEL.C J 


B006090493 

8006250280 
BQ06200533 
8006120476 
8006330397 


80-247 F 
SO -247 1 
SO-847 1 

NUflEO 
S 0-201 1 


MICHEL8QN, C 
MICHEL, C d 
MIDURA. H, J 
HI DURA, H d 
MIDURArH J 


8006180099 
8006180428 
BO06230494 
6006160107 
BO06 160009 


80-806 

70-143 
30-272 
50-B72 
30-372 


rtlLHIEBSR.R d 
MILHISER,R d 
MILLER, L C 
IIILLER.ft P 
MILLER, C F 


B0061B0391* 
S0061 90313 
Q006230333 
&00603Q042* 
9006270049 


50-aB2 
30-3B2 

PR 
CONTfWCT 
HUflEO 


MILLER, H J 
MILLER, M H 
MILLER, L 
MILLER, D E 
MILLER.M 


S006060301* 
8006170B2B 
80061B0314* 
BOQ6 180591* 
50061B0969 


40-B727 
90-337 
50-E06 
90-266 
70-1337 


MILLER.F 
MILUER.M I 
HILLER.M I 
KILLER, H J 
MILLER.T 


S006 130290 

8006170218 
B006170E1B 

8006020562 
BOO A 170292 


70- 433 
JO-29J 
30-295 
MA3TE HO 
FOtA 


MILLER, H d 

MILLER, J. R 
MILLER.T D 
MILLER, M I 
HILLER.M I 


9006030030 
6006020032 
8006390117* 
S006 120263 
B006 120263 


MABTE MO 
50-17O 
QA999 
90-S9S 
SO-293 


MILLER, M. Q 
MILLER. M D 
MILLER, D. W 
MILLER. M E. 
MILLER. W 


8006090131 
8006060966 

B0060S0346 
8006020900 
0006020091 


30-193 
40-299 

M:BC 

BO-344 
90-273 


MILLER, M Q 

MILLER, H 
MILLER. H d 
MILLER, H 

MILLER.H. d 


8006020909 

8006030010 
8006190365 
B006 190369* 

8006240243 


40-7239 
44-22S7 

40-13U 
40-1341 
HASTE Ml 


MILLER, H. J 
MIUER, W 0. 
MILLER.H J, 
MILLER, L R. 
MILLER, M. D 


S00619003B 
B006060091 

B00623D16B 
B006200B39 
8006180469 


40-1341 
3Q-8&& 
HASTE tV 
90-264 
30-316 


HILLER, M. 
MILLER, M 
MILLER, M,E. 
MILLER, H.E 
MILLER.d. R 


B006S00999 
8006200600 
B0060S0333 
80060300BO 
9006200609 


70-27 
70-B24 

PR 
PR 

90-233 


MILLER, J 
MILLER,* E 
HILLER, M. 
MILLER.W 0, 
MILLER, L. 


B006110310 

B006060293 
B006 17030? 
8006130604 
0006110366 


30-416 
80-344 
50-3 IS 
50-316 
MJREQ. 


MILLER, H 
HILLER, M. 
MILLER.H. 
MILLER, M, 0. 

HILLER, H 


8006230149 

B006230006 
6006170841 
0006180034 
B006340593 


70-3 t4 

7o-ias 

30-374 
5Q-J67 
SO-247 


HILLER.M 
MILLER, H, 0. 
HILLER,H E 
MILLER,L. K 
MILLER.H I, 


B006240596 
8006S60244 

B0061601S6 
8006160012* 
B006190S24 


50-324 
70-B3* 
70-263! 
30-273 
SO-S95 
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AUTHOR 


ACCESSION 
NUMBER 


SUBJECT 
CATEGORY 


MILLER, M 


B006 170273* 


90-399 


M 


MILLER, K I 


30061-70524 


90-255 





MILLER. J Ft 


B006300443 


TOPREP 




MILLER, K L 


8006270220* 


90-320 





MILLER, K L 


8006250284 


50-320 





MILLER, M I 


8006300513 


90-239 





MILLEfl.M I 


6006300313 


30-295 





rtlLLEP.H 


8006300043 


50-313 


P 


MILLER, C F 


B006300506 


NUREG 




MILLER, C 


0006300514* 


NUHEO 




MILLER, C 


8006300520* 


NUREO 




KILLS. L M 


800&1B0232 


70-1966 




KILLS, L M 


8006120296 


40-1341 




KILLS, L M 


8006030608* 


90-353 


Q 


KILLS.L M 


80061 BOO 72* 


50-91B 


Q 


HILLS. L M 


B006Q40256* 


50-966 


Q 


KILLS.L H 


B006040249* 


BO-566 


Q 


KILLS.L M 


B00604Q007 


PR 




HILLS. L H 


SQQ6060119 


PR 




HILLB.L H 


B006170211* 


SO-327 


Q 


HILLSiL M 


80061B0064* 


90-918 


Q 


MILL8.L tl 


8006030604* 


50-933 


Q 


MILLS. L K 


8006290093 


70-8910 




MILLS. L.M 


8006S30062 


30-391 


A 


MILLS.L. M 


Btf061 10263 


30-43B 


8 


MILLS,L. M 


6006120037* 


00-43B 





MILLS, L.M 


B006 130004 


40-1341 




MILLS, L M 


8006120113 


PR 




MILLBrL M 


8006170746* 


90-966 


0, 


HILLBrL H 


8006270197* 


50-438 


Q 


HILLSiL H 


B00323Q276 


30-327 


P 


MILLS, L K 


6006240164* 


30-259 


a 


MILL8, L M 


0006240258* 


90-S59 


a 


MILLS, L.M 


B00602033B 


SO-43B 


A 


MltLS, L M 


8006090496 


80-318 


a 


MH.L9.L.M 


8006250144* 


50-299 


a 


MILLS, L.M 


8006230033* 


90-390 





HILLS, L.M 


8006230267* 


30-327 


a 


MILLS, L. M 


8006030392 


90-323 


s 


HILLS, L M 


8006030417 


90-327 


p 


MILLS, L H 


8006090002 


30-366 


8 


MILLS, L M 


80061 10274 


SO- 366 


8 


MILLS, L H 


B00602017B 


30-327 


P 


MILLS. L K 


BQOA040230 


SO-SIB 


8 


MILLB.L H 


BQ06040306 


90-320 


a 


MILLS, L M 


8006090026 


30-327 


B 


MILLS, L.M 


8006090076 


90-391 


F 


MIULB, L M 


8006030366 


30-439 


A 


MILLS, L M 


6006060290 


90-390 


5 


MILLS, L M 


8006060393 


30-43S 


B 


HILLS, L H 


0006060*64 


90-390 


8 


HILLS, L H 


8006060235 


SO-299 


F 


HILLS, L M 


8006060894 


90-327 


F 


MILLS.L H 


8006060313 


SO-2S9 


F 


HILLS, L K 


8006060401 


90-918 


B 


MILLS, L M 


8006090330 


90-327 


B 


HILL&, L M 


8006090334 


30-438 





MILLS. L M 


8006090471 


90-439 


B 


MILLS, L M 


8006230327* 


30-438 


Q 


MILLS, L M 


6006060370 


90-993 


A 


MILLS, L H 


3006 U 0036 


90-390 


8 


MILLB.L H 


8006110074 


90-430 


S 


HILLB.L M 


80061 102B6 


90-239 


P 


MILLS, L H 


8006110328 


90-430 


B 


HILLS, L H 


9006110048 


30-318 


B 


HILLS, L H 


800611 01 3B 


30-438 


B 


MILLS, L. M 


80061B0309 


SQ-31B 


B 


MILLS, L M 


B0062304BB 


30-438 


B 


MILLS, L.M 


B0061202B2 


50-430 


A 


HILLS, L U 


8006110239 


30-327 


K 


HILLB, L H 


8006170489 


30-438 


S 


MILLB, L M 


8006170929 


90-390 


B 


MILLS, L, M 


B006170B96 


50-390 


S 


MILLB, L, H 


8006170609* 


90-390 


B 


MILLS, L H 


8006130246 


30-390 


Q 


HILLB, L H 


8006170962 


30-327 


a 


HILLS, L, H 


6006240260 


90-327 


Q 


MILLB, L M 


B0061 60054 


30-390 


a 


MILLB, L, K 


6006170940 


90-366 


0. 


MILLB, L M, 


B006 130307 


90-327 


F 


MILLS, L M, 


8006170949 


90-380 


S 


HILLB, L, K 


80061706S9 


90-328 


3 


MILLB, L. M 


80061903B9 


90-390 


3 


MILLB, L. M 


8006190466 


30-993 





HILLB, L 11 


8006190986 


30-327 


a 
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CATEGORY 


HILLS, L H 
HILLS, L M 
HILLB, L H 
MILLS, L H 
MILLS, L H 


B006 190391 
0006190615 
0006200321 
B006300375 
0006200433 


50-327 K 
SO-327 P 
50-327 P 
90-566 S 
50-918 8 


MILLS, L M 
MILLS, L M 
MILLS, L K 
MILLS, L H 
MILLS, L M 


B0062305I4 
B006240323 
0006240320 
B006240372 
8006240405 


50-2S9 P 
50-337 P 
50-327 S 
SO-327 S 
30-439 A 


HILLB, L M 
MILLS, L M 
MILLS, L H 
MILLS.L M 
MILLS, L H 


8006240453 
B006260160 
0006240377 
B006240390 
8006250232 


90-390 8 
90-337 S 
90-390 S 
30-390 S 
50-393 


MILLB, L H 
MILL0, L M 
HILLB, L M 
MILLS, L H 
MILLS.L M 


8006290297 
8006290275 
S006260164 
B006240472 
0006230193 


30-953 S 
90-318 S 
30-327 F 
50-327 P 
50-390 S 


MILLS, L H 
MILLS, L M 
MILLB, L M 
MILLB, L H 
MILLB, L M 


8006290227 
B006290234 
8006230396 
8006270206 
8006270369 


50-43B B 
30-390 S 
90-318 S 
50-390 Q 
90-259 P 


MILLB, L M 
HILLB, L M 
HILLS, L M 
MILLS, L H 
MI NECK. D L 


B0063003B7 
8006300391 
B006300430 
0006300248 
B006110339 


90-337 P 
50-390 A 
50-328 P 
90-327 P 
90-331 8 
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50-928. 


K 


Ark..... P8W .r * Light ^ SSSSSoaai 


90-313 
90-313 




Q 


8006090331 


90-313 


a 


8006060132 


90-313 


a 


80060903B6 


90-368 


a 


8006090374* 


90-368 


3 


8006110001 


90-3 13 


R 


8006110003* 


30-313 


R 


8006110142 


50-313 


R 



AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEOOfiV 




8006110143 
B006110194* 
8006110134* 
BOOA1 10242 
8006110242 


30-313 R 

90-313 R 
50-313 R 
50-313 F 
30-313 F 




8006120277 
8006120283* 
8006120313 
8006 120316* 
8006130264 


30-313 8 
50-313 8 

9O-368 P 
50-368 P 
5O-313 8 




B006 130336 
8006170623 
8006170623 
8006170630* 
8006170634* 


90-36B P 
50-313 8 
90-368 8 
90-313 3 
90-368 S 




8006170700 

8006170700 
B006180456 
8006180498 
B006 180439* 


50-313 P 
90-313 P 
30-368 8 
90-368 8 
90-368 8 




8006180460* 
8006180463 
8006180467* 
8006180910 
B006190910 


50-368 S 
SO-368 8 
50-368 3 
30-313 F 
30-31 3 F 




800618092B 
8006180928 

B006 190983 
BOOi 190 989" 
800&1906B6 


30-313 P 
50-313 P 
90-368 R 
90-368 R 
50-313 R 




800&190689t 
800&20033? 

8006200363* 
8006200430 
8006200434* 


30-313 R 
90-368 S 
90-368 8 
50-368 S 
90-368 8 




80062004B9 
800620048? 
8006200487 
8006200493* 
B006230401 


90-368 5 
90-313 Q 
90-313 
30-36B S 
30-313 P 




8006230412 
8006230434 
8006230439* 
8006230450 
B0062304B7* 


90-316 S 
30-313 8 
90-313 B 
SO-368 8 
90-368 8 


ArnyiDtpt. of 


B00623033U 
8006240186* 
8006020399 
BOOi 170437 

8006230038* 


50-368 B 
90-313 d 
90-3B7 D 
SO-409 
CONTRACT 


ArViD*0t efi Carpi at Enoinior* 
Aihir.T. R , PC 


B006.0A03B4 
000*200112 
800623003& 
B006300655* 
8006190639 


HO-K20 P 
70-36 

70-36 
SO-329 A 

XFOFITLIC 


Aiioclition of CoBUtunltv OfginliAtloni 

tar Rforf Nou-Ttm 

Atlii HiTur*!* 


BOO&090009 

8006090005 
BQ0609QOQ7 
B006090007 
8006030374 


90-445 

5O-449 
80-449 
50-449 
40-3493 


Atomic Induitriil Forum 


B0060302S6 
80060904 9B 
8006070114 
8006120013 

800&1&0336* 


NUREO 
PR 
PR 
PR 
ORO 


Auitr*ll* 

AutonAtlc Switch Co 
Autoaitlon Induitrliti Inc. 


BOQ6270030 
8006840116 
B0062401S4 
BOO&240460 
8009070013 


PH 
XPOHTUC 
XPORTUC 
KIBC 
71-9007 


BRK Elictronle* 


800507001 8* 
8005070023* 
8009070029* 

8009070032* 
8006130279 


71-9007 
71-9007 
71-9007 
71-9007 
PR 


B*t>toct k Mllcoi CD. 


8006040094 
0006040096* 
DOO&040087 

6006040093* 
BOO&0901B9 


71-139 
71-138 
70-B24 
70-B24 
70-B34 




8006120234 
8006130269 
800A160119* 
8006160122 


OA999 
70-824 
QA999 
70-824 



CORPORATE SOURCE INDEX 
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AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


BUBOECT 
CATEGORY 




30061 70724 


70-iaot 






6006170789* 


70-1 SOI 






8006 1 BO 163 


70-834 






8006 100 163" 


70-834 






8006180169* 


70-824 






8006100344 


70-139 






8006180330* 


70-139 






8006180333* 


70-133 






B006 180378 


70-634 






8006200132 


70-27 






B006200I69 


70-8B4 






8006200169* 


70-834 






0006300172* 


70-824 






0006230002 


70-133 






3006230072 


70-27 






8006230293 


70-1201 






8006230302 


70-1301 






6006240919 


70-1301 






8006240318* 


70-1301 






60062S0004 


70-1301 






6006250011 


70-834 






6006350019 


70- t 301 






8006250111 


70-364 






8006250136 


70-834 






B006250160* 


70-834 






8006230809 


70-624 






BOQ6E50S11* 


70-824 






6006270067 


70-834 






6006270071* 


70-854 






6006300023 


70-364 






6006300666 


70-1201 






6006300603 


70-1801 




Bibcock t, MilcOK Co . Naval Nuclear Fun 


6006180381 


70-27 




Dlv 










8006180616 


70-37 






8006230052 


70-27 






8006230181 


70-27 






8006330123* 


70-27 






B0063003S4* 


70-27 




Bibcock & Wllcoi Co . Nuclear Material 


8006110083* 


30-302 


P 


Div 










8006130062 


71-9009 






S006130Q64* 


71-9009 






6006170798 


70-139 






5006190421 


70-364 






8006200156 


70-364 






8006300994 


70-135 






8006200984 


70-364 






0006200583 


70-364 






8006230103 


70-133 






8006240198 


70-364 




' 


8006270177* 


70-133 






6006300590 


70-139 






8006300993 


70-139 




Bikvr ti Botti 


6006090089 


00-466 


a 




3006060478 


30-498 







6006060478 


30-498 







8006090304 


80-466 







8006090213 


90-466 







8006110267 


50-498 







80061 10340 


90-496 







0006110364 


30-443 


H 




8006120030 


30-466 







8006120061 


50-466 


a 




8006 120064 


30-466 


a 




8006120068 


90-466 


a 




8006120070 


90-49B 







8006130097 


90-466 


a 




8006120276 


50-498 







8006160166 


30-466 







8006160170* 


50-466 







8006170609 


30-466 







B006180196 


90-466 







8006180200* 


90-466 







6006180209* 


BO-466 







8006160346 


90-466 







8006160398* 


50-466 







80061B0306 


50-498 







8006190343 


90-466 







0006200129 


30-498 







8006200129 


90-49B 







8006240341 


90-466 







3006270327 


30-466 







8006300307 


80-466 







8006300317 


90-466 






AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEODRV 




8006300323 


50-466 


Q 




8006300334 


50-466 


e 




BOO6aQ034Q 


30-466 


4 


Baldwin, U A 


8006040194 


30-279 


o 


Baltimore Oas & Electric Co 


8005190447 


SO-317 


a 




8QO60S0149 


50-317 


p 




BOO60a0149 


90-317 


p 




B00603D932 


50-31 7 


p 




6006030237 


90-317 


F 




6006030337 


30-317 


F 




BOQ6030244 


50-317 


P 




6006030244 


90-317 


P 




BOO6040209 


SO-317 


P 




BOO 6040209 


50-317 


P 




BOO6040347 


50-313 


e 




8006040352* 


50-319 


s 




BOO6050023 


50-317 


s 




80O6Q30035* 


30-317 


e 




00060S0039 


50-31 B 


s 




BOO60S004S* 


90-318 


3 




8006040317 


50-317 


F 




80O6060317 


90-317 


F 




90O6090344 


50-317 


B 




80O609034S* 


90-317 


S 




QOO6090365 


30-317 


s 




8DO6090363* 


50-317 


e 




80O6 1S0262 


30-317 


s 




80O6lS027i 


90-317 


s 




80O61 70439 


90-317 


F 




6006170441* 


90-317 


F 


* 


B0061B0260 


30-317 


P 




BOO61B035B 


SO-317 


J 




QOO61B039B 


50-317 


J 




B0061B0433 


90-317 


B 




BOO61B0435 


50-313 


P 




80O6 180436* 


50-318 


P 




80D6180443* 


90-317 


8 




9006180473 


50-318 


S 




8006180480* 


50-318 


a 




90061 B0483 


90-318 


a 




900i,IBQ490 


90-31 B 


s 




B006180919 


50-318 


3 




B006180318* 


30-318 


S 




B006190930 


50-317 


P 




6006330270 


50-317 


P 




B006240011 


30-317 


a 




80062400BQ 


30-317 


a 




BOD6340020 


50-317 


a 




90D6S40320 


50-317 


F 




9006240320 


30-317 


F 




B006240339 


30-317 


a 




6006340339 


30-317 


a 




8006300313 


90-317 


a 


Butt* lit Mtmorlal Initi tute, Columbus 


6006040068 


71-6400 




Laboratorlai 










8006040081 


NUREO 






BOQ62S0064* 


CONTRACT 






B006260048 


NUREO 






6006270097 


NUREO 






8006300183 


RES 






9006300 1B9 


RES 




BattalK Humor 1*1 Institute, Pacific 


9006020337 


NUBEO 




Narbhuitt Laboratory 










B006060003* 


71-4986 






B00606000B* 


71-4986. 






B004060010* 


71-498* 






8006060014* 


71-49Bi 






8006060020* 


71-4986 






9006060022* 


71-49Bib 






B0060600E4* 


71-4986 






B0060600S3* 


71-4984) 






BOOA060613 


TQPREP 






9006090446 


NUREO 






3006090503 


NUREO 






B006 170708 


RE0 






B006170716 


RES 






8006190339 


70-8 






9D06B00018 


RES 






B0062002B8 


7 






BO 06200292* 


7 






6006200533 


r 






8006230019 








9006230032* 








B006S30025* 








6006230026* 







372 



CORPORATE SOURCE INDEX 



AUTHOR ACCESSION 
AFFILIATION NUMBER 


SUBJECT 
CATEGORY 


9006350171 


NUDEG 




0006250342 


REB 




6006250349 


REB 




8006250352 


RES 




8Q06260Q3B 


NUJ1EG 




6006260045 


NUrtEG 




B00i270004 


71-63B7 




B006270019 


MUREG 




8006270022 


MUREQ 




BQO&27O362 


NUREG 




D.BYl'J' Marl-in ', Fat) Inc BO 06 120 272 


nisc 




Bear Creel, Uranium Co 8006120101 


4O-B432 




Bechtel Carp B005300461 


50-482 


S 


80061 10022* 


HO-34B 


P 


8006110027* 


50-348 


P 


8006190333 


REQOD 




8006230526* 


30-361 


A 


B006230S3I* 


50-361 


A 


8006230554* 


50-361 


A 


B00623055B* 


50-361 


A 


B00623060S* 


50-344 


P 


8006230606* 


50-344 


P 


8006230607* 


50-344 


P 


8006230608* 


30-344 


P 


8006230609* 


50-344 


P 


8006230610* 


50-344 


P 


B006230611* 


50-344 


P 


B006230612* 


50-344 


P 


B006230613* 


90-344 


P 


B006230614* 


30-344 


P 


B006230615* 


30-344 


P 


8006230616* 


30-344 


P 


8006230613* 


30-344 


P 


80062306SO* 


30-344 


P 


8006330621* 


30-344 


P 


8006230622* 


30-344 


P 


B006B30i23 


50-344 


P 


8006230624* 


30-344 


P 


B006230625 


50-344 


P 


8006230626* 


50-344 


P 


B006330627* 


30-344 


P 


8006230628* 


50-344 


P 


8006230629* 


30-344 


P 


8006230630* 


30-344 


P 


8006230631* 


30-344 


P 


8006230633* 


50-344 


P 


8006230634* 


50-344 


P 


8006230639* 


30-344 


P 


8006230636* 


30-344 


P 


8006330637* 


30-344 


P 


8006230638* 


30-344 


P 


BOO 6230639* 


30-344 


P 


B006230640* 


30-344 


P 


800633064 1* 


50-344 


P 


B006230643* 


30-344 


P 


8006230644* 


30-344 


P 


8006230643* 


30-344 


P 


8006230646* 


50-344 


P 


8006230448* 


30-344 


P 


B006230649* 


30-344 


P 


8006230630* 


50-344 


P 


S006230651* 


30-344 


P 


B0063306S2* 


30-344 


P 


8006230633 


30-344 


P 


8006230655* 


30-344 


P 


8006230657* 


50-344 


P 


8006230659* 


30-344 


P 


8006230659* 


30-344 


P 


8006230661* 


30-344 


P 


B 0062 306 62* 


30-344 


P 


8006230663* 


30-344 


P 


8006230664* 


90-344 


P 


8006230663* 


30-344 


P 


8006230666* 


30-344 


P 


B006230667* 


30-344 


P 


B00623066B* 


30-344 


P 


B006230S69* 


30-344 


P 


8006230670* 


30-344 


P 


8006230673* 


50-344 


P 


8006230675* 


50-344 


P 


8006230673* 


30-344 


P 


800623067?* 


30-344 


P 


B006230&82* 


30-344 


P 


8006230684* 


30-344 


P 


8006S306BS* 


50-344 


P 



AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEGORY 




B0062306B7* 


30-344 P 




B0063306B9* 


90-344 P 




BD06330690* 


90-344 P 




8006230&99* 


50-344 P 




0006230704* 


30-344 P 




0006330707* 


50-344 P 




8006260344* 


90-331 Q 




BOQ6260363* 


30-331 Q 




8006260395" 


50-33 1 Q 




8Q062&0401* 


90-331 Q 




8006300343* 


CONTRACT 


Beihtel pouer Corp (subs of Bechtel 


8006060170* 


30-424 S 


Corp ) 








8006060204* 


50-424 8 




8006110035* 


50-361 




80061 10199* 


30-416 A 




80061 10202* 


50-416 A 




8006110203* 


90-416 A 




8006110208* 


90-416 A 




0006110211* 


30-416 A 




B006110219* 


30-416 A 




BOOM 10220* 


90-416 A 




BOOM 10227* 


90-416 A 




8006110230* 


90-416 A 




8006130261* 


80-237 P 




8006130262* 


30-237 P 




8006130263* 


30-237 P 




B006190360 


30-416 A 




80062001 79 


90-387 B 


Beckman Instruments* Inc 


B006120217 


PR 


Binder, Eliteri Mandelaon lj Wheeler, Inc 


8006240649* 


CONTRACT 


nto-Dynamics, Inc (subs of Boehringer 


9003220706 


PH 


Wanhtim Corp ) 






Black Hills Alliance 


8006120196 


FOIA 


Books, D L 


8006240459* 


40-1162 


Borg-Wrner Corp 


8006180336 


PT21 


Borg~Wamer Corp . Nuclear Valve Div 


8006SQ0614 


XPORTLIC 




8006200617* 


XPOHTL1C 


Qoiton Edison Co 


8006030036 


90-293 F 




8006030310 


80-293 P 




8006030349 


90-293 P 




6006030346 


30-293 P 




B006030407 


30-293 P 




B006Q9Q3SS 


50-293 B 




BOOAG90391* 


90-293 8 




BOOM 20342 


90-293 




8006130280 


80-293 P 




8006130303 


80-E93 F 




8006160001 


30-293 F 




8006160069 


80-471 H 




B0061B0444 


50-293 H 




B0061B04460 


30-293 R 




8006170640 


50-893 R 




SQOi 190643* 


50-293 R 




6006240471 


30-293 8 




3006340479" 


90-293 S 




3006250342 


50-293 8 




80062902431 


90-293 S 




6006350244 


90-293 S 




B006290246 


30-293 8 




B006260179 


30-293 P 




8006270193 


50-893 Q 


Breman.Univ of, 


BQ06300389* 


PfiM 


Bristol Stoel & Iron Works, Inc 


B006S30214* 


QA999 


nroakhJVen National Laboratory 


8006030308 


TOPfiEP 




8006030363 


30-331 F 




8006040119* 


30-330 P 




BOQ60401I9* 


90-320 P 




8006050276 


30-237 F 




8006180261 


RES 




B0061B0267 


RES 




8006190070 


RES 




B006190079 


RES 




3006200014 


REB 




B006S00022 


RES 




B006200029 


RES 




0006200026 


RES 




S006H00027 


RES 




B006200031 


REB 




8006200383 


NUflEfi 




B006230374 


30-263 F 




B006250201 


RES 




B006B60025 


RES 




8006300171 


RES 




8006300213 


RES 



CORPORATE SOURCE INDEX 
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AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEGORY 






B006300334 


RES 




Brouniville. TX 


B0062301S7 


50-445 


M 


Druce Norton 


6006110417 


30-279 





Brush-UK 11 mam Inc 


B0060400BO 


40-8723 




Qudd Co 


9006040075* 


71-9051 




Buffalo. IJV 


80060301 S3 


40-B502 




C-E Poiuor Systems 


S006O90103" 


QA999 






S0061707S3 


70-1100 






S006200 1 5 1 


70-1100 






8006300415 


TOPREP 




California* State of 


B006020566* 


90-206 


P 




B006O50147 


PR 






B006090453 


PR 






6006110056 


PROJ 






6006120332 


30-279 







3006 160049 


30-312 







8006170277 


PR 




Co 11 formai Unlv ofp Berkeley 


B006160117 


50-142 





California, Unlv of, LOB Angeles 


7910310492 


PR 






S00624013B 


PR 




California, Un>v of. Santa Barbara 


8006030425 


90-433 


F 




B00633051B 


50-433 


F 


Capital X-Ray Service 


B006040061 


71-903? 




Carolina Environmental Study Group 


6006110246 


70-2623 




Carolina Power It Light Co 


8006020330 


50-329 


P 




8006020237* 


90-329 


P 




30 06 030331 


50-324 


B 




8Q06030331 


00-324 


8 




8006030332* 


50-324 


S 




8006030332* 


30-324 


B 




B006030352 


30-324 


B 




8006030374 


50-324 


a 




B006030374 


30-324 


Q 




8006030376* 


50-324 


a 




B006030376* 


30-3Z4 


a 




B006030395 


50-324 


s 




8006030399* 


90-324 


B 




Q006030470 


30-324 


P 




8006030479* 


30-324 


P 




5006040307 


50-324 


B 




8006040310* 


50-324 


B 




8006040339 


50-329 


8 




B006040339* 


50-329 


a 




8006050009 > 


50-325 


a 




B0060S0015I 


50-329 


S 




8006050291 


90-324 


P 




8006050326 


50-261 


8 




8006050332* 


30-261 


8 




80060S0370 


50-3H4 


P 




8006050374 


90-261 


a 




8006060336 


50-329 


Q 




B00606036B 


50-261 


8 




80060902021 


30-400 







8006090306 


90-400 


B 




8006090306 


50-400 


S 




8006090306 


30-400 


8 




3006090306 


30-400 


B 




B006O9O310 


3Q-S61 


P 




8006090314 


30-329 


B 




8006090335 


50-325 


P 




BD06090329* 


90-329 


P 




8006090349 


50-324 


a 




8006090359* 


50-324 


S 




8006090392 


50-323 


S 




900609039B* 


50-329 


B 




BOOM 10093 


50-324 


R 




80061 1009B* 


50-324 


R 




8006110099* 


50-324 


R 




8006110127 


50-335 


P 




B006110133 


90-255 


R 




B0061 10136* 


50-255 


R 




8006110184 


50-323 


B 




B00611019B* 


90-323 


B 




B0061 10334 


50-400 


B 




B006110234 


30-400 


B 




B0061 10234 


30-400 


B 




8006110234 


90-400 


B 




S0061 10244 


30-400 


B 




8006110244 


90-400 


B 




8006110244 


50-400 


a 




8006110244 


SO -400 


S 




00061 10347 


30-261 


B 




B0061103BB* 


50-261 


B 




8006160023 


30-261 


R 




80061600S6* 


50-261 


R 



AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATSOCRY 




80O6160058 

8006160070 
BOO6 160070 
8006160070 
9006160070 


30-261 P 
50-400 S 
SO-400 B 
30-400 S 
30-400 S 




a006160O7S 
QOO6160145 
9006160145 
BG06160145 
0006160515 


30-400 S 
50-400 A 
SO-ODD A 
SO-400 A 
SO-400 A 




B006160147* 
BQO6160147* 
8006160147* 
B006 I60147 
9006l70a57 


50-400 A 
50-400 A 
50-400 ft 
90-400 A 
90-32-1 




B0061BOS2B 

B0061B0226 

8006160361 

6006)80365 

9006180429 


30-334 0. 
50-324 Q 
50-261 P 
3O-32-4 
90-324 S 




B0061B042S 
BOQ61B0147 
0006160149* 
B0061 80-432 
8Q06I804S4B 


SO-324 S 
30-335 8 
50-32 & S 
90-325 S 
9O-325 S 




9006190435 
BQQ61B046S* 
B0061B0491 
B0061B0491 
90061 80493 


90-324 S 
SO-324 S 
50-323 P 
S0-2il P 
90-261 F 




B00618049i 
BO061B050S* 
6006190638 
8Q0619O664 
9006190664 


50-324 B 
50-324 S 
50-328 Q 
50-400 Q 
9O-400 ft 




B006 190664 
6006190664 
9006190678 
BQ06230389 
BOQ623O3H7 


30-400 
50-4OO 
9O-2&1 Q 

90-324 P 
30-3Z4 P 




B006a3O390 
6006230)390* 
8Q0623O396 
0006230398* 
9006230372 


30-324 P 
30-324 P 
90-261 P 
90-261 P 
90-H61 B 




B006S3Q5B4* 
BOQ6240293 
6006210233 
B00624O2B5 
B0062402B9 


90-361 S 
30-40O H 
30-400 Q 
50-400 Q 
9O-400 




800624O312 
900624031 3 
B00624Q31S 
B0062403B3 
3006240439 


90-261 F 
30-324 F 
30-324 F 
30-400 8 
90-B61 Q 




8006240475 
B006240497 
6006240802* 
6006250267 
3006290367 


50-334 P 
30-219 S 
50-219 9 
30-334 S 
50-334 B 


Carpentr Technology Carp 


B0062303Q1 
B006300317" 
B00602O972 
B00612O111 
900612D119* 


50-361 Q 
30-293 
KPORTC1C 
KPORTLIC 
JCPORTUC 


Ctntcr for Development Policy 
C*nter for Lfltu S. Social Policy 


9006190637 
a006B3O107 
E3D0626OS04 
B00626020B 
6006300967 


XPORTLIC 
FOIA 
XPORTU1C 
KPORTLIC 
30-574 


Center For Lau> In th Public Interest 
Central i< South Ueit Corp 
Central & South Hut Serviced Inc 


9006040199 
B 006300663 
aOO(,HO2B2 
B006170242 
6006110370 


90-273 
30-273 H 
50-443 M 
50-445 H 
50-443 M 


Cliero-Nuclear System*, Inc 


aOOi240250 
B 005130121 
B009370S1& 
B005S70523" 
900327032B* 


50-445 M 
71-9096 
71-9094 
71-9094 

71-9094 




8006030 132 
8006030)61* 
B006030164* 
900604007* 
B006W0146 


71-9094 
71-9094 
71-9094 
71-6275 
71-6373 



374 



CORPORATE SOURCE INDEX 



AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEGORY 


Chemtron Corp . Tube Turns Div 
Chicago Bridge & Iron Co 
Chlclering I Gregory 


6006300463 
80063DO470* 
SOO6300024 
8006130032 
8006110014 


27-47 

37-17 
50-S06 S 
71-1S 
90-361 




8006110014 
8006110019* 
8006110019* 

aooii 10034* 

80061 10034* 


50-361 
90-361 
90-361 
50-361 
50-361 




800611002B* 
8006110038* 
9006110031* 
8006110031* 
B00611009B 


50-361 
90-361 
50-361 
90-361 
50-361 


Christa-Haria 


8006110090 
a006110107f 
8006110107* 
8006170336 
800634039B 


50-361 
50-361 
50-361 
PR 
90-155 


Cincinnati Oaa & Eloctnc CD 


B00606013B 
8006120461 
6006160156 
8006170662 
6006190501 


PR 
50-398 Q 
SO-33S 
30-338 A 
50-359 


Cltlivni Against Nuc]*r Dangers 


B006240064* 
S006250310 
8006260293* 
S006300242 
80O6060486 


30-358 Q 

70-2838 
50-358 
50-35B 
90-387 fl 


Citizens Agafntt Nucle*r Power 


8006060487 
B006170560 
8006170960 
8006170570* 
8006170S70I 


90-387 
90-399 
50-599 
90-999 
90-599 


Citiitni Association for Sound Energy 


8006060293 
8006060295 
8006060357* 
S006060237* 
8006060261* 


30-445 
90-449 
90-449 
90-445 
50-449 


Cttlttn* Concerned About Nuclear Power, 
Inc 
Cltlivm for Equitable Utilities 
Citiitni far Fair Utility Regulation 


8006060261* 
3006060346 
B0061 90593 

B00619099S 
B006090001 


90-449 
90-445 
30-498 

30-498 
30-449 


Citlitni For Safi Environment 
Cltiitni for th* Conervat Ion of Natural 
Reiourcei. Inc 
Clark Dieti Engineer* 
Clermont Count ij,CH 
C lavs land Electric Illuminating Co 


8006060249 
B006190132 

8006300117* 
8006170355 
8006240378 


50-320 
90-376 

70-36 
30-338 
50-440 Q 




8006270E7B 
8006270278 
B006270E80* 
B006270280* 
8006S7026S* 


30-440 C 

30-440 C 
30-440 C 
50-440 C 
30-440 C 




B006270EB9I 
B006270E99 
8006270299 
8006270298* 
B006270298* 


30-440 C 
30-440 I 
30-440 I 
30-440 I 

90-440 I 


ClsviUnd, GH 
ClBVl*nd-Cliff i Iror Co 

Coalition for a Non-Nuclear World 
Cohm D B 


B006060314 
B0060S0458 
B006 120253 
8006300996* 
B006300396 


50-346 H 
40-8714 
40-B714 

FOIA 
90-367 


Colorado State Unlv, 
Colorado. Stats of 

Colt Industries, Inc , Fairbanks Morse 
Engine Div 


8006040173 
8006090391 
8006120194 
8006120372 
8006200012 


HABTE HOT 
UA8TE MOT 
HASTE MOT 
PHM 
50-393 S 


Columbia Unlv 
Com&uftlon EngiTteerln<9i Inc 


B006090392 
8006060319* 
B006060319* 
8006060321* 
B0060603S6* 


90-20B F 
50-339 P 
50-335 P 
90'335 P 
90-333 P 




8006060329* 
8006190417 
8006200426* 
8006200428* 
8006230943* 


30-335 P 
70-36 
30-307 P 
30-309 P 
30-361 A 


Commircj D*pt of 


8006230947* 
8006250034* 


30-361 A 

CONTRACT 



AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATESDRY 


Commerce, Dapt of, National Bureau of 


8006060459* 


70-398 




Standards 










8006170094 


71-390 






8006170106* 


71-390 






8006230067 


70-398 




Commerce, Dept of. National Qceanograph ic l 


U 8006200363 


NUREO 




Atmosphor ic Adminst ration 










8006200993 


NUREO 




Commonwealth Edison Co 


7903160172 


50-237 


P 




800602000B 


30-237 


Q 




8006020091 


PR 






8006020268 


TOPREP 






8006020347 


30-293 


P 




8006020347 


90-295 


P 




8006020349* 


50-293 


P 




B00602Q349* 


90-293 


P 




B006030062 


50-10 


P 




8006030062 


50-10 


P 




8006030062 


90-10 


P 




8006030062 


50- 1O 


P 




8006030062 


50-10 


P 




8006030072* 


90-IO 


P 




8006030072* 


90-1O 


P 




8006030072* 


90-10 


P 




8006030072* 


50-1O 


P 




8006030072* 


50- 1O 


P 




8006030309 


50-434 


H 




8006030340 


90-237 


8 




8006030349* 


30-237 


8 




B006030364 


90-237 


8 




8006030379" 


50-237 


8 




8006030394 


50-237 


8 




8006030400* 


50-237 


8 




B00603047S 


50-237 


P 




B006030497 


90-299 


S 




8006030906* 


30-293 


8 




8006040203 


90-249 


8 




8006040208* 


90-249 


S 




8006060242* 


50-295 


Q 




8006060243* 


50-299 







B006060246N 


50-293 







B006060246* 


90-293 







8006090047* 


30-436 


Q 


, 


B00609004B 


REBOD 






B006090236 


30-293 


P 




B00609Q294 


30-293 


F 




B006090294 


90-299 


F 




8006090305 


30-293 


P 




8006090336 


90-254 


P 




B006090363* 


30-234 


P 




8006110034 


50-254 


R 




B0061 10040 


50-434 


A 




80061 1007B 


90-294 


R 




8006110078 


90-254 


R 




B0061100B4* 


50-294 


R 




8006110084* 


90-294 


R 




8006110100 


50-10 


R 




8006110102* 


50-10 


R 




B006110111 


90-304 


S 




B006110113* 


50-304 


S 




8006110120 


90-304 


a 




B0061 10123* 


30-304 


8 




B0061 10141 


50-294 


8 




8006110191* 


90-254 


S 




8006110304 


50-234 


e 




80061 1O31 2* 


5O-SB4 


8 




B00611O320 


50-263 


S 




8006110330* 


90-265 


8 




8006110363 


50-263 


6 




8006110369* 


50-265 


8 




80061201S3 


PR 






8006130138* 


90-10 


G 




8006130142* 


90-10 


Q 




B006130163 


90-299 


P 




8006130165 


90-293 


P 




8006 130260 


30-237 


P 




8006160071 


30-293 


P 




8006 160071 


50-299 


P 




8006160097 


30-237 


8 




8006160102* 


50-237 


8 




8006160121 


90-249 


8 




8006160123* 


50-249 


S 




8006170160 


50-494 


a 




8006170218 


90-299 







8006170216 


90-293 


e 



CORPORATE SOURCE INDEX 



AUTHOR ACCESSION 
AFFILIATION NUMBER 


SUBJECT 
CATEGORY 


60061 7044B 


30-10 


R 


B00617044B 


30-10 


R 


B006 170433* 


50-10 


n 


8006170457" 


50-10 


R 


8006 170459* 


50-247 


p 


8006 170439* 


50-247 


p 


8006170459* 


90-247 


p 


B00617O499* 


90-347 


p 


BOOt, 170461 


50-10 


R 


BOOM 70470 


30-295 


3 


BOOM 70473* 


50-293 


s 


BOOfal 70498 


30-293 


e 


B00617O303* 


30-293 


E 


BOOM 703 10 


30-237 


B 


B006I70S19* 


30-237 


B 


BQOil 70399 


30-294 


F 


90061 70iBl 


30-10 


H 


B006170914 


PF1 




0006180278 


30-373 


A 


B006 180278 


30-373 


A 


B0061B02BlH> 


50-373 


A 


8006150335 


30-295 


B 


B006 190299" 


90-399 


B 


B0061BOH93 


50-10 


F 


S0061B0319* 


90-10 


F 


S006190319* 


50-10 


F 


8Q061BQ324* 


90-10 


F 


BOOt 190324* 


90-10 


F 


0006 180331* 


30-10 


F 


8006190331. 


50-10 


F 


B006 180331* 


30-10 


F 


B0061B0340* 


30-10 


F 


B006180340* 


30-10 


F 


0006180347* 


30-10 


F 


BOQ618O347* 


30-10 


F 


B006 180347* 


30-10 


F 


9006180347* 


30-10 


F 


B0061B0347* 


90-10 


F 


8006180347* 


30-10 


F 


B0061B0347* 


30-10 


F 


B0061B0347* 


50-10 


F 


8006180347* 


30-10 


F 


B006 190364 


90-373 


K 


8(506190364 


30-373 


K 


8006180369* 


90-373 


K 


80061503691) 


90-373 


K 


8006180530* 


90-373 


Q 


BOOM 80992* 


90-373 


Q 


8006190305 


30-10 


P 


8006190305 


90-10 


P 


BOOM 90307 


30-10 


P 


B006 190307 


90-10 


P 


B0061 90307 


30-10 


P 


B006 190307 


90-10 


P 


9006190307 


30-10 


P 


8006190307 


30-10 


P 


BOQ6190419 


90-337 


P 


9006190419 


30-237 


P 


BQD6190419 


90-337 


P 


80061 904 If 


90-237 


P 


B006190436 


30-10 


P 


B006190436 


90-10 


P 


B006190436 


90-10 


P 


0006200104 


REOOD 




BQ06200I6BK 


90-263 


P 


6006300306 


90-10 


P 


8006300993 


70-2609 




8006200993 


70-2609 




8006230196 


90-249 


P 


aoo6B30319 


90-494 





BOQ6H30340 


90-299 


8 


B006230381 


30-249 


8 


B006230307* 


90-249 


8 


800623039] 


30-254 


8 


9006230392* 


90-394 


8 


8006230559 


90-249 


8 


B006230369* 


90-249 


8 


8006H30370 


90-349 


8 


B006H30977* 


SO-S49 


8 


B006240274 


70-2609 




BQQ6240274 


70-2609 




8006240316 


90-10 


F 


3006340316 


30-10 


F 


8006240316 


90-10 


F 


6006240318* 


SO- 10 


F 



AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 

CATEGORY 




BOO>24031BB 


30-10 


F 




6006210490 


30-10 


F 




6006240490 


50-10 


F 




B006340490 


30-10 


F 




BOO6240490 


SO- 10 


F 




SO 06250266* 


30-373 


Q 




SOQ62S0277 


30-237 


P 




8006250277 


90-337 


P 




8006250277 


30-237 


P 




Q006250277 


50-237 


P 




800624031 2 


50-454 







8006270248 


30-295 


S 




SDO6270251 


3O-S95 


B 




aOO.27025a 


50-395 


S 




BOO6270254 


30-295 


S 




60062702969 


50-295 


B 




BO 062 70 2 59* 


50-273 


S 




BO 06270 2&6 


50-265 


S 




6006270272" 


30-269 


8 




8006370273 


50-369 


P 




8006370 27 7* 


50-269 


P 




8006270306 


50-10 


P 




8 OO6 370-306 


30-10 


P 




8006270306 


9O-10 


P 




aOO6E7O3O6 


30- 1O 


P 




8006270306 


3O-1O 


P 




S006270306 


90-10 


P 




B006P7C-306 


50-10 


P 




BC-O627D329 


3O--B93 


P 




BOO6270329 


50-293 


P 




BOO6300403 


50-273 


B 




BOD63004O7* 


30-279 


3 




BOO&30O412* 


50-379 


B 




B006300453 


30-373 


A 




8006300359 


90-10 


Qi 




9006300559 


3O-IO 


a 




S00630055B 


50-10 


a 




BOO&30055B 


30-10 


a 


Comiip, Inc ' Delphi Systems Oiv 


B0061 10166* 


50-416 


B 




BOO6300397-* 


30-390 


h 


Conference of Radiatlun Control Program 


BOOfi 130003* 


COMMISSION 


Director*' Inc 








Connecticut /ankea Atumic Pouior Co 


B0060 20203 


30-213 


P 




BOD60202O3 


30-213 


P 




B006030910 


30-213 


S 




BOD603O91B* 


30-213 


a 




B006O60367 


30-213 


F 




BOO611O237 


90-313 


p 




8006 1 2O270 


30-213 


a 




9006120373 


50-313 


e 




3006 1 30270 


50-213 


a 




BD06130316 


50-313 


p 




B006 130329 


50-313 


p 




BOOfe 170526 


30-213 


n 




B006 170928* 


50-213 


R 




6006190437 


30-213 


p 




8006190457 


30-213 


p 





80O620D436 


90-213 


p 




0006200571 


BO-213 


p 




8006240017 


90-313 


a 




6006240297 


90-213 


B 




B006240301* 


30-213 


S 




B00627019a 


30-313 


P 




BOO63003B3 


50-213 


P 




B0063003B3 


90-313 


P 




B006300430 


30-213 


S 


Conner. Moor* li Corbet 


6006060262 


30-320 


a 




B006O60547 


30-330 


o 




B006O60947 


30-320 


Q 




Q006O90069 


80-272 







B006O9O072 


50-272 







3006130024 


50-37H 


T 




9O0616OI56 


50-35B 







9006.190509 


50-273 







9006190913* 


30-273 


& 




00041 90501 


30-35B 


c 




S006200967* 


50-372 







6006300567* 


90-272 





Conover t- Associate*. Inc Insurance 


BOOii 60020 


70-1621 




Con*olldatei! Edison Co of Neu York 


B006O6OEBO 


30-247 


F 




B00606O521 


50-247 


a 




aO06HO091 


50-347 


p 




9006,1 10471 


PR 






BOO 6 1302 94 


30-247 


p 




BOO 6 1600 63 


90-247 


B 



376 



CORPORATE SOURCE INDEX 



fturiiOR ACCESSION 
AFFILIATION NUMBER 


SUBJECT 
CATEGQF1Y 




B006 1600*8* 


50-347 


S 


eoo6ifioioa 


50-247 


P 


eoofciioioa 


50-247 


P 


0006170431 


SO-3 


R 


6006170431 


50-3 


R 


B006 170431 


50-3 


n 


B006170434' 


50-3 


R 


B006 170434* 


90-3 


R 


B006 170434* 


50-3 


R 


B0061 70491 


50-247 


P 


HOO61 70434* 


30-247 


P 


8006170454* 


30-217 


P 


800618042* 


30-3 


R 


8006180426 


90-3 


R 


8006180426 


90-3 


R 


B0061B0427* 


90-3 


R 


8006 160427* 


50-3 


R 


B0061B0427* 


90-3 


R 


B0061B0434 


50-247 


P 


BOQ61B0326 


50-247 


F 


B0061B0529 


50-3 


R 


B006I90539 


50-247 


S 


8006190541* 


50-247 


S 


8006190626 


50-247 


R 


8006190630* 


50-347 


R 


800634034-; 


30-247 


P 


8006240330* 


30-247 


P 


800624D3S2* 


50-247 


P 


8Q063403S4* 


50-247 


P 


8006240361 


50-247 


P 


8006240364* 


30-247 


P 


B006240367* 


30-247 


P 


8QQ6E50299 


30-347 


P 


B00626Q212 


90-247 





Construction Technology Laboratories B006200147* 


30-482 


P 


Idiv of Portland Cement Assoc 1 


30-23S 


P 


BOO6O30077 
8006040300 


PR 
50-133 


8 


8006040303* 


30-199 


3 


SOO6040311 


30-255 


P 


8006040313* 


50-S55 


P 


0006040315* 


50-B55 


P 


8006040316* 


30-253 


P 


B00604031B* 


50-255 


P 


8006040320* 


50-353 


P 


8006040323* 


50-255 


P 


8006040325* 


30-255 


P 


0006040330* 


30-S95 


P 


8006050044 


50-339 





0006090044 


30-329 





80060S0933* 


30-233 





B006060017 


30-329 


a 


B006060017 


50-329 


Q 


B006060465 


30-335 





8006090291 


30-233 


P 


8006090300 


30-233 


P 


8006090309 


30-329 


K 


8006090308 


30-329 


K 


8006090309* 


30-329 


K 


9006090309* 


90-329 


K 


Q006090312* 


50-339 


K 


B006090313* 


30-329 


K 


B006090S57 


PR 




B00611006B 


30-135 


R 


8006110073* 


50-195 


R 


B006110073 


50-329 


H 


8006110130 


30-299 


S 


0006110133* 


50-E55 


S 


8006110153 


50-293 


P 


B006110197* 


30-299 


P 


8006110165 


50-393 


P 


80061I04B7 


PR 




0006120043 


50-389 


c 


B0061H0045 


50-329 


G 


0006120144 


REOOD 




B006 120263 


30-259 


O 


B00612030B 


30-195 


Q 


8006120384 


50-295 


P 


8006130124* 


90-355 


Q 


8006130136* 


50-295 


Q 


8006130249 


50-253 


a 


8006130389 


30-235 


a 


8006160005 


50-329 


s 


8006160009 


30-329 


8 



AUTHOR 
ArFILIATIOIJ 


ACCESSION 
NUMBER 


SUBJECT 
CATEGORY 




0006160031 
9006160139 
0006170313 
0006170527* 
6006170329* 


30-295 P 
50-133 
3O-135 8 
50- 1 39 S 
SO- 1 35 8 




9006170534* 
8004170593 
0006 1 70670 
8006170706, 
0006170B7O 


30-153 3 
30-235 Q 
30-133 P 
50-195 B 
PH 




S0061Q0166.> 
0006180242 
8004180266 
80061 8026 6 
8006180363 


30-235 Q 
30-330 A 
50-329 S 
30-339 S 
30-329 K 




8006180362 
300618046? 
8006190414 
8006190422* 
0006190426* 


50-329 K 
90-329 S 
50-353 6 
30-333 S 
30-239 8 




0006 190439* 
6006190431" 
0006190524 
0006200352 
0006300356 


30-233 S 
30-233 9 
50-233 
30-335 Q 

so-133 a 




800620036 1 
000620036 1 
8006200365* 
800620036 &* 
8006300445 


30-339 A 
30-339 A 
30-329 A 
50-329 A 
50-233 6 




0006500448* 
000620049? 
0006200537* 
9006200937* 
0006230313 


30-333 3 
30-233 
30-329 Q 
50-329 Q 
50-329 Q 




0006240133 
0006240233 
8006240399 
8006240399 
8006240409 


50-1 S3 
50-253 P 
30-329 K 
30-329 K 
30-327 A 


' 


0006240409 
000634050S 
0006240313* 
00062405B5 
800&2105B9 


30-329 A 
30-H33 
90-299 B 
50-329 
30-339 




6006230266 
BQ062i034E 
B006270209 
8006370307 
8006300277 


30-159 P 
30-329 
30-233 Q 
50-133 8 
50-329 9 




8006300377 
3006300439 
8006300439 
3006300513 
8006300317* 


30-255 P 
30-329 fl 
30-329 R 
50-255 
50-339 


Container Research Carp 
Cook County Hasp Chicago* IL 
Cornell Univ 


8006300330* 
SOQ9 120005* 
8006030127 
B006040167 
8006230164* 


30-23S 
71-3450 
PR 
50-157 P 

CONTRACT 


Coulee Region Energy Coalition 
Council on Environmental Quality 
Critical Mass Energy Project 
Cumber land County, PA 
Cutler-Hammei-r Inc 


8006170129 
8003280BHS 
SOQ630039A 
S006 130324* 
8006030270 


30-409 
PR 
30-367 
30-289 F 
30-440 S 


Cyprus Mines Corp 

D'Appolonia Consulting Eng ineei-si Inc 
DMA - People's Legal Services. Inc 


8006020590 
9006040179 
8006170366 
8006030243* 
8006300064 


MABTE MOT 
HABTE MOT 
MABTE HOT 
40-1162 
F01A 


DPS International. Inc 
Dai)alean Associates- Inc 
Daipyland Pouer Cooperafclvo 


8006250336 
8006200017 
80060S054S 
8006040031* 
0006090363 


XPQRTLIC 
REG 
30-409 
50-409 
50-409 




8006090316 
80061 10343 
8006130373 
8006130376* 
800617046B 


50-409 P 
30-409 F 
30-409 R 
30-409 R 
SO-4O9 J 


Dallas Pouer t< Llo,ht Co 
Dames ii Moore 


80061B0323 
8006300430 
80061103B2* 
8006130230* 
8006270033* 


30-409 P 
30-409 P 
50-443 M 
CONTRACT 
PR 



CORPORATE SOURCE INDEX 
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AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEGORY 




Dartmouth College 


S00626042I 


NUREO 




Data Coniul tantsi Inc 


80062SO21O* 


CONTRACT 




Dattilo. T (1 


Q0032IO20S1" 


50-346 


T 




90052 1020S* 


50-546 


T 




80061301B7- 


30-346 


H 




Q0061301B7* 


30-346 


H 


D'uphin County. PA 


8006120327* 


50-2B7 


F 


DtKalb Area Alliance for Responsible 


8006O6O232 


50-434 





Energy 








DiMent Laboratories 


8006O20614" 


MI8C 




D'bevolia V Liber man 


B005230577 


SO-267 







B0060504SB 


PR 






BOO60S053S 


30-443 


M 




B006050555 


30-445 


M 




S00606O369 


30-369 







B00606O269 


30-269 







8006060269 


80-269 







8006060269 


30-369 







80060602B1* 


50-269 







B0060602BU 


SO-369 







B006060SB1* 


30-269 







B0060602B6V 


50-269 







80060602B6* 


30-269 







B006060256* 


50-267 







B006060347 


30-449 







B006060S41 


30-445 


M 




B006060541 


30-445 


M 




8006060541 


30-449 


M 




B006070173 


30-449 


M 




B00609017S 


30-449 


M 




B006090173 


30-445 


M 




8006110309 


30-369 







S0061 10297 


SO-4BS 


Q 




8006110302 


30-443 


H 




9006110302 


30-443 


n 




90061 104S4 


PR 






B006120024 


30-4BB 







8006120032 


30-443 


M 




B006120398 


SO-443 


T 




8006170133 


PRM 






B00617014U 


PRM 






B006170157* 


PHM 






B006 1 70433 


70-S6B3 






B006 1 70B47 


PR 






B0061B0517 


50-269 







6006210143 


30-498 







B0062S0253 


30-369 





Ddf tm*i Dipt of 


B006060167 


PR 




Delauarii State of 


B00606002B 


30-272 


T 




B006 110164 


PR 




D*nvri UiHv ofi 








B006030095* 


CONTRACT 








S006230Q4O* 


CONTRACT 




Datrnit Edison Co 


9006030613* 


HUREO 






8006040233 


30-341 







B006 170409* 


30-341 


I 




80062306B1 


30-341 


Q 




B0062404B1 


30-341 


Q 




B006270230 


30-341 


G 




8006B702BH 


30-341 


B 




B0062702B6 


30-341 


8 




8006 270 3 30 


30-341 


S 




B00627O334* 


30-341 


B 




B006300966 


50-311 


a 


Dogg*ttj a A 


8006170367 


30-466 





Dohartyi J F 


8006190101 


30-466 





Dou Chemical Co 


B006300434 


TDPREP 




Dou Chemical Co , Doui Chemical USA 


B0061703B2 


30-264 


F 


Div 








Dukf Pou*r Co 


8006020341 


BO-2B7 


S 




8006020343" 


HO-2B7 


8 




B006020948 


NUREO 






8006030130 


PR 






B006040217 


30-269 


P 




8006040217 


30-267 


P 




B006040217 


30-269 


P 




6006040221* 


30-269 


P 




B006040221* 


30-269 


P 




8006040321* 


90-269 


P 




800604029B 


30-269 


S 




8006040302* 


30-269 


s 




800605010B 


50-269 


F 




8006050241 


50-270 


S 




80060S0337 


30-413 


s 




80060S0337 


30-413 


8 




8006050343 


90-269 


8 



AUTHOR ACCESSION 
AFFILIATION NUMBER 


SUBJECT 
CATEGORY 




6004,030344* 


50-2ii9 


S 


BQ0605O349* 


50-413 


a 


BQ0603O349* 


30-413 


8 


B006Q9Q361 


30-H7Q 


P 


BQ06O6O29J* 


50-269 





8006060231* 


30-369 





aoo60602Bi* 


5Q-2&9 


Q 


B0060603BS* 


30-369 


Q 


BOOS 06 02 B i* 


SO-269 


G 


B0060602B1* 


S0-2i9 


(t 


B006Q60'296 


50-249 


O 


B00606O296" 


90-269 


Q 


Boo606O286 


SD-269 


O 


90060 AQ286" 


50-269 





Q00606Q2B6* 


50-?&9 





90060A02B6" 


SO-269 





S006QAQ343 


30-369 


A 


900606O364 


30-2&9 


P 


QQ06Q9QH2 


50-491 


Q 


9006090266 


30-34.9 


A 


800609O313 


50-413 


3 


800609O343 


HO-413 


B 


8006090347* 


30-413 


8 


8006Q=;0347 


30-413 


S 


6006090960 


50-3(.9 





BQ0611O091 


30-287 


S 


BOOfillQ096 


30-237 


S 


BQ06I1O101 


90-369 


S 


B00611O105H 


90-269 


B 


B00611O144 


50-269 


P 


B006I1Q144 


50-269 


P 


BOQ611O144 


50-269 


P 


B006I101SB" 


30-269 


P 


BOOillOlSBtt 


50-269 


P 


60061101381' 


SO-269 


P 


B006I1O205 


50-369 





B00611O297 


90-4BB 





B006I1O397 


30-4BB 





B006UO297 


30-43B 





BOQ6I1O321 


30-27O 


S 


B006I1O336* 


30-B7O 


B 


B0061 10327 


30-369 


A 


B006UO337 


30-369 


A 


B0061 1O351 


30-269 


P 


B0061 10351 


50-269 


P 


6006110351 


90-2 fr9 


P 


90061 1O394 


30-367 


A 


90061 1O334 


30-367 


A 


9006120024 


5Q-4SB 





90061 2O 134 


50-370 


Q 


9006120139* 


50-370 


Q 


8006120367 


30-36-9 


A 


9006120367 


SO-3A9 


A 


B006120370* 


50-34,9 


A 


B006130D93* 


50-413 


a 


goo6i 30 3B3 


50-2fr9 


s 


B00613O2B4" 


50-269 


S 


BQ0613O322 


30-2 &9 


P 


B006I3O322 


50-269 


P 


B006 1 3O322 


30-269 


P 


B006160032 


30-270 


P 


B0061&0033" 


30-270 


P 


B006160074 


30-269 


F 


600616007-1 


30-269 


F 


B0061&0074 


50-26? 


F 


9006170141* 


PRM 




80061 70 137 


PRM 




8006170327 


50-267 


P 


90061 70229 


50-2A9 


P 


8006170229 


50-267 


P 


8006170334* 


50-267 


P 


9006170234" 


50-269 


P 


90061 70234" 


30-369 


P 


8006170423 


70-2i23 




9006170455 


50-367 


P 


9006170458 


50-267 


P 


B00617043S 


30-269 


P 


9006170523 


30-269 


5 


8006170530* 


50-269 


B 


9006170637 


30-369 


S 


9006170637 


30-369 


B 


90061 70 S69 


PR 




80061 BO 237 


30-369 





90061 B0254 


30-269 


Q 


B0061BQ234 


30-269 


Q 



378 
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AUTHOR ACCESSION 
AFFILIATION NUMBER 


SUBJECT 
CATEOORV 


8006130294 


50-269 





B006IB0478 


30-369 


P 


B0061B0478 


50-269 


P 


B0061B0478 


50-269 


P 


B0061BOS17 


30-369 


G 


8006180517 


50-269 





a006ia0517 


50-269 





S0061805I7 


90-269 





8006190517 


90-269 





E006300063 


70-2623 




8006200562 


50-269 


P 


8006330360 


SO-369 


Q 


6006330360 


50-369 


Q 


8006240117* 


50-369 


Q 


B00624Q143 


50-488 


Q 


8006340209 


30-269 


F 


B006240207 


90-269 


F 


8 00 624 022 B 


50-488 


Q 


B00624022B 


90-4SB 


Q 


8006240238 


30-488 


Q 


S00624024B 


50-269 


Q 


8006240248 


50-269 


a 


BOD6240282 


50-413 


a 


8006B40E82 


50-413 


a 


B006340411 


90-413 


8 


B006340465 


50-269 


p 


B0062404B5 


50-369 


A 


8006240906 


50-270 


B 


8006240912* 


50-270 


S 


8006250251 


50-488 





8006350593 


50-369 





8006290299 


50-287 


s 


B006260169 


50-SB7 


B 


B006260174 


50-369 


S 


8006260179* 


50-B69 


B 


BD06360333 


90-269 


P 


8006260233 


90-269 


P 


9006270219 


50-413 


Q 


8006270217 


90-413 


a 


800627026B 


NUREO 




8006300016 


50-369 


Q 


8006300016 


50-369 


Q 


8006300190 


50-369 


Q 


B006300E13 


50-B69 


Q 


8006300213 


90-269 


Q 


B0063002I3 


50-269 





8006300362 


50-269 


P 


8006300362 


30-269 


P 


8006300362 


50-269 


P 


8006300364* 


30-269 


P 


8006300364 


30-269 


P 


8006300364* 


30-369 


P 


B006300406 


90-269 


P 


ireine Light Co 8006020021* 


90-334 


Q 


8006030398 


50-334 


B 


8006020363* 


90-334 


B 


B006030262* 


90-334 


a 


8006030106 


90-334 


8 


8006030419* 


30-334 


8 


8006060365 


90-334 


S 


B006060374* 


90-334 


S 


B006060379 


90-334 


R 


80060603B1* 


50-334 


R 


B0060603BS* 


90-334 


S 


8006060390 


30-334 


R 


B006060391* 


50-334 


R 


B006090137 


50-334 


Q 


8006090373 


50-334 


S 


B0060903Q2* 


50-334 


8 


80060903B9* 


30-334 


B 


8006110061 


30-334 


Q 


8006110108 


30-334 


B 


80061 101 I2 


30-334 


B 


8006110121 


30-334 


B 


"""' ' 1 " 1 * 1 *- 


30-334 


B 




90-412 


Q 




30-334 


a 




90-334 


a 




90-334 


a 




50-334 


a 




50-334 


s 




10-334 


s 




10-334 


R 




.0-334 


R 




10-334 


B 



AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEGORY 




8006170932 


90-334 


P 




80061 70SS8 


50-334 


S 




S00617O963* 


90-334 


a 




8006 17O 371* 


90-334 


s 




800617O576* 


50-334 


8 




6006190315 


90-413 


S 




8006 19032 In 


50-412 


B 




8006300310 


90-334 


P 




8006200450 


50-334 


H 




8006330537 


30-334 


S 




8006330562* 


30-334 


S 




8006240291 


50-334 


F 




6006240379 


50-334 


S 




8006240429 


50-334 


Q 




8006250260 


50-334 


S 




8006300552 


30-334 


Q 


E 1 du Pont de Nsruaurs tt Co , Inc 


B006060446* 


71-5AO7 




GC4Q Idaho. Itic 


8006020184 


RES 






6006020491 


RES 






8006020303 


RES 






8006120903 


30-324 


P 




8QQ61BQ026 


RES 






80061B0038 


RES 






80061B0097 


RES 






80061B0306 


RES 






8006190685 


RES 






5006200942 


NURCO 






B00620097H 


PROJ 






8006270049 


NUREO 






8006300301 


RES 






BOQ6300459 


RE6 






5006300506 


NUREO 






8006300914* 


NUflEB 






8006300520* 


NUBEO 




E0,0, I tie 


8006020 138 


flEB 






BQ06Q20141 


RES 






8006020144 


RES 






8006020939 


RES 






8006020946 


RES 






8006020532 


RES 






B006020361 


RES 






B006030S6B 


REB 






B00613004Q* 


30-26i 


P 




8006130373 


REB 






8006500041 


REB 






BOOiEOOQ47 


30-350 


P 




B006260004 


SO-2S9 


P 




B00626Q009 


90-299 


P 




8006260015 


REB 






B006860QSQ 


REB 






6006360031 


REB 






800626003S 


RES 






8006260037 


RES 






8006260039 


RES 






8006360042 


RES 






8006360046 


RES 






8006300306 


NUREO 






8006300914* 


NUREO 






SQQ630052Q* 


NUREO 






8006300574 


50-269 


P 


Ebaica Services, Inc (subs of Enturch 


S0061B0247 


50-261 


P 


Corp I 










B006 180293* 


50-2H1 


P 


Eberllne Instrument Corp 


8006 120443 


XPORTLIC 






0006200368 


XPORTLIC 




Ed U Filed h Altaciateij Inc 


8006060147* 


WASTE MOT 


Edtton Electric Intttuta 


8006040003 


PR 






B006030494 


PR 




Edlom International Co 


B0061B036U 


SECY 






B006 130041 


XPDRTLIC 






8006170B6K 


XPORTLIC 






6006200249* 


40-8576 






8006300019 


70-1292 




Electric Pouer Reiiarch Institute 


800602020Q* 


OEM TEC 


IS 




8006040328 


NUREO 




Enrgij Dailij, Inc 


0006180007* 


CONTRACT 




Energy Fuels Nuclear, Inc 


8006 1204 59 


40-86B1 






8006180154 


40-B6B1 






B006200634 


40-B6B1 






8006240531 


40-B6B1 




EnrggiDspt of 


8006020344 


HISO 






80060204 IS 


71-6400 






800604008B 


71-9833 






S006050465 


PR 






80O606000B* 


71-49B6 
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AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEGORY 




8006060010* 
8006060014" 
B00&060020> 
B006060022* 
B00t060024 


71-49B6 
71-49B6 
71-49B6 
71-49B6 
71-49H6 




8006060025* 
8006060433 
8006060442* 
8006090098 
8006090125 


71-4986 
71-5607 
71-5607 
30-561 A 
REOOD 




B0061 20433 
0006160214 
B006160218* 
BOQM6022H 

BOOitfioaaa* 


71-3939 
ORO 
ORO 
8RO 
ORO 




8006160226* 

aoo6i6oaaa 

8006160230* 
S006IB0313 
8006190643* 


QUO 
ORO 
ORO 
FOIA 
SO-344 I 




8006200276 
QD062003BO 
8006240094 
8006260073 
8006270027* 


XPORTLIC 
30-201 H 
50-201 H 
30-201 H 
30-317 P 


Y-Dept af r Clinch River Breeder 
tar Plant 

onmantal Coalition on Nuclear POUIBC 


8006300433 
8006110301 

B006270203 
8006270223* 
B0040i0264 


71-6697 
50-337 B 

3Q-S37 B 
30-337 B 

30-38? 


onnnntal Policy InitlfcutB 
onmnntal PTotoction Agency 


8006060377 
8006090002 
8006160067* 
800A17077B 
B006030363 


30-3S7 
30-387 
SO-289 
PR 
30-3B7 




B006060145 
80061 1O103 
8006110264 
8006130031* 
Q006200343 


PR 
30-320 R 
50-409 D 
COMMISSION 
NUREO 


oilmintnl is t Jr Inc 

e P 

om Supply Agincy (Belgium) 
an Communitisi, Commiuion of 


8006240246* 
8006060433 
8006120273 
B006B40129 
8006030230 


CONTRACT 
70-1729 
ACRB 
XPORTLIC 
XPORTLIC 


irun Legal Service* 
Corp /Warner Atlac latei> Inc 
i Mineral. Co , USA 


8006030238 
BOOM 90067 
8006070143 
B006200093* 
8006030124 


XPORTLIC 
KPOfiTLIC 
30-322 A 
CONTRACT 
40-8064 


i Nuclear Co.. Inc (aubi of Enon 
I ) 


800623042? 
8006170333 

QOOe.200081 
B006200083* 
80062404S4 


40-B102 
TOPREP 

70-1357 
70-1837 

TQPREP 




8006230100 
BQQ6250103* 
8006350146 
8006300621 
8006300623* 


TOPREP 
TOPfiEP 
70-1S37 
71-6981 
71-63B1 


>*! Emergency Management; Agencg 


0006300637* 
BOO&30063B* 
800&OS0902* 
B006170BOB* 
8006180407 


71-6581 
71-6381 
State Prog 
30-171 H 
PR 


r*l Energy Regulatory Commiiiion 
ral-State Report* r Inc 
nrf 
ichaker. r> B 


8006200229 
8006 13030B 
B006270344 
8006180202 
BOO&060031 


PR 
30-387 D 

NUREO 
XPORTLIC 
30-273 


Ida Pouer tr, Light Co 


B0061B0919 
8006030033 
8006030093 
8006030443 
8006030449* 


30-273 
30-250 P 
30-2 SO P 
30-333 3 
90-339 B 




8006030494 
8006030436* 
8006040021* 
8006040023* 
8006030239 


90-2S1 B 

30-281 8 
30-230 Q 
50-290 Q 
30-333 P 




8006030323 
8006060310 
8006060341 


30-333 8 
90-335 P 
SO-2BO P 



AUTHOR ACCESSION 
AFFILIATION HUM D Eft 


EUDJECT 
CATEQDR' 


f 


B0060AO341 


50-230 


P 


(100606 O343 


3O-2SO 


P 


Q0060iO343 


50-2SO 


P 


B0040<7O093 


PR 




800609 O340 


SO-231 


a 


BQu60<?O342* 


30-231 


a 


B00609Q39Q 


30-250 


P 


BOQ609O370 


30-250 


P 


BOOfc09O393* 


50-250 


P 


BOQ60<?O393 


50-2SO 


P 


BQ0609O397* 


50-250 


P 


B006Q-JO397* 


SQ-2SO 


P 


sooa i i 0025 


3O-230 


3 


0006110033* 


50-230 


a 


80061 1Q037 


30-333 


s 


9006110042* 


SO-33S 


s 


00061 10099" 


SO-23O 


P 


B0061 10099* 


50-230 


P 


BOOM 1O217 


30-230 


F 


0006110217 


30-230 


F 


8006130234 


30-290 


F 


8006170171* 


30-230 


a 


80061 7O367 


30-3D9 


M 


9006170273* 


50-3B9 


M 


80061 70467 


30-23O 


ft 


0006170467 


go-aso 


R 


B0061 70467 


30-230 


R 


B00617O471* 


30-280 


R 


B00617O474* 


30-330 


R 


800617O't7'? 


30-230 


R 


90061 7G499H 


30-3B9 


M 


00061 7034Z 


30-333 


e 


(10061 70331 * 


50-338 


B 


B006170647 


50-339 


a 


B0061 70632* 


50-333 


3 


B00617O675 


30-333 


B 


B0061706Q6,* 


30-333 


S 


aoo6iaou2i* 


3 0-2 BO 


a 


aoo6iaot)24 


30-23O 


a 


BQ061BOQ9O 


PR 




BOQ61B047L 


50-333 


p 


B006 190233 


90-2S1 


B 


B00619O2B5* 


30-231 


B 


B006 190301 


30-335 


F 


B006I9O301 


30-33S 


F 


80Q6l9064t, 


SO-250 


a 


Q0062002lcilt 


30-230 


a 


8006200216:* 


30-839 


a 


8006200479 


90-230 


P 


8006200479 


SO-H30 


p 


BOQ6S3OJ6ii 


30-335 


a 


8006330184 


50-230 





3006530134 


30-230 


a 


8006S30405 


90-339 


B 


9006330464 


30-339 


8 


B006230476H 


30-333 


B 


6006330403 


90-339 


B 


8006230fl93* 


30-339 


e 


8006K30333 


30-230 


e 


a006330B64 


30-2 SO 


B 


8006S30367 


30-2 3 t 


s 


G006B30S71" 


50-2:31 


3 


B006230379 


30-3-39 


i 


SQ06230379 


30-230 


s 


8006230981 


90-230 


a 


8006230336* 


30-230 


B 


6006830398* 


30-230 


a 


80068.10189 


30-339 


p 


00062-10192 


90-250 


F 


0006340196 


30-230 


F 


80062-10261 


50-230 


P 


EOQ6SS0203 


30-339 


F 


BOQ6S 30294 


30-333 


a 


0006330304 


90-250 


a 


8006B50307 


90-333 


a 


8006860129 


30-290 


a 


80063iOlS < 7 


SO-350 


a 


S006B7031 1 


30-333 


p 


B006B70314* 


30-333 


p 


B006B70317* 


30-333 


p 


B00630002 1 


30-330 


a 


B006300021 


80-290 


a 


B00630037"? 


30-230 


o 


Florida Pou*r Corp 8006020139 


30-302 


F 


BOQ6Q20403 


SO-3O2 


a 
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CORPORATE SOURCE INDEX 



AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEODRV 




B006030303 


SO-302 


S 




6006030304* 


SO-302 


8 




8006Q303B3 


50-302 


P 




9006030493 


50-302 


S 




8006030500* 


50-302 


Q 




8006030505 


50-302 


a 




800fi03050a 


50-302 


s 




8006060394 


30-302 


p 




8006060355* 


90-302 


p 




B006060361 


30-302 


Q 




9006110080 


50-302 


p 




8006110123 


SO-302 


8 




80061 1012B 


30-303 


s 




8006110134* 


30-302 


B 




8006110140* 


90-302 


B 




B0061101B3 


30-302 


Q 




B006110290 


50-302 







9006110473 


PR 






8006170436 


SO-302 







9006170484 


30-302 







8006170486 


50-302 


p 




B006 170760 


SO-302 


Q 




BOQ6180511 


50-302 


K 




60061BOS31 


SO-302 


F 




B0061 70396 


50-302 


S 




9006190603* 


30-302 


8 




B006190617 


50-302 


R 




8006190621* 


50-302 


R 




8006190663* 


50-302 


a 




9006200397 


30-302 


Q 




8006200638 


30-302 


s 




B006230403 


50-302 


p 




BOQ62304B3 


50-302 


a 




9006240326 


30-302 


p 




8006240419 


30-302 


8 




8006240426* 


30-302 


B 




8006240446 


90-302 


8 




8006240450ft 


90-302 


8 




8006240499 


30-302 


I 




6006240573ft 


50-302 


a 




8006270283 


30-302 


p 




9006270347* 


30-302 


p 




8006270353* 


SO-302 


p 




B006300376 


SO-30B 


Q 




B00630039S 


30-302 


3 




9006300401* 


50-302 


8 




9006300930 


90-302 


Q 


Florid*. Univ of , Qaineivllle 


8006020365 


90-83 


9 




B0060904B9* 


50-83 


Q 




8006230133ft 


CONTRACT 






9006270073 


NUREO 




FOF* laui on Board 


8006110233 


90-314 





Foiboro Corp 


9006120472* 


QA999 




Franklin In*ti tuteVFran!clin Research 


8006030040ft 


90-293 


F 




8006030043* 


30-293 


F 




8006030047* 


30-293 


F 




8006120296 


ACRB 






9006120299 


ACRB 






8006170732 


CONTRACT 




Frien** of the Earth 


B006200569 


30-974 





Oarij.IN 


B006300396 


30-367 





Oineral Atomic Co dubc of Gulf Oil 


8006040252* 


70-2333 




Co ) 










8006040234* 


8ECV 






8006040290* 


SECY 






8006040262* 


70-2583 






8006040264* 


8ECV 






8006060134 


PR 






B006120H73 


XPQRTLIC 






8006200363 


70-734 




General Dynamic* Corp .Electric Boat Div 


8006120142 


71-9039 




General Elactric Co 


8009210496 


71-9942 






8005210460ft 


71-9942 






8009210461* 


71-9942 






90052 10465* 


71-3942 






8003210469* 


71-9942 






B0052 10472* 


71-9942 






B003210473* 


71-3942 






BOOS2 10479* 


71-5942 






8005210481* 


71-5942 






6009270337 


71-9046 






B009270342* 


71-9046 






8009270349ft 


71-9046 






"' 13270343* 


71-9046 





AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEODRV 




8003270331* 
B00329O066 
800529007O* 
8005290075 
80052900B3* 


71-9046 
71-9044 
71-9044 
71-9044 
71-9044 




8005290087* 
BOO329QO91K 
8005290073* 
B00329O100D 
B0053701O9* 


71-9044 
71-7O44 
71-9044 
71-9044 
71-9044 




8005290111* 
0005390115* 
BOOS390 1 20* 
8005290123* 
BD06020243. 


71-9044 
71-9044 
71-9044 
71-9044 
30-329 P 




B006020267 
B006020390 
S006030017 
8006030022* 
B006030023* 


TDPREP 
TOP REP 
71-9090 
71-9030 
71-9030 




B 006 03003 1 * 
8006030034 
B006030037* 
8006030041* 
8006030044* 


71-9080 
71-9045 

71-9043 
71-9049 
71-9043 




8006030048. 
B0060304H9 
B00604003K* 
B006Q400&7* 
8006040070* 


71-9048 
REQOD 
71-9001 
71-9031 
71-9081 




6006040072* 
8006060067 
8006060074* 
Q00606007Q* 
B 006 060 390* 


71-9091 
71-9001 
71-9001 
71-9001 
30-333 Q 




8006090016* 
8006090038 
B006070304 
B00611029B* 
BOOil 10319 


30-243 
XPQRTL.IC 
XPDRTLIC 
70-1308 
TOPBEP 




8006120247 
6006120363* 
8006120464 
0006 1203 10 
8006130013* 


RE8 
SECY 
71-9044 
50-392 P 
70-1007 




BOOM 300 13 
8006170721 
8006170424 
8006200608 
8006240114* 


70-1007 
RES 
70-794 
NUHED 
QA999 




80062401 4Q 
B0062402O2 
B006B50347 
B006S600B4* 
900626Q08S* 


70-J30B 
70-1300 
PR 
TOPREP 
TOP HEP 




800626Q42S 
8006260431* 
B006260499* 
B006270033 
8006300336 


REB 
30-331 Q 
30-331 Q 
NUREO 
71-992& 


General Electric CD , Hue leaf Enargg 
Product* Div 


80060904S9 

Q0061204BO* 
8006130006 
B0061 60220 
80061 60823 


70-1113 

71-9044 
70-1007 

70-1308 
70-1113. 




8006190359 
8006180363 
80061 90 1S4 
8006300123 
8006200127 


PT21 
70-1113 
70-734 
70-794 
70-734 




B006200431 
8006200544 
8006230049 
B006S302B7 
900&270363 


70-1113 
70-1113 
70- Ilia 

70-770 
70-1113 


0nrJl Public Utilities - OPU Servic* 
Corp 


8006270369 
8006020354 

80060304 1 1 
8004040213 
9006170495 


7o- ma 

90-320 P 

80-330 J 
50-HB9 
80-320 P 




8006170493 
800&170711 
BOOM 707 11 


30-320 p 
30-320 I 
30-320 1 



CORPORATE SOURCE INDEX 
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AUTHOR ACCESSION 
AFFILIATION NUMBER 


SUBJECT 
CATEGORY 




0006240490 


90-219 


J 


B006300441 


BO-219 




General Services Life Insurance Co B006I70B13 


FOIA 




Oeoroia Institute of Technology 8006020421 


90-160 


F 


0006110118 


90-160 


8 


0006250240 


90-160 


F 


Qeorgia Power Co BO060204B3 


71-6601 




000602049? 


71-6144 




B006020SI8 


71-6279 




B006020565 


71-9036 




B006020569 


71-9044 




0006030241 


30-321 


F 


0006030413 


30-321 


8 


0004030432* 


30-321 


3 


B006030433 


SO-366 


8 


B006Q3044S* 


90-366 


8 


0006030498 


30-321 


S 


B006030462* 


90-321 


8 


0006090334 


30-366 


S 


B006030333* 


90-366 


8 


0006050338 


50-366 





0006050340* 


30-366 


8 


B006050347 


50-321 


8 


B00605034B 


90-366 


S 


8006030349* 


50-321 


S 


600603Q33S* 


90-366 


8 


B006030360 


90-366 


8 


8006090369 


90-366 


B 


B006030366* 


90-366 


8 


8006090367 


90-321 


B 


6006090372* 


90-366 


S 


8006090373* 


90-321 





B006090941 


71-9026 




8006090341 


71-9026 




8004030341 


71-9026 




6006030341 


71-3026 




8006090941 


71-9026 




8004060376 


90-321 


P 


8006060376 


90-321 


P 


B006090327 


90-321 


8 


B006090333* 


90-321 


B 


800607041 S 


90-321 





8006090939" 


90-321 


a 


8006110093 


90-366 


p 


B0061 10239 


90-321 


p 


B0061 10239 


90-321 


p 


0006110208 


90-366 


p 


00061 10291* 


30-366 


p 


0006170310 


30-321 


i 


BQQ617Q310 


90-321 


i 


0006170310 


30-321 


r 


0006170318* 


30-321 


i 


0006170337 


30-321 


a 


0006170640 


30-321 


p 


B006170440 


90-321 


p 


B006I70673 


90-321 


B 


0006170674 


90-321 


a 


8006170679" 


90-321 


8 


SOQ6I 70600* 


30-321 


B 


8006170683 


90-366 


B 


8006170687* 


90-366 


a 


S0061B0323* 


30-321 





BOQ6180323* 


90-321 


Q 


80061B0379 


30-424 


A 


8006180438 


30-321 


R 


80061B0439* 


30-321 


R 


8006180494 


90-366 


R 


8006180497* 


90-366 


R 


8006190139 


90-424 


a 


0004190366 


90-321 


B 


8006190974* 


90-321 


B 


8006190970 


90-321 


B 


S0061909QB* 


90-321 


B 


B006 190607 


90-321 


B 


8006190619* 


90-321 


B 


8006200437 


90-366 


B 


8006200441 


BO-321 


S 


8006200444* 


90-366 


8 


8006200447* 


90-321 


B 


B006200492 


90-321 


5 


BQ06200461* 


90-321 


B 


8006200468 


90-366 


B 


S006200474* 


90-366 


S 


8006300476 


90-366 


B 


80062(1 (M7B 


90-366 


B 



AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEOORV 




B0062004B1* 
B0062004B3* 

8006230210* 
B006230922 


50-366 S 
30-36& 8 
90-321 
50-321 
SO-321 S 




8006330548 
8006230374 
90062305BO 
B006240B79 
B00624O296 


50-321 B 
SO-321 B 
50-321 3 
90-424 Q 
50-321 Q 




8006240296 
B006240325 
8006240431 
H006240436* 
6006340442 


50-321 Q 
30-321 
50-366 B 
50-366 S 
50-366 S 




B006240454 
D006240433* 
8006240490* 
B006340507 
8006240514* 


50-366 B 
50-366 8 
50-366 S 
50-366 B 
50-366 B 


Georgia, State at 


8006250072 
8006250349* 
8006230249* 
800627O337 
H00624Q262* 


50-321 
30-321 Q 
30-321 a 
50-424 S 

State Prog 


Georgia, Unlv of, 
Gibion. Dunn d Crutcher 
Gilbert/Commonwealth Cos 


8006370020* 
8006090494 
8006200 ISO 
8006030326* 
8006060222* 


30-317 P 
71-3B9 
PRPJ 
90-308 P 
9A999 


Qoldbergi Fieldman b Lethami P C 
Oolder Associates 


8006060229* 
8006170369 
8006170641 
8006060314 
8009130516* 


OA999 
30-395 A 
90-393 A 
30-346 M 
HASTE HOT 


Oould-Broun Boverl 
Oulf Oil Corp . Oulf Mineral Resources 
Co 

Oulf States Utilities Co 


8006130007* 
B00609047B 
B006 120284 

B0061BQ289* 
BD06060369 


CONTRACT 
SO-330 8 
HABTE MOT 

HABTE MOT 
50-438 8 


Outman, Peter 


8006090015* 
8006110268 
8006180329* 
8006230100 
8006230083* 


50-43B Q 

50-438 8 
50-45B A 
90-430 
CONTRACT 


HEU.Dept of. US Public Health Service 

Hanford Engineering Development 
Laboratory 
Harpar-Orace Hospi Detroit, MI 


80060203BO 
8006050696)1 
8006240104 
8006270044 

80061801B3 


30-387 D 

70-442 
PR 
HUHEQ 

PR 


Hartco Carp .Capitol Manufacturing Co 
Div 


80D62000B4 
8QO&QSQ4B7 


PT21 

PQ 


Health. Education i Uelfare, Dopt of 
Hill* Technology Corp , Process Systems 
Div 

High Rack Lake Association 


Q0060203B2* 
8006190160 

8006200066 


rn 
30-387 D 
XPQRTLIC 

50-4BB O 


High Steal Structures, Inc 
Hill Christopher fc Phillips 


8006200071* 
8006240111 
8006120332 
8006120332 
8006120334* 


30-4BB 
71-9039 
50-273 
30-873 
30-273 


Hlttman Nuclear 1 Development Corp 
(tubs HittiMn Corp ) 


0006120334* 
BOOS070261 

B003070268* 
BOQ307O274* 
BOOS07Q294* 


90-279 
71-9079 

71-9079 
71-9079 

71-907-9 




B003070294* 
B005070303* 
8003070316* 
B00907O319* 
BOOS070560 


71-9079 
71-9079 
71-9079 
71-9079 
71-9089 




B003070364* 
BOOS 1 SOI 81 
B00512O1B2* 
6006050041* 
B006090433 


71-9009 
7I-90B6 
71-90B6 
90-320 P 
71-9079 




B006090437* 
B006090439* 
B00609Q441* 
B006 120377* 
BQ061BO115* 


71-9079 

71-9079 
71-9079 
80-320 P 
FOIA 
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AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEGORY 




B006ieQ!19* 
8006 1 BO 129* 
80061 BO 135* 
B0061BQ152* 
8006 160 192* 


FOIA 
FOIA 
FOIA 
FOIA 
FOIA 


Hok,, Inc 
Hoi land t Hart 
Homesiait (lining Co 


B0061BOI95* 
B0061B0198* 
B006170B23 

B006I iooea 

B00927Q286 


FOIA 
FOIA 

XPORTLIC 
40-1162 
40-8434 


House of Rip 


6009370296* 
8003270304* 
8003270310* 
B006060516* 
B0061SQ086* 


40-8434 
40-8434 
40-8434 
30-278 H 
30-254 H 




8006120122* 
B0061EQ50B 
B0061303B7* 
B006190465 
80062000?!* 


M1SC 
30-817 H 
COMMISSION 
50-275 H 
30-320 U 




8006230456 
8006230439* 
0006230463 
8006270 139* 
80063003B9 


30-70 
50-70 
50-275 H 
50-341 H 
50-367 U 




B00630Q4BU 
8006300464* 
80063009031 
8006300510* 
8006300315* 


50-320 H 
50-320 H 
50-320 H 
30-320 H 
50-320 H 




8006300518* 
B006300525* 
BQ063Q0397* 
B00630Q971* 
BO 063 00 693* 


30-320 H 
30-320 H 
30-320 II 
30-320 H 
50-219 H 


Hou-s* of Rp > Appropriations 
Hou-i* of Rtp , Armed Services 
Hou-*e of Rtp , Intent t, Foreign 
Cominirci 

Houte of Rtp > Science t Technology 


B0062701 SO* 
60061 2022 t 
B00300QS12* 

6006130191* 
BOQ6120107* 


50-171 U 
PR 
COMMiesiDN 

COMMISSION 
COMMISSION 


Homing & Urban Development Dept of 


B006120114* 
8006120117* 
B006130173* 
8 006 1301 76* 
B006B40332 


50-320 U 
50-320 U 
30-320 U 
50-320 U 
30-10 


Housing & Urban Development- Dap t of, 
F*4>ral Diiaite-r Assistance Admin 
Houston Lighting & Power Co 


8005230233* 

8 00602 006 B 
8006030018 
8 00603 00 IB 
8006030023 


50-327 P 

PR 
30-490 Q 

90-478 
90-499 




8006030023 
8006030172 
8006030172 
8006050083 
8006030368 


90-498 
30-498 Q 
50-498 
30-466 
50-493 F 




8006060036* 
8006060478 
BO 060 90 02 1 
800609002 U 
B006090204 


50-443 M 
30-49B 
30-498 Q 
50-49B Q 
30-466 




B006090215 
B006090571 
8006110282* 
8006110282* 
0006110232* 


30-466 
50-490 S 
50-443 M 
90-443 M 
30-445 M 




80061 1Q2B2* 
8006110314 
8006110314 
80061 10322* 
8006110322* 


50-445 M 
50-498 S 
SO-49B 3 
50-49B 8 
SO-49B S 




8006110337 
90061 10337 
8006110364 
80061 10364 
8006110364 


30-498 8 
50-499 S 
30-443 M 
50-443 M 
50-445 M 




8006110364 
3006120030 
8006120061 
8006120064 
8006120068 


30-445 M 
30-466 
50-466 
50-466 
50-466 




8006120097 
9006160166 
8006160170* 


30-466 
50-466 H 
30-466 



AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEQORY 




8006170609 
800.6180196 
80061BD200* 
80O6I80309* 
8006 180346 


30-466 
30-466 
30-466 
30-466 
30-466 




80061 B0370 
800:6160373* 
8006180306 
8006180506 
B0061BO&38 


30-198 K 
30-498 K 
30-498 
50-49B O 
30-49B B 




80061 Q0639 
8006240292 
8006240292 
8006240341 
3006340457 


SO-49H B 
30-498 S 
50-498 S 
50-466 
50-466 




B006240464 
8006270237 
B006370327 
80O6300307 
8006300317 


90-466 
90-289 O 
30-466 
50-466 O 
30-466 O 




00O6300323 
B006300334 
80O6300340 
B006300433 
8006300S7B 


50-466 
30-4&6 O 
30-466 O 
50-498 S 
30-490 


Human Prf ormanta Teehnol ogles, Inc 
Hun ton t, UilHami 


8006300644* 
B0063006fl4* 
B006270349 
BOQ6340347 
800630042:. 


50-493 Q 
90-498 Q 
NUREQ 
90-338 
50-322 H 


INTERA Environmental Consultant*. Inc 
IRT Corp 

Idaho National Engineering Laboratory 


8006270002 
B006200159 
8006200398 
8006300400* 
8006270015 


Nunso 

70-1339 
NUREQ 
30-390 A 
NUREO 


Idahoi Unlv of 
1 1 1 Inoli Power Co 


000.6 laoaai 

SOO6030071 
8006030291 
B006250373* 
B00630043S 


PRM 
PR 
30-313 Q 
30-461 Q 
30-461 F 


Illinois, Stats of 


8006300616* 
BOQS130S10 
80Q6020009* 
3006050497 
B0061 20008 


80-461 Q 
PR 
Stata Prog 
PR 
PR 




8006120019* 
B0061 80333 
B0061 90333 
B0061 90352 
B006200006 


PR 
70-1309 
27-39 
30-367 
PRM 




8006340281 
BOQ6240521 
Q006S40EB7* 
8006240592* 
8006270417 


PRM 
70-1308 
70-I30B 
70-1300 
FOIA 


Indiana & Michigan Electric Co 


800&300410 
8005210255 
B006030284 
BD06030284 
BOQ6030300 


30-10 D 
30-313 J 
30-313 P 

80-313 P 
30-313 P 




BOQ6030300 
B006030301* 
8006030301* 
8006050037 
SOD60S0306 


30-313 P 
50-313 P 
30-3 1 3 P 
30-315 P 
30-316 B 




BOQ6050312* 
0006050313* 
8006060019 
8006110477 
8006120300 


30-316 S 
50-316 8 
30-313 O 
PR 
SO-31& 3 




8006120303* 
B006 120426 
BOQ6J.7Q5S1 
B00il70330* 
8006170669 


30-316 S 
PRM 
30-315 R 
50-315 R 
80-316 B 




8006170677* 
8006170698 
8006170704* 
8006230407 
S0062304B7 


30-316 S 
50-316 R: 
50-316 R 
30-313 P- 

30-3 IS P 




80062304B7 
SOO6B30491* 
8006230491* 
B00621007S 
B006240462 


50-313 P 
SO-313 P 
30-313 P 
30-313 Q 
50-316 S 
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AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEGORY 




0006240476* 


30-316 8 




B006S40402 


30-313 P 




B006240491 


90-313 P 




8006360177 


30-315 P 




B00630Q49S 


30-313 8 




0006300498* 


30-313 8 




B006300902 


90-313 B 




8 00 6300 30 B 


30-315 8 


Indian* & Michigan Power Co 


0006130111* 


30-315 




B006130113* 


30-313 Q 




8006130113* 


30-315 Q 




8Q061B0600* 


90-313 Q 




B0061903B6* 


90-315 Q 


Indian* Univ 


B006230124* 


CONTRACT 


Indiana. State of 


0006130342 


Btat Prog 


Interior. Dpt of 


0006030307 


30-307 D 


InttrioriDept of, FUh t, Wildlife Sarvict 


BO 061 9032 B 


70-2909 




8006350220 


30-275 A 


Inttrior, Dpt of. Geological Survey 


B006020322 


MI0C 




0006060437* 


50-70 P 




BOQ6Q6046B* 


SO-70 P 




B006060471* 


30-70 P 




8006060473* 


50-70 P 




9006060476* 


50-70 P 




0006120303 


30-70 P 




B006 190407 


70-2909 


Intimation*! Brotherhood of Electrical 


BOOM 10233 


NURE.O 


Hordtri 






International Verbatim Reportrii Inc 


B00623017B* 


CONTRACT 


Intarpact Cor-p 


0006030137 


XPOftTLIC 


laua Electric Light & Pouiar Co 


6006020064* 


90-331 Q 




S006030297 


30-331 




8006030290* 


3D- 331 3 




0006030279 


30-331 S 




BQ06030441* 


30-331 8 




0004030467 


30-331 B 




BQ06030469 


30-331 Q 




B00603Q473* 


30-331 3 




0006030483 


30-331 




600609033? 


30-331 8 




0006090346* 


90-331 S 




6006090371 


50-331 B 




S0060903BO* 


30-331 9 




00061 1033S 


30-331 8 




0006160133 


30-331 F 




0006170939 


90-331 F 




8006170630 


50-331 B 




B006 170665* 


30-331 8 




00061B0400 


30-331 F 




0006190461 


50-331 F 




B006190464* 


30-331 R 




0006230209* 


30-331 




0006830362 


30-331 P 




BQ06230370 


30-331 P 




B006230432 


30-331 8 




000633030) 


30-331 P 




8006230304* 


30-331 P 




8006240 1 B3 


90-331 F 




0006260233 


30-331 




0006270239 


30-.331 8 




000627026 it 


30-331 8 




8006270264 


90-331 B 




B006270267* 


30-331 B 




BOQ627Q271 


50-331 9 




0006270274* 


30-331 8 


Iitiam. Lincoln \t Baala 


3006050044 


80-329 & 




8006060236 


30-293 




0006060236 


30-2fS 




BQ06060397 


30-S99 Q 




B006060366 


80-133 




6Q06Q6042B 


30-443 M 




B006060463 


90-283 




B006 110379 


30-4 M 




B006120043 


80-329 




0006120263* 


30-K39 




0006160123 


80-233 




8006160139 


SO- 183 




8006170210 


30-393 




80061 7021 B 


30-293 




B006170B14 


PR 




B006 190324 


30-B59 




0006240 12B 


90-135 




8006240290 


30-443 H 




6006300313 


30-238 


Iiomadlx Inc Uubi of Hanfitld 


0006300429* 


30-390 A 



Entsrprliet, Inc ) 



AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEODRV 


J !. P Corp 


0006030310 


40-8684 


Japan 


Q006 120249 


XPOHTLIC 




B006120305 


XPOHTt-IC 




B006200333* 


50-320 P 




B006240120 


XPDHTLIC 




8006240375 


XPPRTLIC 




8006240277 


XPORTLIC 




B006240634 


XPDRTLIC 


Jlrieg Central Power li Light Co 


0006020467 


90-219 




000603000? 


80-219 P 




0006030012* 


30-219 P 




B006030014 


50-219 P 




B00d030414 


50-219 3 




B006030450* 


30-219 3 




B006060136 


30-219 S 




8006060 163 


50-219 5 




B0060A0419 


50-219 3 




B006060424* 


50-219 B 




80060 t ?0a49 


30-219 F 




8006090335 


90-219 P 




8006120294 


30-219 S 




Booaiaoa97 


30-219 B 




B006160018 


90-219 S 




0006160021* 


50-819 B 




00061 600SO 


90-219 S 




8Q06I60055* 


SO-219 S 




B0061600E50 


90-219 S 




B0061600B6* 


90-219 S 




8006 170496 


90-219 P 




00061B0423 


30-219 P 




S006 190493 


80-219 B 




B0061 90604 


90-219 P 




00068004 S3 


90-219 R 




00062 004SB* 


30-219 R 




9006360171 


30-219 S 




B006260172* 


30-219 B 




0006260183 


30-219 S 




8006S601B7* 


80-219 B 




8006K70299- 


90-219 B 




B006270303* 


30-219 B 




0006300336 


30-219 F 




0006300472 


30-219 S 




B0063D0474 


30-219 8 




0006300477* 


30-219 8 




B0063Q0482* 


30-2J 9 B 


John A, Dlume b Asioci*ti. Engin*tr 


8006190612* 


90-219 P 


Ciub* URS Corp ) 






Joni h L*ughlin Bti*l Corp (tub* of 


0006030096 


PR 


LTV Co 1 






JDI>**I Broun i Clifford 


0006190437 


90-133 




0006190439* 


30-133 




8006240313 


30-279 


Juttict . Dipt of 


B006030390 


90-416 M 




B006030390 


90-416 M 




B006060492 


90-449 M 




0006060492 


90-443 M 




0006060492 


30-449 M 




B006060492 


90-448 M 




0006110337 


90-443 M 




B006 120056 


30-443 M 




0006120036 


30-449 M 




B006 120137* 


30-430 H 




8006160163 


30-443 M 




8006160163 


30-445 H 




8006160163 


90-443 M 




6006160163 


30-443 M 




B006I70004 


90-443 M 




0006170007* 


90-449 M 




6006 170007* 


30-443 M 




0006170007* 


30-449 H 




8006170007* 


30-443 H 




8006170385 


SO-34.6 M 




80061 80 IB9 


30-443 M 




BOO&l 80 109 


50-445 H 




B0061801S9 


BO-445 M 




0006 ISO 189 


80-443 M 




9006100319* 


5Q-4BB M 


' 


G006 190340* 


SO-416 M 




6006190240* 


SO-416 M 




6006200145 


80-443 M 




GOQ6S30S54 


50-448 N 


KMC, Inc. 


Q006Q90108 


PR 




Q006190S46 


FOIA 


Kama* Qai b Electric Co 


B0060901B8* 


30-402 Q 




S006 1 20356 


30-402 Q 
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AUTHOR 
AFFILIATION 


ACCESSION 
NUMQER 


SUBJECT 
CATEGORY 




8006160015 


NUREC 




8006160525 


5O- 482 S 




8006200144 


50-482 P 




80062303B4 


50-4S2 F 




0006240300 


50-482 S 




B006240204 


50-482 S 




8006250012 


50-462 8 


Kintucty State of 


80060303 1 5 


State Prog 




B006200061* 


State Prog 




B0063&0155* 


COMMISSION 


Kentucky. Un IA of 


8006130298 


ACfiS 


Kinnan College 


B006130290 


70-623 


KipforiJ. C 


B0060901<?9 


50-320 


Kirr-McOee Chemical Corp (subs ot 


8006120136 


PRM 


Kerr-MEGee Carp ) 








8006120441* 


PRH 




8006190131 


40-2061 


Kerr-McQee Corp 


8006160192 


71-9091 




8006250333 


70-1 193 


Kerr-McOee Nuclear Corp 


8005090037 


40-8027 




8005090065* 


40-8027 




8006090524 


40-2061 




8006090353 


40-8027 




8006300026 


40-8027 




8006300643 


40-8027 




BO 06 30 0647* 


40-8027 


KIVEI Cnrp Analytical Instrument Div 


B006O4O175 


71-9070 


Klte.M B 


0006110088 


40-1162 


Kodneri J L 


B006I70560 


50-599 




0006170370* 


50-599 


Lake Michigan Federation 


B006090291 


50-367 




BO 063 003 13 f 


50-367 U 


Lancaiter County* PA 


80061B0336* 


50-287 F 


Lane County, OR 


8006030372* 


30-344 


Lauiflg. S 


8006110427 


50-367 


L jure net Ltvermore Laboratory 


0006020189 


RES 




0006040093 


NUREO 




B006O6O4B1* 


30-70 P 




8006170164 


NUREO 




8006190059 


71-6400 




8006250053* 


50-282 P 




8006260053 


NUREO 




8006270370 


NUREO 




8006300054 


NUREG 




0006300178 


NUREO 


L.Bosuf, Lamb, Leiby t> MacRac 


00060S04B2 


PRM 




0006060456 


50-54B 




8006060332 


30-320 




8006070134 


30-546 H 




B0061100S6 


30-285 H 




8006110424 


50-546 




8006120174 


FQIA 




B006120412 


FOIA 




8006170404 


30-341 I 




SOQ61B0006 


30-344 




3006230074 


FDIA 




8006300224 


5O-320 H 


L*agu* of Women Voters OF RockfurdilL 


8006170874 


PR 


L*chenbij Co 


8006230110* 


OA999 


Lidi R H 


8006060299 


30-322 




8006190447 


30-522 


Lthtgh-Pocono Committee of Concern 


B006 170231 


PR 


Liberty Eiiulpnent & Supply Co 


B00609043B* 


30-416 Q 


Limltorque Corp 


8006040004* 


QA999 


Long 1 1 land Lighting Co 


B006 120229 


PR 




80 06 1 30 163* 


50-322 




8006170261 


50-322 A 




8006170601 


50-322 Q 




8006240600 


50-316 Q 




8006300367 


50-322 Q 


Loonayi Nicholi, Johnson >/ Hayes 


S006 130493 


PR 


Lot Alamoi Scientific Laboratori/ 


8006170703 


RES 


Louisiani POUET I Light Co 


8006040169* 


90-3B2 Q 




8006030297 


50-382 Q 




8006110309 


50-3B2 A 




80061702B3 


90-3BH R 




B00617O290* 


50-382 K 




B006 170293* 


30-382 K 




8006180384 


30-382 S 




8006180387 


50-383 K 




8006180391* 


50-382 S 




8006190313 


50-382 8 




8006330107 


50-382 Q 


Louisiana, State of 


8006050487 


PR 




8006120208 


PR 



AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEQORV 


Louenstetni Neumam Rets. Aielrad ! Toll 


8006030085 


30-466 







8006O3Q474 


PR 






8DO6060033 


30-443 


M 




8Q0606O033 


30-449 


M 




8006060033 


30-443 


M 




B006060O33 


30-443 


M 




6006060348 


30-344 


a 




B006060478 


30-49B 


Q 




8006060497 


SQ-344 







9006090060 


PR 






8006070204 


30-466 


o 




9006 110233 


30-445 


M 




0006110333 


30-443 


M 




8006110233 


50-445 


M 




0006 110333 


50-443 


M 




8006110366 


50-445 


M 




0006110339 


90-344 


O 




0006110344 


30-443 


M 




0006130030 


30-466 







B006120O61 


30-466 







B006 12.0064 


30-466 







BOOM 20069 


30-466 







B006120133 


30-344 







B00612O417 


90-466 







S00617Q493 


30-3B9 


M 




000617060? 


30-466 


O 




80061 80 19B 


30-376 


O 




0006180346 


90-466 







8006180306 


90-498 







0006330433 


30-464. 


O 




0006340341 


30-466 







8006260202 


30-230 







B006270327 


30-466 







6006300307 


30-466 







BOOA300317 


50-466 







S006300323 


30-466 







8006300334 


30-466 







B006300340 


30-466 





Maine Yankee Atomit Poiuer CD 


8006020221 


30-309 


R 




B006020229* 


30-309 


R 




B00603017B 


30-309 


Q 




8006030183* 


30-309 


Q 




B00603O36B 


30-3O9 


R 




8006030369* 


30-309 


R 




8006060030* 


30-3O9 


Q 




0006060447 


90-309 


O 




8006090271 


SO-3O9 


P 




0006090380 


30-3O9 


P 




8006090353 


30-309 


a 




0006090337* 


30-309 


a 




0006090483 


30-309 


Q 




8006110003 


50-309 


Q 




0006110008* 


30-309 


Q 




80061 101 B9 


30-309 


B 




B006110200* 


30-3O9 


B 




0006110334 


30-309 


S 




B006160110 


30-309 


Q 




Q006 170241 


30-309 


P 




80061 70689 


30-309 


R 




0006170696* 


30-309 


R 




8006170739* 


30-309 


Q 




0006180274 


30-309 







8006180326 


50-309 







0006300434 


SO-3O9 


P 




8006230379* 


30-3O9 


Q 




BQ0623O3B6 


80-309 


F 




B006230440* 


30-3O9 


Q 




B0063003SB 


30-3O9 


P 




6006300360* 


90-309 


P 




80063004 1 B 


30-309 


P 


Maine, State of 


8006030395 


30-309 


F 




8006130233* 


50-309 


H 


Hap let an Inter ven or s 


B006H02SB 


30-329 


H 




BQ06170369 


BO-329 


H 




8006300433 


30-329 





Marracl:, D 


6006060392 


50-466 


Q 


Marsh & McLennan, Inc , M ti M Nuclear 


S00603O421 


30-339 


J 


Consultants. Inc Div 










BOOAI1O097 


50-272 


J 




8006160019 


30-3O2 


J 




B0061&O109 


50-18 


J 




BOOM6O113 


50-333 


J 




8006300434 


30-70 


J 


Maryland. Stato of 


B0062403B1 


50-448 







B006270016* 


30-317 


P 
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AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEOORY 




Maryland. Univ of 


8006020543 


NUREQ 






8006110139 


90-166 


P 




3006110169 


90-166 


K 




0006110174 


50-166 


V, 




80061 loiso 


30-166 


K 




8006110186 


50-166 


K 




9006110190 


50-166 


K 




00061 10193 


90-166 


V 




Q0061 10197 


50-166 


K 




3006110201 


50-166 


K 




8006 11 0207 


90-166 


K 




80O611O213 


30-166 


K 




3006110213 


30-166 


K 




B0061 10216 


90-166 


K 




80061 102IB 


50-166 


K 




8006110333 


50-166 


F 




8006110339 


50-166 


C 




BQQ630013Q 


NUREQ 




M*iaehutt Institute of Technology 


8006020405 


50-30 


5 




6006050384 


50-20 


8 




8006160093* 


90-443 







8006230051 


50-20 


B 




8006230062* 


90-20 


S 




8006370420 


NUREO 






8006300290 


90-20 


P 


Maitflchuitttl Materials Research, Inc 


8006 130034 


71-3B7 






8006130036* 


71-387 




M*chu*ttii State of 


0006090169 


50-471 





Matheon 0*i Products 


8006180366 


XPORTLIC 




Matthvulii Noulitii Macf arlane t Barrett 


8006110076 


50-49B 


M 




8006120292 


50-49B 


M 


Mageri Droun It Platt 


8006110393 


70-1308 






8006240148 


70-1308 




McCullouflhr E R 


8006300687* 


30- 1 


H 


McDBrmott.um * Emery 


Q006130243 


90-443 


M 




8006200167 


50-443 


M 


McQinni*. Lochi-ldo," It Kllgoro 


8006200167 


50-445 


M 


HcQrathi E J 


8006120077 


WASTE MOT 




McGraw-Hill Publication* Co 


8006350329* 


CONTRACT 




HcM.il.J E, 


8006260204 


XPORTLIC 






8006260208 


XPORTLIC 




KicklBttburg Countu,iNC 


B006270203 


90-369 


H 


Media Communication*. Inc 


8006230117* 


COMMI8SJO 


N 


Kidlnae/lcctrlc Cooperative, Inc 


8006200167 


90-443 


M 


Hitclf d Eddy 


0006060263 


50-330 





Metropolitan Ediion Co 


7812290093 


30-320 


8 




8006030106 


SO-320 


F 




B006Q20106 


50-320 


F 




8006020193 


50-2B9 


P 




3006020301* 


90-239 


P 




8006020205* 


30-239 


P 




BOO602O210* 


90-289 


P 




8006030302 


30-839 


P 




B006030325 


50-320 


P 




8006030327* 


50-320 


P 




8006030333 


50-289 


P 




8006030339 


50-320 


a 




3006030362 


90-3=0 


p 




B006030459 


50-320 


8 




8006030463 


50-320 


S 




8006030472* 


50-320 


B 




8006040112* 


30-320 


a 




8006030033 


30-320 


p 




B0060S02BO 


30-289 


p 




8006030327 


50-320 


p 




8006050346 


30-320 


j 




8006030346 


30-320 


j 




30060503BO 


50-320 


p 




8006090380 


50-320 


p 




3006060250 


SO-2S9 







8006060253 


30-2B9 


& 




8006060262 


30-33Q 







8006060862 


90-320 







8006060263 


30-320 


8 




8006060371* 


SO-320 


S 




8006060304 


50-320 


P 




8006060368 


30-330 


P 




8006060404 


90-2B9 


8 




8006060409" 


30-239 


8 




0006060433 


50-2B9 







8006060475 


50-289 







B006060S27 


30-289 







8006060347 


30-320 







8006060947 


50-320 







8006060332 


SO-320 






AUTHOR 
AFFILIATION 


ACCESSION 
NUrtBER 


SUBJECT 
CATEOORV 




B0060 60574 


30-2B9 


Q 




S0060 70263 


50-2B9 


F 




8006090313 


5O -2 39 


Q 




8006090319 


50-2B9 


a 




8006090364 


50-330 


P 




B00609O364 


50-33O 


P 




BOO&O 70374 


SO-32O 


a 




6006090419 


SO-2B9 


a 




3006110066 


SO-2B9 


a 




E0061 10070 


50-320 


p 




8006110071 


50-320 


F 




9006110071 


50-320 


F 




aooiiioio6 


50-330 


P 




8006 11 Oil 4 


SO-32O 


P 




aoofiiioii7 


50-289 


a 




a00611Q14S 


SO-320 


p 




800611D14B* 


50-320 


p 




8006110167 


50-320 


p 




90061101791 


50-330 


p 




S0061 10132 


50-320 


F 




aooAiioias 


50-320 


F 




SOOa 1 1 O2O4 


30-330 


P 




aooiiiosoo 


50-32O 


P 




8006110317 


so-aao 


P 




800612OD36 


30-289 


a 




3006120040 


SO-2B9 







0006120034 


30-2B9 


a 




S00612O2S9 


50-32O 


a 




800612O317 


50-337 


F 




80061203181 


80-289 


F 




800612O374 


50-32O 


P 




B006120400 


90-289 


5 




30061SO414 


SO-B39 







8006130239 


50-2B9 







8006130256 


50-350 


P 




8006130313 


SO-2H9 


p 




6006130315 


50-330 


E> 




B00616OO24 


SO-320 


S 




G006160027* 


50-320 


S 




6006160046* 


30-239 


a 




Q006160053 


SO-2B9 


a 




G006160078 


30-320 







Q00616D144 


3O-32O 


B 




B00617O3B3 


50-320 


a 




8006170735 


30-2B9 


Q 




S0061801S4 


SQ-2S9 







0006 160 199 


30-287 







80061B0313 


50-287 


9 




8006180334 


30-320 







8006190103 


50-289 







8006190439 


90-2B9 







8006200371 


50-32O 


I 




8006200371 


5O-32O 


I 




3006200473 


50-289 


R 




8006200496* 


50-289 


n 




8006230326 


50-320 


S 




8006230335* 


SO-33O 


S 




800623 0344 


50-3SO 


p 




8006230366 


50-209 


a 




8006240303 


SO-32O 


i 




80062 4O3O3 


50-32O 


i 




8006340304* 


50-32O 


i 




8006240304 


50-32O 


i 




800624O304 


30-32O 


s 




8006240910* 


50-32O 


3 




900626O276 


50-289 


a 




8006270316 


30-33O 


a 




800627 O290 


50-32O 


p 




8006270296* 


50-320 


P 




8006270297* 


50-32O 


p 




80D627O332 


50-289 


P 




8006300390 


50-287 


a 




S006300447 


50-330 


p 




8006300451 


50-2B9 


a 




B006300<171 


50-2B9 


3 




B0063-00479* 


SO-HB9 


B 




B0063006B9 


50-320 


a 


Michigan State Unlv 


B006090515* 


50-294 


a 


Michigan, Unlv of 


6006180256 


50-2 


F 




B0061Q02&4* 


BO-2 


F 


Hid-Aoiirlca Legal Foundation 


600626-0310 


27-39 




Mlddl South Servlceti Inc 


B0060 30229* 


3O-41A 


c 




B006300511 


PR 




Hlddlt Bouth Utilities, tnc 


6006030229* 


S0-41i 


c 


Mineral! Exploration Co (subs of Union 


B006060012* 


40-B34B 




Oil Co of California) 
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CORPORATE SOURCE INDEX 



AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEGORY 


Ministry of Concern for Public Health 


SG063503SO 


PR 






8006300568 


PRM 




Mlnneinta. State of 


8006170715 


PR 




Mississippi Power & Light Co 


0006030003 


50-416 


K 




0006030003 


90-416 


K 




B006030005* 


50-416 


K 




0006030007* 


50-416 


K 




0006030007* 


SO-416 


K 




0006030223 


50-416 


C 




E004030233 


50-416 


C 




8006D3O229* 


30-416 


C 




8006030229* 


30-416 


C 




8006030379 


50-416 


R 




8006050266 


90-416 


3 




0006050266 


30-416 


S 




8006050316 


90-416 


S 




0006050357 


90-416 


S 




8006060267 


30-416 


B 




8006060267 


50-416 


S 




0006110109 


30-416 


8 




0006110109 


50-416 


a 




0006110150 


50-416 


a 




80061 10150 


50-416 


a 




0006110178* 


50-416 


a 




8006110173* 


50-416 


3 




8006110192 


90-416 


A 




8006110303 


50-416 


s 




8006110303 


30-416 


8 




8006160088 


50-416 


c 




SOOiliOOBS 


30-416 


C 




0006160103 


30-416 


8 




8006160103 


30-416 


S 




0006160106* 


30-416 


B 




8006160106* 


50-416 


8 




0006160128 


90-416 


K 




8006 160 128 


90-416 


K 




8006100239 


90-416 


8 




8006100239 


50-416 


S 




8006100291* 


50-416 


S 




00061B0231* 


50-416 


8 




8006tQOSB7 


50-416 







80061 BOSS? 


30-416 


B 




00061B0271* 


30-416 


a 




8006180391* 


90-416 


B 




00061B0462 


50-416 


A 




8006180462 


90-416 


A 




8006180463* 


50-416 


A 




8006180468* 


50-416 


A 




8006190377 


30-416 


S 




8006300343 


50-416 


M 




B006200345 


30-416 


hi 




0006300331 


30-416 


H 




B006200301 


30-416 


H 




8006240304 


50-416 


S 




8006240304 


30-416 


8 




0006240487 


90-416 


a 




0006240487 


30-416 


a 




0006H60343 


90-416 


a 




0006270384 


30-416 


s 




B0062702B4 


30-416 







8006300379 


30-416 


F 




800630037S 


90-416 


F 




B00630O382* 


50-416 


F 




8006300382* 


50-416 


F 




0006300334* 


50-416 


F 




0006300384* 


50-416 


F 




0006300469 


90-416 


A 




0006300469 


30-416 


A 


Mississippi, State of 


8006120232* 


PR 






8006120246* 


PR 




Mississippi, Untv of, 


8006300078* 


CONTRACT 




Missouri, State of 


0006030487 


PR 




Missouri, Univ of. Columbia 


8006110137 


90-186 


S 




B006300273* 


90-186 


Q 


Mlisuurii Unlv oti flol la 


0006110064 


90-186 


3 


Mitre Corp 


8006120075* 


50-320 


P 


Ml tiubiihl International Cora (subs of 
Mitsubishi Corp ) 


8006230098 


XPORTLIC 






0006360012 


XPORTLIC 






0006360013* 


XPQRTLIC 






0006260014 


XPORTLIC 




Mitsui fc Co , Ltd 


8006260018* 
3006 ISO 179 


XPORTLIC 
40-8092 






8006190026 


XPORTLIC 






8006300501 


XPORTLIC 





AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEGORY 




8006300304* 


XPdRTLIC 


Monsanto Co 


8006200324 


NU1EO 


Monsanto Research Corp 


BQQ&l 90213 


70-572 




0006190219* 


70-972 


Morgan. Ueuls ti Bockius 


0004040029" 


30-409 


Mutual Atomic Energy Liability Underuirtt 


0006090319 


30-320 J 


en 






N M Neumark Coniultlng Engineering 


BOQ62Q0046 


70-734 


Services 








8006200030* 


70-704 


NL Industries, Inc 


000422026H* 


71-9010 




0004220270* 


7J-90IO 




0004220277* 


71-9O10 


NL Industries, NL Nuclear Div 


B004220223 


71-9010 




0006200130 


XPORTLIC 


NUS Corp 


B009130317* 


WABTE MOT 




BQ0313Q322* 


HABTE MOT 


NUT Corp 


0006230143* 


30-330 P 


National Academy of Sciences 


0006190134* 


30-376 


National Aeronautics d Space Admin 


0006110009 


70-1314 


National Image. Inc 


8006130212 


FOIA 


National Valve % Mfg Co 


80060901 40* 


QA997 


National Wildlife Federation 


6006040328 


40-4492 




B0062005B7 


70-2909 


Natural Resources Defense Council 


8006110469 


PR 




8006170247 


PR 




B006 170336 


PR 




0006170340 


PR 




8006200369 


SO-S74 


Navy. Dept. of 


8006020974 


71-388 




8006020379* 


71-308 




8006200606 


71-9138 




B0063QQ622* 


71-163 




B006300626 


71-163 


NavyiDept ofi Bureau of Medicine !< 


0006300608* 


71-391 


Burgery 






Navy, Dept of, Naval Facilities Engineer! 


0006300600* 


71-391 


ng Command 






Navy.Dept ofi Naval Nuclear Power Unit 


0006300394 


71-391 




0006300620 


71-169 


Neiramka Public Pguer District 


0006030461 


30-H9H P 




8006040046 


30-278 Q 




00060903 IB 


30-290 F 




8006070332 


SO-278 R 




8006090323* 


30-298 R 




0006110073 


30-290 P 




0006110231 


30-290 F 




0006330942 


80-290 P 




0006230346* 


30-298 P 




0006240300 


BO-29B P 


Nebraska. Univ of 


8006170276* 


CONTRACT 


Nekton, Inc 


8006250216* 


90-361 A 




8006290216* 


30-361 A 




8006290218* 


30-361 A 




8006250218* 


90-36 1 A 


Neutron Product*, Inc 


8006120183 


71-9364 




B006120199 


71-6144 


Neu England Coalition on Nuclear 


80061 10049 


30-443 


Pollution 








8006110224 


PR 




8006120379 


30-289 




B006 170247 


PR 




8006170336 


PR 




B006I70340 


PR 


Neu England Conference of Public Utility 


0006170267* 


CONTRACT 


Commissioners 






New England Nuclear Corp 


0006230257 


71-384 




8006230260* 


71-384 


Ntu Hampshire, State of 


8006170183M 


00-443 H 




8006170244 


PR 


Neu Jirseu. Utilities Association 


8006300300 


90-B89 H 


Neu He>lco, Stats of 


8006040 183 


WABTE MOT 


Neu Yorli State Unlv ofi Buffalo 


8006190677 


70-267 




8006190679* 


70-267 


New York. State of 


6006110214 


80-396 




8006110229 


90-244 




00061802360 


pa i A 


New YorkiState Univ ofi (Albany) 


0006I90S32* 


CONTRACT 


Newoerry Tounshlp. York Havem PA 


0006240343 


30-320 


Niagara Mohawk Pouier Corp 


0006020462 


90-220 




80060300SB 


30-220 Q 




0006030471 


30-220 P 




0006030390 


30-220 P 




0006090360 


30-220 S 




0006070362* 


90-22O S 




0006090370 


30-220 8 



CORPORATE SOURCE INDEX 
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AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEGOR' 


f 




8006090376* 


50-220 


S 




HO 04 110171 


50-220 


R 




8006110176* 


50-320 


R 




90061 10341 


50-220 


J 




8006110253 


50-220 


J 




8006120358 


50-220 


Q 




B006 160090 


50-410 


A 




B0061 70323 


5O-410 


A 




B0061 90473 


50-220 


F 




BOO623Q550 


50-4 1 


A 




S006340013 


50-4 1 







8006240106 


30-4 1 


S 




3006270239 


3O-220 


P 




8006300265 


30-220 


Q 




B0063O0271 


50-220 


Q 




aoo63oo305 


30-220 


P 




600630037B 


50-820 


P 


Nlssho-Iuai American Corp 


8006020163 


70-2803 




North Carolina State Univ 


B0061 10367 


50-297 


F 




8006170479 


90-111 


W 




8006170482* 


50-111 


y 


North Carolina, State of 


BOO6240394 


90-269 


G 


Northampton County, PA 


B006 190381 


50-2B9 


H 


Northcutt Elg 


B006 190454 


50-443 


M 




B006230193 


90-443 


M 


Northeait Nuclear Energg CD (ub of 


B0053002B3 


PH 




Northtatt UtllitiosJ 










B006020303 


50-213 


P 




8006020211* 


30-213 


P 




8006020396 


30-336 


B 




8006020392* 


50-336 


B 




8006030064 


90-243 


Q 




B006Q30474 


30-336 


P 




B006030476* 


90-336 


P 




B00604001 1 


30-336 


Q 




BQQ6030369 


90-243 


P 




8006060306 


30-336 


P 




BOO606D367 


30-213 


F 




B0060902B6 


50-243 


P 




8006090474* 


30-423 


8 




80061 100B1 


30-243 


P 




3006110143 


30-245 


P 




3004110243 


80-336 


a 




8006110336* 


50-336 


8 




3006140043 


50-343 


p 




80061A0047 


30-336 


p 




8006160048* 


50-336 


p 




B006 1 70637 


30-336 


a 




BQ06 170661* 


80-334 


8 




B006 1 90408 


30-33i 


p 




B006 1 90457 


30-313 


p 




8006190603 


30-336 


p 




8006190610* 


30-336 


p 




80062403B7 


50-243 


8 




8006240393* 


30-B45 


a 




8006240466 


30-336 


p 




8006240617* 


30-293 


Q 




8006270293 


90-249 


P 




8006300379 


30-245 


P 




8006300383 


SO-S13 


P 




BOQ6300460 


50-249 


P 


Northnit Utilities 


8006020436 


HUREO 






8006060273 


50-336 


S 




8006060285* 


50-336 


3 




8006110226 


30-219 


P 




BOOM 10272 


TOPREP 






8006 11 0201* 


TOPREP 






8006110296* 


TOP REP 






SOQ61 10307 


50-336 


P 




8006170361 


REOOD 






3006170433 


SO-B4S 


R 




8006170440* 


30-243 


R 




8006170464 


30-243 


H 




8006170464 


30-249 


H 




8006 170464 


30-243 


H 




8006190408 


30-336 


P 




B006190602 


30-336 


P 




BOQ6190610* 


30-336 


P 




8006200491 


80-243 


Q 




8006230506 


30-336 


R 




BQ062309 1 9* 


90-336 


R 


Northern Indiana Public Service Co 


8006030371 


30-367 


R 




8006040314 


50-367 


R 




3006110119 


80-367 


R 




8006110146 


90-367 


R 



AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEOOR' 


^ 




80061 10331 


SO-367 


A 




GOO420037Q 


30-367 


H 




8006260193 


30-367 


n 


Northern Michigan Electric Cooperative, 


6006170405* 


50-341 


i 


Inc 








Northern States Poujer Co 


BOQ402035S 


so-sa2 


F 




BDO&O20334 


30-263 


f 




8006030203 


SO-2B2 


Q 




8006030479 


50-2S2 


S 




8006030479 


50-2 B2 


S 




80C-60S0247 


50-263 


P 




8006030375 


SO-H3 


S 




BD06OS037B* 


50-B43 


B 




6006060396 


50-2A3 


R 




80060603?a 


50-2*3 


R 




30Q6Q9O239 


50-282 


8 




aoc-6O9oa.9a 


50-263 


P 




80C-6090400 


50-282 


P 




8006090400 


50-2B2 


P 




8006 130365 


50-263 


R 




30061 30267* 


50-243 


R 




9006170377 


50-232 


P 




80O6.17O42 1 ) 


30-243 


P 




8006170496 


50-282 


P 




80061BO44S 


50-2 B2 


R 




aOC-61UO448 


50-282 


R 




80O&1S0451* 


30-2B3 


R 




30061 80453* 


30-282 


fl 




80061BO453* 


50-2S2 


R 




B006200373 


50-263 


P 




8006200466 


50-263 


E 




8006200475* 


50-263 


S 




S00620054B 


PR 






8006230253 


50-282 


(9 




B006330337 


50-263 


F 




8006S3D437 


50-263 


P 




6006340266 


50-263 


F 




B00624035B 


50-232 


4) 




B006300493 


30-282 


S 




B006300499* 


50-282 


8 


Northwestern Unlv 


BOO6D40073 


ORO 




Nuclear Assurance Corp 


B00312013O 


70-1310 






8006 160 137 


71-A69B 






8006160161* 


71-669B 






8006160172* 


71-A69H 






8006160176* 


71-6693 






80C-6160179* 


71-6498 






8006160104* 


71-669G 






80061 601 B7 


71-6A9B 




Nuclear Energg Service, Inc 


8006110032 


71-6717 






BOO 61 706 06* 


50-322 







800-6180101 


50-282 


P 




8006180101 


30-202 


P 




800-61 80 108* 


SO-K82 


P 


Nuclear Engineering Co . Inc . (subs of 


8006060172* 


71-6400 




Tel*dgni Inc > 










8006060173* 


71-6100 






8006060179* 


71-6400 






8006060181* 


71-6400 






8006060183* 


71-6400 






80O606O1B&* 


71-6400 






8006060 1B7* 


71-64OO 






8006060190* 


71-6400 






8006060191* 


71-6400 






8006120199 


71-6400 






800-6300664 


27-39 




Nuclear Fuel Services* Inc (subs of 


8006120306 


70-143 




Oettu Oil Co ) 










8006120392 


70-1-43 






BOQ61S03-71 


70-143 






8006120396 


70-143 






B006180387 


70-143 






800-6 IB043S 


70-143 






8006190197* 


50-2O1 







8006190203 


70-143 






8006190334 


70-143 






8006190330 


70-143 






8006190491 


70-143 






8006190579 


70-143 






8006200333 


70-143 






8006200573 


90-201 


R 




8006EOO&79 


30-201 


P 




80062301 4 t 


30-201 


R 




8006230144* 


90-201 


R 




8006230297 


30-aoi 


F 
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CORPORATE SOURCE INDEX 



AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEGORY 


Nuclear Fuel Services, Inc , Ui 
Reprocessing Plant 


6006240391 
6006240403 
6006230339 
8006300003 
ait Valley SOD6230244 


70-143 
70-143 
70-143 
70-143 
50-301 R 


Nuclear Hstali, Inc 


8006230247* 
80Q61P0397 
8006130030 
8006130033* 

soodivoeai 


90-201 R 

XPQRTLIC 
XPQRTLIC 
XPORTLIC 
XPORTLIC 


Nuclaar Packaging, Inc 


80061 /0826* 

9006130149 
6006250315 
8006230319* 

aoo62so333 


XPORTLIC 
71-9073 
71-9113 
71-9113 
71-9113 


Nuclear Pharmacy, Inc 
Nucleonics tteks, pub of McGre 
Inc 
Dak Ridge National Laboratory 


B006I2051S 
lu Hill, 6006330030 

6006150169 
6006130363 
8006130390 


FOIA 
FOIA 

NUREO 
RES 
RES 




H00616Q174 
6006190045 
0006190060 
8006200021 
8006200023 


RES 
RES 
RES 
RES 
RES 




6006200518 
6006300931 
80062005BB 
8006230096 
8006250343 


NUREO 
NUREO 
NUREO 
RES 
RES 




B006260041 
8006370031 
6006270069 
8006270073 
6006300069 


NUREO 
NUREO 
NUREO 
RES 
NUREO 




8006300071 
8006300085 
8006300298 
6006300500 
6006300599 


NUftEO 
NUREO 
RE6 
RES 
RES 


Dat Ridge Univs 
Dole Petroleum. Inc 

Ohio State Untv 


60061203660 
8006040063 
0006120049 
6006120053* 
B006020346 


COMMISSION 
4Q-B693 
40-6743 
40-8745 
MI6C 


Ohio, Htat* of 
Ohmarfc Corp 
Omaha Public Poiuer District 


8006110406 
8006090067 
8006040024 
8006040071 
6006040299 


PR 
PR 
30-203 
71-9113 
50-285 F 




6006110012 
8006110015* 
8006110026 
60061 10030* 
60061300901 


50-283 S 
SO-2BS S 
50-265 5 
50-399 B 
30-265 




8006130092* 
6006170442 
8006170443* 
8006830356 
6006330414 


30-385 
50-333 H 
SO-265 R 
50-269 J 
30-285 B 




6006330422 
6006340324 
8006300372 
8006300468 
8006300475* 


50-399 P 
50-295 P 
50-BB3 P 
30-265 S 
50-269 B 


Oregon State Univ 
Oregon, State of 


8006300943 
6006110183 
6006240369 
8006300366 
8006040 160* 


50-283 Q 
50-243 S 
50-243 P 
50-243 F 

State Prog 


Orlando Utilities Commission 


6006060533 
6006060537* 
5006060944* 
6006120316 
8006170499* 


90-344 
50-344 
30-344 
PR 
30-369 M 


Orlando, FL 

Quin, fi H 
Pacific Oai t, Electric Co 


6006170273* 
8006170499* 
8006340137 
BQ06120E8B 
BO 06030 16B 


30-389 M 
50-389 M 
50-230 M 
SO-409 
90-273 A 




6006030168 
8006020171* 
8006020171* 


50-273 A 
50-275 A 
50-375 A 



AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEGORY 




800602034 S 


50-275 


A 




8006030330 


30-273 


A 




S006060SB2 


90-317 


B 




6006UO417 


50-373 







6006160022 


30-133 


R 




6006160023* 


50-133 


R 




8006160039 


50-279 


F 




6006160039 


90-275 


F 




6006U0040 


50-275 


A 




8006160040 


90-375 


A 




8006160044* 


30-375 


A 




8006160044* 


30-275 


A 




80061B0399 


30-279 


a 




B0061S0424. 


50-273 


H 




8006180434 


50-273 


H 




B0061B0533* 


50-275 







Q00619049B 


90-279 


A 




8006190573 


PROd 






8006240416 


90-279 


A 




80063004B& 


30-344 


5 




6006300492* 


50-344 


S 


Parkrr.fi A 


3004200586 


71-102 




Pathfinder Mines Corp 


8006170254 


40-3359 






B006180474 


40-2239 






80061905D5 


40-2259 




Peabodij Test Ing/X-Ray Engineering Co 


8006300029 


71-6.717 




Pennsylvania Power & Light Co 


6006060033* 


SO-3B7 


A 




8006060064* 


50-337 


A 




800606036? 


50-3S7 


A 




8006060490 


30-387 







6006060490 


SO-3B7 


D 




6006090311 


50-3B7 


8 




8006090311 


30-337 


S 




aooiiioaaa 


50-387 


A 




80061 10229* 


50-3B7 


A 




6006120106* 


SO-3B7 


8 




8004170328 


30-397 







8006170733 


SO-387 







Q006160131 


^0-2B9 







60061904B4 


30-387 







BOO&1904B4 


SO-367 







80063001 A3 


SO-3B7 


S 




8006200171 


SO-3B7 


B 




S006200171 


50-3B7 


8 




6006200366 


SO-3B7 


8 




0004200366 


30-387 


B 




6006H40973* 


BO-3B7 


a 




800t270321 


50-367 


e 




S006H7034B 


SO-3B7 


3 


Pnniglv*nla State Untv 


BOO&13027B 


50-5 


F 


Pennsylvania, State of 


6006050090 


50-320 







8006060409* 


SO-2B9 







600606040B* 


30-289 







B00606056.2* 


50-320 







8006090095* 


50-320 


P 




B006090102* 


50-320 


P 




60061203BO* 


90-289 


F 




80061203K1* 


30-2B7 


F 




8006120327* 


3O-2B9 


F 




B006120331 


50-3B? 


D 




6006130397 


90-3B7 


'A 




8006190040 


50-2S9 


O 




8006180043* 


30-289 


a 




8006180190 


80-289 


o 




S006180194* 


30-2B9 


e 




8006190349 


30-320 





Peoplt Ajalnst Nuclur Energy 


8006240343 


30-320 


Q 


PirUni, Cole, Stone, 01. an d Ullllatni 


B0060603SB 


30-932 


O 




BDOA0603BB 


30-522 


D 




6006 1801 Bl 


50-32E 


O 




80061601Q1 


50-932 





Pfnfferkorn & Cooleg, P A 


8006090014 


90-48B 


Q 




8006110342 


30-486 


O 




B0061S0341 


90-4BB 





PhtlaiUlphia Electric Co 


8005190331 


30-171 


I 




8006020001 


90-277 


a 




8006020330 


SO-333 


A 




8006020330 


30-332 


A 




DOOA020379 


30-17] 


W 




00060203BS* 


30-171 


M 




8006030131 


80-277 


Q 




8006050379 


30-277 


P 




6006050379 


30-377 


P 




8006030383* 


30-277 


P 




8006030383* 


90-277 


P 



CORPORATE SOURCE INDEX 
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AUTHOR 
AFFILIATION 


ACCESS I Of J 
NUMBER 


SUBJECT 
CATEQQRV 




BOQ60S03B6* 


50-277 


P 




0006030386* 


50-277 


P 




B006060039* 


30-277 


a 




8006060363 


50-320 







8006060547 


50-320 







8006060557 


50-277 


Q 




B006090062* 


50-352 


B 




B0061100B2 


50-277 


S 




8006110094 


50-277 


F 




BQ06110329 


30-352 


S 




B0061 10329 


SO-332 


S 




80061 10332* 


30-332 


8 




00061 103320 


30-332 


S 




8006120348 


50-352 


Q 




8006130348 


50-332 


Q 




80D6I30279 


30-277 


P 




800613027 1 ? 


30-277 


P 




B006 130324 


30-277 


F 




8006130321 


30-277 


F 




B0061/044S 


30-277 


R 




8006170445 


50-277 


R 




B006170446* 


50-277 


R 




8006170446* 


50-277 


R 




B006 170627 


NUREO 






B006190339 


30-277 


R 




8006190339 


30-277 


R 




BQ061<?0343* 


50-277 


R 




8006190345* 


50-277 


R 




B0062Q04B7 


30-377 


P 




B0062004B7 


50-277 


P 




B006230566 


50-27B 


6 




BOQ63S0240 


30-277 


8 




8006230241* 


50-277 


8 




8006260176 


30-277 


P 




8006260176 


30-277 


P 




B0062601B1 


30-277 


P 




B0062601B1 


50-277 


P 




8006270217 


30-332 


S 




B006270217 


30-35E 


8 




8006270224* 


30-332 


8 




BOQ6270224 


SO-352 


B 


PhiltdtlpKia, PA 


8006300603* 


50-320 


P 




8006230469 


30-332 


H 


Phillbrick. B, 8 


8006120302 


30-70 





Philippine Movomnt for Environmental 


8006200569 


30-371 





Protict Ion 








Plcli*.r Corp 


8006040169 


71-3796 




Pttfctburgh. Unlv of 


8006300116* 


ACRB 




Plattau Riourc*. Ltd 


8006250332 


40-7869 




Pollution h Environmental Problems. Inc 


8006170786 


PR 




Porttr-Oirt i Caniul tntii Inc 


BQ06020293 


30-320 


R 




BO 06 02029 3 


30-320 


R 




B0060C0303 


30-320 


R 




BO 06 020303* 


30-320 


R 


Portland Beneral Electric Co 


8009280231 


PR 






0006030391 


30-344 


P 




8006030321 


30-344 


P 




B006030324* 


80-314 


P 




8006050326* 


30-344 


P 




8006060330" 


30-344 


5 




8006060363 


30-344 


P 




8006060411 


30-344 


6 




8006060415* 


50-344 


8 




8006060497 


30-344 







8006090379 


30-344 


B 




8006090384* 


30-344 


S 




8006110221 


BO-344 







8006110273 


30-344 


R 




B006110277* 


30-344 


R 




B0061 10313 


50-344 


a 




S006130043 


71-3450 






8006160124 


30-344 


p 




800617013V 


30-344 







8006170516 


50-344 


F 




8006180472 


30-344 


a 




8006190623 


80-344 


i 




8006800498 


30-344 


B 




B006830409 


30-344 


P 




8006830423 


50-344 


Q 




B006230S90 


30-344 


P 




9006830593* 


30-344 


P 




8006B30397* 


30-344 


P 




B006330604 


5.0-344 


P 




8006340319 


30-344 


B 




8006940321* 


50-344 


B 



AUTHOR 
AFFILIATION 


AC CESS I DM 
NUMDER 


SUBJECT 
CATEGORY 




800621032'? 


50-344 P 




BQOA34033L* 


50-314 P 




BOQ6240333* 


50-344 P 




HOO&24Q365 


50-344 P 




B0062103B3 


30-344 P 




HO 06340401 


5O-31 1) F 




BGO63GOS04 
EJOQ60603Q9 


PH 
5Q 449 Q 


Potomac Reioarch, Inc 


30C-6250275* 


CONTRACT 


POUIET Authority of the State of New 


Vcrti SOC-6QZ0076* 


50-333 0. 




90 06030081* 


50-333 a 




9006020309 


50-333 8 




BG060S031B 


30-333 S 




S0060S03S5 


50-333 8 




6006020061 H 


50-333 fi 




6006020367 


50-333 S 




800602O370* 


50-333 B 




8006020372 


50-333 8 




8006020377* 


50-333 S 




80a602D3tl3 


30-333 S 




0006020.3B7* 


50-333 S 




0006020391 


30-333 8 




B 006020 396" 


30-333 B 




B00602041S 


30-333 a 




B 006030 4 17 


30-333 S 




B006030246 


30-333 Q 




6006030315 


50-3B6 P 




8006030384 


50-206 P 




8006040294 


50-B06 P 




8006050493 


30-333 Q 




300&050505* 


50-333 Q 




flOQ60602BO 


30-347 F 




B 006060 373 


30-2Bd> P 




B 006060 5 53 


50-386 Q 




BOOM 10006 


30-333 B 




BOOM1O0104 


30-333 B 




0006110016 


90-333 8 




80061 10021* 


50-333 S 




H006110069 


30-333 8 




800A1 10077* 


30-333 S 




H0061 10083 


30-2B6 




noo&iioiBi 


30-333 H 




aoo&iiaiBQ* 


30-333 R 




GQQ6120I23" 


50-386 




8006160003 


30-aa6 o 




B00616O10B 


30-247 P 




B00616O137 


30-333 f 




n00617O45I 


SO-247 P 




B00617O4S4* 


30-247 P 




9006180499 


30-333 P 




9006100300 


30-333 S 




flOO&ia0503* 


30-333 S 




8006190531 


30-2B6 ft 




B006190561* 


30-2B6 ft 




OOOA2003BO 


50-2B6 3 




B006230439 


30-3B6 P 




8006240013 


30-333 <1 




S006240301 


flO-333 P 




8006260168 


SO-286 P 




B006360178 


30-206 H 




B006260180 


30-333 H 




B006?60ai2 


BO-247 




B006260313 


30-247 




B006B70I75 


30-296 P 




B00630D309 


30-2B6 a 




0006300440 


50-333 F 




BOOA300464 


50-B06 S 




8006300467* 


30-284 B 


Pnildint of UB t Eieeutlva Office* 


80Q6130QS7* 


COMMISSION 




8006270418* 


FdlA 




800630023 1* 


50-443 H 




B006300347K 


30-330 H 


Princeton Univ 


B006120S07* 


COMMISSION 


Public Citizen Litigation Group 


BOO 61 103S6 


80-367 




B006110376* 


30-367 




80061 1037B* 


30-367 Q 




8006110382* 


30-367 


Public Service Co of Colorado 


B006O30333 


30-267 Q 




B006O30439 


30-867 F 




B0060W040 


SO-B67 




B006Q40Q41 


30-847 Q 




GO 06040043 


30-867 Q 




8006030301 


30-867 P 




SO 060600 37 


SO-B67 




80060&OS66 


30-867 P 
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CORPORATE SOURCE INDEX 



AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEOORY 




(3006060273 


SO-267 


P 




B00609037S 


SO-267 


R 




6006090351* 


30-267 


R 




2006160017 


50-267 


R 




0006 160030 


50-267 


S 




80061 6003 1 


^0-267 


S 




B006 160034 


50-267 


P 




BOOfcl 60033* 


30-267 


P 




8006160036* 


50-267 


R 




BOOM 601 15 


80-267 


S 




80061601 IB* 


50-267 


6 




BO 06 170 693 


50-267 


P 




B006 19041? 


50-267 


P 




S006240335 


90-267 


B 




BQ06240400 


30-267 


P 




B006270199 


50-267 


P 


Public Service Co of Indiana. Inc 


80061 10424 


50-946 







B006 170331 


50-546 


H 




8006200C-69 


50-346 


B 




BOOA230162 


90-346 







B006S60356* 


50-S46 





Public Service Co of Neu Hampshire 


B006300276 


90-443 


Q 


Public Service Co of Oklahoma 


8006300368 


30-936 


A 


Public Serv(c* Electric t> Gas Co oF Neu 


B006020163 


50-272 


F 


Jersey 










QOO&020407 


30-394 


8 




B006020475 


90-384 


Q 




8006030360 


90-311 


P 




8006030364 


30-272 


8 




B0060S0371* 


90-272 


Q 




8006060312 


30-272 


8 




8006060262 


30-320 







B006060347 


90-350 







8006060947 


30-320 







B006090069 


30-272 







B006070072* 


30-272 







B006 1)0231 


30-272 


Q 




8006110231 


30-272 


Q 




B0061 20203 


90-311 


P 




80061202101 


30-311 


P 




8006120214* 


30-311 


P 




8006120369 


30-272 


Q 




B006 130024 


30-272 


T 




8006160009 


30-272 


R 




9006160012* 


90-272 


R 




B006160107 


30-272 


R 




8006160136* 


30-272 


R 




B0061704SO 


30-273 


P 




B006 170450 


90-272 


P 




8006170973 


90-272 


B 




600617037B* 


30-272 


8 




8006170620 


30-272 


P 




8006170691 


90-872 


P 




Q006 170664 


30-872 


S 




B006170671* 


90-872 


S 




80061B0907 


80-872 


J 




H0061BOS13* 


30-378 







B006 190649 


30-872 


F 




B0062304S4 


30-37S 


B 




8006230527 


30-872 


B 




8006230538* 


30-872 


S 




B006240371 


50-372 


Q 




B00624039S 


30-872 


a 




8006240443 


30-311 


S 




8006240449* 


90-311 


B 




B0062404B6 


90-272 


B 




8006240492* 


90-372 


B 




B006230226* 


30-334 


Q 




8006300B33 


30-272 


a 




8006300292 


80-272 


a 




80063002B2 


90-272 


Q 




B006300370 


30-H72 


B 




B006300373* 


80-272 


B 




8006300421 


90-272 


B 




B0063D0424N 


30-278 


S 




8006300439 


30-272 


8 




8006300463* 


90-272 


B 




8006300479 


30-31 1 


S 




80063004B7-* 


50-311 


S 




8006300490 


30-272 


a 




8006300490 


90-272 


Q 


Puerto Rico Electric Power Authoritg 


00061BQ15B 


50-376 





Puget Sound Power & Light Co 


8006 110249 


NUREO 






8006180181 


90-922 







B006180181 


30-522 






AUTHOR 
ArFlLIATIQtl 


ACCESSION 
NUMBER 


SUBJECT 
CATEGORY 




B0061B01B9* 


50-332 




0D06180193* 


3Q-32B 


RTE-Delta Cocp 


8006240030* 


QA999 


Rad Services. Inc 


80061B0237* 


FOIA 




BOQ61H023'1 


POIA 




B006 180241* 


FOIA 




B0061B0232* 


FOIA 




00061BO263* 


FOIA 


Radiation & Environmental Mom toringp 


8006130190 


40-0752 


Inc 






Radiation Management Corp 


79031 401 78 


F01A 




aoo6iao26B* 


FOIA 




80061B0272* 


FOIA 




B006180SS6* 


FOIA 




80o6iaoa<?2* 


FOIA 




8006180300* 


FOIA 




S0061B03Q7* 


FOIA 




8006160339* 


FOIA 




B006 180342* 


FOIA 




80061B0348* 


FOIA 


Radiation Research Associates 


8006180887* 


CONTRACT 


Radiological Controls 


8006060443 


FOIA 




B006300389 


FOIA 


Radium Chemical Co i Inc 


B006090033 


XPQRTLIC 


R*ed College 


8004020216 


90-288 F 




SQ06O2O376 


30-28B P 


Rehab Group- Inc 


SO 06 20 0003* 


CONTRACT 


R*llli| ti Like 


8003220614 


PR 


Ruter-Stoii*si Inc 


8006090366 


XPORTLIC 




8006120133 


XPORTL1C 




B00612044B 


XPORTLIC 




B006 12046? 


XPORTLIC 


Rldlhalghi Eggers b Associatei 


8006020329 


71-6639 


Rio Algom. Ltd 


S006Q401B7 


40-flOB4 


Rlvtriidt, CA 


9006 190538* 


50-361 I 


Rochester OB & Electric Corp 


8006020374 


30-344 F 




B006 030294 


30-244 P 




8006.030318 


80-244 P 




0006030324 


30-244 P 




6006.030328* 


30-244 P 




S00603033B 


30-344 F 




B006030347* 


30-244 P 




800i030BB7 


30-244 S 




BOOi040S37 


30-244 P 




B006040333 


30-244 P 




B0060S003D 


30-244 8 




B0060304B9* 


90-244 




B006090317 


30-244 a 




6006090336 


30-244 P 




8006090331 


80-244 P 




8006110238 


30-244 V 




BOOftl 10333 


30-244 F 




BOO&U0002 


30-244 P 




GOOfc 160037 


90-244 R 




B006 160036* 


SO-244 R 




8006 180006 


30-244 




B0061B0514 


30-244 P 




B00.il 00337 


30-244 P 




Q004190473 


30-244 6 




B00619047H 


30-244 B 




8006230601 


30-244 3 




8006240603 


30-244 




80O&ZSGB62 


30-244 1 P 




B00629026B* 


30-244 P 




B006300346 


30-244 Q 




B006300433 


30-344 P 




8006300494 


30-244 Q 


Rockwell International Corp 


8006030070 


XPOKTLIC 




B006 170297* 


70-38 


Rockwell International Corp r Energy 


6006230056 


70-28 


Sijitsmt Dlv 






Rockg Mountain Energy Co 


Q006060089 


40-8697 




BOO6060093N 


40-B697 




BOOej 190344 


40-8350 




80O6 190670 


40-8380 


/ 


B006S402&8 


4O-BA97 




0006240271 


40-8300 




B006260079 


40-B3&0 


Rngovim Bttrti Si Huge 


8006130313 


MISC 




BOOA170107 


30-443 H 




B00623003i* 


CONTRACT 


Rope* fr Orag 


S006060447 


30-309 O 




B0061B0274 


30-309 




8006180326 


30-309 O 




8006230361 


30-443 



CORPORATE SOURCE INDEX 
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AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEODRY 




Rosamount. Inc 


G0061203B3 


PT21 






6006300633 


PT21 




Ros Construction Co 


S006090Q28 


40-8902 




S M Stoller Corp (subs of Arthur D 


8006110059* 


90-361 





Little. Inc > 








8actamnto Municipal Utility District 


8006030320 


30-312 


I 




B006030342 


90-312 


P 




8006030361 


50-3 1 2 


3 




8006030387" 


50-312 


8 




8006110069 


30-312 


P 




B00611O131 


3O-312 


P 




B00613O337 


90-312 


I 




8006130337 


90-312 


Q 




6006130341* 


90-312 


Q 




6006160010 


30-312 


S 




8006180633 


30-313 


Q 




8006190636 


50-312 


n 




B006190641* 


30-312 


n 




B0062404BB 


90-312 


p 




E1006250034* 


50-312 


Q 




B006230237 


50-312 


S 




8Q0625023B* 


30-312 


B 




8006300394 


30-312 


8 




B0063QQ4Q9* 


90-312 


B 




B00630052B 


30-312 


8 




8006300533* 


90-312 


S 


8*f* Enaray tor NIU Haven 


8006060232 


30-494 





San Antonioi TK 


8006120292 


30-498 


M 


San Diego Qaa t> Clucti-lc Co 


B0061 10019* 


90-361 







0006110019* 


30-361 







BQ061 10024* 


90-361 







6006110021* 


30-361 







8O0611O02B* 


30-361 


a 




800611002B* 


30-361 







B006110031* 


30-361 


o 




B0061 10031* 


SO-3&1 







B0061 10098 


90-361 







0006110093 


90-361 







8006110107* 


30-361 







8006110107* 


30-361 







8006120291 


PRM 




Ban Lui dblipo Motheri for Peace 


B006040194 


90-273 







B006040196* 


BO-273 







B006040I99 


90-B73 





Sand 1' Lab orator lei 


0006020223* 


State ProD 




8006040096 


NUREO 






B00606016B 


71-6400 






B006Q9QS14 


NUREO 






B006I 10046* 


90-361 







8006130360 


RES 






8006 160141 


NUREO 






8006170330 


RES 






B0062Q0933 


NUREO 






8006200546 


NUREO 






BOO 6200 398 


KUREQ 






8006230011 


MUREO 






800629Q33B 


RE8 






B0062602B6 


NUREO 






B00627Q349 


NUREO 






8006300204 


RES 






9006300211 


RE8 






8006300218 


RE3 




Surjint It Lundg, Inc 


B006090073* 


SO-&4& 


A 




8006170364* 


30-234 


F 




B006170564* 


90-234 


F 




8006170386* 


80-294 


F 




8006170971* 


50-234 


F 




B006170971* 


90-234 


F 




8006170397* 


90-294 


F 




B0061 70602* 


90-234 


F 




80061706Q7* 


30-234 


F 




8006 1 706 1 3* 


30-B34 


F 




8006170616* 


30-284 


F 




B006 170622* 


30-294 


F 




8006170628* 


30-294 


F 




B006170632* 


90-254 


F 




8006200139* 


QA999 




Sanafra* Audubon Society 


8009210187* 


30-346 


T 




8003210202M 


80-346 


T 


Savannah River Ecology Laboratory 


8006300187 


NUREO 




Save the Valley - Save Marble Hill 


8003210217* 


30-946 


T 




800321031 7* 


90-844 


T 




80060903BS 


80-346 


H 




8006170342* 


30-846 


H 




B006I70342* 


50-346 


H 



AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEGORY 


Science App 1 i cati onsr Inc 


SOO&0203AB 


90-320 P 




9006190104* 


CONTRACT 




0006330041* 


CONTRACT 




G006250330 


CONTRACT 




B006270391- 


CONTRACT 


Sonate 


B009210113 


90-346 H 




BOOil203BO 


30-271 U 




Q006170B73 


PR 




Q00fc270099* 


50-302 H 




B00627010d* 


90-389 H 




B006270146* 


50-171 U 




B006270195* 


50-171 H 




8006300347 


50-275 H 




6006300522* 


50-320 H 




8006300529* 


50-3BO H 




a006:)00534- 


50-320 H 




B00630053a* 


30-320 H 




BOOt>3QOS41- 


50-320 H 




6006300591* 


90-320 H 




80 063 OO 36 2* 


50-320 H 




B0063 OOS6S" 


50-320 H 


Binatei Commerce, St ienc e & Transportation 


Q006120150* 


30-946 H 


8inatei Energy & Natural Rasourcaj 


8006170136 


PRM 


Ssnatei Finance 


a 006 3 03 f 2 


30-329 H 


Senate, Oovernmental Affairs 


B0060602BQ 


90-346 M 




B0061S0079* 


90-311 U 




B00612012?* 


90-3SB H 




6006 120920 


90-483 U 


Shannon Ei Wllioni Inc 


B0060 30048* 


CONTRACT 


Bhau, Plttmani Potts d Troubndge 


8006040012 


PR 




8006060350 


90-289 




6006QA0253 


30-209 8 




B006060423 


90-299 




B006060475 


90-289 




800606030? 


90-448 




8006O6Q927 


30-209 




0006060347 


30-320 




B00611011O 


30-287 Q 




B00611011b 


30-289 




80061 10117* 


90-28? 




8006110336 


30-312 T 




8006110341* 


30-312 T 




8006110330* 


30-312 T 




8006120020 


BO-2B9 




8006 120022 


30-289 




S006 120036 


30-289 




6006120010 


90-HB9 Q 




00061 20084 


30-2B9 O 




0006120414 


30-2B9 




B006 13023? 


90-289 




8006160004 


30-2B9 




8006 60043 


SO-2B9 




8006160046* 


30-269 




8006160052 


30-289 




B006160Q7B 


90-320 O 




B0061 70399 


90-266 Q 




8006170733 


30-387 




80061707BB 


80-209 




80061Q0134 


30-289 




B006180199 


90-389 




B0061B031S 


90-287 




8006180934 


30-320 




B006190433 


90-2B9 




8D061904B4 


30-307 




8006260376 


30-289 




8006270216 


30-320 




B006H70237 


90-289 


8h Id on, Harmon t< Uiln 


80061 10049 


30-443 




B0061 10224 


PR 




80061 1037O 


30-2B9 




80061L03BO* 


90-K99 




SOOi 110463 


PR 




8006120371 


30-289 




B0061203B1 


SO-2B9 




80061600B9 


50-443 




8006 1 70247 


PR 




8006170340 


Pfi 




B0062302Q6 


COMMISSION 




800624039Q 


SO-139 




8006240403 


30-247 




8006240337 


COMMISSION 




Q006260186 


9D-S47 




B0062601Q6 


30-H47 




Q006260188* 


30-247 




B00626018B* 


30-K47 
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CORPORATE SOURCE INDEX 



AUTHOR 
ArFILIATIOJI 


ACCESSION 
IIUHflER 


SUBJECT 
CATEOOF1V 




8006300670 


F8IA 




Shore ham Opponents Coalition 


80061 60087* 


50-322 





Sierra Club 


B006020I 13 


FOIA 






6006100214 


FQIA 






8006190439* 


90-133 







8006200569 


50-574 







B006300576 


FOIA 




Sigma Chemical Co (iubi of Si giiia-Al dr i 


B006260003 


XPORTLIC 




ch Corp ) 








Stag i tomans Concerned About Nuclear 


B006060299 


50-523 





Pouier 










80061901)47 


50-323 





Slemmonti D B 


Q006300137 


CONTRACT 




Small Business Adini ni atration 


8006160227* 


CONTRACT 




Sn.ll t, Nllmpr 


8006110417 


30-373 





South Carolina Electric (. Ga? Co 


8006030477 


30-393 


A 




B006040341 


50-393 


B 




BOD6040304 


30-399 


S 




8006050042 


50-395 


S 




B006030047* 


90-399 


S 




S006060116 


PR 






0006060343 


50-395 


F 




8006060344B 


30-393 


F 




8006180401 


50-395 


S 




8006190654 


50-393 


Q 




a 006330426 


30-393 


8 




8006230433 


30-395 


8 




B006240276 


50-395 


Q 




B006300320 


50-393 


Q 


South Carol ma, State of 


8006120159 


KUREO 




South Dakota, State of 


8006190064* 


40-1341 






B0061 90373* 


40-1341 




Southern California Edison Co 


8006020340 


30-206 


F 




8006020340 


30-206 


F 




8006030299 


30-206 


P 




8006030338 


50-393 


A 




8006030373 


50-206 


P 




BO 06030 42O 


30-206 


a 




8006030430 


50-206 


a 




B006030434 


30-306 


8 




8006030438* 


30-206 


8 




B006030439 


30-306 


p 




8006030313 


90-206 


B 




8006030517* 


50-306 


B 




SOQ6Q50019 


90-399 


B 




B006050023* 


30-393 


c 




8006060297 


30-206 


8 




800fi060307 


30-206 


8 




8006060337 


30-361 


S 




8006060337 


30-361 


8 




B006060340* 


30-361 


S 




B006060340* 


30-361 


e 




BO060603S9 


30-361 


s 




8006060339 


30-361 


8 




B006060360* 


30-361 


B 





8006060360* 


50-361 


B 




B006060393 


50-361 


A 




B 006 060 39 3 


30-361 


A 




80061 10009 


50-206 


P 




B0061 10011 


30-361 


P 




8006110013* 


50-306 


P 




B006110019* 


50-361 







S006110019* 


90-361 







80061100241 


50-361 


e 




6006110034* 


30-361 







8006110028* 


50-36 1 







S00611Q02B* 


60-361 







8006 11 0031* 


30-361 







8006110031* 


50-361 







B0061100S5* 


30-361 







80061 10098 


30-361 


a 




S006H0099 


90-361 







B006110107* 


90-361 







8006110107* 


50-361 







B006 110354 


50-395 


B 




8006120286 


50-206 


3 




6006130390* 


50-206 


S 




8006130310 


30-306 


s 




8006130218* 


90-206 


a 




8006130301 


50-361 


A 




8006130301 


90-361 


A 




8006160011 


30-206 


R 




8006160013* 


30-206 


R 




S006 180301* 


30-206 


Q 




8006190440 


50-361 


S 



AUTHOR 
AFFILIATION 


ACCESS I ON 
NUMBER 


SUBJECT 
CATEQOR' 


/ 




8006190410 


30-361 


& 




80O619O444* 


30-361 


S 




BOO6 190444* 


30-361 


s 




8006190497 


90-206 


a 




9006190332 


30-361 


i 




8006190584 


50-306 


p 




5006300130 


PROJ 






8006300464 


50-306 


p 




BOQ6230186 


30-395 


K 




0006330190* 


30-393 


K 




8006230313 


50-206 


S 




B006S30323* 


30-206 


S 




8006330519 


30-361 


A 




BQ0634Q440 


50-361 


A 




B0062S0214 


90-361 


A 




8006270194 


30-206 





Southunst Teias Electric Cooperative 


BOOM 30343 


50-44S 


M 


Spiegel d McDiarmid 


8006060026 


30-498 


M 




8006060361 


50-49B 


M 




3006110371 


30-443 


M 




8006230137 


30-443 


M 


Square D Co , Electromagnetic Industries 


8006170340 


PR 




3t Joieph Hosp Stamford . CT 


BOO6 270025* 


70-2260 




Standardiied Nuclear Unit Pouer Plant 


8006 1 20269 


NUREO 




Saltern 










8006120311 


SO-4B2 


B 




8006120311 


3Q-4B2 


8 




80061 3031 1 


30-4B2 


B 




Q0061BQ311 


50-4B2 


8 




8006120312 


30-482 







8006120312 


30-482 


a 




S006130312 


30-482 


a 




B006130312 


90-482 


a 




8006170492 


50-482 


9 




80061 70492 


30-482 


3 




B0061 70492 


30-482 


S 




BOQ617Q612 


50-482 


B 




8006170612 


30-402 


8 




8006170612 


50-482 


B 




B00623001B 


50-482 


B 


Stanford Research Institute 


8006330048* 


CONTRACT 




Stanford Unlv 


80061 10122 


30-141 


M 


State. Dpt of 


3006030332 


XPORTLIC 






8006060079 


XPDRTLIC 






BOQ6Q6008.3 


XPDRTLIC 






80060600B7 


XPORTLIC 






8006 120809 


XPORTLIC 






B0061301S3 


XPdRTLIC 






8006330086 


F01A 




8tate>Dipt ofi Bureau of Oceans t. 


BQ06030036 


XPOHTLIC 




Intsrnati Environ t> Scientific Affairs 










8006030061 


XPORTLIC 






8006030116 


XPORTLIC 






8006050480 


XPOHTLIC 






8006060201 


XPORTLIC 






B006Q60303 


XPORTLIC 






8006090080 


XPORTLIC 






8006090424 


XPCflTLIC 






8006130078 


XPORTLIC 






B006 120430* 


8ECY 






80061 30473* 


BECV 






B006120477* 


BECY 






BOO612O4B2* 


SECY 






8006170095 


XPORTLIC 






B006170110 


XPORTLIC 






8006170120 


XPORTLIC 






8006170382 


XPORTLIC 






B006230116 


XPORTLIC 






8006230287 


XPORTLIC 






8006B60033 


XPORTLIC 






8006260034 


XPORTLIC 






8006260036 


XPORTLIC 






8006360047 


XPORTLIC 






8006260050 


XPDRTLIC 






8006260052 


XPORTLIC 




9teeli Hector !t Davil 


8006110093 


so-aso 


P 


Stone k Webster Engineering Carp 


8006250300* 


50-339 


P 




8006250303* 


50-339 


P 




BQQ62503Q9* 


50-339 


P 




8006250312* 


50-339 


P 




B006230314* 


30-339 


P 




80062503161 


30-339 


P 




8006250318* 


50-339 


P 


Stone ft WebstBTi !nc 


8006160361 


30-339 


S 


Suffolk Count". NV 


8006130020 


30-332 


& 



CORPORATE SOURCE INDEX 
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AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEGORY 






60061G0163 


90-322 





auituehanna Alliance 


B00617O503 


SO-3B7 


D 


BuiqUBhtnlta Environmental Advocates 


B00612O027 


90-387 





Suetfish Hosp Medical Center Seattle, UA 


0006 1202 1 9 


COMMIES 10 


N 


Swit i tr land 


8006 1 30236 


XPDHTU1C 




TERA Corp 


B006050529* 


CONTRACT 






S0060604B3* 


90-70 


P 




8006250042* 


CONTRACT 




TRW. Inc . TRU Mlssici Mfg Co Diu 


B0063001491 


QA999 




Ttknelron. Ifc 


80060300 W* 


CONTRACT 






8006190662 


CONTRACT 






S006300S93* 


CONTRACT 




r lodyn* Energy Salterns 


BO 0630 O6 30 


71-9862 




filedynn EngltiBering ServicES 


S00616000B* 


50-329 


S 


TtJedyne Isotopes 


S006300O14 


70-124 




Trledgn* Precision - Cincinnati 


S006190107 


XPGRTLIC 




Tinnaif** Valley Authority 


8005230276 


3O-337 


P 




S00602017B 


30-337 


P 




80060201B3* 


30-327 


P 




S00602O33B 


50-438 


A 




3006030080 


50-327 


R 




8006030366 


30-438 


A 




8006030366 


30-438 


A 




8006030392 


30-326 


5 




6006030393 


50-328 


3 




600603039S 


90-328 


S 




B006030397 


90-327 


B 




8006030398* 


30-32B 


6 




8006030398* 


50-328 


B 




B006030398* 


50-328 


S 




800603040BO 


50-327 


S 




80O603O417 


90-327 


P 




8006030417 


5O-327 


P 




8006030427 


90-327 


B 




600603044S 


50-239 


8 




8006030447* 


50-327 


a 




BOO60304S2* 


90-B99 


8 




8006030133 


50-327 


B 




6006030497 


90-327 


a 




8006030460* 


50-327 


B 




8006030463* 


90-327 


a 




Q0060304BO 


90-327 


a 




8006030490- 


90-327 


B 




6006030604* 


90-553 


Q 




8006030604* 


90-953 


Q 




B00603060B* 


50-993 


Q 




8006040007 


PR 






B006040230 


90-51B 


8 




8006040233* 


50-918 


8 




8006040245* 


50-566 


a 




8006040296* 


50-966 







B006040306 


50-328 


8 




8006040308* 


30-326 


9 




8006090002 


50-566 


s 




8006090002 


30-566 


a 




8006090004* 


30-566 


9 




8006090004* 


30-566 


s 




B006090O26 


30-327 


8 




8006090026 


50-327 


a 




8006050031* 


30-327 


B 




8006090031* 


30-327 


B 




8006090096 


50-391 


F 




B00606O119 


PR 






8006060230 


50-518 


3 




8006060230 


30-518 


8 




8006060230 


90-318 


B 




8006060239 


50-259 


F 




6006060239 


50-259 


F 




8006060239 


90-299 


F 




8006060290 


90-390 


B 




8006060290 


90-390 


B 




BD06060294 


90-327 


F 




8006060294 


90-327 


F 




0006060294 


90-327 


F 




8006060294 


SO-327 


F 




B00606029SK 


50-390 


B 




8006060309* 


50-390 


a 




80060603.05* 


50-390 


B 




8006060309 


90-296 


a 




8006060313 


50-299 


F 




8006060313 


50-299 


F 




8006060313 


50-259 


F 




8006060323* 


50-B96 


8 




8006060354 


30-918 







8006060396 


50-518 






AUTHOR ACCESSION 
AFFILIATION NUMBER 


SUBJECT 
CATEOOfl ' 


t 


5006060370 


50-333 


A 


3006060303 


50-43B 


S 


800606 03B3 


30-43B 


s 


8006060307* 


50-433 


S 


800606 Q3B7* 


30-43B 


s 


BQ0606O394 


30-327 


s 


BQ0606O401 


50-91B 


s 


BQ060i0401 


30-aia 


s 


BO 060 60 4 01 


50-51 B 


& 


B006060401 


50-SLB 


B 


300602.0401 


30-51 B 


S 


S0060604Q1 


50-31 B 


s 


SOD606O403* 


50-337 


s 


8006060412 


50-327 


s 


BOD606O4I3* 


50-51B 


s 


80060604 13* 


50-51 B 


s 


B006060413* 


30-31 B 


s 


6006060413* 


30-510 


8 


B006060413* 


30-31 B 


6 


B0060604I3* 


50-51B 


S 


B0060604I6* 


50-327 


S 


B00606O4B4 


50-390 


s 


B0060604B4 


30-370 


3 


B0060604B9* 


50-390 


S 


B0060604B9* 


50-390 


S 


aOQ609033Q 


30-327 


e 


BO 060 "?O 330 


50-337 


8 


BQ06Q90334 


30-43B 


S 


6006090336* 


50-327 


S 


B006090336* 


SO-327 


s 


B006Q9G337* 


SO-43B 


s 


8006090456 


50-31 B 





6006090471 


SO-43B 


3 


B006090471 


SO-43B 


S 


60060904760 


SO-43B 


3 


B006Q9O476* 


50-430 


B 


8006110036 


50-390 


B 


80061 1G036 


30-370 


B 


8006110043* 


50-390 


S 


80061 1O043* 


30-370 


& 


00061 1Q048 


30-910 


B 


BOO 61 10-O4B 


30-51B 


B 


B0061 1O048 


SO-SIB 


B 


Q0061 10048 


50-5LB 


B 


50061 10 013 


30-51 B 


S 


8006110048 


50-31 B 


8 


B006I 1QO58* 


30-31 B 


S 


60061 100B8* 


SO-51B 


S 


60061 10058* 


30-51 B 


a 


6006110058* 


30-31 B 


& 


8006110039* 


SO-51S 


s 


6006110058* 


50-51B 


a 


60061 10074 


50-43B 


s 


6006110074 


50-43B 


3 


60061 10079* 


SO-43B 


S 


60061 10079* 


50-43B 


a 


80061 10087 


PR 




8006110104 


30-S96 


B 


8006110124* 


50-296 


& 


80061 1O13B 


SO-43B 


B 


80061 loiaa 


SO-43B 


& 


aoo6i 10 143 


30-S60 


B 


8006110156* 


50-260 


a 


80061 1O173 


50-327 


s 


80061 1O193* 


30-327 


s 


6006110219 


30-327 


s 


BQQ6I1G223" 


50-327 


& 


60061 1G250 


50-327 


s 


BQQ6I10E59 


SO-327 


K 


B0061 10239 


50-327 


K. 


B0061 10262* 


30-327 


K 


60061 10262* 


SO-327 


H. 


8006110-263 


50-43B 


S 


6006 1 1Q263 


50-43B 


B 


80061 IO369 


50-259 


S 


80061 10-270 


50-327 


S 


60061 1O274 


50-9&6 


3 


60061 1O274 


50-B64 


S 


6006110276* 


30-327 


8 


80061 1Q2BOH 


SO-2S9 


a 


80061 1OS83 


50-327 


B 


80061 1O2B4* 


50-566 


s 


B0061 1O2B4* 


30-366 


a 


80061 1Q2B5* 


30-433 


a 


80061 I02B9* 


30-43B 


a 
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AUTHOR ACCESSION 
AFFILIATION NUMBER 


SUBJECT 
CAT6GOSV 


9006110286 


50-259 


P 


eoofaiioaa? 


50-239 


S 


6006110292* 


30-259 


3 


9006110294* 


50-337 


S 


8006110315 


50-435 


A 


8006110319 


50-436 


A 


0006110318 


50-327 


S 


BOOM103EB 


50-438 


9 


B0061i03ga 


90-433 


B 


80061 10333* 


50-430 


e 


B006 1 10333* 


50-438 


5 


6006120037* 


90-438 





9006120Q97* 


50-43B 


Q 


S006 1201 13 


PR 




B006120236 


40-1341 




3006120283 


50-439 


A 


800612030? 


50-3 IB 


g 


8006 12030? 


90-315 


B 


6006120309 


50-518 


8 


60061S0309 


30-918 


8 


B006 120309 


50-91B 


a 


6006130309 


50-518 


B 


90061 03 13* 


50-318 


B 


B006120313* 


50-316 


G 


B00612Q313* 


50-910 


a 


5006120313* 


50-319 


B 


600fil2&3l3 


so-si a 


B 


5006180313* 


30-318 


3 


8006130004 


40-1341 




B006 130246 


90-390 


Q 


5006130246 


30-390 


Q 


8006 1 30393 


30-327 


R 


ac06l3QSf&* 


30-327 


R 


B006 130307 


30-327 


F 


800613030? 


30-327 


F 


S006160054 


50-390 


a 


B006 160069 


90-327 


a 


8006160069 


30-327 


B 


8006170211* 


50-327 


a 


5006170331 


PR 




B0061704BS 


50-43B 


s 


8004170-1S5 


50-430 


a 


80061704fl7 


30-438 


s 


B00iJ704S9 


50-fl3S 


B 


8006170497 


90-359 


B 


B006 170501 


30-239 


R 


6004170501 


50-239 


R 


800617050B 


30-839 


8 


8006170606 


90-296 


S 


SOOil7O507 


SO-SSf 


K 


8006170512* 


90-296 


a 


8006170933 


30-390 


a 


8DQ61 7OSSS 


30-370 


B 


BOQ6 170336 


50-327 


B 


8006170540 


90-966 


a 


B006 170341* 


30-327 


s 


BOO& 170543 


30-327 


B 


8006170943 


90-32B 


3. 


B006170S49* 


50-327 


a 


6006170352* 


30-358 


B 


3006170354 


90-327 


8 


SQOil7OS41 


50-327 


s 


BOD6J 70566 


SO-S59 


s 


BOQ6170375 


50-259 


s 


8006170591 


30-296 


8 


8006170362 


90-337 


a 


B0061709Q2 


30-327 


Q 


BD061 ?OSfS 


SO-SV& 


S 


B006170996 


30-390 


S 


a006i7O5ff 


30-327 


e 


B006170579 


90-337 


B 


B006J70i03 


50-2PA 


a 


8006170605* 


30-390 


8 


SOOA1704H* 


30-296 


S 


B0061 70633 


30-839 


8 


8006170639* 


30-899 


B 


flOOM706S9 


SO-32B 


B 


B006170659 


30-335 


8 


B0061706S9 


30-383 


S 


9006170672* 


30-32B 


a 


BOOM 70672* 


80-32S 


8 


8006170672* 


30-328 


8 


B006J706S5 


30-337 


S 


8006170691* 


80-327 


B 


B006170746* 


SO-36* 






AUTHOR ACCESSION 
AFFILIATION NUMBER 


SUBJECT 

crtrEoom 


f 


0006170716* 


30-366 


O 


BOOblBODAt* 


30-3 IS 


4 


S0061SQ072* 


30-3 Ifi 


a 


8006 1 H0232 


70-1966 




80O61 80494 


30-327 


a 


B0061B04B7* 


30-327 


s 


BOOAiBDSOS 


SO-S9A 


8 


B0061BOS20* 


30-396 


3 


SOOAISO331 


30-327 


S 


8006180334* 


30-327 


S 


SOOi 1 B05S7 


50-327 


s 


8Q061S0930 


30-327 


8 


BQQ61B0933* 


30-337 


9 


BQQ61B053S* 


50-327 


S 


9006190305 


30-390 


s 


8006190391 


50-327 


K 


S00i!?O371 


SO-3S7 


K 


B006 190466 


50-353 


Q 


8004170463 


50-25? 


S 


B006 190470* 


50-239 


G 


0006190506 


50-327 


13 


BOQbtlQ&tS 


30-327 


P 


80061*70619 


30-327 


P 


S00i200321 


30-327 


P 


60062 OO33&* 


80-327 


P 


8006300373 


30-966 


a 


B00620037B* 


30-966 


3 


B00A20O43E 


30-Sia 


S 


0006200432 


so-sia 


3 


B006200432 


30-918 


3 


S00620043S 


3o-gia 


S 


3006200432 


50-319 


S 


8006200432 


BO-51B 


S 


8006300451 


50-327 


s 


8006200494* 


30-SIB 


a 


BQQ6200494* 


30-5 IB 


B 


8006300494* 


SO-31B 


e 


BOO&20Q434* 


so~3ia 


B 


BQ0620Q4S4* 


30-318 


S 


8006200434* 


90-318 


8 


8006800437* 


80-327 


B 


8006300473 


30-327 


8 


6006300134* 


50~327 


B 


B0062004B0 


30-327 


6 


0006300477* 


30-327 


S 


BQ06S30033 


30-390 


a 


0006230367* 


30-327 


a 


B006S30327* 


SQ-439 


a 


8006230327* 


50-438 


a 


B00633043B 


30-239 


p 


6006230493 


50-438 


a 


0006230489 


SO-43B 


B 


8006230914 


90-239 


p 


8004230514 


50-2Sf 


p 


0006230514 


30-299 


p 


0006230920* 


30-299 


p 


0006230520* 


50-299 


p 


BQ0633092Q* 


30-299 


p 


Q006B40164* 


30-299 


a 


8006240164* 


90-239 


a 


0006240164* 


30-299 


a 


3006340254 


9O-3S7 





800624029B* 


30-239 


Q 


B00624023B* 


30-239 


Q 


8006240258* 


30-259 


a 


B.OQ6K40260 


30-327 


a 


BOO(,2402<bO 


90-327 


a 


aoot.240260 


30-337 


a 


3006240260 


90-327 


a 


8006240323 


30-3B7 


p 


BQ06240323 


30-327 


p 


8006240320 


30-337 


e 


BQ06fl4032B 


50-337 


B 


8006240330* 


50-327 


a 


8006240330* 


30-337 


B 


8006240363 


50-327 


8 


8006S40369* 


50-327 


& 


B00i24C372 


50-3K7 


a 


8006240372 


90-327 


& 


0006240374 


30-327 


B 


3006240377 


30-390 


s 


B006B40377 


9O-390 


& 


8006240380* 


80-327 


a 


eOOAE^OSHS 


30-327 


s 


B006S40390 


30-39Q 


s 



CORPORATE SOURCE INDEX 



395 



AUTHOR ACCESSION 
AFFlt-IATIDH NUMBER 


SUBJECT 
CATEGORV 


8006240397* 
B0062'10397 
3006340405 


30-390 S 
50-327 B 
90-390 S 
50-390 B 
SO-433 A 


G006240410 
BOO 62404 12 
B006240420* 
UOO6240433" 
aOO621O425 


50-327 S 
SO-327 S 
50-327 B 
50-327 B 
90-327 B 


BOO6340472 
D006240499 
BOO624O509* 


3O-327 B 
3O-390 B 
5O-327 P 
3O-H96 B 
90-296 B 


B00635O033 

Q00623O062 
3006230065* 
BOD623OO65* 


70-2910 
30-391 A 
50-391 A 
30-391 A 
30-391 A 


B006290I9B 
B00625019B 
0006330227 
8006250337 


50-25? 0. 
50-390 a 
30-390 B 

30-430 S 
30-43B 3 


00 062 50230 
B006250230* 
B006350334 
B006250234 
B006290232 


30-430 B 
30-430 3 
50-390 
30-390 S 
50-933 a 


800*250252 
0006230296 
8006230357 
0006250357 
0006230261* 


90-333 Q 
30-318 B 
90-393 B 
30-553 B 
30-353 S 


B0062 90261* 
B006390379 
000629027 3 
GD06230275 
0006350281* 


50-333 8 
30-91 a B 
30-316 8 
30-3 IB B 
90-318 B 


Q00623020I* 

a0062903QI* 
U006230337 
80062601,60 


30-31 B 8 
9O-31B B 
90-31 G B 
REOOD 

50-327 B 


0006260160 
Q006260162* 
0006260162" 
0006260164 
D006260 1 63* 


30-327 B 
90-327 S 
30-3-27 B 
90-327 F 
SO-327 F 


B006260165* 
DOOA270197* 
E900627O306 
B006S70269 
BOO 6 300228 


30-327 F 
30-433 Q 
30-390 
90-239 P 
30-299 Q 


0006300223 
0006300243 
G006300297* 
H006300307 
D006Q00391 


30-299 Q 
30-337 P 
30-327 P 
90-327 P 
90-390 A 


80063003-91 
0006300430 
0006300497* 
Q00630051A 
000-6300523* 


30-390 A 
30-330 P 
8t*t Prog 
50-337 S 
80-337 8 


', Ot*te of Q0062A0166* 
'lorjtlon, DrillJno Co , Inc BOO6030034 
8006020037* 
Q0060SOS20 
8006090004 


50-327 F 
40-0693 
40-0693 
40-8720 

40-8693 


H00611034B 
60 06 11 0339 

' H Utilv 0006Q2O934* 
EJ00623013a* 
B006230420 


40-B72B 
40-B72B 
30-120 
30-128 Q 
30-128 S 


.ttrlc Bervlca Co B006I1O202* 
^runant >. I nc Q006DG0078* 
80061 10132* 
0006200149 
0006300011 


SO-445 M 
70-33 
30-367 R 
70-33 
70-33 


iV ^ Light Co G0061 102B2K 
tic Intrtl; fise*r^h Group B006110346 
0006120167 
G00616002B 
0006160029* 


30-445 (i 
30-466 O 
FOtA 

50-466 
50-466 



AUTHOR 


ACCESSION 
HUNGER 


SUBJECT 
CATEGORY 


Tn.as Ut ilitlcs Co 
Teias Utilities GETierat i rtg Co 


H0061 00013 
8006050561* 
Q006060541 
8006030113* 
B00603O113* 


50-445 M 
50-443 H 
50-443 
50-443 Q 




BOO 606034 7 
3006060570 
Q006090140 
3006090175 
3006090584* 


50-443 
50-445 3 
30-445 Q 
50-445 M 
30-445 Q 




BOO60905&4* 
BOO6 110302 
BQO6110454 
SOW, 1200 52 
BO 061202 45* 


50-445 Q 
50-445 M 
PR 
50-445 M 
50-445 Q 




SO 06 S 20393 
0006170141* 
B006170157* 
B0061BD11B 
G006190O63 


SO-445 T 
PBH 
PRM 
50-445 
30-44 S Q 




GQ0619045B 
B006190740 
6006230119 
60 06330 156 
BO 06240 242 


50-445 A 
30-4 45 Q 
90-44 5 Q 
50-445 B 
30-445 8 


Ttiaii State of 

Tvias-Louiiiani Electric Cooperative. Inc 
tht Southorn Co 


GO 06060353 
BO 06090 OB3* 
BO 06 110371 
SO 06250 173 
600617031 A 


PR 
90-466 
30-443 H 
90-445 M 
SQ-3E1 1 


Thne Mils I land Alert 


B0060603BB 
6006120089 

6006120335 
30061 601 91 


50-309 
30-209 
50-2B9 
50-2&9 
30-HB9 


Toledo Edlcan CD 


8006 190623 
B00602O119 
B006020493 
8006030310 
3006030311 


50-209 O 
30-346 P 
71-90BI 
90-346 ft 
30-346 R 




8006030313" 
0006030373 
SO 06 03 037 7* 
3006050532 
0006030527 


30-346 R 
90-346 3 
30-346 B 
50-346 a 
50-346 




0006060303 
B006090554 
6006130192 
B006120343 
0006120344* 


50-346 F 
71-6144 
71-9094 
30-346 S 
30-346 B 




8006120349 
B0061B0347* 
0006 1 203SO 
BOOA1 20352 
0006120354 


50-346 9 
30-346 9 
30-346 a 
SO -344 B 
50-346 3 




B006 120357* 
8004 130274 
BOCA 1 3027 3* 
6004160002 
B0061600B5* 


80-346 S 
30-346 R 
3O-346 R 
50-346 B 
3Q-346 S 




3006170351 
B0061 70384 
BOOM 70456 
BOOM 70463" 
8006170473* 


80-346 8 
30-346 8 
50-346 P 
30-346 P 
30-346 P 




0004200379 
3006330 1 1 
0006230201 
0006330460 
BOO624Q494- 


30-346 Q 
30-273 A 
90-346 Q 
50-346 P 
B 0-346 P 


Tranicantrtii Inc 


BQO62500&?* 
80050S0333 
8005030537* 
BO 060300 99 


CONTRACT 
71-9019 
71-9015 
KPOR.Tt.IC 
XPORTLIC 




B006120420 
6006120424" 
6006130497 
8006120900* 
0006120502* 


XPDRTLIC 
XPDRTLIC 
XPDRTLIC 
KPOR7LIC 
XPORTHC 


Trniportit 1 on. Dep t of 


B 006260 022" 
G00616OI69 


XPOHTLIC 
XPDRTLIC 
NUREO 



S00619O370* QA999 



396 



CORPORATE SOURCE INDEX 



AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEGORY 


Tuomey. Ldthdn ' Schmitt 


S0061 90570 


50-392 


US fiadium. Corp 


8OD63QO296 


XPORTLIC 


Union 76 tilnerals Ciploration Co 


8OO627O263 


10-0584 


Union Carbide Corp 


BOQ6040095" 


71-9B53 




8006040099* 


71-9BS3 




3006.010103" 


71-9B53 




a006Q'10105 


71-9B93 




BQO6Q4O107* 


71-9B53 




aoo60iQiQ9 


71-9953 




SQO616O203 


ACRS 




BOOi,19D2ie 


xponruic 




BQ0630Q262 


50-54 S 




Eiooiisaooai 


70-637 




8006230709 


XPORTLIC 


Union Elo-c tr Ic Co 


0006090531 


PH 




Q00611O240 


30-4H3 H 




SO0617O260 


50-483 A 




BQ062300690 


90-493 Q 




BOQ621O441 


50-493 S 


Union Hinerals 


BOQ6Qa0533 


40-B9Q4 




BOQ60401B3 


40-B5B4 




BOQ6060QQ9" 


40-B34H 




BO06I6O208 


40-B5B4 


Union of Concerned Scientists 


80060*10047 


50-320 P 




SOO6I1O370 


50-2B9 




aOQ61 10380* 


50-2B9 




BOO.I1O465 


pa 




BC0612O371 


50-239 




900612O331 


90-299 




BO0624t>i1S3 


50-247 




B00626O1B9" 


30-847 


United Engince-rt li Cons tructoi-Si Inc 


BO 06030019 


30-443 B 


(sub* of Ragtheon Co ) 








BO 06020052 


50-460 S 




BO061BO372 


90-443 B 


United Nuclear Corp 


BO 06190733* 


70-B20 


United Nuclear Corp , UNC fJecovorij 


6Q06Q30102 


PR 


OijBtam.1 Div 








8006180374 


70-920 




BO 06240231 


70-820 




8006350016 


70-S20 




SO 06250 130 


40-872B 




SO 04,260 133 


70-B2O 


United Nuclsar Corp .Naval Products Div 


8006060 IBS 


70-371 




fiOO&06O160 


70-371 




e00611O46e 


PR 


Utah. State at 


B006200S99 


40-B6B1 


Valentine B Uaa ] e 


B006180439 


SO-33B 


Vermont /anVee Nuclear Powei Corp 


B0060E0274 


SO-271 P 




BO 060303 I 4 


BO- 371 P 




BO 06030329 


50-271 S 




B006O30333* 


50-371 B 




BO06O3046Q 


50-371 P 




BO 060405 11 


50-271 Q 




60 06110019 


50-371 Q 




BO 06 170348 


50-371 P 




B0061705B9 


50-371 B 




BO0617Q393" 


50-371 3 




G00>170b15 


SO-S71 R 




BO 06170449* 


50-871 R 




8006300492 


so-a?t j 




B006300S01 


50-271 Q 




BO 062 60 370* 


30-271 




0006270193 


90-871 P 


Vermonti State of 


H006170343 


PR 


Virginia Electric ft Power Co 


0006020173 


30-SEO P 




BO 06020 173 


50-2BO P 




Q 00602 0277 


50-404 Q 




0006030016 


SO-33B F 




flOOfiOGOOii 


50-33B F 




9 00603 0336 


so-aao a 




B 00603 034B 


so-aeo a 




60'0fioa0336 


50-880 S 




B006040174 


90-300 F 




B 006050223 


50-33S P 




E0060S0327* 


SO-33B P 




S006050304 


50-333 S 




B0'06oso3oa 


50-33B 9 




S0060S0323 


50-630 F 




S 006050323 


30-P80 F 




a 00603 0329 


50-339 P 




S 0.0603 0330* 


30-339 P 




B&060S0333* 


30-3.39- p 




6 00 60 5 033 i* 


50-339 P 




6006050339* 


30-339 P 



AUTHOR ACCESSION 
AFFILIATION NUMBER 


9UBJECT 
CATEQGRY 




000603034 is 


SO -339 


P 


SOO6030391 


50-339 


S 


8QO6060407 


3O-33B 


B 


BOO6060410 


50-338 


S 


BOO6090233 


90-33B 


K 


BOO6090253* 


50-33B 


R 


B006090341 


50-339 


P 


BOO6090399 


50-33B 


S 


BOOi.090361* 


50-33B 


S 


BDO60903SB 


50-2BO 


Q 


B006110005 


50-33B 


F 


B006110009 


50-338 


F 


B0061 10007* 


90-33B 


F 


60061 IQ007-* 


50-338 


F 


8006110063 


90-200 


P 


8006110063 


90-290 


P 


BOO6110O63 


30-280 


P 


B0061 10063 


90-280 


P 


B006 110206 


30-281 


S 


B0061 10252 


30-339 


S 


8006110297* 


50-339 


S 


80O61 10265* 


30-201 


S 


8006110324 


30-280 


S 


SOO6 110324 


SO- 200 


S 


8006110324 


SO-280 


E 


aOO611O324 


30-280 


E 


BOO6120301 


50-333 


R 


B006120301 


50-338 


R 


BOO6120304B 


50-333 


R 


BOD612Q319 


90-200 


S 


BO 06 1203B3* 


90-280 


B 


S0061203S0* 


50-280 


S 


8006120331 


30-338 


S 


8006120333* 


30-33B 


B 


8006120336 


SO-SB1 


8 


BOO612033 1 ?* 


50-281 


S 


BOO6120341* 


30-B81 


a 


B006120359 


30-33B 


a 


9006120363* 


3Q-33B 


B 


8006120378 


30-339 


P 


80O61203B6 


30-338 


a 


BOO61203B6 


30-33B 


a 


BOO61203BB 


30-339 


p 


BOO6 120392 


30-339 


p 


B006120395 


30-339 


p 


B006130174 


30-338 


3 


BOO6130174 


50-330 


a 


B006 130297 


30-BBO 


p 


B006 130297 


80-2BO 


p 


8006130399* 


90-280 


p 


8006130299* 


30-280 


p 


BOO6 130334 


50-280 


p 


B006 130334 


30-280 


p 


8006130334 


50-280 


p 


8006130334 


90-2BO 


p 


8006160053 


90-339 


a 


[30O6I60Q36* 


30-339 


B 


BOOM 60076 


30-339 


S 


B006160079 


30-339 


S 


B006170313 


90-280 


R 


8006170513 


90-2BO 


R 


8006170917* 


30-2BO 


R 


SOO6 170518 


30-339 


e 


80O6170SBO 


30-339 


B 


BOO617O3B7* 


30-339 


B 


B006170611 


30-339 


P 


8006170619* 


30-339 


P 


BO 06 170621* 


30-339 


P 


8006170626* 


50-339 


P 


8006170633* 


30-339 


P 


S006 170643 


50-338 


B 


8006170650* 


50-339 


S 


8006170693 


50-BBO 


a 


80 06 170662* 


50-SBO 


s 


8006170694 


50-339 


B 


8006170699 


50-280 


P 


B006170699 


30-290 


P 


8006170701* 


30-339 


B 


B006190470 


50-280 


B 


BOO 6 180476* 


30-2BO 


S 


8O061B0532 


30-339 


P 


BO06190463 


30-339 


P 


8006190549 


50-280 


P 


B006190545 


30-290 


P 


8006190562 


30-280 


P 



CORPORATE SOURCE INDEX 



AUTHOR ACCESSION 
AFFILIATION NUMBER 


SUBJECT 
CATEGORY 




8006190562 


50-280 


P 


80O62OQ4HO 


90-339 


P 


8006200604 


90-280 





8006200604 


50-280 


a 


8006300604 


50-280 


a 


8006230189* 


50-280 


Q 


8006230417 


50-339 


s 


BOQ623041BO 


5O-339 


a 


BOQ62304-12 


50-339 


s 


6006230444 


SO -338 


a 


B006230444 


50-338 


s 


8006230447* 


50-339 


B 


BQ06230494 


30-339 


3 


0006330499 


90-380 


B 


800623049? 


50-280 


B 


B006230499 


50-280 


S 


8006230497 


30-280 


S 


0006330500* 


90-339 


8 


8006230503 


50-338 


8 


B00623Q9Q7 


90-280 


P 


B00623QS09* 


90-338 





B006230916 


90-338 


8 


8006230924* 


30-333 


8 


BOQ6230934 


50-339 


S 


8006230539* 


50-339 


8 


8006230544 


50-339 


8 


8006330391* 


30-339 


8 


3006310338 


50-B90 


Q 


B00624023B 


30-280 


Q 


8006340335 


30-280 


Q 


B00634Q3B3 


50-281 


B 


8006240396 


30-280 


a 


B006240396 


30-280 


Q 


8006240427 


50-280 


8 


B006240434* 


30-280 


B 


BQ0624046? 


30-338 


F 


800624046? 


50-33B 


F 


B00624O478* 


90-338 


F 


800624047G* 


50-338 


F- 


BQ06240484 


50-280 





BQ062404B4 


30-280 





8006250099* 


50-280 


Q 


8006290120 


80-339 


P 


0006350120 


30-339 


P 


6006230129* 


30-339 


P 


8006250132 


50-339 


Q 


80063S0139 


50-33B 


P 


8006230299 


30-339 


P 


8006250290* 


SO-339 


P 


8006260183 


50-33B 


F 


B0062601S3 


30-330 


F 


BOQ626Q1B4* 


30-338 


F 


8006260184* 


SO-33B 


F 


8006270236 


30-339 


B 


B006270241* 


50-339 


B 


8006270263 


90-338 


B 


800627026SO 


30-339 


B 


8006270270 


80-339 


B 


8006270275* 


30-339 


B 


8006270279 


30-280 


B 


8006270287* 


3Q-2BO 


B 


8006270292 


50-281 


B 


B006270294* 


90-2BQ 


8 


8006270302* 


30-281 


8 


8006270310 


80-330 


S 


8006270315* 


30-338 


S 


3006300233 


50-280 


Q 


0006300235 


50-230 


Q 


8006300233 


50-280 


a 


3006300339 


30-280 


a 


8006300253 


30-280 





8006300393 


30-280 


a 


8006300253 


30-280 


a 


8006300349 


90-280 





BOQ630034? 


50-280 


a 


800630034? 


90-280 


a 


8006300388 


30-280 


p 


0006300368 


90-280 


p 


B0063003BB 


50-280 


p 


8006300388 


90-280 


p 


B006300456 


50-800 


p 


8006300496 


30-280 


p 


8006300496 


30-250 


p 


8006300S01 


30-339 


p 


8006300307* 


50-339 


p 



AUTHOR 
AFFILIATICJ1J 


ACCESS I ON 
NUMBER 


SUBJECT 
CATEGORY 




800630050?* 


50-339 P 




8006300313* 


3O-339 P 




R006300673 


90-2BO Q 




BOO 630067 3 


50-280 Q 


Virginia Tech 


BOO6270O3B 


NUREO 


Virginia, State of 


3006110060 


PR 




8006 1 70823 


PRH 


Virginia. Univ of 


8006300102 


MWREO 


W A WaJiler 1 Associates, Inc 


B006160233 


WASTE MOT 




8006160229"- 


HASTE MOT 


Walter Kitfde ', Co , Inc - fenual, Inc 


300617O7BI 


PR 


Washington Public Power Supply System 


Q006O30464 


SO -460 A 




80O6O50358 


SO -460 A 




S006050S40 


50-397 A 




8006O604BO 


SO-3?7 d 




8006090404* 


50-460 Q 




80060?0414 


30-460 Q 




8006110133 


30-397 K 




800611013 1 ?* 


30-397 K 




8006110278 


30-3?7 A 




8006130305 


30-3?7 A 




BOO6170141* 


PRM 




BOO6 170157' 


PRM 




80061 70SO? 


30-377 K 




8006240404 


30-397 F 




800624O40B* 


SO -397 F 




B00ii240ai3 


SO -397 F 




B006240413* 


SO -377 F 




6006240118* 


30-397 F 




8006240418* 


SO -377 F 




8006370324 


50-460 F 




BQ0627O3Q6* 


SO-4&0 F 




BOO 6300331 


50-377 h 


Washington State Univ 


8006060311 


50-27 P 


Waihlngton Univ 


80O6250D9D* 


CDNTRACT 


Wtscheiter Countgi MV 


8006120403 


FOIA 




B00609O005 
B00609000S 


SO-443 
30-440 




80060?O007 


50-443 




8006090007 


80-449 


WMt Virginia Univ 


0006039341 


50-129 U 


Htitern Nuclear. Inc (subs of Phelps 


B00603OB4O 


40-1162 


Dodgt Corp ) 








80061 100B8 


40-1 163 




3006240303 


1O- 1 162 




8006240306* 


40-1 162 


W*tinghoui Electric Corp 


30032B0527 


30-282 P 




9009120001 


71-3450 




8005120019* 


71-5450 




3006040223 


TOPREP 




8006060150 


PR 




80O6060372 


TOPREP 




90O6090179 


KPORTUIC 




80O6 120253 


XPORTLIC 




8006120298* 


XPdRTLIC 




800612:0349 


30-443 A 




800613:0404 


50-3 P 




8006 1 20439 


XPORTLIC 




80061 S044B 


XPORTLIC 




80061204464 


XPORTLIC 




800612044? 


XPORTLIC 




8006130450* 


XPORTL1C 




8006120433 


70-2343 




B006120532 


XPORTLIC 




8006 13 0320 


TOPREP 




B00616O2I7 


70-&73 




B00617O33B 


TDPREP 




G00617O36O!> 


TDPREP 




B00617O466* 


30-34-7 P 




B 006100002* 


70-11 SI 




B 006 180404* 


SO-393 3 




SOD61BO54O 


RES 




GD0619ai39 


70-1143 




eoo620aoo7 


70-f 151 




B 0062001 01 


70-698 




H00620O107* 


70-698 




aooAsooiao 


70-1143 




e00620O57& 


70-1143 




B00620O591 


70-2909 




B 00620 0392 


70-1143 




B00633O304 


70-1143 




B00623O30B* 


70-1143 




B006240lOl3t 


QA999 




B 00625 0021 


70-1151 




B 004230030 


70-1191 
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AUTHOR 
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B006250I17* 


QA999 






QOOiHtOOlO 


XPORTLIC 






B0062600fl4 


XPORTLIC 




West tria^iouse Electric Carp , Nuclear 


BOOS120006* 


71-3450 




Energy Systems 










B005120009* 


71-9430 






BOOS 12001 4* 


71-5450 






B006050032* 


50-244 


3 




BD06090396* 


30-280 


Q 


Wo t Inijhouse Electric Corp , PUR Systems 


SOD6040087 


XPDRTLIC 




Dlv 










B006160I27 


TQPREP 






B00617066i 


TQPREP 






B0062S0162 


70-2909 






B006300017 


70-1131 






8006300292 


70-llSt 




Ueitinghouse Qpepatitij PUnts Quiners 


S006030596 


NUREO 




Oraup 








Hidoff, Diager. Stllouiti I AdUr 


8006060388 


50-289 







B006120QB3 


30-2S9 







80061 20330 


30-2B9 







8006120335 


50-289 







B006160151 


30-209 







B00619062B 


SO-2B9 





William Pouell CD 


B00&060213 


QA999 




Wiico-iutn Electric Poiaer Co 


B006030344 


30-266 


P 




8006030344 


30-266 


P 




B006040060 


50-266 


P 




B006050034 


30-266 


Q 




BOQ6050034 


30-266 


Q 




B006110129 


30-266 


P 




8006110129 


50-366 


P 




BOOM 101 49 


30-266 


8 




BD06110161* 


90-266 


B 




8006110271 


50-266 


V 




BOOt 110271 


50-266 


V 




8006110279 


50-266 


P 




9006160092 


30-301 


Q 




B006 170399 


30-266 







8006170473 


30-266 


R 




B006 170477* 


30-266 


R 




B0061 70477* 


30-266 


R 




800618053B* 


50-266 


P 




8006190690 


50-266 


a 




B006190650 


30-266 


Q 




8006200460 


50-266 


P 




B006200547* 


30-266 


Q 




8006200547* 


SO-266 


Q 




8006230110 


30-273 


A 




B006300262 


90-266 


a 




8006300262 


30-366 


Q 




B006300452 


30-266 


F 


Uliconsln Public Service Corp 


8006160093 


90-303 


R 




8006160099* 


30-309 


R 




B006 170426 


30-303 


P 




8Q06200465 


BO-305 


S 




8006300469* 


30-303 


8 




006200473* 


30-303 


S 




BQD624029? 


50-303 


a. 




8006B40493 


50-309 


p 



AUTHOR 
AFFILIATION 


Accession 

NUMBER 


SUBJECT 
CAT EGOS' 


f 




B0062501B9 


50-303 


a 


Wiaeonttn 's Environmental Decade 


Boo603oaa9 


50-266 





Wistonslrii State of 


S0061 60094 


30-409 


D 




0006330049* 


CONTRACT 






8006260193 


30-409 


D 


Wlie, W C 


8006240137 


30-230 


M 


Wolverine Electric Cooperative 


0006170407* 


90-341 


I 


Wooduard-C lyde ConsMltants< Inc 


8006110039* 


50-361 







3006110041* 


30-361 







8006180936* 


50-3 


R 


Woriham, Forsythe >J Sampels 


BO06050S6U 


80-445 


M 




B006 110302 


30-445 


M 


Uijamlng Mineral Corp 


8006030164 


40-asoa 






8006090168* 


40-8502 






8006050172* 


40-B90B 






8006050414 


40-B902 






B006Q5044B* 


40-BS02 






8006060431 


40-B30S 






B006Q9000B 


40-0902 






B006090075 


PR 






6006120163 . 


40-BSOB 






B006120173* 


40-BSOZ 






0006120191 


PR 






BOO&1B02B2 


40-8302 




Wyoming Outdoor Council 


0006340451 


40-1162 






8006240439* 


40-1162 




Wg tuning, State of 


9006040096 


40-1162 






8006040297 


40-1162 






0006060153 


40-B743 






B006 120304 


40-SS02 






BQ06170793 


40-1 US 






8006 190031 


40-834B 






B006230111 


40-9302 






80063001 IB 


40-9302 






6006300660 


40-1162 




Yale Univ 


Q0061 10491 


PR 




Vanliee Atomic Electric Co 


8006030029 


30-a? 


P 




Q006030367 


30-29 


P 




8006050293 


30-29 


a 




80o;osoaB3 


80-29 


Q 




800tOSOaQ3 


50-29 


a 




B006060469 


90-29 


a 




BOO&060469 


30-B9 







B0060i0469 


80-29 


a 




0006060803 


30-29 


a 




80060605060 


80-29 


Q 




B006090B60 


30-29 


p 




8006090490 


30-B71 


a 




Q0061100K?* 


80-871 


a 




B0061 10177 


30-29 


p 




BOOM 10107* 


90-29 


p 




0006170236 


30-29 


p 




B006 170636 


80-29 


R 




B006 17063011 


30-29 


R 




8006230376 


30-29 


F 




000&S40S90 


30-29 


a 


York, PA 


3006120322* 


SO-2B9 


F 


Zlrnmir Area Cltiitn* - Zimmer Area 


0006060371 


30-3SB 


a 



Citiitnt of KV 



B006 130021 



SQ-33fl 



The subject category column in this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 60-320 P. The docket subject 
categories are defined In Appendix A. 

Subject categories for nondocketed items are also entered 
In this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed In the Contents 



An asterisk following the accession number in this index 
Indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
index entitled "Cross Reference of Enclosures to Principal 
Documents." 



REPORT 
NUMBER 


ACCESSION 
NUMBER 


SUBJECT 
CATEOORV 


OTHER REPORT 
NUMBER 


BOO6260009 
0006960019 
B006260020 
8006260029 
BOO6260031 


0006260009 
BQO6260013 
B00626002Q 
8006260025 

0006240031 


50-893 
RE8 
RES 
RES 
RES 


P EOO-CAAP-8136 
EOO-TFBP-3069 

EOO-OEMI-9121 
BNL-NUREO-27B17 
EOQ-CAAP-9114 


BOO626003S 
90062*0037 
000636003? 
0006260042 
0006260046 


0006260039 
BD06260D37 

0006260039 
8006260043 
8006260016 


RES 

REB 
REB 
RE3 
RES 


EOQ-CAAP-9162 
E8Q-LOFT-8163 

EOtt-BEMI-9047 
EOO-BEMI-S090 
EOD-BEMI-9099 


BOOA26Q423 
B00627Q07B 
8006300171 
8006300163 
8006300189 


8006260425 
8006370078 
BOO63Q0171 
8006300183 
BOO6300189 


RES 
REB 
RES 
RES 
RES 


ORHL/HABRD-78 


3006300204 
B006300211 
8006300219 
80063002 IB 
8006300234 


BO06300204 
0006300211 
BO06300219 
B006300218 
8006300234 


RES 
REB 
RES 
RES 
REB 




9006300298 
B006300301 
B006300499 
B006300900 
0006300974 


0006300298 
BO06300301 
0006300499 
B006300900 
B006300974 


REO 
REB 
REO 
RCB 
90-269 


UC-70 

LO-00-79-10B 
EEO-CAAP-9134 
ORNL/HABRD-7B 
P EQU-EA-B1A4 


0006300998 
01A0622 Rl 
81AQ623 Rl 
AIF/NEOP-01B 
ANLyRAB/UWR BO-a 


B006300S90 
8006 1BO 100* 
80061B0101 
8006270033* 
8006040093 


REB 
90-282 

90-202 
PR 
ORO 


ORNL/FTR-S43 
P 
P 


BAH- 1067 
BAH-301 
BAH-3B1 
BAH-3B1 RIO 
RAM-Set Rll 


8006110083* 
SOO61BQ16B* 
8006100169* 
8006300169* 

0006230211* 


30-302 
70-824 
70-B24 
70-B24 
7O-B24 


P 


BAH-301 R12 
BAH-3B1 R6 
CEN-122CFJ 
CEN-123<F-NP PT1 
CEN~12a<Ft-NP PTS 


000627007 1* 
00062001 72 
B006Q60319* 
B006Q60321* 
0006060386* 


70-B24 
70-824 
90-339 
90-333 
80-335 


16514 

P 
P 

P 


CEN-123<Ft-NP PT3 
CEN-12A(F)-NP 
CEN-129<H)~NP 
CEN-13KM1-NP 
DOE/NE-0003/1 


0006060329* 
80060603 IS" 
8006200426* 
8006.20042B* 
80061 602 14 


90-335 
30-339 
30-309 
30-309 
ORO 


P 
P 

F 
P 


DQe/NE-0003/2 
DOe/NE-0003/3 
DQE/NE-0003/4 
DQE/NE-0003/3 
DOE/NE-0003/6 


8006 1602 IS* 
S006 160221* 
0006160222* 
3006160236* 
0006160220* 


ORO 
ORO 
ORQ 
ORO 
ORO 




DOE/NG~0003/7 
EOO 11 83-4 139 
F-C8199-1 
F-C9187-Z 
F-C9139-3 


8006160230* 
0006130040* 
6006030040* 
B006030043* 
6006030047* 


ORO 
30-266 
30-293 
30-293 
30-293 


P UCfiU-19106 

F 
F 
F 



REPORT 
NUMBER 


ACCESSION 
NUMBER 
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OTHER REPORT 
NUMBER 


0006020130 
0006030141 
8004030144 
0006020184 
8006020189 


0006020 13B 
0006020141 
8006020144 
0006020104 
0006020 1B9 


RES 
RES 
RES 
RES 
RES 


LTR 1111-62 
LTR LO-B7-BO-13 
LTR 1111-69 
LO-B7-BO-130 

KG BO-03-03-LH 


B006020491 
0006020903 
B006020939 
0006020946 
8004020332 


8004020481 
0006020903 
8006020939 
0006020946 
6004020332 


RES 
RES 
REB 
RES 
RES 


LTH 20-69 
LO-B7-79-12P 

E08-EA-5130 
YBR-S'T-flO 
EOS-CAAP-5HO 


0006020961 
000602096B 
0006120193 
B006 120247 
0006120903 


0006020961 
8006080960 
0006120193 
B006 120247 
8006120903 


REB 
RES 
RES 
RES 
90-324 P 


LO-OO-fl 114 
LTR-141-11B 

EOO-Ert-3109 


0006130360 
8006130383 
8006 130390 
B006 130393 
8006160174 


8006130360 
80061303B3 
8006130390 
8006130393 
8006160174 


RES 
REO 
REB 
REB 
REB 


ORNL/EO/EI8-12B 
GRNL./MCD/NEEB-0 

OR ML/COD/ INF -80 


8006 170330 
8006170705 
0006170708 
8006170716 
8006170721 


8006170330 
8006170709 
8006170700 
8006170716 
8006170721 


REB 
RES 

REB 
RES 
REB 




8006160026 
0006180030 
0006100097 

0006180261 
8006180267 


8006 100026 
8006100038 
80061S0097 
8006180261 

8006180267 


REB 
REB 
RES 
RES 

REB 


eOO-CAAP-3152 
E90-TFBP-3146. 
EOD-8EH1-3137 
BNL-NUREQ-2629? 


0006100306 
8006180340 
8006190043 
8006190060 
B006 190070 


8006180306 
8006180940 
8006190043 
8006190060 
8006190070 


RES 
REO 
RES 
REB 
REB 


EQQ-SEMI-3139 

OftNL/EB/ElB-ia9 
QRNL/ED^EAB-QOV 
BML-NUR EO-27SB1 


B006 190079 
B0061906BS 
0006200014 
8006200017 
0006300021 


8006170079 
B006 190603 
B00620001 4 
0006200017 
0006200021 


REB 

RES 
RES 
REB 
RES 


BNL-NUREO-275BO 
E0Q-CDAP-3149 
BNL.-NUHEO-27361 

ORNL/HAORD-79 


0006200022 
0006200023 
0006200025 
B006200026 
B006200027 


BD06200022 
0006200023 
8006300023 
0006200026 
B006200027 


RES 
RES 
RES 
REB 
RES 


ORNL/HAflRD-ao 


0006200031 
000620004 1 
0006200047 
8006230096 
000629033B 


0006200031 
0006200041 
0006200047 
0006230096 

0006290338 


REB 
RES 
9O-290 F 

RES 
RES 


EOQ/TFBP-3024. 

EOO-EA-9194 


0006290342 
8006290349 
8006290349 
8006290398 
S006260004 


0006290342 
8006290349 
0006290349 
B006290352 
8006260004 


RES 
RES 
RES 
RES 
90-299 P 


ORNU/HA.8RD-77 

EOB-EA-3167 



399 



400 



REPORT NUMBER INDEX 



REPORT 
NUMBER 


ACCESS I OH 
NUMBER 


SUBJECT 
CATEGORY 


OTHER REPORT 
NUMBER 


QEK-72aB 1 
NAC-E-801 
NEDO-lOCat-a VI 
NEDD-100B4-2 V2 
NEDO-U277 


B006060S90B 

aooiuoiay* 

S0060i007'1* 
B006060078" 
B006130015* 


30-333 Q 
71-669B 
71-9001 
71-9001 
70- i 007 


16397 
16333 

74NED7 


NeDO-24a3<? 
NEDD-24299 
NFS- 1001 
NUREQ-0254 
NUREQ-0256 


S0060E0243* 
B006a600BB 
G006D40S21* 
9006300599 
8006370060 


50-325 P 
TGPREP 
30-269 P 
50-369 D 
NUREO 


SONEQ39S 
NRC-13 


NUREQ-Q2B2 

WJREO-O2B5 
KUnEG-Q2S6 

NUREO-0303 

NUREC-0307 


eooiaooioa 

B0062700AO 
&006300130 
8006300 122 
B006270097 


NUFIEO 
30-322 
NUREQ 
NUREO 
NUREO 


NRC-3 


NUREO -0380 
NUHEO- 0322 
NUREC-0347 Bl 
NUHEC-03BO V4 HDS 
NUREO -042B B3 


B004300091 
8006270096 
800 63 00 59 5 
BOOfilAOUa 
B0061B0049 


NUREO 
NUfiEO 
50-566 E 
NUREO 
50-369 E 




HUREO-0435 VI NQ4 
NUHEB-0442 
NUREO-047B 
NUREO-04B4 Rl 
NUREO-04'M 


S00626D434 
B006300027 
B0060203S9 
0006090523 
B00t270093 


NUREO 
NUREO 
9Q-a06 P 
NUREO 
4Q-B6BI 




NUREO-066O VI 
NUREO-066B 
NUREO-066B 
NUREO-O&AB 
NUREO-0674 


B006040101 
B006300347 
6006300296 
8006270003 
B006SOOS97 


NUREO 
NUREO 
NUREO 
NUREO 
NUREO 




NUREO-0680 
NUREO-06B1 
NUREG-OAS6 
NUREG-Q694 
NUREO-0695 


SDOA260060* 
B006300187 

eootiioifle* 

B006EOOOS4 
B006260423 


30-2B9 P 
30-320 P 
30-10 D 
NUREO 
70-130B 




NUREO-73/QS7 03 9 6 
NUREO/CP-OQll 
NUREO/CR-03BB 
NUREO/CR-0&41 
fWREO/Cfl-0672 VI 


80040901 It 
8006240099 
Q00626003B 
B006090314 
S006250171 


NUREO 
PR 
NUREO 
NUREO 
NUHEC 


P8RP-3 t 6 R2 

PNL-B709 
SAND78-8034 


NUREO/CR-0908 
NUREO/CR-OB29 
NUREO/CR-Q849 VI 
NUREO/CR-OS49 VA 

Nuneo/cR-0930 va 


6006020537 
B006S70362 
B006B60033 
30060*0098 
800637039B 


NUREO 
NUREO 
NUREO 
NUREO 
NUREO 


PNL-2793 
PML-30ai 
UCRL-33715-79-1 
UCRL-SS7 13-79-4 
UCRL./S363B 


NUREO/CH-1017 

NUREC/CH-1Q21 
NUflEO/CH-1077 
NUREO /CR-IO78 
NUREO/CR-IOBQ 


8006200534 
8006200532 
8006270022 
B0062&0431 
B006270015 


NUflEO 
NUflEO 
NUREO 
NUREO 
NUHEO 


W.M-2691 
PNU-3108 
PNU-3186 

EOO-20Q3 


MURE* /CR- 1091 
NUREOVCR-1092 
NURE9/CR-1111 
KUREOYCH-llH 
NUHEO/CR-1120 


8006270031 
8006300071 
B0062700&9 
8006260236 
8006300034 


NUREO 
NUREO 
NUREO 
NUREO 

NUHEO 


ORNU/NUREO/TM-a 
DRNL/NUREO/TM-3 
ORNL/NUREO/TM-3 
SAND79-2060 


NURte/CR-1120 wa 

NUREO/CR-I133 WP 
KUREa/CR-1135 
NUREO/CR-1139 
NUREO/CR-1 143 


8006170164 
8006300032 
8006120469 
B00627001? 
8006270430 


NUREO 
40-663 

NUREO 
NUREO 
NUREO 


ANL/E8-81 
DRNL-NUBEO/TM-3 
PNL-3207 


NUREB/CR-1154 VI HOZ 
NUREO/CR-I1S4 VI N02 
NUREO /CR-11S8 
NUREO/CR-1206 
NURE8/CR-1H17 


B00620060B 
8006270033 
B006270044 
6006300 187 
6006270038 


NUREO 
NUREO 
NUREO 
NUREO 
NUREO 


OEAP-21304-14 
CEAP-21304-14 

H6DL-TME 79-31 



NUREO/CR-1229 



flnnta*00*t NUREO 



fiDNl./NUREO/N8IC 



REPORT 
NUMQER 


ACCE8SIUN 
NUMBER 


SUBJECT 
CATEQCF! 1 


OTHER REPORT 
V NUMQER 


NUREO/CR-1S31 
NUREG/CR-1337 
NUHEO/CR-1239 
NUREO/CR-1242 


B0062?0002 
B0062Q0998 
3006200519 
6006300085 


NUREO 
NUREO 
NUREO 
NUREO 


90ND79-2143 
DRNL/NUF1EO/TM-2 
ORNL/NUtlEO/TM-3 


NUREO/CR-1243 
NUREO /CR- 1263 
NUREO/CR-1264 
NUREO /CR- 1276. 
NUREO/CR-12B3 


B006300069 
Q006270344 
8006260049 
8006200SBB 
8006260043 


NUREO 
NUREO 
NUREO 
NUREO 
NUREO 


QRNL/NUFIEO/TM-3 

BMI-2041 
ORNL/NUF1EO/TDMC 
PNI.-3269 


NUREO/CR-12B7 
NUREO/CR-1303 
NUREO/CR-131S 
NUREO/CR-1321 
NUREO/CR-1331 


8006160141 
8006200331 
0006300198 
8006040006 
8006270049 


NUF1EO 
NUREO 
NUREO 
NUREO 
NUREO 


9AND7B-2411 
ORNL/NUHEO/TM-3 
UCRL-92740 
SAND 80-0394 
EOO-EA-9079 


NUREO /CR- 1343 
NimeO/CR-1334 
NUREO/CR-1363 VI 
KUREO/CR-IS^ V2 
NUREO/CR-1363 V2 0-Y 


8006230011 
B006270073 
8006300506 
8006300914* 
B0063009200 


NUREO 
NUREO 
NUREO 
NUREO 
NUfiEO 


SAND80-0376 
UFL/COEL/TR/03B 
EOO-EA-B129 
EOO-EA-9129 
EOO-EA-S123 


NUREO/CR-136Q 
NUREO/CR-1367 
NUREO/CR-13B9 
NUREO/CR-1390 
NUREO/CR-1392 


UOU6S00346 
8006270349 
8006200363 
8006200393 
8006040081 


NUREO 
NUREO 
NUFIEO 
NUREO 
NUREO 


SAND80-7093 
9AND80-7034 

BMI-2049 


NUREO/CR-1397 
NUREO/CR-1413 
NUREO/CR-142B 
NUREO/CR-lia9 
NUREO /CR- 1430 


B006200935 
8006260043 
8006120476 
8006200983 
8006200342 


NUFIEO 
NUHEO 
NUREO 
NUREO 
NUREO 


ANL/EB-BB 
ANL-CT-BO-19 

EOO-2033 


NUREO/CR-1446 
NUREO/CR-1432 
NUREO/CR-1455 
NUREO /CR- 1462 
QRNt/OEPA-4 


B006270401 

8006090446 
B006020543 
B006Q90502 
8006300398 


NUREO 
NUREO 
NUREO 
NUREO 
PR 


PNL-3344 

PNL-33Q6 
UC-70 


RIL-090 

BECY-77-aB3A 
8ECY-7B.-142 
SECY-78-363 
BECY-79-03SA 


8006890369 
800603011 B 
8006020323. 
8006090436* 
B006020331 


RES 

BECY 
8ECY 
CONTRACT 
SECY 




SEcv-eo-iaac 

8ECY-BO-132D 
BECY-BO-169 
BECY-80-1B2E 
SECV-8Q-202 


B006020232 

9006340034 
B006190127 
8006180132* 

8006200348* 


30-320 
90-320 

BECY 
30-247 
10CPR 


P 

P 

T 


8ECY-BO-2I4 
BECY-BO-21? 
8ECY-80-233 
8ECY-BO-23B 
8ECY-BO-238B 


8006300373 
8006180117 
0006120429 

0006120360 
8D0612046B 


aecv 

8ECY 
SECY 

secv 

BECY 




BECY-BO-247 
8ECY-BO-2A3 
BECY-80-a71A 
8ECV-80-275 
TR-3BB7-1 ADD1 


B006040290 

6006160207 
8006230030* 
B006300399* 
0006160008" 


70-2923 
BECY 

10CFR 
30-367 

30-339 



8 


rac-i 

fTC-0123 
'JCIP-186B4 

dCAP-9638 
MtP-tbba 


8006230260* 
8006020229* 

8006290032* 
8006090396* 

8006030032* 


71-3B4 
Btutt Pn 

30-282 
30-2BO 
30-244 


16316 

>fl 
P 
Q 
8 


HCAP-9726 
XN-30 1,901 
XN-32-01 
XN-601,829 0/M 
(N-NF-79-6(NP) 


B006 170360* 
8006300627* 

6006300623* 
8004300628* 
8006230109* 


TOPREP 
71-6381 
71-6381 
71-6SB1 
TOPREP 


NS-TKA-2261 
16996 
16996 
16396 


'AEC-121i 

rtEC-1217 


8006 110029* 
8006110008* 


30-271 
30-309 


Q IEB-79-01B 

a 



Items listed as enclosures are those Indicated by an asterisk 
following the accession number in the indexes. The second 
column gives the accession number of the principal docu- 
ment under which the enclosure is listed. Knowing the 
accession number of the principal document, the date 
issued, and the category enables locating the title listing of 
the enclosure. 



The subject category column in this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined In Appendix A. 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 



ACCESSION NUMBER 



ACCESSION NUMBER 



ENCLOSURE 


PRINCIPAL 
DOCUMENT 


DATE 
ISSUED 


SUBJECT 

CATEOQfiY 


7903140X13 
7911190247 
80031 0018 1 
B004O10Q06 
80041*0190 


BOOA180016 
7911190148 
8003100176 
8004010004 
B0041601B6 


BO/09/23 
79/10/30 
90/03/03 
80/02/29 
80/03/12 


FOIA 
90-3 P 
10CFR 
30-299 P 
COMMISSION 


8004160193 

B004160196 
9004160200 
90041*0302 
8004160203 


8004 160 186 
9004160186 
8004160186 
9004160186 
8004160186 


BO/03/ IS 
BO/03/12 
BO/03/13 
80/03/12 
80/03/13 


COMMISSION 
COMMISSION 
COMMISSION 
COMMISSION 
COMMISSION 


8004160206 
800414030* 
80041*0313 
80041*0219 

80041*0320 


8004160186 
C004160186 
8004160186 
8004160186 
8004160186 


SO/03/12 
80/03/12 
90/03/12 
BO/03/ 13 
SO/03/12 


comtsvioN 

COMMISSION 
COMMISSION 
COMMISSION 
COMMISSION 


8004330262 
004330870 
6004330977 
8009070019 
8O0907O023 


8004230229 
B00433O339 

8004330229 
8009070013 
SOOW70013 


80/02/21 
80/02/21 
90/03/21 
90/03/24 
80/03/24 


71-9010 
71-9010 
71-9010 
71-9007 
71-9007 


8008070029 
9009070032 
900907O268 
8009070374 
90090702*4 


9009070013 
8009070013 
9009070361 
8009070261 
9009070361 


80/03/34 
80/O3/24 
80/03/17 
80/03/17 
80/03/17 


71-9007 
71-9007 
71-9079 
71-9079 
71-9079 


9009070394 

0009070303 
8009070316 
9009070319 
9009070944 


9009070261 
8009070261 
9009070361 
8009070261 
9009070960 


80/03/17 
80/03/17 
80/03/17 
80/03/17 
80/03/17 


71-9079 
71-9079 
71-9079 
71-9079 
71-9009 


9009080937 
80090900*9 
9009130009 
BO091300O6 
9009130009 


8009080933 
9009090097 
9009130001 
9009120001 
9009120001 


80/04/09 
80/04/19 
80/04/02 
80/04/02 
80/04/02 


71-9019 
40-8027 
71-9490 
71-9490 
71-9490 


8009120014 
9009130018 

9009120192 
9009130916 
9009130917 


9009120001 
9009130001 

8009120181 
8009130912 
8009130912 


80/04/02 
80/04/02 
80/03/17 
80/04/28 
80/04/28 


71-9490 
71-9490 
71-9086 
WASTE HOT 
HASTE NOT 


8009130833 
9009300913 
8005210177 
BOOIH101B7 
9009310303 


009130912 
B0092O0903 
9009210137 
8009210137 
BOO93 10137 


80/04/28 
80/04/28 
80/09/OB 
80/OD/OS 
80/09/09 


WASTE NOT 
COMMISSION 
40-946 T 
90-946 T 
90-946 T 


8009310206 
8009310317 
9009310460 
80093 10461 
8009310469 


8009210137 
8009210137 
80093 10494 
8009210496 
8009210496 


80/09/09 
80/09/09 
80/03/18 
80/03/18 
80/03/18 


90-946 T 
90-946 T 
71-8942 
71-9942 
71-9942 



ENCLOSURE 


PRINCIPAL 
DOCUHENT 


DATE 

IBBUED 


SUBJECT 
CATEGORY 


80032 10469 

8005210472 
8003210475 
B009S10479 
BOQ33104B1 


0009210496 
9009210496 
9009310436 

9009210496 
B003210436 


80/03/18 
BO/03/ IB 
BO/03/1B 
80/Q3/1B 
80/03/18 


71-9942 
71-B942 
71-9743 

71-9942 
71-3943 


0003830002 
0009230116 
B0092302B3 
B0092302BO 

BOOB230283 


0009230071 
9009230109 
8003230247 
0009230274 
0009230276 


00/04/21 
90/04/22 
BO/04/2B 
90/04/13 
80/03/SO 


ACRB 

ACR9 
ACRB 
ACRB 
30-337 P 


8009230341 
BOOB230309 
BOOB23O39S 
B003330966 
BOOS27O090 


0009230330 
0003230363 
9003230394 
0003230360 
9003270043 


DO/04/07 
BO/04/16 
90/04/22 
BO/04/29 
90/04/03 


50-10 
ACRB 
ACRS 
ACRS 
ACRS 


B00327O039 
B009270236 
0009370296 
9003270304 
800987031 


0003270033 
9009270230 
OOOSS70286 
9009270296 
0003270266 


80/04/10 
80/04/24 
80/01/17 
80/01/17 
90/01/17 


ACRS 
ACRS 
40-8434 
40-B434 
40-9434 


6009370342 
9009270349 
900927034B 
9009270331 
B003270B32 


0009270339 
0003270339 
9009270339 
9003270339 
0009270EI16 


80/04/23 
80/04/22 
80/04/22 
80/04/22 
80/03/31 


71-9046 
71-9046 
71-9046 
71-9046 
71-9094 


9003270323 
B009270928 
9003370301 
9009280079 
BO0828O090 


B009270B16 
9009270S16 
9009270070 
9003280076 
0003280066 


80/03/31 
90/03/31 
80/04/23 
90/04/17 
80/04/02 


71-9094 
71-9094 
lOCFfl 
90-437 
ACRS 


B009280473 
9009390070 
9003290075 

9009290093 
BOO32900B7 


0003280439 
9003290066 
OOOB39O066 
9009290066 

9005290066 


80/03/14 
80/04/09 
80/04/09 
80/04/09 
00/04/09 


COMMISSION 
71-9044 
71-9044 
71-9044 
71-9044 


8009290091 
B00929O099 
8009290100 
9003290109 
0003390111 


9009290066 
9009290066 
9003290066 
B009290066 
900B290066 


80/04/09 
BO/04/09 
00/04/09 
00/04/09 
90/04/09 


71-9044 
71-9044 
71-9044 
71-9044 
71-9044 


90092901 IB 
9009290130 
9003290123 
B006020009 
9006020016 


9009290066 
D009290066 
B00539O066 
9006020006 
9006020013 


BO/04/09 
00/04/09 
00/04/09 
80/09/14 
BO/04/26 


71-9044 
71-9044 
71-9044 

Stt Prog 
90-494 


9006020021 
B00603O024 
0006020037 
9006020039 
0006020043 


90060200 18 
8006020020 
9006020034 
00060200B2 
9006020099 


00/09/09 
80/04/36 
80/04/09 
80/09/13 
80/04/36 


90-334 
90-946 Q 
40-8693 
90-460 S 
90-946 Q 



401 



CROSS REFERENCE OF ENCLOSURES OF 
PRINCIPAL DOCUMENTS 



ACCESSION NUMBER 



ACCESSION NUMBER 



ENCLOSURE 


PRINCIPAL 
DOCUMSNT 


DATE 
ISSUED 


SUBJECT 
CATEGORY 


8006020064 
B00602O073 

800602OD76 
8006020077 
B0060200Q1 


8006020063 
B006030069 
BOOA020072 
8006020070 
BOOi02007B 


BO/03/21 

80/04/26 
BO/03/03 
BO/04/26 
90/09/03 


30-331 Q 
30-946 Q 
30-333 
SO-249 
50-333 Q 


0006020084 
80060200B9 
B0060200SB 
0006020039 
6006020092 


B0060200BO 
0006030072 
8006020072 
0006020092 
BOQ602O072 


GO/04/26 
BO/09/03 
00/09/03 
80/04/S6 
BO/09/03 


30-330 Q 
SO-333 
30-333 
30-369 Q 
80-333 Q 


B006020116 
80060201 3B 
8006OS0171 
3006020180 
B006O201B3 


8006020110 

S006020130 
8006O2016S 
9006030176 
B00603017B 


80/09/29 

SO/04/30 
90/03/37 
BO/04/09 

80/09/28 


30-353 
30-398 
30-273 A 
30-219 a 
30-387 P 


6006030192 

BO06O2OS01 
B00602020S 
S006020208 
S00602O210 


0004020 IBS 
B00602019S 
8006020193 
B00602019B 
8006030199 


BO/04/23 
00/09/23 
00/05/23 
80/03/07 
80/09/33 


90-284 Q 
90-289 P 
90-289 P 
OEM TEC IB 
90-289 P 


8006020211 
8006020229 

B0060B0229 
8006020337 
8006020243 


8006020203 

300402023* 
3006020221 
8006020230 
3006020230 


BO/03/21 
80/09/ai 
BO/09/S7 
BO/09/93 
80/09/33 


90-213 P 
Btatt Pro) 
30-309 H 
30-333 P 
90-323 P 


9004020239 
8006020366 
BQ0602Q303 
8006020318 
3006020343 


B006020293 
8006020264 
B006020299 
B00602030B 
8006020341 


00/04/11 

BO/04/ 1 1 
80/09/27 
80/03/87 
BO/09/3B 


30-387 
30-230 Q 

30-320 R 
90-333 S 
30-287 S 


8006O20349 
8006020361 
B006O20363 
B00602Q370 
8006020377 


B006020347 

6006020335 
8006020393 
8006020367 
B006020372 


00/03/30 
BO/03/S7 
00/09/81 
QO/03/B7 
80/09/27 


30-293 P 
80-333 9 
90-334 B 
30-333 9 
90-333 8 


5004020362 
B004O203B9 
B006O203B7 
8006020393 
B006O20396 


8004020380 
8004020379 
BOO60203B3 
0004020386 
8004020391 


80/09/20 
BO/09/B3 
00/09/37 
80/03/23 
80/08/27 


30-387 D 
90-171 H 

90-333 fl 
30-336 fl 
30-333 S 


B004020417 
B004020440 
8004020443 
B006020443 
8006020936 


8004020412 
B006020439 
80O60S0439 
B006020439 
B0040a0319 


80/03/27 
80/03/16 
BO/03/16 
00/09/16 
70/01/25 


90-333 S 

90-aai e 

30-281 P 
30-281 P 

CONTRACT 


8006020330 
0006030934 
B006020994 
8006020997 
8004030939 


0004030533 
8006030927 

8006020947 
6006020931 
8006020947 


78/03/09 
00/09/19 

BO/09/23 
80/05/20 
80/09/23 


SCCY 
30-128 
30-206 P 
70-S7 
90-806 P 


6006020366 
8006020979 
9004020979 
80060203B9 
B0060SO614 


B006020947 
8006030973 
B0060M874 
8006020982 
B0060B0994 


BO/OB/23 
80/04/14 
80/03/09 
BO/09/20 
BO/09/14 


30-806 P 
90-324 Q 
71-388 
71-7096 
HIBC 


9006030008 
8006030007 
B006030012 
8006030014 
8004030022 


Q006030003 
8006030003 
8006030009 
B00603Q009 
0006030019 


80/03/30 
BO/03/30 
00/03/22 
80/09/22 
SO/04/ IB 


90-416 K 
90-416 K 
30-319 P 
30-319 P 
71-9030 


9006030035 
3006030029 
8004030031 
8006030033 
B004 030037 


8006030019 
3006030084 
8006030019 
8006030033 
B006030034 


00/04/18 
BO/04/16 
80/04/16 
BO/03/20 
80/04/21 


71-9030 
70-371 
71-9030 
71-9094 
71-9048 


6006030040 
S006030041 
S006030048 
B004030043 
B006030044 


9006030036 
8006030034 
800603003? 
B006030036 
9006030034 


80/03/29 
BO/04/21 
79/tl/01 
BO/03/29 
80/04/21 


90-393 F 
71-9049 
CONTRACT 
30-293 F 
71-9049 


8006030047 
8006030048 

B00603004? 
0006030093 
8006030063 


6006030036 
8006030034 
B006030046 
Q00603009S 
Q006030099 


80/03/29 
8X1/04/21 
80/03/12 
00/09/16 
90/03/14 


90-293 F 
71-9049 
CONTRACT 
CONTRACT 
XPMTLIC 


800603006S 
8004030078 

8006030073 
0006030083 
BOQ60300B8 


8006030064 
8006030062 
8006030066 
8006030081 

S00603007B 


80/03/14 
BO/03/30 
00/03/14 
80/03/21 
SO/04/21 


90-364 
90-10 P 
30-364 Q 
30-346 Q 
30-302 a 



ENCLOSURE 


PRINCIPAL 

DOCUMENT 


DATE 
ISSUED 


SUBJECT 
CATEGORY 


0006030090 


9006030086 


80/04/16 


90-311 


a 


BOOA0301CU 


Q006030093 


00/04/17 


90-328 


0. 


B0060301Q9 


BOO60301O6 


BO/04/S2 


90-309 


a 


8006030110 


B006030103 


BO/09/01 


30-29 


a 


8006030120 


0006O3011B 


77/06/17 


SECY 




8006030146 


9006030141 


80/05/07 


70-29 




8006O30161 


8006030132 


BO/09/O9 


71-9094 




0006030163 


0006030133 


BO/09/19 


OA999 




90060301 63 


8004030155 


90/09/19 


OA999 




8006030164 


3006030193 


80/09/07 


71-9094 




9006030166 


0006030159 


BO/09/19 


OA999 




8006030167 


8006030199 


80/03/19 


OA999 




8006030183 


8006030178 


80/08/30 


30-309 


a 


BO060M1B8 


8006030 184 


BO/03/13 


90-271 


H 


8006030191 


B004Q301BB 


BO/09/30 


30-313 


T 


8006030334 


8006030219 


80/03/30 


90-320 





006030323 


9006030310 


BO/04/16 


30-4S8 


a 


BOOtOaoaa? 


9006030283 


BO/09/27 


90-416 


c 


8006030333 


8006030219 


80/08/30 


90-320 





UOO603O243 


8006030240 


80/03/OB 


40-1142 




9006030362 


B004030236 


BO/09/10 


90-334 





0006030364 


8006030296 


80/09/10 


90-334 


a 


8006030246 


8006030286 


80/03/10 


90-334 


a 


8006030268 


8006030296 


80/03/10 


90-334 


a 


SO06Q3029B 


B004030297 


00/09/37 


90-33 1 


8 


0006030301 


0006030300 


80/09/36 


90-319 


P 


8006030304 


8006030303 


BO/09/S9 


90-302 


a 


8006030313 


BO040W3M 


00/09/37 


90-344 


fl 


8006030326 


6004030333 


BO/04/01 


90-303 


p 


0006030327 


8006030339 


80/09/27 


9O-320 


p 


8006030388 


8004030354 


90/03/2* 


90-344 


p 


8006030333 


B004030331 


BO/09/27 


30-334 


8 


9006030333 


0004030329 


80/09/30 


30-271 


B 


8006030347 


8006030394 


Bo/os/20 


90-244 


P 


8006030348 


BO06030336 


00/09/30 


30-200 


a 


8006030349 


0006030340 


80/09/27 


90-237 


8 


8004030396 


8004030334 


00/09/30 


30- WO 


8 


8006030347 


0006030368 


00/09/38 


90-309 


ft 


B006Q30376 


0004030374 


80/03/27 


90-384 


Q 


B006030377 


0004030373 


80/09/33 


50-344 


8 


8006030379 


B004030344 


BO/09/27 


90-237 


B 


BD04Q30397 


B004030341 


80/09/30 


90-312 


8 


0006030390 


0004030393 


80/03/37 


30-380 


B 


8004030399 


8004030399 


00/09/30 


90-184 


8 


3006030400 


0004030394 


00/09/20 


30-237 


8 


B0040304DB 


0004030397 


BO/09/27 


9O-3S7 


S 


0006030419 


8004030404 


90/03/29 


90-334 


8 


6006030433 


B004030413 


00/09/32 


80-331 


B 


B006030434 


8004030430 


BO/03/S9 


90-204 


B 


0006030436 


8006030430 


80/09/28 


90-206 


8 


8006030441 


8006030899 


BO/09/27 


90-331 


B 


B006030449 


0004030439 


00/09/23 


90-344 


S 


0006030447 


8004030427 


80/03/38 


90-327 


8 


B004030449 


8004030443 


80/03/21 


90-339 


B 


0004030490 


0004030444 


80/09/23 


90-219 


8 


0006030492 


80040304.42 


80/03/09 


90-239 


B 


80060304 8* 


B0040304D4 


B0/09/S1 


K>~fl5I 


S 


9004030460 


0004030493 


80/03/29 


90-337 


8 


0006030462 


BOD4030436 


80/09/89 


90-321 


S 


8004030443 


8006030497 


00/09/89 


90-327 


B 


8004030472 


0004030465 


00/08 / 


90-320 


B 


B004030473 


0004030467 


80/03/87 


90-331 


B 


8006030479 


0006030470 


80/09/27 


80-334 


P 


8004030476 


8004030474 


oo/09/ao 


9O-334 


P 


B00603O490 


0004030400 


80/09/K7 


90-S27 


B 


B006030900 


0004030493 


80/09/99 


90-302 


B 


8006030306 


8004030497 


80/09/33 


SO-WS 


9 


B004030S08 


0006030903 


80/03/89 


90-302 


8 


0006030311 


8004030498 


80/04/32 


90-B1B 


a 


8006030017 


8006030913 


80/03/39 


90-80* 


B 


B004030SJB 


8004030910 


80/09/30 


9Q-313 


& 


8006030934 


BOQ6030919 


BO/04/ 10 


90-S98 


a 


B006030S99 


0004030952 


00/03/09 


90-344 





8006030572 


8004030M2 


80/03/09 


30-344 





0006030985 


BQQ6030B81 


BO/04/31 


90-424 


a 


8006030993 


0006030993 


80/04/31 


90-390 


a 


BIW40304W 


8004030402 


80/03/21 


9O-833 


a 


8006030606 


B006Q30602 


80/09/21 


90-893 


a 


8006030608 


0006030602 


80/03/21 


30-993 


a 


0006030612 


8006030610 


BO/04/22 


9O-277 


a 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 



403 



ACCESSION WHBER 



ACCESS I ON NUMDER 



ENCLOSURE 


PRINCIPAL 

DOCUMENT 


DATE 
ISSUED 


SUBJECT 
CATEOOfiV 


8004030413 
BOQ4Q4Q004 
BOO6O4OQ05 
8006040006 
BO06O40010 


BO06030396 
8006040001 
OO06O40001 

8004040001 
8OO6040001 


80/04/07 
00/09/14 
BO/09/ 14 
BO/09/14 
SO/OS/ 14 


NUREO 
OA999 
OA999 
QA999 
QA999 


8006040021 
8006040029 
8OO6O4O039 
8006040031 
8006040032 


BOO6D40013 
aO06040013 
8006040026 
8OO6O400S6 
B006040030 


BO/ O9/19 
BO/OS/ 19 
BO/OS/ 16 
BO/OS/16 
BO/09/13 


90-290 a 
50-250 a 
90-409 
50-409 
71-9001 


8006040033 
8006040039 
8006040037 
BOO6Q4O039 
6006040096 


BO06040026 
BOO6040030 
BO06040030 
B006040030 
BOO6040094 


80/03/16 
80/09/13 
80/09/13 
80/09/13 
80/09/16 


30-409 
71-9001 
71-9001 
71-9001 
71-139 


BOO60400B9 
BO0604O067 
B006040070 
0006040073 
BO0604007B 


BOO6O40099 
8006040064 
0006040064 
8006040064 
BOO6O40O64 


80/O4/18 
BO/04/SS 
80/04/28 
BO/04/22 
30/04/33 


90-249 Q 
71-9081 
71-9031 
71-9051 
71-9091 


0006O400B3 
8006040093 
8O0604O099 
80O604O099 
0006040102 


8006040077 

8006040089 

B0060400B8 
BO06O4OOWI 
BO0604OO89 


BO/O4/14 
80/09/09 
BO/OB/09 
80/09/09 
80/09/09 


27-47 
70-824 
71-9893 
71-9893 
71-9893 


8006040105 
BO06O40107 
8006040109 
BOO6040113 
BO04O40117 


0006040088 

0oo604Q00a 

8O06O4OOBS 
8006040111 
8006040113 


80/09/09 
BO/09/05 
BO/03/09 
BO/06/03 
BO/O9/19 


71-9883 
71-9B93 
71-9B33 
90-320 
90-320 P 


0006040118 

B006O4OU9 
8004040129 
B006040160 
fl006040169 


8006040113 
8OO6O40113 
8006040132 
BO06Q4015B 
BOO6040166 


BO/09/ IS 
BO/05/18 
80/06/02 
80/05/16 
90/03/06 


9O-32O P 
50-320 P 
90-289 9 
State Prog 
90-382 Q 


BOO604Q191 
00060401*6 
BOQ404O308 

BOOio-waat 

6006040333 


BOOA0401B2 
8O06O40194 
8006040203 
0006040217 
8006040230 


80/09/i7 
80/04/33 
80/09/27 
80/09/20 
80/09/29 


90-443 
90-S79 
30-849 8 
90-269 P 
9O-318 B 


0006O4034B 

8006040393 

8006040394 
B004040a 
8006040396 


0006040232 
8006040390 
8006040250 
0006040333 
8006040290 


80/09/19 
00/09/13 
80/05/13 
80/09/19 
80/09/13 


90-966 
70-2323 
8ECV 
90-966 a 

8ECY 


B006040362 

00O6Q4O364 
8006040370 
BOOMM03O3 
8006040303 


B00604O290 
BOO6040290 
8006040049 
800604 OKVfl 
80O6O40300 


80/09/13 
00/09/13 
00/O4/OB 
BO/09/29 
00/05/30 


70-3523 
SECY 
70-133 
90-269 B 
90-195 B 


000AO403OB 

B006O4O310 

0006040313 
8006040319 
8006040316 


8006040306 
BOQAO40307 
8006040311 
800*040311 
8006040311 


BO/05/29 
00/03/19 
BO/09/29 
BO/09/29 
80/09/29 


90-338 S 
00-324 8 
90-299 P 

30-399 P 
90-239 P 


8006040318 
0006040320 
8006040383 
8006040335 
8006040330 


8006040311 
B006O40311 
8006040311 
BOO6040311 
8006040311 


80/09/29 
80/09/2V 
BO/09/29 
BO/09/S9 
BO/09/29 


90-359 P 
90-355 P 
90-233 P 
90-395 P 
90-233 P 


0006040339 
B0060403B3 
0006090004 
8006090019 
80060 90023 


8006040339 
8006040347 
8006090009 
80O6090009 
8006090019 


80/09/26 
BO/06/02 
BO/09/27 
BO/09/28 
80/09/S7 


90-323 B 
30-318 B 
30-966 B 
30-329 S 
90-399 C 


8006090031 
B004090O32 
8006090038 
D006090036 
8006090041 


0006090026 
0006090030 

80O6O30038 

0006090033 
8006090036 


80/09/B9 
BO/09/28 
00/09/30 
BO/09/2B 
00/03/20 


90-327 8 
90-344 B 
90-317 B 
90-348 B 
90-320 P 


B006090043 
8006090049 
8006090047 
80060 9007B 
8006090082 


80O6090033 
8006090039 
B006090042 
8006090093 
B006090093 


80/09/28 
80/06/02 
80/09/28 
00/04/30 
80/04/30 


30-348 S 
90-318 fl 
30-398 fl 
70-33 
70-33 


8006090084 
80060BOOD8 
8006090103 
0006050113 
8006080119 


0006090093 
8006090093 
0006050099 
8006090110 
8006090110 


BO/04/30 
BO/04/30 
BO/04/11 
BO/09/21 
80/05/21 


70-33 
70-33 
90-966 Q 
90-445 Q 
90-449 Q 



ENCLOSURE 


PRINCIPAL 
DOCUMENT 


DATE 
ISSUED 


SUBJECT 
CATEGORY 


8006090117 
8006030123 
8006030 HV 
B00603016B 
B006030172 


8006030110 
8006050110 
8006030068 
8006050164 

8006030164 


80/09/21 
BO/09/21 
BO/04/18 
BO/04/16 
BO/04/ 16 


50-443 a 
30-449 
SO-293 a 
40-3302 
40-8302 


B006090227 

S00605030B 
B006030313 

8006090315 
B006090324 


8006090223 

8006030304 
8006090306 

B006030306 
BOO&030321 


BO/06/02 
SO/09/37 
BO/06/02 
BO/06/02 
EJO/06/02 


30-33S P 
50-33B S 
90-316 S 
90-316 S 
90-344 P 


Q006090326 
B006090330 
B006050332 
8006090333 
8006030333 


6006030321 
BD060S0329 
B00609032B 
8006050339 
8006090334 


BO/06/02 
BO/09/30 
80/09/30 
80/05/30 
80/03/29 


50-344 P 
90-339 P 
90-361 9 
30-339 P 
30-366 9 


BOOM 30336 
B0060 90339 
8006030340 
B0060 90341 
8006090344 


8006050339 

B006090329 
B006090338 
B00603Q329 
B006030343 


BO/03/30 
BO/09/30 
80/03/27 
BO/03/30 
80/03X 12 


30-339 P 
3O-339 P 
30-366 B 
30-339 P 
30-869 B 


B00609O349 
0006090349 
B006090353 
8006090399 
8006050366 


60060 90337 
8006090347 
8006090390 
B00609034B 
0006090360 


80/04/01 
80/03/29 

80/03/30 
80/05/30 
80/03/37 


50-413 3 
3O-331 S 
90-34B P 
30-366 S 
50-366 3 


0006050371 
8006030373 
8006090373 
B0060 80370 
8006090383 


8006030364 
8006050365 
8006030367 
8006090379 
B006090379 


BO/03/30 
BO/09/39 
60/09/20 
BO/O6/02 
60/06X03 


50-273 8 
90-366 B 
30-331 9 
30-263 B 
30-277 P 


80060 90386 
80060 90410 
B00609041 1 
8006090420 
8006050429 


80060 90379 
8006090399 
6006090403 
BD06D30415 
8006050423 


60/06/03 
80/05/09 
80/09/O7 
80/04/23 
BO/04/ K9 


90-277 P 
70-27 
9O-361 a 
SO-993 d 
30-389 a 


8006050429 
8006090432 
B0060 90434 
8006090436 
B0060 90437 


6006030426 
8004050424 
S006O90431 
B006090426 
6006030433 


BO/03/ 14 
80/03/14 
80/04/23 
80/03/14 
BO/05/20 


9O-844 Q 
5O-244 Q 
30-364 Q 

50-244 8 
71-9079 


B006090439 
8006080440 
6006090441 
B00609044B 
0006090449 


6006090433 
0006050426 
8006090433 
8006030444 
8006090443 


BO/09/20 
BO/09/14 
90/09/30 
BO/09/16 
60/08/19 


71-9079 
90-244 
71-907? 
40-8902 
90-946 


8006030453 
0006090464 
8006090496 
9006090502 

0006030309 


8006090447 
8006090461 
8006090493 
B006090499 
6006050493 


BO/09/30 
60/03/23 
79/09/06 
30/04/07 
79/09/06 


PR 
90-206 
80-333 Q 
Btata Prog 
3O-333 Q 


B006090911 
8006050916 
B006050917 
8006030924 

8006090325 


0006030306 
6006050914 
8006030313 
8006050519 

9004030323 


BO/04/23 
BO/04/09 
BO/04/16 
79/11/01 
BO/04/11 


90-4B3 a 

70-1143 
70-1143 
30-343 Q 
90-462 Q 


8006090528 
B006090929 
B006090933 
0006050961 
8006090656 


8006090923 
B006090526 
6006090330 
B006050593 
6006030693 


60/04/11 
80/09/22 
80/09/14 
80/03/09 
90/09 /Ofl 


90-463 Q 
CONTRACT 
50-295 
50-44S ' M 
70-44S 


B006030661 
0006030663 
800 6060009 
8006060008 
5006060009 


8006090639 
B006090699 
8006060002 
9006060002 
B006060006 


60/09/08 
BO/09 /OB 
60/03/01 
BO/09/01 
BO/01/31 


70-442 
70-442 
71-4986 
71-4936 
40-B34B 


8006060010 
8006060012 
6006040014 
B006060020 
0006060022 


0006060002 
BO06060006 
6006060002 
8006060002 
8006060002 


BO/03/01 
80/01/31 
80/03/01 
80/09/01 
80/09/01 


71-4986 
40-8343 

71-4936 
71-49HA 
71-4986 


8006060024 
0006060029 
B006060030 
0006060032 
6006060034 


9006060002 
B006060002 
6006060027 
B006060027 
8006060027 


60/09/01 
BO/05/01 
80/03/09 
00/05/09 
80/03/09 


71-4986 
71-4986 
90-307 Q 
90-309 Q 
50-309 Q 


8006060033 
0006060036 
8006060039 
B006060041 
8006060043 


8006060027 
9006060033 
B006060037 
9006060038 
6006060037 


80/05/09 
90/09/09 
80/09/12 
90/04/19 
60/09/12 


90-309 a 
30-445 H 
30-277 O 
70-667 
90-277 a 



CROSS REFERENCE OF ENCLOSURES TO 



ACCESSION NUMBER 



ACCESSION NUMBER 



ENCLOSURE 


PfllNCIPAL 
DOCUMENT 


DATE 

ISSUED 


SUBJECT 
CATEGORY 


6006060044 
B006060O-47 
8006060099 
8QO406OOS7 
80O6Q6O044 


B 004060037 
6006060037 
8Q060AOO49 
6 006060053 
BO06060049 


90/09/12 
BO/03/12 
80/03/06 
90/03/22 
BO/OS/06 


30-277 Q 
30-877 Q 
30-387 A 
90-267 Q 
90-387 A 


8006060074 
BD0606O077 

9006060076 
6006060094 
B006060073 


6006040067 
8006060060 

fiO06060067 
SO06040092 
SO060600B9 


BO/03/12 
BO/03/20 
BO/03/1B 
BO/OS/07 
BO/04/23 


71-9001 

CONTRACT 
71-9001 
90-273 a 

40-B697 


B006060094 
8004060101 
BO06Q6Q tOS 
8006060 1 07 
B006060109 


a 004060003 
SO06060097 

aDX)606009B 
5006040098 
8O060&0109 


BO/09/21 
BO/04/1B 
BO/09/OB 
BO/09/OB 
BO/04/17 


40-4337 
30-273 Q 
30-327 P 
50-327 P 
30-272 Q 


9006060112 
80O6060ISI 
8006060139 
8006060131 
6006060 1 40 


S 00 6060098 
0006040118 
fl 006060 123 
800&06012B 
fl 006060 136 


60/03/OB 
60/04/23 
BO/04/1211 
30/04/16 

00/04/29 


30-327 P 
30-192 a 
30-2BS Q 
30-492 
HABTE MOT 


6006060141 
8006060147 
0O0406Q 1 92 
8006060160 
80O606O163 


BO04040134 
9006060136 
8004060146 
g 006060 139 
8006060196 


BO/04/3B 
BO/04/2B 
80/04/83 
SO/02/01 
80/09/16 


30-460 

HASTE MST 

30-269 
70-371 
30-219 B 


B004060170 
8046060172 
8O0606O173 
8O0606017B 
8004060179 


8006040164 
9006060168 
80060601 6S 
8O06060169 
8006060168 


80/03/12 
90/03/09 
90/03/06 
BO/04/02 
90/03/09 


30-484 S 
71-6400 
71-6400 
30-448 fl 
71-6400 


8OQ6060181 
8006060183 
B0060601B6 
BO0604O 1 B7 
9006060190 


BO0606016B 
800604014B 
8O0606016B 
80X16040148 
9006060168 


90/03/09 
90/09/08 
80/03/08 
90/09/08 

ao/09/oa 


71-6400 
71-6400 
71-4400 
71-6400 
71-6400 


BO06O6O191 
9006060194 
6004060200 
B006060204 
8006060213 


9006060148 
8006060184 
8004040184 
9006060164 
8O060602OB 


80/03/08 

flO/03/14 
90/03/14 
BO/05/12 
90/03/12 


71-6400 
30-412 a 
30-412 
30-484 S 
OA999 


BO060&0222 

aoo604oa > S6 

BOO6060227 
BOO6060329 
B00606Oa34 


9006060216 
8O06060223 

0006040216 
8006060216 

0004060216 


90/09/13 
90/03/12 
90/03/13 
90/03/13 
BO/09/13 


QA999 
30-329 Q 
OA999 
QA979 
QA999 


8006060337 
8006060240 
8006060242 
8006060243 
BO04060246 


8004040214 
B006060216 
8006040236 
8006040236 
BO06040236 


BO/03/13 
60/03/13 
BO/03/09 
BO/09/09 
BO/09/OS 


QA999 
OA999 
30-893 
90-898 
30-299 


BO0606O237 
6006060261 
BO06060271 
9004040281 
6006060282 


BO06060299 
B0060402B3 
8006060263 
3006060269 

9004040274 


BO/04/21 
BO/04/21 
60/03/90 

BO/03/19 
BO/03/23 


30-449 
30-443 
90-320 B 
90-869 
71-9079 


S0060402B9 
8006060286 
8OO606O298 
8006040308 
6006060307 


9006060279 
8006060269 
B006060290 
9004060290 
9O06060297 


BO/03/29 
BO/03/19 
90/03/30 
80/03/30 

80/03/82 


90-336 B 
90-269 
90-390 8 
90-390 S 
90-806 8 


BO06060319 
8006060319 
6006060321 
8006060333 

9O0606O3S6 


6006060310 
8006060310 
8006060310 
B006060309 
8006060310 


80/09/89 
80/09/29 
BO/03/29 
80/06/02 
80/03/89 


90-339 P 
30-333 P 
90-338 P 

90-296 B 
30-339 P 


6006060329 
B006060333 
8006060340 
B006060344 
8006060390 


8006060310 
9006060329 
9006060337 
B006060343 
9006060349 


80/09/29 
80/04/24 
80/03/21 
80/06/04 
60/03/80 


30-338 P 
30-373 
30-361 S 
30-393 F 
90-344 8 


8006060391 
8OO606O39B 
SO06060360 
800&060374 
BOO60603B1 


8006060349 
BO06060334 
BO06060399 

900404036! 
9006040379 


BO/03/16 
80/06/02 
60/09/29 
BO/06/02 
BO/09/30 


90-320 P 
30-308 P 
30r361 S 
30-334 B 
30-334 R 


aOOi0603BS 
8O060603B7 
9006060391 
B006060398 
9006060403 


9006060369 
9006060393 
B006060390 
8006060396 
8006060394 


BO/06/02 
BO/03/30 
90/06/02 
90/06/02 
BO/08/29 


30-334 8 
30-438 8 
30-334 R 
90-263 R 
30-327 B 



ENCLOSURE 


PRINCIPAL 

DDCUHENT 


DATE 
ISSUED 


SUBJECT 
CATEOQRY 


B006060408 


8006060400 


80/09/20 


50-289 





8006060408 


8006060400 


80/03/20 


90-289 


B 


8006060407 


8006060404 


80/03/30 


80-289 


8 


6006060410 


8006060407 


80/03/30 


90-336 


B 


9006060413 


8006060401 


80/06/08 


30-918 


8 


B006060419 


8006060411 


80/03/30 


30-344 


S 


80060604 16 


8006060412 


80/04/02 


90-327 


S 


BO04Q40424 


8006060419 


90/03/30 


90-219 


S 


6006060425 


8006060421 


80/03/22 


71-9833 




8006060433 


8006060429 


00/09/21 


71-9132 




8006060437 


800606042? 


BO/03/21 


71-9132 




B006Q6Q442 


8006060438 


BO/09/07 


71-3607 




8006060446 


8006060433 


BO/09/07 


71-3607 




BOOA060492 


Q 006060449 


80/09/23 


80-70 


P 


80O6060497 


B006060449 


80/09/23 


80-70 


P 


B006060439 


B00606049S 


80/09/07 


70-398 




BOQ6040462 


B006060449 


BO/05/23 


80-70 


P 


BO06Q40464 


80O6D60499 


80/09/07 


70-398 




BO06060468 


B006060499 


90/09/07 


70-39S 




8006060471 


BOO6 060449 


80/03/23 


90-70 


F> 


8006060472 


8006060499 


BO/03/07 


70-398 




9004060473 


B006060449 


BO/09/23 


90-70 


P 


8006060476 


8006060449 


BO/09/23 


90-70 


P 


BQQ60604B1 


8006060449 


BO/09/23 


90-70 


P 


B0060604B3 


8006060449 


80/09/23 


90-70 


P 


BO060604B9 


BO06 060484 


BO/09/30 


90-370 


a 


8006040499 


8006060491 


BO/09/21 


CONTRACT 




8006060496 


BO06060494 


BO/04/08 


40-8727 




B004040499 


8006060494 


BO/04/08 


40-8727 




8006060901 


8006060494 


BO/04/08 


40-8727 




8006040304 


B006060903 


M/09/OQ 


90-29 


a 


80060*0807 


8006060904 


BO/O8/19 


90-279 


H 


8004040913 


8006060904 


BO/09/19 


80-279 


H 


9006060916 


8006060904 


80/09/19 


90-27S 


H 


80040*0919 


8004060904 


90/09/19 


90-279 


H 


B006Q60982 


8006060904 


BO/09/19 


90-278 


H 


B00404032B 


8006060904 


90/09/10 


80-279 


H 


9006060930 


BOO6060BO4 


BO/09/19 


90-279 


H 


BO06040331 


BO04O40929 


BO/09/00 


90-346 


a 


80060603:14 


800*0*0839 


60/09/06 


90-348 


a 


8006060937 


80060*0904 


BO/09/19 


50-278 


H 


B004040339 


000*040833 


80/09/19 


90-344 





8004040842 


8006060929 


BO/09/08 


80-348 


a 


8006060944 


80060*0933 


80/09/19 


90-344 





BO04040930 


90O4O4O328 


80/09/06 


80-348 


a 


BO04040962 


B006040SS2 


80/09/27 


90-320 





8006060964 


8004060941 


80/04/17 


50-302 


a 


8006060966 


8006060961 


80/04/17 


90-302 


a 


8006060968 


8006060941 


80/04/17 


90-303 


a 


EW0606097 1 


8006060899 


80/03/07 


90-142 


a 


80040*0973 


8004060847 


90/09/16 


90-206 


p 


8006060976 


80040*05*7 


90/09/16 


90-206 


p 


8006060978 


8004060999 


90/03/07 


90-142 


a 


8006060999 


B004060981 


00/03/01 


80-280 


4 


B006040890 


8006060989 


BO/09/16 


90-333 


a 


BQ06040394 


8006060992 


BO/09/23 


90-944 


A 


8004040601 


9004040994 


79/1 1/ 


CONTRACT 




8006060603 


80O6O60400 


79/13/13 


90-312 


a 


8006040409 


0006040409 


80/09/83 


71-*007 




B0060406I4 


8006060412 


90/05/33 


71-9939 




B00609O006 


8006090003 


80/09/38 


90-4B8 





BOO4Q9O01B 


B00409O01B 


80/09/22 


90-496 


a 


B006090014 


aOO609O011 


80/09/12 


90-249 


a 


8006090021 


8004090017 


80/09/14 


90-496 


a 


B006090024 


800609002S 


90/09/27 


71-366 




8006070046 


8006090041 


90/09/09 


70-29 




8006090047 


8004090044 


90/09/21 


90-494 


a 


8006090094 


8004090090 


BO/04/30 


70-794 




8006090093 


8004090049 


90/09/30 


90-999 


e 


8006090096 


8004090092 


BO/04/29 


90-944 


a 


8006090062 


8004090093 


80/09/14 


80-382 


B 


8006090072 


8006O9OO49 


BO/09/13 


90-278 





8006090073 


8006090071 


80/09/23 


90-944 


A 


8006090074 


8006090046 


90/09/02 


90-280 


a 


8006090076 


8006090049 


80/09/30 


90-444 





80060900ai 


S00409007B 


80/09/01 


90-201 


a 


8006090083 


8004090065 


90/09/30 


90-446 


9 


8006090084 


8004090078 


BO/09/01 


90-201 


a 


80060900BB 


8006090062 


90/09/02 


90-336 


a 


8006090099 


8004090091 


BO/09/09 


90-320 


p 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 
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ACCESSION NUMBER 



ACCESSION NUMBER 



ENCLOSURE 


PRINCIPAL 
DOCUMENT 


DATE 
ISSUED 
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CATEGORY 


0006090097 


B004Q90090 


BO/04/23 


90-302 


BO060Q0102 


8OO6O701OO 


BO/OS/07 


90-320 P 


8004070103 


OOO6090094 


ao/oa/07 


OA999 


8006090104 


0006090099 


00/09/21 


90-941 A 


8006090109 


800609009* 


80/09/07 


OA999 


B006090U3 


80060701 IO 


ao/o+,-29 


COMMISSION 


B00609011B 


8OO6070O94 


flO/03/07 


QA999 


80060901 IB 


SOOA09009fl 


ao/09/ai 


80-361 A 


80060901 S2 


fl00609O094 


BO/09/07 


OA999 


80060901 44 


8004090142 


SO/03/OB 


90-491 


B006090147 


BO06O90142 


BO/03/OB 


SO-491 Q 


B006O90148 


BOO60 90139 


BO/03/07 


OA999 


B006090193 


BOO6O9013a 


BO/03/07 


(QA999 


B006090136 


aoo6O7Qi4a 


00/03/OB 


30-491 


6004090197 


BO06O90199 


BO/04/3? 


90-320 Q 


8004090160 


BO06O70199 


BO/04/29 


30-330 Q 


800*090163 


BO04O9013fl 


00/09/07 


OA999 


8006090147 


8006OW1M 


BO/09/07 


OA999 


8006090170 


8OQ4O901M 


BO/04/2V 


90-390 Q 


9004090173 


&OO6OV0138 


BO/03/07 


OA999 


B006090177 


B006O90174 


OO/OB/27 


71-139 


eooiowtsa 


*O04O901S3 


BO/O3/22 


50-462 <i 


B006090196 


8O04O90191 


BO/04/18 


30-213 


B0060M202 


8O06O901B3 


BO/OS/2 1 


90-4OO a 


8006090213 


BO06OV021Q 


60/M/OA 


50-409 


8006090219 


8004070210 


BO/06/06 


90-409 


800*090223 


&OO4OV0210 


BO/O6/0& 


90-409 O 


8006090228 


8006090210 


00/06/04 


90-409 


800609032? 


0004070323 


80/O4/30 


50-49B <1 


B0060Wa34 


8004090223 


BO/04/30 


90-49H 


BOOM9O239 


8Q04O90210 


00/06/06 


90-409 O 


B00409W44 


B004QW244 


BO/OA/09 


70-n*W 


8006090233 


Bootowaaa 


BO/OA/03 


90-338 R 


B0040W297 


BOOM903B3 


BO/05/0? 


90-387 a 


BOOMWOSOT 


OO06O90306 


BO/03/30 


90-339 K 


8004090313 


B004O903Ofl 


BO/03/30 


90-329 K 


800*090323 


BOO609039S 


BO/OA/Oa 


90-290 R 


8006090329 


BOOAOT0329 


60/03/30 


90-323 P 


8006090333 


8006070337 


QO/OA/03 


50-031 8 


8006090336 


OOO4O90330 


80/06/C-a 


30-327 S 


B004090337 


BOC4OV0334 


BO/OA/02 


90-438 Q 


BOOWWOIMa 


eo06O90340 


BO/OA/09 


90-S91 O 


B006090344 


OOO6O90339 


BO/06/OS 


90-331 B 


B006Q90347 


B006O90343 


BO/06/03 


90-413 3 


B0040f0348 


BOOAO90344 


BO/O6/03 


SO-317 Q 


B004O9033B 


BOO6O90349 


BO/04/03 


90-334 B 


900*090057 


eOOMKT0393 


BO/04/03 


9X>-309 B 


B0060903A1 


B0060W339 


90/04/04 


90-338 B 


B0040903W 


8O060V03M> 


SO/C4/03 


90-220 B 


B004090343 


eOO&0903N 


90/04/04 


90-BS4 P 


80040903*1! 


800MWOM9 


OO/Oi/03 


90-317 8 


B0060W376 


SOOAO90370 


BO/04/03 


90-220 8 


BO06090380 


DO06O90371 


80/06/02 


DO-331 S 


B00409038I 


BOO*O90373 


BO/09/29 


30-267 R 


B00409032 


B006O90373 


80/CW/02 


30-334 S 


B0040W384 


OOO4O90379 


BO/OB/30 


80-344 S 


9006090389 


BOOi090373 


80/04/02 


90-W4 B 


8006090391 


BOO&O90389 


80/O4/02 


50-Z93 B 


8006090393 


BOOAO90390 


BO/04/05 


90-290 P 


800609039* 


8CO6O903S* 


80/O4/02 


M-368 B 


6004090394 


8006O9038Q 


BO/04/03 


30-aeo o 


00*090397 


00040M3W 


BO/O6/03 


9O-2BO P 


6004090396 


8004090393 


BO/06/03 


30-3S3 8 


0060904O4 


BOO4O90402 


DO/03/30 


30-4*0 Q 


8006090409 


BOO4O90402 


80/09/30 


30-460 


8006090410 


BOOAO90407 


80/09/20 


71-9141 


B006090412 


B006090403 


80/05/30 


90-460 Q 


B006090413 


8O06O90407 


eo/osvso 


71-9141 


B004090414 


800WW04C* 


BO/03/30 


90-440 


6004090418 


aoo&o904oe 


SO/OJ/S3 


90-321 Q 


B00409041B 


BOO&090402 


80/09/30 


30-440 


a0040904ai 


BOO4O90414 


eo/oa/23 


71-9344 


8004090488 


BOOM904M 


SO/O5/S3 


30-321 Q 


8004090427 


B00609040B 


SO/03/23 


90-321 


8006090438 


6OO6O90429 


80/OS/2B 


CONTRACT 


8006090435 


eoo&0904oa 


80/05/23 


30-321 


8006090436 


BOOi0904a9 


90/09/28 


CONTRACT 


S006090437 


800&090427 


80/09/28 


CONTRACT 


0006090438 


BOOAOT042B 


80/09/23 


90-416. Q 


B004090439 


800&090434 


BO/09/S3 


TOPREP 



ENCLOSURE 


PRINCIPAL 
OOCUheMT 


DATE 
ISSUED 


SUBJECT 
CATEOOnV 


BOO&090441 


8006090406 


BO/OS/30 


90-460 


8006090444 


800609 04O6 


BO/09/30 


50-460 Q 


8006090445 


flOOAO"!O430 


BO/09/ 13 


8t*tt Pray 


8006090447 


8006090406 


BO/03/30 


30-460 a 


8006090459 


80060^0432 


77/03/01 


CONTRACT 


BOO 6090461 


8006090453 


BO/ 03/09 


SO-B63 


6006090466 


6006090462 


80/03/23 


90-206 Q 


B006090473 


S00609O47O 


BO/ 09/01 


90-230 a 


8006090474 


8004090469 


BO/O5/04 


90-423 3 


BOO 6090476 


B 0060^0471 


SO/ 04/02 


30-43B B 


9004090495 


a0060?047 ? 


80/03/21 


30-83 


800609049 1 


B 006090479 


GO/09/21 


30-B3 


8006090496 


B0060-F0479 


30/05/21 


90-83 Q 


BOOiOTOSO-3 


B006OT049S 


80/04/34 


30-312 Q 


8004090S03 


B006070479 


BO/09/S1 


30-93 a 


8006090313 


6004090SOfl 


BO/OS/OS 


90-73 a 


BOO60905 1 5 


800609O9O9 


80/05/23 


SO-3?4 


BOO60903 1 9 


8006090916 


BO/O4/2S 


9O-327 Q 


B006090921 


3006090316 


00/04/28 


30-327 Q 


BOO6070929 


80060?032S 


BO/ 03/19 


BO-33B P 


0006090334 


8006090323 


80/03/1*7 


BO-33B P 


B00609053S 


8DO409092B 


80/03/21 


30-321 d 


BOO6090937 


8006090323 


BO/ 05/19 


30-33B P 


8006090340 


B004070S28 


aO/OB/21 


30-321 a 


B00609094S 


B006O9032B 


60/03/21 


30-321 Q 


BOO&D90344 


8006090341 


80/03/29 


90-361 T 


BOO6090947 


3006090928 


80/09/21 


90-321 Q 


8006090361 


90O6O90560 


SO-/05/2I 


30-369 Q 


8O06090969 


3006OTOS40 


BO/09/21 


90-369 Q 


80060903 B4 


BD06O70980 


DO/09/14 


90-445 


8004090B34 


3006070332 


BQ/09/23 


90-301 S 


B006110O03 


B0061100O1 


80/09/29 


90-313 R 


BOO411OO07 


8006110009 


BO/O6/06 


90-333 F 


8004.11000B 


9004110003 


00/06/02 


S 0-309 Q 


8OO4110O1O 


8006110004 


80/06/06 


80-333 8 


8006110013 


8006110009 


79/10/17 


90-206 P 


BOOM 100 IS 


80061 100 IX 


80/03/31 


90-289 6 


BOO6110O19 


8006110014 


80/06/06 


9O-341 


8006110021 


BOO6110016 


80/06/06 


30-333 8 


BO06110U2S 


BD06U0017 


8O/O6/O3 


SO-348 P 


8006110024 


8006UOOI4 


60/06/06 


50-361 


&006 110027 


B00411O017 


00/06/03 


HO-34H P 


B00611003B 


B006110O14 


8O/O6/06 


.50-361 


O006 110029 


900*110018 


80/06/02 


30-271 


B00611O030 


8006110036 


60/O6/O3 


30-2B9 B 


D00611O031 


B004110014 


60/06/06 


30-361 


B004110033 


80041L0029 


BO/09/26 


S 0-250 B 


800611O033 


8004110014 


60/06/06 


90-361 


DOO4110039 


8004110014 


80/06/04 


KO-361 


8006110041 


BO06110014 


80/06/06 


90-361 


BOOM 10042 


8004110037 


80/03/26 


90-333 B 


BO061 10043 


0006110036 


aO/06/03 


90-390 B 


80061 10O4A 


BOO6110014 


BO/06/06 


30-341 


80061 10047 


BO06110014 


80/06/06 


90-361 


8006110092 


B004110014 


BO/06/06 


90-361 


BO0611O099 


B0061i0014 


60/06/06 


90-361 


&00411MBB 


8006110048 


BO/06/04 


30-318 B 


8004110039 


8006110014 


80/06/06 


90-361 D 


BOO6110072 


800611O06B 


80/06/06 


30-159 R 


60041 10077 


BO0611OO69 


8O/OA/06 


30-333 8 


8006110079 


BOO6110074 


30/04/03 


30-436 B 


8006110084 


90O4U0073 


80/03/30 


90-294 R 


8006110089 


8006110000 


80/06/06 


90-302 P 


80061 10093 


80O61 10092 


80/04/06 


30-324 R 


6OO61IOO9& 


8006110071 


80/06/06 


90-287 8 


8006110079 


80O6U0093 


80/06/03 


30-290 P 


0006110102 


8OO6I10100 


80/09/12 


30-10 R 


80061 10109 


B006U0101 


80/06/09 


30-269 8 


8006110107 


BOO61 10098 


BO/06/06 


30-361 a 


9006110112 


B006110108 


80/04/04 


30-33+ 8 


8006110119 


9004110111 


BO/09/27 


30-30 t 8 


300&110117 


8006110110 


80/06/04 


30-289 


BOO6110124 


8006 110 104 


90/O4/06 


90-296 B 


90061 10129 


8006110120 


80/06/03 


90-304 B 


8006110126 


8006110121 


80/06/04 


80-334 B 


8006110132 


8006110130 


80/06/04 


SO-2SS S 


8006110134 


8006110123 


80/09/30 


90-302 B 


B006110136 


BOO6110133 


80/04/03 


30-295 R 


9006110139 


GOO6110139 


BO/09/27 


30-397 K 


8006110140 


9006110126 


90/06/06 


30-302 8 



406 
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BOO* 110148 


0006110149 


00/06/04 


30-320 P 


8006110151 


S006110141 


80/09/23 


BO-394 S 


BOO6 1 1 01 S3 


BOOM 10 146 


00/06/04 


30-367 


0006110154 


B0061 10142 


BO/03/12 


SO-313 R 


6006110196 


0006110143 


80/06/04 


90-260 


8006110137 


0006110193 


80/06/04 


90-355 P 


BOO61101SS 


B006110144 


00/06/04 


50-369 P 


0006110161 


B0061 10149 


BO/06/OS 


50-266 8 


0006110U6 


0006110190 


00/03/30 


30-416 B 


B006110176 


0006110171 


SO/06/06 


90-220 R 


80061 10170 


8006110190 


80/05/30 


90-416 S 


8006110179 


H0061 10167 


BO/06/03 


50-320 P 


OD061101B7 


8006110177 


00/06/03 


30-29 P 


B006110183 


9006110181 


BO/06/03 


30-333 fi 


5OO61 10193 


8006110173 


80/06/03 


30-327 B 


BXJOAt 10194 


0006110191 


BO/06/03 


30-334 Q 


8006110190 


3006110164 


00/06/05 


90-323 S 


8006110199 


B006110192 


BO/06/03 


30-416 A 


8006 110200 


0006110109 


QO/Oi/04 


50-309 8 


BOOA 110302 


B006110192 


eo/06/oa 


30-416 A 


BOO61 10203 


8006110192 


80/06/02 


90-416 A 


6006110200 


H0061 10192 


BO/06/02 


90-416 A 


8006110211 


0006110192 


00/06/02 


50-416 A 


0006110215 


B006110192 


ao/04/oa 


30-416 A 


6006110220 


0006110193 


BO/06/03 


90-416 A 


BOO61 10223 


0006110219 


00/06/06 


50-327 8 


B006 110227 


B006110192 


BO/06/02 


30-416 A 


80061 10238 


0006110210 


80/06/06 


90-273 


50061 1022? 


6006110S32 


80/06/09 


30-387 A 


BOO61 10330 


8006110192 


80/06/02 


90-416 A 


00061 10236 


80061 10348 


80/06/04 


90-336 


8OO6I10297 


00061 10293 


00/06/05 


30-339 S 


BOO&l 10362 


000611 0259 


00/06/04 


30-327 K 


BOOfil 10069 


0006110206 


00/06/04 


90-201 B 


OOO6110S76 


8006110270 


80/06/04 


30-327 B 


BOO& 1 10277 


0006110273 


00/06/02 


30-344 R 


0006110200 


B006110269 


BO/06/03 


30-299 B 


Bootiioaat 


B006110372 


00/06/06 


TOPREP 


B0061102B2 


0006110266 


00/06/10 


30-443 H 


OOO61103B4 


8006110274 


OO/OS/27 


50-366 B 


0006110205 


8006110263 


80/03/13 


90-430 3 


8006110291 


0006110288 


00/06/02 


30-366 P 


80061 10292 


0006110207 


00/06/04 


30-299 


00061 10294 


0006110383 


00/06/06 


30-327 8 


0006110296 


8006110272 


80/06/06 


TOPBEP 


SO06 1 10298 


8006110293 


00/09/22 


70-1308 


80061 10312 


B006110304 


00/08/27 


30-234 8 


BOO&l 10316 


0006110309 


00/06/02 


30-3B2 A 


0006110322 


8006110314 


80/03/30 


90-49B 8 


0006110339 


8006110309 


80/06/02 


50-302 A 


BOOA1 10326 


0006110321 


80/06/03 


50-270 B 


80061 10330 


0006110320 


00/09/27 


90-26S 


BOO&l 10332 


0006110329 


80/06/06 


30-332 B 


0006110333 


B006I 10329 


00/06/03 


30-438 B 


8006110341 


0006110336 


SO/06/09 


90-31H T 


80061I03SO 


8006110336 


80/06/09 


90-313 T 


8006110398 


8006110347 


80/06/03 


50-261 B 


0006110369 


8006110363 


80/03/27 


30-269 S 


BOO&l 10376 


00061 10356 


80/06/03 


50-367 


0006110378 


80061 10396 


00/06/03 


3O-367 


0006110380 


B0061 10370 


00/06/04 


90-209 


0406110382 


0006110396 


90/06/03 


90-367 


8O06 110444 


0006110436 


80/03/22 


50-202 


80061 104 SB 


8006110495 


90/03/20 


50-361 T 


0006120019 


0006130008 


00/09/23 


PR 


BOOA 1 20023 


0006130017 


00/09/27 


90-209 P 


8O06 130026 


0006120017 


90/05/27 


90-209 P 


8006 120028 


8006130017 


80/03/27 


30-289 P 


0006130037 


8006120033 


80/05/22 


90-430 


B006 120039 


0006130033 


80/09/22 


90-43B Q 


B006 120041 


0006130033 


BO/09/23 


90-438 Q 


8006120043 


8006 120033 


BO/09/33 


90-438 Q 


8O06 120093 


8006130049 


BO/03/19 


40-8743 


8006120071 


8006120063 


00/09/14 


COMMISSION 


8O0612007S 


8006130072 


80/03/27 


90-320 P 


900612007? 


8006120074 


80/03/22 


30-311 U 


9006120086 


0006120002 


00/03/20 


90-334 H 


8006120099 


B006 120090 


00/04/10 


30-34 Q 


9006 120 106 


8006120102 


00/09/14 


90-387 B 


0006120107 


8006120100 


80/09/14 


COHH180ION 



ENCLOSURE 


PRINCIPAL 
DOCUMENT 


DATE 
ISSUED 


SUBJECT 
CATEGORY 


BOQ6120114 
0006120113 
B006120117 

6006130122 
8006120133 


B00612Q110 

aoo6iaoin 

0006130110 
3006130120 
0006120119 


80/09/14 
BO/09/ 12 
BO/03/14 
00/03/21 
80/09/09 


90-320 U 
XPORTLIC 
SO-330 U 
MIBC 
90-2B4 Q 


0006120129 

9006120132 
0006 1 SOI 34 
B006130137 
8006120139 


0006120126 
9006120119 
8006120138 
B006120131 

B00612Q119 


80/09/31 
BO/03/09 
00/03/00 
SO/03/31 
80/03/09 


30-338 H 
30-386 
30-370 a 
30-438 M 
90-2B6 


0006130139 
9006120140 
80061 20 MS 
0006120146 

0006120147 


8006130138 
BOO6120119 
0006130120 
8006120141 
8006120119 


00/03/00 
BO/05/0? 
80/03/09 
BO/03/2B 
00/03/09 


30-370 
90-286 Q 
00-370 fl 
' 50-946 H 
90-286 Q 


800612014B 
0006120130 

BOQ6130191 
0006130198 
8006120160 


B006I30120 
8O06120141 
8006 ISO 128 
0006120197 
0006120136 


80/OS/OB 
BO/09/38 

so/oa/oe 

BO/03/27 
80/03/23 


90-370 
30-346 H 
90-370 Q 
MIBC 
NUREO 


BO06120161 
0006120173 
B00612Q190 
9006120307 
8006120210 


B006120197 
8006120163 

ooo6iaoifli 

B00612Q201 
8006130203 


BO/OS/37 
BO/08/ 1H 
BO/03/14 
00/03/Oa 
80/06/06 


HI 80 
40-8902 
30-273 a 
COMHIBSIOtJ 
90-311 P 


BOQ6120214 
800612021? 
8006120227 
8006130231 
0006120332 


6006180203 
8006120813 
0006130223 
8006120223 
8006130221 


00/06/06 
80/09/02 
80/04/1B 
00/04/10 
BO/04/08 


90-311 P 
COMMISSION 
90-449 
30-449 Q 
PR 


8006120234 
0006120348 
0006120346 
QO0612029B 
B006 120366 


8006130326 
B006 120240 
8006150231 
8006150292 
rBOO6 130364 


30/09/27 
00/09/23 
00/04/06 
80/Q4/H3 
80/03/O2 


71-330 
90-449 Q 
PR 
XPtMTUC 
COMMISSION 


0006120374 
B006130383 
900612028? 
8006130290 
B006120297 


8006120267 
8006130377 
B00613O3B4 
8006120286 
8006120394 


80/04/29 
80/06/OS 
00/04/11 
BO/04/0* 
80/06/O6 


40-3493 
90-313 B 
WASTE HOT 
30-206 B 
90-219 B 


B006 120303 
80061 30304 
80O6120313 
8006120316 
0006120318 


BOO61303OO 
0006120301 
8006120309 
8006120319 
BO06130317 


80/04/04 
80/06/09 
BO/06/O4 
80/04/09 
80/06/10 


30-31* 8 
90-338 R 
90-918 
90-349 P 
90-289 <f 


8006120330 
8006130321 

0006120322 

B006 120333 
8006120324 


8006120317 
8006120317 
006120317 
0006120317 
8006120317 


BO/06/10 
80/06/10 
80/06/10 
SO/06/03 
00/06/10 


30-2B9 F 

30-28? F 
9O-2B9 F 
9O-280 S 
BO-309 F 


000612032A 
8006130327 
8006120339 
8006120329 
9006130333 


8006120317 
0006130317 
B006120319 
6006120317 
8006120331 


80/06/10 
BO/06/10 
BO/06/09 
90/06/10 
80/06/09 


90-209 F 
30-209 F 
90-280 B 
30-20? F 
90-338 B 


0006180334 
8006 130339 
B006 130341 
8006120344 
B0061 80347 


004 120332 
8006130336 
BOO612O336 
B006 120343 
8006120349 


80/06/11 
80/06/06 
BO/06/06 
BO/04/06 
80/06/06 


90-279 
30-281 8 
9O-SB1 B 
90-346 8 
90-346 8 


B0061S0332 
0006 1S0337 
BOOA 1M361 
8006130362 
80061 S0369 


8006120350 
B006 120394 
8006120360 
0006120339 
8006120360 


80/06/09 
BO/06/03 
00/03/09 
80/06/09 
80/03/09 


30-346 B 
50-346 8 
8ECV 
90-338 B 

necv 


0006 120370 
B006 180377 
8006130393 
8006120394 
00061M419 


0006120367 
8006120374 
8006120369 
8006130390 
0006120413 


00/06/06 
80/06/05 
80/06/10 
BO/03/09 
80/03/31 


90-369 A 
90-320 P 
90-4.W 
TOPREP 
CONTRACT 


8006120424 
9006130430 
0006120431 
0006130441 
6006120446 


8006120430 
8006120425 
8006120427 
8006120436 
8006120442 


80/09/14 
00/05/07 
80/03/13 
80/02/14 
00/03/13 


XPCWTLIC 
BECY 
10CFR 
PRK 
KPDRTLIC 


B006 130447 
8006180490 
B006 120472 
8006120473 
B006120479 


0006120440 
8006120449 
90061Z0467 
0006120468 
B006 130467 


80/09/16 
BO/03/14 
00/09/22 
80/09/19 
00/09/22 


90-416 M 
XPORTLIC 
QA999 
8ECV 
QA999 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 



407 



ACCESSION UMBER 



ACCESSION NUMBER 



ENCLOSURE 


PRINCIPAL 
DOCUMENT 


DATE 
ISSUED 


SUiJECT 
CATEGORY 


BOOM 204 77 
8006130478 
BOCA 1S04BO 
8006120*82 
BOO61 80483 


8006120448 
8006120447 
8004180444 
8006120468 
8006120447 


80/05/13 

eo/os/aa 

80/03/07 
SO/03/15 
80/05/32 


SECY 
QA999 
71-9044 

BECV 
QA999 


8004130488 
8006120499 
8006130900 
8006120903 
BOO6130003 


8004120468 
8004130474 
8004120497 
8004120497 
8004130002 


80/09/19 
80/09/29 
80/09/29 
80/09/89 
80/04/3O 


BECV 
90-10 P 

XPORTLIC 
XPORTLIC 
COMMISSION 


8006130007 
8006130008 
8OO6130O13 
80O4130013 
BO04130019 


8004130003 
8OO4I3OO04 
8004130004 
8004130006 
8004190004 


80/04/09 
SO/09/ 13 
80/09/19 
80/09/13 
80/05/19 


CONTRACT 
70-1007 
70-1007 
70-1007 
70-1007 


BOO6130019 
8O0413O027 

8004190028 

8006190031 
8004130033 


8004130016 
8004130023 
8004130026 
8004130023 
8004130030 


80/09/09 
80/03/12 
80/09/28 
80/03/12 
80/09/21 


90-239 P 
COMMISSION 
XPCHTLIC 

COMMISSION 
XPORTLIC 


8004130034 
BOOA1WXM8 
800*190039 
8004130040 
8006130049 


8004130094 
8004130039 
8004130037 
8004130037 
8004190044 


80/09/28 
80/04/90 
80/09/22 
80/09/22 
80/09/16 


71-387 
90-333 a 
30-844 P 
90-366 P 
71-9071 


8004130081 
8004130039 
8006130094 
8004190096 
8004130040 


0004130047 
8004130030 
8004130042 
B004 130090 
8004130090 


80/03/04 
80/09/29 
80/03/01 
80/09/29 
80/09/39 


PR 
30-413 Q 
90-424 Q 
30-413 Q 
30-413 a 


8004190041 
8004130044 
BOO6190049 
BOO4190047 
8004190048 


8004130097 
8004130042 

8004130090 
8004 130099 
8004190044 


80/03/09 
80/09/14 
80/09/89 

80/09/02 

80/09/0^ 


NURCO 
71-9009 
90-413 Q 
30-873 
PR 


BOOA130071 
BO04130074 
8006190079 
6004130077 
BO06130080 


8004130070 
OOO41 30049 
8004190079 
BOO413O072 
8004190076 


80/09/19 
80/04/29 
80/09/13 
80/09/08 
80/09/23 


NUREfl 
90-498 Q 
ORO 
PR 
90-299 fl 


8006190083 
0004130003 
BOO41 3OQH4 
BOO413009J. 
8004190088 


B004190074 
8004130074 
8004130079 
80O413O074 
6004130076 


BO/08/33 
80/03/23 
80/09/01 
80/09/23 
80/09/29 


90-239 Q 
90-344 Q 
1OCFR 
90-293 Q 
50-t93 


8004190090 
B0041 30091 
8004130092 
B004I30W4 
80041300*7 


8004130074 
8004130007 
80O4190074 
8004130074 
0006130074 


80/09/23 
BO/09/04 
BO/03/23 
80/09/23 
BO/03/23 


90-889 a 
10CFR 
90-2B3 
90-333 Q 
90-309 


BOO6130098 

8004190099 
800*130103 
6004130103 
8004130104 


6004130094 
8004130076 
8004190074 
8004190100 
8004130076 


80/03/04 
80/09/23 
80/09/23 
80/03/04 
80/09/23 


PRM 
3O-399 Q 
90-299 d 
10CFR 
90-29B a 


8004130108 
0004130111 
8004130113 
8004130119 
BOO4130120 


8004130076 
8004130074 
8004130074 
8004130074 
8004130074 


80/09/33 
80/09/23 
80/09/83 
80/03/23 
80/09/23 


30-29S Q 
90-319 Q 
30-319 fl 
90-319 a 
90-2B2 Q 


8004130124 
0004130134 
8004130138 
8004130141 
8004130149 


8004130074 
8004190074 
8004 190076 
8004130076 
8004190076 


80/09/23 
80/03/23 
80/03/23 
BO/03/23 
80/09/23 


90-299 Q 
90-299 

90-10 a 

30-10 Q 

90-10 a 


8006130144 
8004130149 
8006130148 
8004130191 
8004130192 


8004130076 
8004130074 
8004130074 
8004130074 
8004130074 


80/09/23 
80/09/83 
80/09/83 
80/09/23 
80/09/23 


FOIA 
FOIA 
FOIA 
FOIA 
FOIA 


8004130194 
8004130142 
0006130173 
8006130174 
80O4130178 


8004130076 
8004130197 
8004190170 
8006130170 
8004190171 


80/03/23 
80/04/11 
80/03/29 
90/03/29 

BO/03/39 


FOIA 
90-328 
90-320 U 
90-320 U 
90-488 Q 


8004190187 
9006130m 
8006130m 
8004130196 
8006 1301 TO 


8006190184 
8004130180 
8006130189 
8006190192 
8004130189 


BO/09/23 
80/03/29 
80/09/02 
80/09/83 
80/09/02 


90-944 H 
COMMISSION 
30-319 Q 
90-313 P 
90-313 Q 



ENCLOSURE 


PRINCIPAL 
DOCUMENT 


DATE 
ISSUED 


SUBJECT 
CATEGORY 


8006130199 


B006130I99 


90/09/2B 


30-2BO 


3006130300 


B006130197 


60/09/2S 


COMMIES I ON 


6006130301 


B006130192 


BO/03/23 


30-313 P 


80061 30203 


B006130194 


60/04/04 


50-498 Q 


80061 30204 


B004130199 


80/03/28 


50-230 Q 


S0061 30203 


B006130197 


BO/03/2B 


COMMISSION 


90061 90206 


3006130198 


60/03/23 


50-313 P 


S0061 30207 


B006130197 


BO/09/2S 


COMMISSION 


8006130813 


9004130197 


QO/03/28 


COMMISSroN 


8006130214 


BD0613020B 


BO/03/23 


30-847 P 


8004130813 


B006130197 


80/03/26 


COMMISSION 


8006130318 


8004130210 


80/06/10 


30-206 8 


8006 130230 


8006130208 


80/09/83 


30-347 P 


8006 130223 


8006130208 


80/05/23 


30-247 P 


6006130233 


0006 130389 


BO/05/87 


30-3O9 H 


0004130250 


B004 130344 


BO/05/33 


CONTRACT 


BO06 130237 


8006130393 


60/04/26 


90-373 Q 


8006130339 


8006130339 


BO/04/26 


90-373 Q 


8006130261 


8006 130260 


60/04/10 


90-237 P 


8006130362 


8006130260 


BO/04/10 


90-237 P 


8006130863 


G006130S6D 


BO/04/10 


90-237 P 


80061 30367 


BOO41 30243 


SO/04/0? 


90-363 R 


800613087B 


BQ041 30374 


80/06/0? 


90-344 H 


8006130376 


8004130273 


60/04/03 


50-409 R 


8006130884 


8004130383 


80/06/06 


30-269 B 


8004130896 


8004130893 


80/04/06 


90-337 R 


8004130299 


8004130297 


80/09/16 


30-3SO P 


8006130341 


8004130339 


80/06/04 


30-3 12 Q 


8006130387 


8004130389 


80/05/19 


COMMIHSroN 


8006130391 


8004130389 


80/04/29 


SO-261 Q 


8006160008 


8006160009 


80/06/12 


30-329 a 


B004140012 


8006140009 


BO/06/10 


90-273 R 


B006160013 


8004140011 


BO/06/09 


90-206 R 


B006160016 


B006140014 


BO/04/10 


50-334 R 


8006 160031 


B00616001B 


60/04/03 


30-319 B 


8006160023 


8006140022 


80/06/04 


30-133 R 


8006160026 


8004160029 


80/06/10 


50-241 R 


8006160027 


6006160024 


80/06/10 


30-32O a 


8004140029 


8006160028 


80/06/06 


30-464 


8004160031 


8006160030 


80/04/06 


9O-367 B 


8006140033 


8004140032 


80/04/09 


90-37O P 


8004140039 


8004160034 


80/06/03 


90-267 P 


8006160036 


8006160017 


SO/06/06 


30-347 R 


8004140038 


8006160037 


80/06/09 


90-844 R 


8006140044 


8006140040 


SO/06/06 


30-379 A 


B006160044 


8004140043 


80/06/10 


30-28? 


6006160048 


8006160047 


BO/06/03 


30-334 P 


B006 160033 


6006160030 


BO/06/03 


90-21? B 


8006160034 


8006160033 


BO/06/ 10 


90-339 S 


BOO A 160060 


B006 160037 


60/09/29 


30-295 P 


B006 140067 


B006 160061 


60/06/12 


50-289 


8006160068 


G006 160063 


flO/04/11 


SO-247 8 


8006160079 


8006160070 


60/06/09 


90-40O S 


8004160077 


8006160073 


80/06/13 


50-389 S 


8004140079 


8006160076 


80/06/10 


30-339 8 


B0061400B9 


8006160092 


00/06/09 


30-346 S 


BO06140OB4 


8004140080 


BO/06/09 


90-219 fl 


B0061600B7 


8006160063 


80/06/12 


90-322 


8006160093 


80061600B9 


BO/06/11 


90-443 O 


8004140099 


8006160099 


60/06/09 


30-3O9 R 


8004140102 


B006 160097 


BO/06/03 


90-237 8 


8006160106 


B006160103 


BO/04/0? 


90-416 S 


8006 1601 IB 


B0061&0113 


80/04/06 


30-267 fl 


8006160119 


6006160116 


60/09/2? 


OA999 


8004140129 


8004140131 


80/04/03 


90-249 fl 


8006160131 


3004140116 


60/09/29 


QA99? 


8004140134 


8004160116 


BO/09/2? 


QA999 


8004160136 


B006160107 


80/06/03 


50-272 R 


8004160138 


8004160116 


80/09/29 


QA999 


B006160142 


8006160140 


80/06/10 


90-409 


9004160147 


8006160149 


80/06/10 


90-400 A 


0004 I AO 150 


8006160146 


BO/04/03 


70-2909 


8006160160 


8004160198 


BO/03/28 


PR 


8006160161 


B004160137 


BO/03/21 


71-6&9H 


8006160170 


B006160146 


BO/03/27 


90-466 


8004160172 


B006160197 


BO/03/21 


71-4698 


8006160176 


8006160197 


80/09/21 


71-669S 


B006160179 


8006160197 


80/03/21 


71-4698 


B0041401B4 


8006160197 


80/09/21 


71-66.98 


B0061401B4 


8006160161 


80/04/29 


90-33B 



CROSS REFERENCE OF 
PRINCIPAL 



ACCESSION NUMBER 



ACCESSION NUMBER 



EMCLUBUWe 


PRINCIPAL 
DOCUMENT 


DATE 
ISSUED 


SUBJECT 
CATEOORV 


80061 601B7 


B004160137 


80/-09/21 


71-669S 




8006160194 


aoo-6160188 


BO/OB/30 


90-10 


D 


8006160196 


8006160190 


BO/04/30 


30-2SO 





80061*0190 


aoo&uoiaa 


EO/-Q5/30 


90-10 


D 


3006160206 


8006160200 


eO/-04/3{> 


50-390 


Q 


BQ061A0213 


B006160210 


60/05/Oi 


90-1B6 


a 


B00616021B 


8006160214 


80/01/31 


ORC 




B006I6Q219 


B0061&0216 


90/09/O2 


30-393 


Q 


B006 160221 


B006160214 


80/01/31 


DRO 




B006 1 40322 


8006 1602 14 


ao/oi/3i 


DRO 




G006 160226 


6Q06U02U 


ao/oi/31 


DRO 




8006 1 60327 


8006160334 


ao/oa/31 


CONTRACT 




800416022B 


S0061&Q21'* 


ao/oi/3i 


ORO 




8006160229 


8006160223 


B 0/09/29 


UASTE HUT 


B006 i 60230 


B006140214 


ao/oi/3i 


ORO 




ooo4 160234 


80O616Q232 


BOC03/30 


30-3B? 


A 


6006160233 


00061 60233 


Bo/os/aa 


tmo 




B006 1 60234 


BOO6 160233 


&0/05/28 


ORO 




S006UQ242 


B006160S3? 


BO/03/27 


70-143 




80061 60240 


SOO6 160245 


DO/05/OB 


90-363 





8006160297 


BOOA 160B45 


90/09 /OB 


90-263 





8006170007 


8006170004 


80/09/23 


30-4* S 


11 


0006170092 


8006I70O44 


80/04/23 


&0-31S 


a 


8006170064 


8006170097 


90/09/02 


70-130B 




B004 170083 


B0061 70073 


90/06/03 


90-409 


Q 


BOO* f 70063 


B006 170073 


90/06/09 


90-409 





BOOM 70 106 


80061 70O94 


00/03/30 


71-390 




B0061 70141 


BOOM 70 133 


80/03/12 


J"HM 




00041 70149 


9006170136 


30/02/07 


P&H 




80061 70197 


6006170133 


80/03/12 


PHM 




8O06170199 


HOO6170134 


80/04/23 


50-382 


Q 


8006170171 


BOO6170169 


80/09/29 


ao-aso 


a 


BOOA170176 


8006170169 


8O/09/29 


SO-2UO 





BOCA L 701 BO 


80Q617O169 


90/09/29 


90-250 





0006170183 


80O61701O7 


80/05/12 


90-443 


H 


BOQ61701Q5 


8006170163 


BO/03/29 


9Q-23O 


a 


8004170193 


BOO&17O1B7 


BO/09/02 


90-4&3 


Q 


6006170197 


B 006 170 196 


BO/04/26 


90-483 


a 


0O06170201 


8006170196 


BO/04 /26 


9Q-4&3 


Q 


00061 70S 1 1 


BOO6170193 


80/03/23 


30-3Z7 


a 


8006,170213 


HOOA 170208 


BO/04 /39 


90-454 


a 


B006170519 


8006170193 


80/09/23 


ao-pzr 


a 


8006170219 


aoo6i 70 2os 


80/04/29 


30-494 


a 


BOQ6I70222 


BOO6170193 


30/05/23 


90-327 


a 


6006170320 


0006170.193 


80/05/23 


90-327 


a 


8006170334 


HOQ6 170229 


BO/06/ H 


90-267 


p 


8006170349 


B006 170244 


BO/OS/SO 


90-266 


p 


60041 70S 93 


8006170244 


BO/0 5/20 


30-266 


p 


8004170336 


8006170344 


80/05/20 


90-566 


p 


BOO&17O373 


80O6 I 70267 


SO/06/13 


90-389 


M 


0006170474 


B006 170349 


flO/06/03 


70-23 




8OQ6170S76 


8006170268 


80/09/01 


90-394 


a 


BOO61 70379 


HOO6 170269 


BO/O6/03 


70-29 




800617O29O 


8006170283 


BO/O6/IO 


90-382 


K 


8006 170292 


B006 170269 


BO/ 06/03 


70-33 




BM617&B93 


0006 1 70283 


80/06/10 


90-362 


K 


B 006 170293 


3004170291 


80/04/30 


30-299 


Q 


8006 170897 


3006170249 


80/06/03 


70-23 




B006 170302 


8006170269 


80/06/03 


70-as 




90061 703 IS 


8006170308 


BO/04/24 


30-10 


Q 


9006170314 


Q006 170310 


SO/06/11 


30-321 


I 


80061 703 IB 


0006 1703 JO 


BO/06/11 


90-321 


1 


8006170320 


B006 1 70308 


BO/ 04/24 


30-10 


a 


BOQ6 170331 


60061 703 li 


90/04/24 


90-282 


a 


B006 170343 


8006170338 


BO/09/23 


90-946 


H 


8006170334 


8006170391 


BO/06/10 


3O-346 


a 


8006 1 70360 


BOOA17033& 


BO/04/ 13 


TOPREP 




8006170373 


BOO* 170371 


BO/06/O2 


30-4BB 


A 


8006170391 


BOO&1703B7 


80/04/30 


80-247 


Q 


BOQfcl7039fl 


BOOA 17039 ft 


80/04/24 


50-277 


a 


B006 170403 


0006170404 


00/06/13 


90-341 


I 


BOOA 170407 


8006170404 


BO/06/ 13 


3O-34 1 


i 


B006 170408 


8006 L 7040 4 


80/06/13 


30-341 


i 


BOQ6170417 


B006L70413 


60/06/14 


30-409 





BOO* 170434 


0006170431 


00/06/10 


SO-3 


R 


B006 170440 


8006170^39 


60/06/09 


30-249 


R 


6006 170441 


8006 170439 


ao/06/io 


90-317 


F 


8006170443 


8006170442 


a 0/06/09 


SO-2B& 


R 


0006 170446 


8006170449 


BO/06/ 10 


90-277 


R 


BQ06 1 704912 


B00617044B ' 


90/06/09 


50-10 


R 



ENCLOSURE 


PRINCIPM. 
DOCUMENT 


DATE 

I&BUEE) 


SUBJECT 
CATEOOfll 


f 


800*170434- 


8OO617O48I 


BO/Oi/03 


50-347 


P 


6006170+S7 


8006170449 


ao/o&/o? 


SO-10 


R 


8006170439 


8OO617O491 


BO/ 06/03 


90-247 


P 


8006170*61 


B006170449 


00/06/09 


90-10 


R 


0006 170463 


SOQA17041& 


BO/06/13 


90-346 


P 


8006170466 


8004170431 


BO/06/03 


90-247 


P 


B0061 70471 


BOO617O467 


80/06/07 


30-390 


R 


8006170472 


BOO6 170+36 


flO/04/13 


90-346 


P 


8006170474 


BOO617O467 


80/06/07 


90-290 


R 


8006170479 


8006170470 


BO/ 04/06 


90-299 


B 


8006170477 


9006170473 


QO/06/10 


90-266 


R 


800A170479 


8006170467 


80/06/O7 


30-290 


R 


0006170492 


HOOfi 17047O 


80/06/08 


30-111 


M 


00061 704 B9 


80O6 17O4B3 


8O/0&/06 


50-43S 


8 


8006170*99 


8006170493 


80/04/12 


90-389 


M 


0006170302 


8OO617O497 


OO/06/10 


30-289 


8 


8006170503 


80061 7O49B . 


80/04/06 


90-293 


8 


B00617O907 


8O0617O301 


BO/06/ 10 


50-299 


R 


B0061709LS 


B00617O906 


80/04/11 


90-296 


Q 


BOO6170SH7 


QOO617O313 


BO/06/ 12 


30-280 


R 


80O6170&19 


HOO6 170310 


BO/06/09 


30-237 


8 


8006170527 


80O6170S19 


80/06/11 


30-135 


B 


3006170529 


QOO6170386 


80/06/12 


9O-213 


R 


B0061709S9 


8OO6170313 


00/06/11 


30-133 


8 


B006170830 


8OO617O923 


8O/O4/ 13 


90-269 


8 


B0061 70334 


BOO617O319 


BO/06/11 


90-193 


B 


8OO61 70941 


BOO417093A 


BO/OA/11 


90-327 


8 


8006170949 


BOO6170943 


BO/06/12 


30-327 


8 


B006170930 


80061 70331 


&0/06/1I 


90-318 


R 


8O06170991 


8006170342 


80/06/06 


30-338 


a 


8006170392 


BO06170543 


BO/OA/11 


90-329 


8 


BOO61 70361 


H0061703B4 


QO/06/10 


9O-327 


8 


8006170963 


B0061709M 


80/06/09 


30-334 


8 


BO06 170964 


&006 170337 


80/06/06 


90-294 


F 


8O0617037O 


8006170360 


BO/06/12 


90-999 





8006 170371 


H0061709M 


BO/06/09 


30-334 


8 


8006170378 


6006170966 


80/04/07 


9O-2B9 


8 


8006170376 


8O06170SSB 


80/O4/09 


90-334 


8 


B006 170978 


8O06 170373 


80/06/13 


90-272 


B 


HO06 1703B6 


BOO61709&V 


60/06/06 


30-294 


F 


ff006 170307 


8006170990 


00/06/11 


90-339 


8 


8O06 170991 


00061/0939 


80/06/06 


90-254 


F 


BQ06 170992 


800417038] 


80/06/10 


90-296 


a 


BOO6170999 


90061 70 W9 


80/06X12 


90-271 


B 


QO06170B97 


B0061 70899 


BO/06/06 


30-254 


F 


3006170402 


9006170897 


BO/06/06 


90-294 


F 


8006170604 


aoO6170B9fi 


BO/OA/10 


90-348 


8 


aooftt 70608 


eOQ61708?6 


80/06/06 


90-390 


8 


Q0061706O6 


8O06 170601 


80/06/09 


90-322 


Q 


9006170607 


8006170999 


BO/OAV06 


3O-294 


F 


0006170613 


BO06170339 


BO/0&/06 


30-234 


F 


8006170614 


BO06 170603 


80/06/11 


90-296 


8 


BJ006E70A19 


8006170611 


80/06/13 


90-339 


P 


0006170616 


8006170939 


HO/06/06 


30-B34 


F 


3006170621 


BOO617O611 


BQ/O&/13 


50-339 


P 


9006170622 


BOO617O999 


80/OA/06 


90-234 


F 


8006170626 


8006170611 


BO/04/13 


30-309 


P 


eOO6 170*28 


B006170939 


DO/06/04 


90-284 


F 


B006 170430 


BO06 170623 


BO/06/13 


90-313 


8 


8X)06170i3B 


BOO6170999 


BO/06/06 


30-254 


F 


8006170633 


HO06 17061 1 


80/06/13 


30-339 


P 


9006170634 


8006170623 


80/06/12 


90-348 


8 


S00617063S 


8006170636 


8O/O6/12 


30-29 


R 


B00617M39 


BOO61 70633 


80/06/09 


90-239 


8 


B00617064 1 ? 


8006170645 


SO/06/12 


90-271 


R 


9006170i30 


BO06 170643 


BO/04/11 


30-338 


B 


8006170632 


80061 70 W7 


80/06./06 


30-333 


B 


S00617O661 


BO06 170637 


80/O6/06 


30-336 


8 


BO06 170662 


6006170633 


80/06/12 


30-290 


8 


BO06 170463 


8006170688 


BO/O6/09 


30-331 


B 


8006170471 


S006170664 


BO/Oi/12 


30-272 


B 


6006170672 


8006170639 


80/O6/11 


90-329 


B 


6006170677 


BO061 70669 


SO/O6/1O 


30-316 


8 


B006 170679 


3006170673 


BO/O6/06- 


90-321 


8 


&004 170680 


8006170474 


BO/ 06/03 


30-331 


8 


B006 170686 


8006170679 


BO/ OS/31 


30-339 


8 


8006 1 70667 


BO06170683 


80/06/03 


30-366 


8 


8O06 170691 


8006170683 


BO/06/11 


90-327 


8 


B006 170696 


8006170689 


BO/ 04 /13 


30-309 


R 


8006170701 


8006170694 


BO/ 06/11 


90-339 


8 



OF ENCLOSURES TO 
DOCUMENTS 



409 



ACCESSION NUMBER 



ENCLOWJWE 


PRINC1PAL 
DOCUHENT 


DATE 
ISSUED 


SUBJECT 
CATEOOm 


f 


0006170704 


B006 170696 


80/06/11 


30-314 


R 


B0061 70729 


8006170734 


80/04/10 


70-1301 




00061 70730 


0006170737 


80/04/26 


30-395 





B0061 70736 


8006170736 


BO/09/09 


30-373 


a 


B00617073B 


80061 70727 


80/04/36 


30-393 


a 


B0061 70739 


8006170735 


80/09/31 


90-309 


a 


8006170744 


8006170733 


80/09/21 


30-309 


a 


8O0617O746 


8006170740 


80/06/03 


50-966 


a 


B006 170749 


8006170743 


80/09/06 


30-333 


a 


BO061 70790 


8006170739 


80/03/31 


30-509 


a 


8006170731 


8006170740 


80/06/03 


50-566 


a 


BO06170797 


8006170740 


80/06/03 


50-866 


a 


9006170798 


8006170709 


80/04/36 


50-339 


a 


BO0617076H 


8006170760 


80/04/18 


30-302 


Q 


9006170763 


9006170793 


80/04/36 


50-339 


a 


9006170764 


80061 70796 


BO/04/36 


50-373 


a 


800*170748 


B0061 70760 


80/04/18 


90-302 


a 


9006170766 


8006170761 


80/00/09 


80-331 


a 


8006170768 


9006170740 


80/06/02 


90-966 


a 


9006170769 


8006170760 


BO/04/18 


50-303 


a 


8006170772 


B0061 70767 


90/04/33 


9O-331 


a 


8006170774 


0006170796 


90/04/26 


50-373 


a 


8O0617077B 


BO06 170767 


80/04/33 


80-321 


a 


8006170776 


B006170771 


80/03/06 


90-436 


a 


'10061 70784 


8006170779 


BO/04/30 


80-321 


Q 


80061 707BS 


8006170703 


90/04/34 


80-377 


a 


B0061 70794 


0006170709 


80/04/30 


50-389 


a 


8006170796 


8006170790 


BO/04/34 


80-347 


Q 


8O06 170799 


0006 170798 


80/03/01 


50-344 


a 


0006170609 


B006170B04 


90/04/30 


80-393 


a 


6006170007 


0006170001 


90/05/01 


ftEMD 




BOOAlTOSOffl 


B006i7oaoa 


80/09/30 


90-171 


H 


8006170016 


B0061 70010 


90/04/39 


90-317 


a 


8006170817 


8006170815 


80/09/39 


71-9094 




aoo6l7Mia 


8006170018 


90/03/30 


PRM 




B0041 70826 


8006170021 


90/03/33 


XPOBTL1C 




8006170839 


9006170833 


80/04/24 


90-293 


a 


8O06170B33 


SQ06170B30 


79/11/01 


TOPREP 




B006trOB43 


9006170839 


79/07/17 


TOPREP 




90061 70087 


9006170891 


90/09/13 


90-324 


a 


0006190002 


8006180001 


BO/09/29 


70-1191 




0006180003 


9006190001 


90/09/39 


70-1191 




8O06100004 


9006180001 


90/03/39 


70-1191 




8006 190005 


0006180001 


80/05/39 


70-1191 




8006190010 


B0061B0006 


80/06/02 


90-344 





BOOM BOOt 2 


B0061BOOOO 


00/03/01 


90-324 


a 


90O61B0021 


8006180017 


90/09/30 


90-230 


a 


0006160034 


B006100017 


BO/09/30 


30-390 


a 


80061BOOW 


0006100017 


80/03/30 


90-290 


a 


8006190032 


D006180017 


90/05/30 


90-290 


a 


8006180033 


9006190017 


90/03/30 


90-280 


a 


9006180036 


9006180017 


90/05/30 


90-230 


a 


8006190043 


9006190040 


80/03/30 


80-2B9 


e 


8006180046 


9006180041 


90/04/33 


90-359 


a 


BO06180048 


9006190049 


80/04/14 


90-416 


a 


B0061800S1 


9006180049 


80/04/14 


90-416 


a 


0006180096 


9006180093 


80/04/39 


90-273 


a 


8006)90097 


9006190094 


80/04/29 


90-29 


a 


D006180064 


9006180061 


80/09/31 


90-31S 


Q 


B00610006B 


8006180061 


80/09/21 


90-918 


a 


0006180073 


8006180061 


80/09/21 


30-918 


a 


0006180075 


9006190070 


80/04/29 


90-243 


a 


8006180077 


8006190061 


90/08/21 


90-918 


a 


8006190082 


9006190099 


80/04/24 


90-330 


a 


8006180083 


9006190061 


90/08/31 


80-918 


a 


8006190M7 


90061BOOQ1 


80/03/30 


CONTRACT 




0006180091 


9006190061 


90/03/21 


90-916 


a 


8006180093 


9006100092 


80/04/34 


90-393 


a 


800610010B 


B0061B0101 


79/09/28 


30-282 


p 


3006180110 


B0061B0016 


80/03/33 


FOIA 




8006180114 


9006180111 


BO/04/29 


70-371 




9006100119 


0006100016 


80/03/33 


FOIA 




8006190119 


B0061BOOI6 


90/09/23 


FOIA 




8006180123 


00061B0117 


80/04/39 


BECY 




8006100136 


90061D0131 


80/04/29 


30-373 


a 


8006 1 BO t 2? 


00061B0016 


80/03/23 


FOIA 




8006100131 


9006190117 


90/04/29 


BCCV 




8006100132 


00Q61B0123 


BO/03/30 


90-247 


T 


8006100135 


0006190016 


80/09/33 


FOIA 




9006190137 


90061B0016 


BO/OB/33 


FOIA 





ACCESSION NUMBER 



ENCLOSURE 


PRINCIPAL 
DOCUMENT 


DATE 
ISSUED 


SUBJECT 
CATEGORY 


8004 1BO 130 


8006100123 


80/03/30 


3-0-247 


T 


8006190141 


00061S0016 


80/03/23 


FOIA 




8006180142 


8006100117 


80/04/89 


secy 




9006 190 MS 


00061 BOO 16 


SO/05/33 


FOIA 




8006180149 


B0061B0139 


80/05/30 


90-247 


T 


5006180153 


6006180016 


90/05/23 


FOIA 




BO06180169 


B006180162 


BO/04 /OS 


70-934 




B0041B0166 


8006180161 


BO/06/04 


90-298 


a 


Q0041B0169 


B006180162 


BO/04/03 


70-B24 




BOOA18017S 


8006180171 


BO/03/30 


30-271 


H 


80061B01B2 


8006180016 


80/03/33 


FOIA 




80061B0183 


800610O1B1 


BO/05/23 


90-922 





9006100192 


8006180016 


80/05/23 


FOIA 




8006190194 


80061 SO 190 


80/03/07 


90-239 





8006180193 


8006180016 


SO/05/33 


FOIA 




80061 BO 19fl 


8006180016 


80/03/23 


FOIA 




8006180300 


8006180176 


BO/OS/20 


90-466 


Q 


8004180203 


8006180016 


SO/09/23 


FOIA 




9006 I 90205 


60061 BO 196 


80/03/30 


90-466 





80061B0306 


6006180016 


80/03/23 


FDIA 




B006180219 


B0061B0197 


BO/05/19 


30-43B 


n 


8006180319 


0006100210 


BO/09/09 


FOIA 




0004180223 


8006190210 


80/09/09 


71-91O3 




B0061 80327 


9006190016 


BO/03/23 


FDIA 




80061 60234 


0006190016 


BO/09/23 


FOIA 




9004160334 


8006100210 


00/03/09 


FOIA 




B0061B0240 


8006180237 


BO/09/28 


50-369 


a 


B0061 80341 


8006180016 


BO/03/23 


FOIA 




B0061B0349 


8006180016 


BO/03/23 


FOIA 




B0041B0246 


8006180337 


BO/09/28 


90-369 


a 


S006190291 


8006180239 


SO/06/ It 


90-416 


9 


9QG4tB03SS 


8006180016 


80/09/23 


FQIA 




B0061B0253 


8006180247 


BO/06/12 


9O-38i 


P 


8006180263 


8006180016 


80/03/23 


FOIA 




8006190364 


8006180236 


[JO/06/12 


50-2 


r 


B00619036B 


8006180016 


BO/03/23 


FOIA 




90041D0272 


80061 BO01 6 


90/09/23 


FOIA 




90061B0276 


8006180016 


BO/09/23 


FOIA 




8006180279 


80061 BOO! 6 


80/03/33 


FOIA 




8006190201 


B00618027B 


BO/06/03 


30-373 


A 


8004180283 


00041 B001 6 


80/05/23 


FOIA 




8006180286 


90061BOO16 


80/08/23 


FOIA 




B0061 80398 


90061B001* 


BO/09/33 


FDIA 




8006180289 


B0061B0385 


80/09/19 


50-295 


B 


8006190391 


B006190B87 


BO/06/13 


50-416 


S 


B006190292 


8006180016 


BO/03/23 


FQIA 




0006160294 


9006180016 


BO/09/23 


FOIA 




B0061B0300 


9006180016 


BO/09/23 


FOIA 




9006180301 


8006180299 


90/06/02 


5O-2O6 


Q 


B0061 80303 


8006180298 


BO/09/12 


QA999 




B0061B0309 


8006180293 


BO/06/02 


90-206 


Q 


B006 180307 


8006190016 


90/09/23 


FOIA 




90041B0310 


8006180393 


BO/06/02 


90-206 


a 


0006 190314 


8006180295 


90/06/02 


9O-206 


o 


3006190319 


8006180293 


BO/06/04 


90-10 


F 


90041B0323 


8006180317 


BO/06/02 


90-321 





B006 180334 


80061 B0293 


90/06/04 


90-10 


F 


90061BO3Z7 


8006180317 


90/06/02 


9O-321 


O 


8006 180339 


80061B0331 


90/03/29 


90-458 


A 


B006 190331 


8006180293 


BO/06/04 


90-10 


F 


8006190332 


8006160317 


BO/06/02 


90-321 





80061B0338 


9006190016 


80/03/33 


FQIA 




8006180336 


S0061B0014 


80/08/23 


FOIA 




8006180338 


60061 B031 7 


80/06/02 


90-321 


a 


8006180340 


90061 B0293 


SO/06/D4 


30-10 


F 


8006180342 


B0041B0016 


60/08/23 


FOIA 




8006180347 


B0061B0393 


80/06/04 


80-10 


F 


8006190349 


8006160016 


80/08/23 


FOIA 




8006180349 


B0061B0343 


80/06/09 


CONTflftCT 




9006190350 


60061B0344 


80/03/30 


70-133 




8006180393 


80061B0344 


80/03/20 


70-135 




8006180369 


60061 B0364 


80/06/09 


80-373 


K 


8004180373 


8004180370 


80/04/1 B 


50-498 


K 


9004180390 


B 004 190394 


80/09/06 


30-416 


a 


8006190391 


8006100394 


80/06/13 


30-3fl2 


8 


9006190394 


8006180346 


80/06/12 


30-466 





8006180397 


6006160373 


80/09/OB 


30-338 


a 


8006130398 


80061B0399 


80/06/12 


90-466 





8006190404 


80061 B0401 


80/06/13 


30-393 


3 


8006180414 


8006180410 


80/04/39 


90-4B3 


Q 
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6004100*17 
9006180418 

9004180427 
0004190436 
S006 180439 


8006180416 
B006180416 
BOOi 100426 
0006 180439 
B006 I 80439 


80/05/29 
BO/03/29 
BO/06/ 19 
80/06/12 
BO/06/10 


30-336 P 
50-336 P 
30-3 R 
50-31B P 
30-321 R 


6006100442 
B0061BQ443 
BOOM 80446 
6006130449 
6006180491 


8006180440 
8006180433 
B006 180444 
3006180447 
800618044B 


QO/06/09 
80/06/13 
BO/06/Ol 
BO/06/11 
30/06/13 


90-348 R 
90-317 B 
90-293 R 
90-329 B 
90-2B2 R 


6006160433 
6006180434 
8006180*39 
8006130460 
SO Oil 80463 


800618044B 
8006180492 
B0061904S6 
800618043B 
B006180499 


80/06/13 
80/06/13 
80/06/12 
80/06/11 
80/06/13 


90-2B2 R 
SO-329 B 
30-363 B 
90-368 B 
30-334 8 


SOQ61B0467 
B0061B046B 
6006180476 
S0061B04BO 
0006.180487 


B006 180463 
B006 180462 
80061 B0470 
80061B0473 
8006180484 


BO/06/12 
BO/06/11 
BO/06/12 
BO/06/13 
BO/06/12 


30-368 8 
SO-416 A 
30-290 8 
30-318 8 
30-327 B 


B006,1BQ490 
BOOfi 190497 
BOOM 00303 
B0061 00309 
60061 80S 13 


8006180*83 

B006 180*94 
8006100300 
B006 180496 
8006180909 


BO/06/13 
SO/06/10 
80/06/13 
BO/06/11 

80/06/13 


90-318 8 
30-366 R 
90-333 3 
90-324 B 
90-272 


13006180318 
80O6 180920 
S006IB0922 
8006180924 

S0061B0933 


0006 18031 5 
B0061BQ302 
B0061B0919 
80061 BO 58 1 
80061 BOSB7 


HO/06/13 
BO/06/12 
80/06/10 
80/06/11 
BO/06/ It 


90-318 8 
30-296 B 

90-273 
30-337 B 
30-327 8 


3006180339 
&DQ61B0936 
BOOi 180330 
0006160552 
B0061S0336 


80061 B0330 
80061 B09S9 
80061B0947 
8006180947 
80061B0944 


80/06/12 
BO/06/13 
80/06/04 
BO/06/04 
80/06/04 


30-327 8 
30-3 R 
90-373 
30-373 Q 
90-437 


B0061fl099B 
B006 180981 
8006100537 
0006 180600 
9006180611 


8006180999 

8006180974 
9006180382 
8006180594 
8006180607 


80/06/0! 
80/09/02 

80/06/04 
80/06/03 
BO/04/9* 


90-266 P 
30-966 Q 
CONTRACT 
90-319 Q 
90-333 Q 


80061B0624 

8OO6 190020 
8006190064 
8006190075 
0006190080 


8006180617 
B006 190021 

8006190098 
0006190069 
800619007B 


BO/04/24 
BO/03/58 
BO/03/S2 
BO/04/S4 
80/06/13 


70-687 
XPDfiTLIC 
40-1341 
30-184 Q 
FQ1A 


B0061TOOQS 
BOO6 190093 
BOOi I 50 104 
8006190118 
8006190123 


8006190083 
B0061900B9 
B00619010D 
B006190119 
B006190119 


BO/04/S9 
BO/06/09 
80/09/33 
BO/06/13 
BO/06/13 


70-820 
90-373 A 
CONTRACT 
FOIA 
FOIA 


8006190129 

8004190130 
8006190133 

BOO* 1901 33 
8006 1901 34 


0006190113 
8006190187 
B006190127 
8006190148 

8006190132 


BO/06/13 
80/03/31 
BO/03/31 
80/03/83 
BO/04/30 


FOIA 
BECV 
BECY 
50-219 Q 
30-376 


B006190168 
8006190182 
8006190197 

8006190201 
8006190203 


80061 90 IS? 
8006190177 
8006190192 

8006190192 
8006190192 


00/04/34 
80/03/07 
BO/09/S1 
BO/09/S1 

8o/oa/ai 


90-320 Q 
30-373 Q 
30-201 
30-201 
30-201 Q 


8006 190208 
8006190219 
BQQ6 190226 
B006 190227 
B006 190230 


8006190192 
B006190213 
3006 1902 IB 
B006I90213 
B006 190332 


so/09/ai 

80/03/12 

80/04/30 
BO/03/ 12 
BO/04/24 


90-201 Q 
70-572 
90-449 Q 
70-572 
90-220 Q 


B006190231 
8006 190240 
8006190249 

8006190292 
8006190239 


6006190224 
8006190232 
B006 190243 
8006190244 
0006190257 


BO/06/ U 
BO/OS/30 
80/04/84 
BO/Q3/29 
80/06/12 


XPORTLIC 
30-416 M 
30-277 a 
CONTRACT 
FQIA 


8006190297 
8006190267 
8006190363 
8006190276 

BOOil 9027B 


$006190246 
8006190261 
8006190262 
8006190272 
8006190274 


80/09/09 

80/04/30 
80/09/03 
80/OS/2B 
80/09/01 


30-390 Q 
CONTRACT 
90-302 
CONTRACT 
30-334 


BOOi 1 902B3 
B00619Q2B? 
B0061 90300 
B00619030B 
BOOi 190321 


B0061903SB 
B0061902B4 
0006190296 
8004190303 
8006190319 


SO/09/30 
SO/09/07 

BO/06/06 
80/04/25 
BO/06/16 


90-291 3 
90-298 Q 
90-346 
30-271 Q 
90-412 B 
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0006190333 
8006190343 
8006190396 
8006 190362 

6006190366 


BD061903I9 
8006190339 
800619034? 
8006190349 
8006190357 


80/04/29 
80/06/13 
BO/03/HO 
SO/03/2O 
BO/09/09 


90-S46 
30-377 R 
QA999 
QA999 
90-373 


8006190369 
BOOM 90370 
0006 190371 
BQQ6 190374 
8006190373 


8006190365 
B006 190349 
8006190361 

BOOM 90349 
8006190363 


BO/OB/22 
BO/03/30 
80/04/24 
BO/03/20 
80/09/22 


40-1341 
QA999 
90-377 
OA999 
40-1341 


B006 190376 
8006190379 
80061903B2 
8006190386 

0006 190399 


8006190349 
8006190378 
8006190349 
00061 90383 
8006190399 


BO/03/20 
80/03/09 
BO/03/SO 
SO/06/OS 
80/06/04 


OA999 
90-395 Q 
OA999 
80-318 Q 
90-116 Q 


8006190482 
8006190496 
B0061904SB 
8006190431 
8006190439 


8006190414 
8006190414 
S006190414 
8006190414 

B 006 190437 


BO/06/13 
BO/06/13 
80/06/13 
BO/06/13 
80/06/06 


90-253 B 
90-233 8 
00-858 8 
90-255 3 
80-133 


8006190444 
B006 190444 
B006190470 
BOO6 190478 
0006190333 


8006190440 
8006190461 
BOO619046B 
9006190473 
8006190932 


80/06/11 
80/06/13 
80/06/13 
SO/06/16 
BO/06/16 


80-361 6 
50-331 R 
30-259 B 
80-244 B 
90-361 I 


BOOt 190332 
8006190933 
8006190339 
8006190941 
B006 190867 


8006190932 
8006170532 
B006 190937 
BOO6 190533 
8006190593 


BO/06/16 
80/06/16 
80/06/12 
80/06/17 
30/06/03 


90-361 I 
80-361 I 
30-320 
80-247 8 
80-466 


0006 190961 
B006 190944 
BO06 190974 
8006190506 
8006190389 


0006190331 
8006190933 
8006190366 
3006190978 
BOO61905B3 


80/06/13 
80/06/03 
80/06/10 
80/06/09 
80/06/13 


8O-2B6 R 
90-466 
90-321 8 
50-321 8 
90-368 R 


B006 190603 
8006 190606 
B006190610 
B006 190612 
8006 19061 9 


8006 190996 
8006190393 
8006190602 
8006190604 
B006 190607 


SO/06/ 12 
80/06/17 
80/06/11 
80/06/03 
80/06/11 


90-302 B 
50-269 
50-336 P 
50-219 P 
90-321 B 


0006 190621 
8006190630 
3006190641 
8006190643 
9006190644 


8006190617 
BOO61 90626 
8006190636 

0006190640 
8006190634 


80/06/10 

ao/06/ia 

BO/06/05 
80/06/01 
80/06/04 


90-302 H 
M-247 R 
30-312 R 
80-293 R 
30-320 H 


B006 190648 
0006190669 
8006190673 
8006190679 
8006190683 


8006190638 
3006190667 
BO06 190673 
8004190677 
8006190681 


80/06/12 
79/12/10 
80/03/O9 
30/09/O2 
30/05/39 


30-344 I 
ACflB 
80-235 Q 
70-247 
50-302 Q 


80061906B7 
B0061906B9 
00061 90691 
8006190693 
8006190700 


8006190681 
8006190686 
80061906B1 
8004190681 
8006190696 


80/03/29 
80/06/13 
80/03/29 
80/03/29 
80/03/29 


90-302 Q 
90-313 R 
90-302 fl 
90-302 a 
90-946 Q 


8006190703 
B006 190706 
B006190713 
6006 1907 19 
BO06190739 


8006190696 
8006 190696 
8006190696 
B006 190696 
B0061W732 


80/09/29 
BO/03/B9 
80/03/29 
80/03/29 
BO/04/O1 


9O-946 Q 
90-946 
90-346 fl 
90-846 a 
70-820 


8006190745 
8006300003 
8006200005 
8006300007 
8006200010 


8006190744 
8006300002 
8006200002 
8006300004 
8006200004 


BO/04/OB 
80/03/20 
80/09/SO 
80/09/29 
80/03/29 


70-2909 
CONTRACT 
CONTRACT 
70-1191 
70-1151 


8006200011 
B006200013 
B006200019 
B00620008Q 

9006300061 


B006200009 
B006S00009 

8006200004 
S006300046 
8006200091 


80/08/30 
80/09/30 
BO/09/29 
80/04/14 
BO/QS/28 


HASTE MOT 
HASTE HOT 
70-1181 
70-794 
9tti Prog 


8006200071 
8006200074 
8006300078 
80062000B3 
B006200091 


8006200066 
8006200068 
8006200073 
B0062000B1 
8006200087 


BO/05/23 
90/04/03 
80/06/02 
80/04/29 
80/03/19 


90-4SQ C 
90-312 P 

CONTRACT 
70-1297 
80-320 U 


0006200093 
8006200094 
B006300097 
8006200100 
8006200107 


80062000B6 
8006200076 
3006200088 

8006200096 
B006300101 


BO/06/04 
80/09/06 
80/09/12 
80/04/22 
80/04/O1 


CONTRACT 
30-348 
90-305 
71-185 
70-696 
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t 


8006200111 


8006200109 


80/04/23 


90-398 


a 


6006300113 


8006200109 


80/04/23 


30-398 


a 


BOO63OO114 


8OO6200109 


80/09/08 


90-339 


Gt 


B006200117 


8006200112 


BO/04/ IB 


70-36 




8006300131 


0004200118 


80/04/29 


90-441 


a 


6006200124 


8006200118 


80/04/29 


90-461 


a 


BOO6300128 


8006200126 


80/OS/08 


90-339 


a 


6006200135 


8006300133 


BO/04/11 


OA999 




8006200136 


BO06200131 


BO/09/09 


90-373 


a 


8006200137 


8006200134 


GO/06/04 


CONTRACT 




6006200139 


8006200138 


BO/09/29 


QA999 




6006200141 


8006200131 


BO/03/09 


90-373 


a 


6006300143 


8006200138 


BO/03/29 


QA999 




8006200145 


8006200140 


BO/06/03 


70-1 SOB 




BOO62OO146 


8006200138 


BO/09/29 


QA999 




8006200147 


8006200144 


79/10/26 


90-4B2 


p 


6006200 14B 


8006200138 


BO/09/29 


QA?99 




8006200166 


8006200162 


BO/09/30 


90-269 


p 


6006200169 


8006200169 


BO/03/23 


70-824 




BOO6200172 


B0062O0169 


BO/03/23 


70-824 




8006200179 


BOO6200171 


80/06/16 


30-387 


B 


8006200199 


8006200196 


80/03/13 


90-319 


a 


8006200216 


8006200212 


BO/06/04 


90-290 


a 


8006200219 


8006200212 


80/06/04 


90-290 


a 


8O0620O222 


8006200212 


80/06/04 


90-290 


a 


9006200337 


8006200212 


80/06/04 


BO-39O 


a 


0006200248 


8O06200237 


BO/09/20 


40-8976 




6006200237 


8006200239 


80/04/23 


70-33 




BOO62O0266 


BOO6200296 


BO/09/14 


90-341 


a 


BOO6200290 


006300272 


80/09/16 


5O-246 


a 


6006200292 


8006200288 


BO/09/16 


71-173 




6006200324 


8006200321 


80/06/13 


9O-327 


p 


BOO620O338 


8006200329 


BO/09/12 


70-143 




600420034B 


9006200343 


80/09/23 


IOCFB 




B00620O363 


BO062O0399 


BO/06/ 16 


90-369 


a 


BOOA20Q340 


B0062O0361 


BO/06/11 


90-329 


A 


BOOM 00373 


0004200373 


BO/06/13 


90-966 


B 


B006200436 


B0062O0424 


BO/06/11 


90-309 


P 


BOO6300438 


0006200434 


BO/06/11 


90-309 


P 


BQO420O434 


9006200430 


BO/Q6/16 


30-369 


B 


B0062M444 


8006200437 


BO/06/10 


90-366 


S 


6006200447 


8006200441 


BO/06/11 


90-321 


a 


BOO62O044Q 


B006200449 


BO/06/ 16 


90-299 


a 


B00620Q434 


B006200432 


BO/06/13 


90-918 


B 


BOO6200497 


8006200491 


BO/06/13 


90-337 


B 


6006300459 


8006200499 


BO/06/13 


80-219 


R 


BOQ62OQ441 


B006300492 


BO/06/13 


90-321 


8 


6006200469 


8006200469 


BO/06/16 


90-303 


a 


BOO6800472 


BOOWKXJ446 


BO/06/12 


90-263 


B 


BQQ420O473 


8OO6200443 


BO/06/16 


30-309 


S 


B006200474 


S004BO046B 


BO/06/11 


30-366 


S 


GOO6 200481 


flOO62O0474 


BO/06/ 11 


90-366 


a 


B0062004S3 


8O042O047B 


80/06/12 


30-366 


B 


B006200484 


8006200479 


BO/06/16 


90-327 


B 


B00620Q493 


8006S00489 


80/06/17 


90-36B 


B 


8006300496 


8006200493 


80/06/16 


30-389 


R 


8006200497 


8004200486 


80/06/13 


90-327 


B 


6006200816 


8006200914 


80/03/09 


90-280 


Q 


8006200917 


8006200910 


80/03/09 


90-382 


Q 


8006200323 


8006200919 


80/09/07 


90-303 


Q 


8006200333 


8006200929 


80/09/06 


90-320 


P 


8006200936 


BO06200930 


80/03/30 


90-471 





8006200937 


B006200927 


80/06/10 


90-329 


a 


8006200338 


8006200520 


80/04/39 


70-33 




8006300947 


8006200941 


80/06/10 


90-366 


a 


8006200964 


8006200397 


80/04/24 


40-672 




8006300967 


8006200999 


80/06/06 


90-272 





8006200968 


8006200966 


80/03/23 


40-0903 




8006300970 


8006200966 


80/09/23 


40-B302 




800630099? 


8006200996 


80/06/03 


90-330 


H 


8006300609 


8006200601 


80/03/30 


90-320 


P 


a0062O0611 


8006200610 


80/09/30 


90-914 





8006300617 


BOO6200614 


80/03/29 


XPORTLIC 




6006200629 


8006200626 


80/04/30 


90-367 


E 


8006200633 


B006200631 


80/06/03 


90-289 


P 


6006200436 


B006S00631 


BO/06/03 


30-389 


P 


8006300639 


B0062O0631 


00/06/03 


90-389 


P 


8006200643 


B004S00631 


80/06/03 


90-389 


P 


8006200649 


H006200642 


BO/06/02 


REOQD 




8006330012 


8006230008 


BO/06/02 


50-261 


P 
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8006330020 
B006230032 
8006230024 
B006230Q35 
5006230026 


8006230016 
8006230019 
BOD623D016 
3006230019 
8006230019 


80/09/16 
80/03/27 
BO/09/16 
80/03/27 
80/03/27 


90-10 Q 
70-984 
30-10 
70-984 
70-984 


8006230033 
8004230036 
S006230037 
8006330040 
800623004 1 


B006230030 
0006230034 
B006230032 
3006230033 
8006230039 


80/06/06 
80/06/04 
BO/06/06 
80/09/29 
30/06/04 


30-390 Q 
CONTRACT 
71-5939 
CONTRACT 
CONTRACT 


0006330043 
8006230048 
8006230054 
8006230060 
8006230061 


B00623003B 
B006230044 
B006230049 
8006230033 
8006330049 


QO/06/10 
80/OS/23 
GO/09/ 14 
80/05/13 
SO/05/14 


90-266 Q 
CONTRACT 
30-461 Q 
90-373 Q 
30-461 11 


8006230062 
6006330069 
S006230071 
B006230077 
8006230078 


B006230031 
8006230063 
8006230063 
8004230070 
8006230073 


80/09/27 
BO/06/10 
BO/09/ 19 
80/03/13 
80/09/16 


90-20 B 
30-483 
90-283 Q 
30-293 Q 
90-334 Q 


BOQ633QOB3 
8006230037 
B00623Q091 
BOD6S30092 
8006330113 


8006230004 
8006230082 
8006230083 
8006230082 
8006230102 


BO/03/30 
80/03/13 
BO/09/14 
80/03/13 
30/09/08 


CONTRACT 
50-358 Q 
50-409 Q 
30-359 Q 
30-150 


3006330114 
B006330117 
80063301 IB 
8006330133 
B006E30124 


B00623009B 
3006330 tl 2 
80D623009B 
8006230119 
B004230I20 


80/06/04 
80/06/03 

80/06/04 
80/03/22 
60/06/04 


90-230 Q 
CQHHIBSION 
90-230 
COMMISSION 
CONTRACT 


8006230129 
8006230126 
8006230131 
8006230133 
8006230136 


8006230121 
8006330098 
8006230 I 28 
8006330129 
B006230108 


SO/03/27 
80/06/04 
SO/09/21 
80/06/11 

SO/06/06 


70-27 
50-2BO Q 
CDHMISSION 
CONTRACT 
DRO 


B006230144 
B006230I4B 
8006230151 
8004230152 
B004230153 


B006230141 
B006230143 
B006230143 
8006230143 
8006230147 


80/04/21 
80/03/09 
80/03/09 
SO/05/30 
80/03/38 


30-201 R 
90-461 
90-461 
90-128 Q 
70-820 


B006230I64 
3006230166 
8006230171 
8006230173 
8006230 17B 


8006230190 
8006230139 
8006230 1 99 
8006230139 
3006230170 


80/09/10 
80/06/02 
BO/06/02 
80/06/02 

80/06/11 


CONTRACT 
50-339 Q 
50-33 Q 
50-339 Q 
CONTRACT 


8006230179 
8006230180 
8006230189 
8006230190 
8006230195 


3006230159 
8006330176 
8006230183 
80062301 86 
3006330183 


SO/06/02 
80/05/23 
SO/06/03 

SO/06/ IS 
80/06/03 


30-33J. Q 
90-27S 
SO-2SO 
30-399 K 
90-2SO 


8006230199 
8006230300 

8006230203 
8006230209 
60042302 U 


8006330 IBS 
8006230194 
8006330183 
S006230205 
8006330212 


QO/06/05 
60/06/04 
80/06/05 
80/09/30 
80/05/20 


90-2SO o 
CONTRACT 
30-280 Q 
90-331 Q 
OA999 


8006230216 
B00623021S 
B00633Q219 
B006230322 
B006330223 


B006230212 

B006230210 
B006230212 
3006230310 
B006230212 


BO/05/20 

80/06/02 
BO/09/30 
80/06/02 
80/09/20 


QA999 
90-321 Q 
QA999 
90-321 Q 

3A999 


8006230226 
3006330238 
8006330230 
3006330232 
8006330237 


B006230310 
3006230210 
B006230224 
8006230210 
8006230310 


BO/06/03 
80/06/02 

BO/04/29 
SO/06/02 
SO/06/02 


90-331 
50-321 
70-1319 
90-331 
50-3BI Q 


8006330238 

8006230247 
B006330260 
3006330367 
B006230273 


8006230233 
8006230244 
B006230237 
8006230249 
B006S30249 


SO/04/11 
80/04/26 
30/06/09 
80/06/03 
30/06/03 


OA999 
90-201 ft 

71-334 
90-327 

90-327 Q 


3006330281 
B00633030B 
30063303 IB 
8006330333 
8006330327 


8006230278 
B00423O304 
8006230312 
8006230313 
8006230321 


30/06/04 
80/09/12 
BO/06/10 
BO/06/18 

80/06/09 


10CFR 
70-1143 
30-454 Q 
90-306 B 
SO-43B 


8006230331 
8006330333 
8006230339 
8006230336 
8006230341 


8006230321 
8006330331 

8006330326 
8006330321 
8006230249 


80/06/09 

80/06/09 
80/06/17 
SO/06/09 
80/06/03 


90-438 Q 
50-433 
90-320 8 
9Q-43B 
90-327 
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9006330330 


9006230247 


90/06/03 


90-327 


Q 


8006230363 


800623034B 


BO/06/13 


90-34B 


8 


0006230367 


Q00623Q360 


00/O6/OS 


30-36? 





B 00623 03 71 


8006230360 


90/06/05 


30-369 


a 


BQQ6330376 


BOO 62 3034 B 


90/06/13 


SO-34B 


B 


600623037? 


8006230373 


90/OS/2B 


30-30? 


a 


8004230382 


8006230373 


80/03/2B 


50-309 





6006230387 


B0062303B1 


80/06/10 


30-24? 


B 


B 00623 Q390 


B0062303B9 


90/06/18 


50-334 


p 


6006330392 


B00623Q391 


80/06/09 


30-354 


s 


B 00623 039 S 


B00633Q396 


50/06/30 


30-361 


p 


8006E30416 


B006230417 


BO/06/19 


30-339 


s 


8006330439 


9006230434 


60/09/28 


90-313 


s 


8006230410 


0006230373 


BO/05/29 


30-309 





a 00623 0*46 


B006230373 


90/09/29 


30-309 


Q 


8006230447 


8006230442 


BO/06/19 


90-339 


8 


8006330491 


3006330373 


BO/03/28 


90-309 


Q 


B006B30433 


8006230373 


BO/03/2B 


90-30? 


Q 


B 00623:0437 


B00633Q4SO 


80/06/04 


50-36B 


S 


600623=04 59 


6006230456 


SO/06/13 


90-70 





B006230476 


6006230464 


80/06/13 


30-335 


a 


8006250491 


BO0633Q4B7 


30/06/16 


30-313 


p 


BOQ623O493 


3006230463 


SO/06/10 


30-335 


s 


800.6830300 


0004230494 


80/06/19 


30-339 


8 


B00623O304 


6006230501 


SO/06/17 


30-331 


p 


B00623Q309 


9006230903 


BO/04/ IB 


90-33B 


B 


3006230315 


8006230906 


BO/06/ 1 A 


30-336 


K 


3006230520 


8006330914 


BO/06/13 


90-939 


P 


8006830324 


8006230916 


00/06/19 


30-339 


B 


3006230524 


800633091? 


00/06/18 


90-361 


A 


9006230531 


8006230919 


90/06/19 


90-361 


A 


8006830333 


8006230927 


BO/06/17 


30-372 


S 


8006230338 


800623091? 


90/06/1S 


90-361 


A 


800623053? 


8006230534 


BO/06/ 1 1 ) 


90-339 


S 


B006230S43 


B00623091? 


go/06/ia 


90-361 


A 


B006230S4.6 


0006230542 


SO/06/20 


90-29B 


P 


9006230517 


G006B30519 


80/06/16 


90-361 


A 


BOQ6330391 


BO06230344 


BO/06/ IB 


30-33? 


S 


8006230594 


B006230919 


BO/06/16 


50-361 


A 


9006230998 


8006230919 


BO/06/ 18 


30-361 


A 


3006230963 


8006230997 


BO/06/16 


30-334 


8 


8006330964 


8006230999 


BO/06/10 


30-380 


B 


8006230565 


800623099? 


80/06/13 


90-249 


B 


8006230571 


8006230967 


BO/06/09 


90-381 


S 


8006230377 


S006230970 


BO/06/ 13 


90-249 


B 


B0062305B4 


B006230972 


BO/06/ IS 


90-261 


B 


BOQ62303B6 


B006230379 


BO/06/13 


90-890 


B 


B0062303BB 


B0062309B1 


BO/06/10 


90-230 


B 


B0062 30593 


B006230990 


BO/06/1 1 ? 


90-344 


P 


B006-23QS97 


B006230990 


BO/06/19 


90-344 


P 


6006230603 


B006230604 


BO/06/ 16 


90-344 


P 


B00623Q606 


0006230604 


BO/06/ 16 


90-344 


P 


6006230607 


B006230604 


90/06/16 


90-344 


P 


BOO A 230608 


0006230604 


BO/06/16 


90-344 


P 


BOO623O609 


8006230604 


BO/06/16 


90-344 


P 


S006230A10 


3006230604 


BO/06/ 16 


90-344 


P 


8006230611 


0004230604 


80/06/16 


90-344 


P 


8006230613 


8006230604 


BO/06/ 16 


30-344 


P 


8006 2306 13 


9006230604 


80/06/16 


50-344 


P 


B.OOA33Q614 


8006330604 


BO/06/16 


90-344 


P 


B006230619 


9006330604 


80/06/16 


30-344 


P 


6004230416 


8006230604 


00/06/16 


30-344 


P 


8006230618 


8006330604 


BO/06/16 


30-344 


P 


6006230620 


8006230604 


80/06/16 


30-344 


P 


B006 23062.1 


8006330604 


BO/06/16 


30-344 


P 


B0062306H3 


8006230604 


BO/06/ 16 


30-344 


P 


5004230623 


8006330604 


BO/06/16 


90-344 


P 


BQ06 23Q634 


6006230404 


BO/06/16 


30-344 


P 


B006230426 


8006330604 


BO/06/16 


30-344 


P 


B006 230637 


8006230604 


BO/06/16 


90-344 


P 


B00623062B 


B006230604 


BO/06/16 


90-344 


P 


6004230639 


B006230404 


BO/06/16 


90-344 


P 


BOO 6230630 


BQ06230604 


BO/06/16 


90-344 


P 


9004230631 


B006230604 


80/06/16 


90-344 


P 


0004230633 


B00633Q604 


80/06/16 


90-344 


P 


0006230634 


B0062306Q4 


BO/06/16 


90-344 


P 


800623O635 


8006230604 


80/06/16 


90-344 


P 


8006330636 


B006330604 


BO/06/16 


90-344 


P 


8004230637 


8006230604 


BO/06/16 


90-344 


P 


B00623063B 


800623Q604 


80/06/16 


90-344 


P 
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B006230639 


B006330604 


80/06/16 


50-344 


P 


B006330640 


6006230604 


80/06/16 


SO-344 


P 


B006330641 


8006330604 


80/06/16 


90-344 


P 


8006330643 


8006230604 


BO/06/16 


50-344 


P 


8006230644 


B006230604 


80/06/16 


90-344 


P 


8006230645 


B006230604 


80/06/16 


30-344 


P 


BD06230646 


8006230604 


80/06/16 


90-344 


P 


B006330648 


8006230604 


BO/06/16 


90-344 


P 


8006230649 


8006230604 


80/06/16 


90-344 


P 


8006330690 


B006330604 


80/06/16 


90-344 


P 


8006230651 


8006330604 


80/06/16 


90-344 


P 


8006230632 


B006S30604 


80/06/16 


SO-344 


P 


8006230633 


8006330604 


80/06/16 


90-344 


P 


8006230655 


8006230604 


90/06/16 


50-344 


P 


800633069)7 


9006830604 


80/06/16 


30-344 


P 


B006330638 


8006830604 


BO/06/16 


90-344 


P 


800623069? 


B006230604 


BO/06/16 


90-344 


P 


8006230661 


8006230604 


80/06/16 


50-344 


P 


8006230662 


8006230604 


BO/06/16 


30-344 


P 


8006230663 


3006230404 


80/06/16 


30-344 


P 


8006230664 


B006E30604 


DO/06/16 


90-344 


P 


8006330663 


8006830604 


80/06/16 


90-344 


P 


8006230666 


8006330604 


BO/06/16 


50-344 


P 


B006330667 


B006830604 


90/06/16 


90-344 


P 


8006230668 


8006330604 


80/06/16 


30-344 


P 


6006230669 


9006S30604 


80/06/16 


90-344 


P 


8006330670 


8006830604 


80/06/16 


90-344 


P 


B006230672 


B006230604 


BO/06/16 


50-344 


P 


8006330679 


8006830604 


80/06/16 


80-344 


P 


8006230678 


8006330604 


80/06/16- 


30-344 


P 


800623067? 


8006230604 


80/06/16 


90-344 


P 


8006230680 


8006330676 


BO/06/17 


80-338 


A 


8006230682 


B006230604 


80/06/16 


80-344 


P 


B006.2306S4 


8006230604 


BO/06/16 


80-344 


P 


BOQ62306B9 


8006530604 


80/06/16 


90-344 


P 


8006230687 


8006230604 


80/06/16 


90-344 


P 


BOO&230689 


8006330604 


80/06/16. 


80-344 


P 


B006230670 


8006230604 


80/06/16 


SO-344 


P 


B006230672 


8006230686 


BO/06/I9 


30-928 


C 


8006230676 


8006230691 


80/06/19 


90-838 


F 


8006230697 


B0062306B6 


BO/06/19 


80-828 


C 


800633069B 


8006230694 


80/06/19 


80-928 


K 


B006230699 


8006230604 


80/06/16 


80-344 


P 


0006230702 


B006230686 


90/06/19 


30-928 


C 


8006230704 


8006230604 


90/06/16 


SO-344 


P 


B00633070S 


B0062306B6 


80/06/19 


50-338 


C 


8006230707 


8006230604 


80/06/16 


80-344 


p 


8006240007 


8006240009 


BO/08/33 


80-267 


Q 


B006240008 


8006340009 


BO/OS/23 


90-267 


a 


8006240041 


8006240032 


80/OS/li 


90-373 


a 


8006240042 


8006240036 


BO/05/05 


30-313 


Q 


8006240043 


8006240039 


80/03/29 


90-416 


M 


8006240046 


8006240036 


BO/OS/09 


90-313 


a 


80062400 SI 


B006240047 


80/06/11 


90-334 


a 


8006340033 


B006S40049 


80/09/12 


30-399 


a 


8006340093 


9006340090 


BO/09/0& 


30-367 


a 


8006240093 


8006240090 


80/09/06 


90-267 


Q 


8006240057 


8006340047 


BO/06/ 1J 


90-324 


Q 


8006240098 


8006240094 


90/03/27 


OA999 




8006240064 


8006240060 


80/06/06 


30-388 


Q 


BD0624006S 


B006240054 


80/OS/27 


QA999 




9006240070 


8006340094 


80/05/27 


QA999 




8006240071 


8006340066 


BO/05/ IB 


80-321 


a 


8006240073 


8006240054 


BO/05/27 


QA999 




B0062400BO 


8006240054 


80/08/27 


flA9"?9 




B0062400B6 


B0062400B3 


BO/06/17 


80-397 


a 


B006340090 


8006240083 


80/06/17 


90-397 


a 


8006340093 


8006340083 


80/06/17 


90-397 


Q 


80Q624009B 


8006240091 


80/05/29 


50-352 


Q 


B00624010I 


8006240097 


80/05/29 


QA999 




8006240k 03 


8006240097 


80/03/29 


QA999 




80063401 OS 


8006340097 


80/09/29 


OA999 




8006240107 


8006240097 


80/09/2? 


OA999 




8006240114 


8006240110 


80/06/04 


QA999 




B006240117 


8006240109 


80/05/30 


80-369 


a 


3004240119 


8006340110 


80/06/04 


QA999 




8006240 12E 


B006240110 


80/06/O4 


QA999 




3006240126 


8006340110 


80/06/04 


QA999 




8006240146 


8006240141 


80/06/05 


QA999 




BQQ6240149 


8006240121 


BO/06/O3 


30-366 


p 
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8006240153 
6006240133 
B006240164 
8006240167 
8006240169 


8006240141 
BOD6240141 
6006240160 
8006240160 
8006240160 


80/06/09 
80/06/03 
BO/06/02 
80/06/03 
80/06/02 


OA999 
QA999 
50-299 Q 
90-33? 
90-239 Q 


8006240172 
8006240174 
6006240173 
8006240177 
B006240179 


8006240141 
8006340160 

8006240171 
3006240171 
B006240171 


80/06/09 
80/06/O2 
80/06/06 
60/O6/06 
80/06/06 


QA999 
90-339 Q 
90-344 P 
90-344 P 
90-344 P 


B006240I82 
8006240186 
8006240188 
8006240199 
60O6240203 


8006240176 
8006240184 
B006S40180 
8006240194 
8006340193 


80/04/30 
80/06/06 
80/09/07 
80/06/02 
80/06/10 


30-267 Q 
90-313 Q 
70-820 

REOOD 
30-321 P 


8006340306 
8006240208 
6006240212 
8006240213 
8006240229 


8006240201 
BOO&240193 
8006240193 

B006240211 
8006240223 


80/09/19 
80/06/10 
80/06/1O 
80/06/02 
60/09/22 


10CFR 
30-321 P 
30-331 P 
IOCFR 
IOCFR 


8006240236 

8006240246 
8006240296 
8006240262 
8006240364 


8006240232 
8006240241 
8006240291 
BOO 62 402 96 
8006240291 


80/06/10 
80/06/02 
80/O6/02 
80/06/03 
80/06/02 


50-328 A 
CONTRACT 
90-259 Q 
Stiti Prog 
90-299 Q 


8006240267 
8006340273 
9006340301 
BOO6240304 
8006240306 


8006240291 
8006240291 

8006240297 
8006240303 

8006240303 


80/06/02 
80/06/02 
60/09/28 
80/06/16 
60/09/19 


50-23? 
30-339 
30-213 8 
90-320 I 
40-1162 


8006240310 
80O6240317 
6006240318 
6006240321 
6006240330 


8006240308 
B006240314 
8006240316 
B00624031? 
8006240329 


80/06/11 
80/03/20 
80/06/18 
80/06/10 
80/06/18 


30-31 1 P 
REOOD 
30-10 F 
30-344 8 
30-327 8 


8006240331 
0006240333 
B006240390 
B006240392 
8006240354 


8006240329 
8006240329 

8006240349 
8006240349 
8006240349 


60/06/19 

80/06/19 
60/06/23 
80/06/23 
80/06/23 


90-344 P 
50-344 P 
90-247 P 
90-247 P 
90-247 P 


B006240364 
BOO6240367 
8006240369 
8006240379 
8006840376 


8006240361 
8006240361 
8006240363 
8006240368 
8006240368 


80/06/23 
80/06/23 
80/06/17 
80/06/17 
BO/06/17 


90-247 P 
90-247 P 
90-327 B 
90-348 8 
90-348 8 


8006240380 
8006240393 

BOO6240396 
8006240397 
80O6240408 


8006240374 
B0062403S7 
8006240388 
8006840390 
8006240404 


80/06/19 
60/06/13 
80/06/17 
80/06/1? 
80/06/16 


90-327 8 
90-249 8 
90-327 8 
90-390 B 

90-397 F 


BOO6240413 
8006240418 
BOO&240420 
B006240423 
8006240426 


B006S40404 
B00624Q404 
8006240410 
8006240412 
3006840419 


80/06/16 
80/06/16 
60/06/19 
00/06/19 
80/06/19 


90-397 F 
90-397 F 
30-327 6 
90-327 S 

90-302 6 


1006240433 
3OOA240434 
3006240436 
3006240444 
3006240448 


8006240425 
B006240427 
8006240431 
B00684030B 

8006240308 


80/06/16 
80/06/20 
80/06/17 
BO/06/ 1 1 
80/06/11 


90-337 8 
90-280 S 
90-366 8 
30-311 P 
30-31 1 P 


3006240449 
3006240490 
,1006240439 

B00624049B 
BOO6240439 


8006240443 
8006240446 
6006240442 
8006240494 
8006840491 


80/06/18 
80/06/20 
80/06/1? 
80/06/17 
80/03/21 


90-311 8 
90-302 8 
90-366 S 
90-366 8 
40-1162 


8006240473 
8006240476 
8006240478 
8006240479 
8006240492 


8006240468 
8006240462 
8006240469 

6006240471 
8006S404B6 


80/06/20 
80/06/17 

80/06/20 
60/06/18 
80/06/18 


30-389 M 
90-316 B 
90-338 F 
30-293 8 
30-372 8 


0004340303 
B0062409Q9 
8006240910 
8006240912 

3006340313 


8006240497 
8006240499 
8006240904 
8006240906 
8006240906 


80/06/16 
80/06/17 
80/06/17 
80/06/17 
80/06/1? 


90-219 8 
30-296 8 
90-320 6 
90-270 5 
90-293 B 


8006240914 
8006240918 
8006240973 
8006240973 
8006240979 


B006240307 
8006240919 
8006240966 
800624036? 
8006240969 


80/06/19 
60/03/06 
80/06/09 
80/09/29 
80/03/29 


30-366 B 

70-1201 

30-302 a 

90-387 
90-387 



ENCLOSURE 


PRINCIPAL 
DOCUMENT 


DATE 
ISSUED 


SUBJECT 
CATEGORY 


6004240581 
60062403B4 
B006240387 
6004240592 
BOQ62406Q4 


8006240567 
8006240969 
8006240921 
0006240521 
800624039B 


80/05/39 
80/09/29 
80/06/30 
80/06/20 
80/06/03 


90-387 
50-387 O 
70-130B 
70-130B 
50-249 P 


8006240607 
8006340617 
8006240626 
8006240636 
8006240649 


6006240398 
8006240611 
0006240623 
B006240630 
8006340649 


BO/06/03 
50/09/23 
BO/06/04 
BO/09/33 
BO/06/02 


90-245 P 
90-293 
10CFR 
10CFR 
CONTRACT 


8006340653 
800629000? 
B006230013 
6006290017 
B006230024 


B006240690 
000423000B 
B0062S0007 
H006S90007 
80062 9002 2 


80/06/20 
BO/06/03 
SO/09/37 
80/09/27 
80/06/06 


FOIA 
Stit' Prog 
90-219 Q 
30-219 fl 
XPDflTLIC 


B006230030 
6006390034 
8006290039 
8006330036 
8006290042 


8006290029 
8006290029 
8006390033 
B006290033 
8006390040 


80/06/13 
60/01/21 
BO/06/04 
BO/06/03 
BO/06/12 


10CFR 
CONTRACT 
70-143 
CONTRACT 
CONTRACT 


60042300+3 
B0062S0047 
600423004B 
B006230032 
B006390094 


8006290041 
8006290043 
8006290044 
8006250044 
8006290031 


80/01/01 
80/03/14 
80/05/22 
00/03/22 
60/06/12 


CONTRACT 
90-294 Q 
30-382 P 
90-2B2 P 
80-312 Q 


8006250057 
8006230039 
8006390060 
8006290064 
8006390069 


8006290091 
6004290049 
8006290031 
6006250041 
B0063S0062 


60/06/12 
BO/09/27 
BO/06/ IS 
79/11/01 
BO/09/13 


90-312 Q 
CONTRACT 
90-312 Q 
CONTRACT 
90-391 A 


3006390066 
B006S30076 
B00623QOB1 
6006230082 
BQ06230083 


B006290091 
8006290073 

8006290078 
8006290078 
8006200080 


80/06/12 

80/09/16 
80/06/05 
80/06/09 
80/09/13 


30-312 Q 
90-302 Q 
90-285 Q 
50-2B5 Q 
30-344 Q 


8006230004 
8006290083 
8006290090 
8006290093 
800629009? 


8006200078 
B006390078 
0004290086 
0004290036 
BQ06290094 


80/06/09 

80/06/09 
80/04/29 
60/03/19 
80/06/06 


30-285 Q 
30-385 Q 
CONTRAC T 
90-344 9 
9Q-2SO Q 


BQ06230103 
B006290104 
B00623010S 
B006250106 
8006290107 


8006290094 
8006290094 
8006290100 
8006290102 
8006290094 


80/06/06 
80/06/06 
80/04/1S 
60/09/16 

80/06/06 


90-3BO 
90-380 Q 
TQPREP 
90-395 0) 
90-280 a 


8006290110 

8006250112 
8006290114 
8006290117 
800639011? 


8006290097 
8006290108 
8006290097 
8006390113 
B0062S0097 


80/06/09 
80/09/16 

80/06/09 
BO/06/09 
60/06/05 


QA999 
90-373 fl 
OA99? 
QA?9? 
QA999 


8006290121 

8006290123 
8006230124 
BQQ6290126 
B006350127 


B0062901 13 
8Q062SOI13 
8006290116 
8006290097 
80062301 13 


BO/06/05 

80/06/05 
80/09/19 
80/06/05 
80/06/03 


QA9?9 
OA999 
00-312 
OA999 
OA99? 


8006290129 
0006230143 
8006290144 
9006290190 
8006290199 


8006290128 
6006290 199 
8006230139 
6006230139 
8006290139 


60/06/20 
80/06/18 
60/06/03 
BO/06/03 
80/06/03 


90-339 P 
30-338 P 
90-299 tt 
30-299 d 
90-259 a 


6004230157 
B006290160 
6006230164 
8006230165 
6006230170 


8006290132 
8006290196 
8006290161 
6006290139 
8006290166 


80/09/02 

80/09/20 
80/09/06 
80/06/03 
60/09/21 


50-249 
70-824 
SO-39 fl 
90-25? Q 
30-946 & 


B006330172 
BQ0629017A 
8006350179 
B0062301B2 
B0062901B4 


8006250169 
8006290173 
8006290174 
8006230176 
8006290 161 


60/05/12 
80/03/14 
80/05/12 
80/09/18 
80/05/20 


90-397 
30-423 O 
30-312 a 
30-299 a 
30-312 a 


8006290186 
8006290190 

8006290192 
8006290204 
8006290209 


8006290183 
8006290 IBB 
8006290187 
8006290199 
0004250202 


60/05/09 
BO/05/07 

80/03/02 
BO/03/19 
60/05/14 


30-29? 
90-333 
90-929 a 
IOCFR 
90-322 Q 


8006290209 

0006290210 
B006290211 
6006230213 
B006290216 


B006230207 
8006290206 

B006S9020B 
8006290212 
8006290214 


90/09/14 
SO/06/02 

80/03/34 
80/03/14 
80/06/30 


30-412 Q 
CONTRACT 
70-824 
90-390 
30-361 A 
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ACCESSION NUMBER 



ENCLQSUftE 


PRINCIPAL 
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80Q62S0219 
8006350219 
SOQ6aao2SI 
8006330223 
SOO625O226 


8006230214 
B006250217 
8006230317 
8006230222 
8006290233 


BO/06/20 
BO/OS/2 1 
BO/O3/21 
80/O6/06 
BO/03/22 


8O-361 A 
90-443 Q 
80-443 
CONTRACT 
SO-334 Q 


8006230239 
8006330230 

BOOiago-asi 

8006390233 
8006290233 


8006230333 
8006290327 
8006290323 
8006250323 
9006230237 


BO/03/22 

BO/O6/20 
80/03/22 

BO/OS/22 
80/06/16 


80-334 
30-438 8 
80-334 Q 
30-354 S 
50-312 B 


6006250241 
8006390243 
8O06390246 
8006330249 
8006330250 


BOQ62 50240 
8006230242 
8006-350244 
8006250249 
8006250243 


SO/06/17 
80/06/13; 
SO/06/ 1A 
80/06/11 
SO/06/ 11 


50-277 S 
30-393 8 
90-293 S 
50-331 Q 
90-321 


800t33&a34 
8OO639O23B 
8OO639O261 
8006390264 
8006330263 


8006250249 
8006230249 
3006250337 
3006290249 
8006290262 


ao/oi/ii 

80/06/11 
fiO/06/19 
80/06/11 
BO/06/ IS 


SO -321 Q 
90-331 Q 
30-353 S 
90-321 Q 
30-244 P 


8006390266 
8OO639O271 
B0062SQ274 
BO0639O281 

6006250292 


8006250263 
8006230269 
8006250269 
8006230273 
8006750279 


BO/06/11 
80/06/10 
80/06/10 
BO/06/ 19 

ao/06/n 


SO -373 Q 
90-331 P 
80-321 P 
90-31B S 

90-331 P 


BO06SS0290 
8006880291 
BOO 62 50 2 93 
6006850276 
8006330298 


80062902QB 
B00623028B 

3006230293 
80062 30288 
3006230289 


B0/Q6/12 
80/06/12 
BO/Oi/10 
B0/O6/12 
B0/06/2a 


90-313 P 
80-313 P 
CONTRACT 
80-313 P 
80-339 P 


6006350300 
BOO62S03O2 
B00633030S 
BO062303O? 
B006SS0310 


80062 303B9 
80062 503B9 
8006230303 
80062 302B9 
8006230306 


80/06/23 
BO/O6/23 
BO /OS/27 
80/06/23 

BO /OS/ 16 


30-339 P 
30-339 P 

CUMMI8BION 
30-339 P 
30-329 Q 


8006230312 
BOO&230314 
8006280316 
BOQ63S0318 
800639031? 


9006250207 
80062 302B9 
8006290289 
80062 302B9 
3006230313 


90/06/23 
80/06/23 
30/O6/23 
BO/06/23 
BO/03/09 


80-339 P 
30-339 P 
80-339 P 
30-339 P 
71-9113 


8006250320 
BO06380322 
8006280323 
B006380348 
BOO&3S0338 


3006230313 
8006280319 
3006230317 
8006230344 
8006230334 


BO/05/02 
80/O8/09 
BO/03/27 
8O/OS/OB 

BO/03/06 


10CFR 
71-9113 
PR 

PR 
1OCFR 


8006380373 
B00623037S 
BO06380377 
8006280332 
8006390390 


3006230369 
8006290372 
8006230376 
8006230380 

80062 903B3 


BO/OS/22 
BO/O6/11 
BO/03/30 
00/06/16 
80/06/02 


RE00D 
80-461 Q 
10CFR 
30-313 P 
30-193 P 


BOQ6350608 
8006360007 
BOO63AOOOB 
8006360013 
0006360016 


8006230609 
3006260003 
8006260006 
8006260012 
800626001 1 


BO/0&/O2 
00/06/10 
80/06/16 
80/06/06 
30 /OS/OB 


70-2619 
30-344 

XPORTLIC 
KPOHTLIC 
10CFR 


8O0636001B 
8006360022 

B006360023 
8O063600S8 
6006860040 


8006260014 
3006260019 
8006260017 
3006260021 
3006260026 


aO/06/OA 
BO/O6/09 

BO/03/1-5 
BO /OS/09 
BO/06/12 


XPORTLIC 
KPOHTLIC 
BO-302 Q 
1OCFR 
30-344 


80062:6009? 
8006360060 
80D62600&9 
8006360072 
8006360077 


BOOA2 60053 
3006960099 
8006260066 
8006260061 
8006260066 


BO/06/16 
80/06/16 
BO/03/20 
80/03/19 
8O/O5/20 


30-2B9 P 
5O-289 P 
80-303 Q 

10CFR 
80-303 Q 


80X16360094 
BOOAHfiOOBB 
8006360139 
8006360146 
8006340158 


30Q62600B1 
8006260081 
3006260134 
8006260141 
8006260132 


80/06/10 

BO/06/10 
80 /OS/21 
BO/0&/13 
80/06/09 


TOPREP 
TOPREP 
PRM 
30-304 

COMMISSION 


8006360199 
8OO&360I 61 
8006360162 

8006860163 
8006360168 


3006260 15B 
80062601 SB 
3006360160 
8006260 159 
3006260164 


80/06/19 
BO/06/19 
BO/O6/1S 
BO/06/ 11 

ao/06/i? 


30-273 
30-279 B 
30-327 B 
50-27S 
90-327 F 


8O06360166 
8006260172 
B006S40173 
BO06260173 
8006360184 


8006260164 
8006260171 
8006260170 
3006260174 
8006260183 


BO/06/ it 
BO/QA/1& 

80/08/22 
B0/OAm 
80/06/23 


SO-327 F 
90-219 B 
PR 
90-269 B 
90-33B F 



ENCLOSURE 


PRINCIPAL 
DOCUMENT 


DATE 
ISSUED 


SUBJECT 
CATEOOHY 


0006260107 


00062601 S3 


SO/06/- 17 


90-219 


S 


B00626O1BB 


a00626O186 


BO/06/ 1 23 


90-247 





BOO626Q190 


00062601B6 


so/06 /23 


90-247 





9006260193 


B00636O1B6 


80/06/23 


90-247 





80O626019B 


8006360196 


BO/06/24 


80-498 





BQO626020Q 


6006260196 


BO/06/24 


90-498 





8004260201 


8006260196 


BO/Q6/24 


30-49B 





BO 0636 0293 


8006260230 


BO/06/12 


30-asa 


a 


BO 062603 12 


8QO6260303 


BO/06/ 12 


30-434 


a 


BO 06260342 


0006260323 


BO/06/11 


30-329 


a 


BOQ6260344 


0006260293 


BO/06/17 


30-331 


a 


8006260333 


B00626O343 


80/06/OS 


30-416 


a 


6006260396 


B006260392 


SO/06/11 


90-946 


a 


B 006260357 


BOQ626O343 


80/06/05 


30-416 


a 


B 006260363 


B006260233 


80/06/17 


90-331 





6006360364 


BOG626Q329 


80/09/23 


ACRS 




8006260370 


B00626Q362 


80/03/29 


90-271 


a 


B 006260393 


BQQ6260293 


80/06/17 


90-331 


a 


B 006260401 


9006260253 


BO/06/17 


30-331 


a 


BQO626043 1 


8006260293 


BO/06/17 


30-331 


Q 


80O6260499 


BOO636Q25S 


80/06/17 


30-331 


a 


B006S70014 


90O627001Q 


BO/06/20 


FOIA 




BOO6270016 


8006270011 


BO/06/13 


30-317 


p 


8006270017 


8006270010 


BO/06/20 


FOIA 




60062700 16 


BOO627001 1 


BO/06/13 


30-317 


p 


8006270020 


00062700 It 


BO/06/ 13 


80-317 


p 


8004370028 


aoo627oo2t 


80/06/06 


70-2260 




6006270027 


BOO6270011 


80/06/13 


30-317 


p 


8006270029 


BOO6270021 


BO/06/06 


70-2260 




BO06270032 


B00627OO21 


SO/06/06 


70-2260 




8006270033 


B006270030 


SO/06/ 1 1 


PR 




8006270037 


8006270034 


BO/06/ H 


9O-324 


p 


BOO6270039 


8006270034 


BO/06/1 t 


30-324 


p 


W06270042 


9006270034 


80/06/11 


30-324 


p 


8006270032 


80O627O04& 


80/06/04 


SO-32O 


H 


8OQ627007I 


B00627O067 


80/09/30 


70-824 




8006370090 


B0062700B4 


80/06/09 


30-219 





SOO6270093 


BOO627OOBB 


BO/06/ tO 


30-302 


H 


8006270 IDA 


B006270102 


80/06/16 


30-289 


H 


8O06270129 


BOO627O12(> 


SO/06/02 


90-341 


H 


8O06270144 


BOO6270141 


BO/06/02 


30-171 


u 


8006270130 


B006270147 


BO/06/02 


30-171 


u 


90062701 55 


B006270193 


BO/06/03 


80-171 


H 


B006270177 


8006270173 


00/03/22 


70-138 




3006270180 


8006270178 


BO/09/22 


70-133 




8006270184 


8006270172 


80/09/22 


70-139 




B0062701SB 


8006270172 


80/09/22 


70-135 




3006270197 


B00627O191 


80/06/10 


50-438 


a 


8006270207 


0006270191 


80/06/10 


50-438 


a 


8006270211 


B00627Q191 


SO/06/1O 


30-438 


a 


8006270214 


0006270191 


SO/06/10 


30-438 


a 


B.Q06270220 


8006270216 


80/06/24 


50-320 





8006270222 


8006270219 


BO/06/09 


SO-413 


a 


3006270223 


9006270BOS 


80/06/27 


30-937 


B 


0006270324 


BOO6270217 


80/06/20 


30-332 


8 


8006270223 


8006270219 


80/06/09 


30-413 


a 


8006270231 


8006270219 


80/06/09 


3O-413 


a 


BOO6270233 


SOO6270227 


BO/06/2A 


30-272 


9 


8006270240 


8006270007 


BO/06/16 


XPOflTLIC 




9006270241 


80O627O236 


BO/06/20 


3O-339 


s 


9006270245 


B006270239 


BO/03/09 


30-317 


a 


9006270292 


B00627024B 


BO/06/09 


30-298 


3 


9006270256 


0006270251 


00/06/12 


90-299 


S 


9006270259 


B006270294 


80/06/13 


30-29S 


S 


3006270261 


8006270250 


80/06/20 


30-331 


B 


QQ062702&3 


8006270262 


80/06/20 


30-338 


B 


8006270267 


B006270264 


BO/06/30 


90-331 


B 


B006270272 


B00627OB66 


80/06/10 


30-268 


3 


6006270274 


B006270271 


80/06/20 


30-331 


3 


8006270273 


B00627O270 


80/06/23 


30-339 


B 


8006270277 


0006270273 


SO/06/ 19 


30-265 


P 


8006270390 


S00627O27B 


BO/06/20 


30-440 


C 


8006270289 


BO 06270278 


80/06/20 


30-440 


c 


8006270286 


BQ0627O2B2 


BO/06/10 


30-341 


B 


8006270237 


S006270279 


BO/06/23 


90-280 


S 


6006270294 


B006270279 


80/06/23 


90-2BO 


8 


8006270276 


B006270290 


80/06/23 


50-320 


P 


8006270297 


8006270290 


80/06723 


30-320 


P 


8006270298 


8006270299 


80/06/20 


30-440 


I 


8006270302 


8006270292 


80/06/23 


30-281 


B 
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ENCLOSURE 


PRINCIPAL 
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1 


0006270303 


8006270299 


BO/ 06/20 


&0-21? 


B 


B0068703 1 4 


B006270311 


00/O6/20 


50-335 


P 


B0062703 1 9 


8006B70310 


BO/O6/0 


50-33 B 


B 


B006270317 


800627031 1 


BO/ 06/20 


30-335 


P 


8006270326 


8006270334 


BO/O6/ 1 1 


30-44O 


F 


B006370334 


8006270330 


00/06/13 


30-341 


B 


B006270347 


8006270263 


BO/ 04/23 


50-30 S 


P 


B006B70333 


H0062702B3 


BO/ 04/23 


30-302 


P 


800627036 1 


8006270397 


BO/ 06/1 3 


30-277 


P 


B006270364 


8006270357 


BO/06/13 


30-277 


P 


800627034B 


8006270357 


BO/ 06/1 3 


30-277 


P 


80062703? 1 


80062703B6 


BO/OS/3B 


CONTRACT 




B006270406 


8006270403 


80/03/12 


30-219 


Q 


80062704 1Q 


9004270416 


BO/ 06/20 


FOIA 




B00627Q419 


8006270416 


BO/ 06/20 


FOIA 




8006300031 


8006300029 


BO/ OS/OB 


71-6717 




8006300033 


8006300030 


BO/05/20 


50-341 


a 


B006300043 


8006300037 


BO/ 03/09 


30-334 


Q 


8006300040 


9004300053 


BO/05/19 


50-332 


Q 


8006300070 


B006300047 


80/03/14 


50-4B3 


Q 


B006300073 


8006300067 


BO/03/14 


50-4B3 





80063001 1 6 


8006300097 


BO/03/23 


ACRS 




8006300131 


8004300120 


BO/05/12 


70-1143 




8006300149 


8006300143 


BO/06/O3 


OA997 




8006300152 


8006300139 


BO/ 09/22 


50-32? 


Q 


8006300193 


8006300143 


BO/06/OS 


(JA997 




80063001 96 


8006300 14B 


80/05/21 


30-34 1 


Q 


8006300157 


8006300143 


80/Q6/OS 


ftA?9? 




8006300146 


8004300139 


80/O6/12 


50-364 


Q 


8006300172 


8006300143 


BO/06/O9 


(W797 




8006300176 


3006300139 


80/06/12 


50-344 





9006300 I B2 


9004300179 


80/05/21 


30-546 


Q 


8006300197 


8006300170 


80/06/12 


50-24? 


G 


9006300201 


B0063001BB 


7B/06/OB 


REOQD 




8006300309 


9006300170 


BO/ 06/1 2 


30-24? 





8006300831 


3004300220 


80/06/20 


30-32O 


H 


8006300336 


8006300826 


80/05/23 


30-24 B 





800630033? 


8006300220 


80/06/20 


30-330 


H 


8006300343 


8006300237 


BO/ 03/20 


50-2SO 


Q 


8006300349 


8004300220 


80/06/20 


30-320 


H 


8006300391 


a 004300240 


80/06/11 


30-443 


H 


8006300294 


B006300320 


BO/ 06/20 


50-330 


H 


8006300397 


800630024B 


BO/ 06/24 


30-32:7 


P 


8006300340 


8006300235 


BO/ 06/1 3 


50-271 


H 


8006300363 


8006300230 


90/04/20 


30-32O 


H 


8006300366 


B006300261 


BO/03/20 


30-324 





8006300270 


300630026* 


BO/03/OB 


30-32O 


H 


8006300273 


3006300269 


80/03/16 


30-333 





9004300379 


8006300268 


90/06/16 


30-1B& 


Q 


8006300278 


9006300272 


80/03/19 


30-344 





B0043002B3 


8006300201 


QO/03/2B 


4Q-B&81 




B006300306 


B006300304 


60/O4/13 


30-320 





B00630031 1 


8004300304 


BO/06/13 


30-32O 





80063003 IB 


0006300220 


80/06/20 


50-320 


H 


8006300331 


8006300220 


00/06/20 


30-320 


H 


B006300322 


8006300320 


00/06/12 


30-379 





B0063O03B5 


B006300320 


80/06/12 


0-3?S 


Q 


B006300326 


Q006300220 


80/06/20 


&0-320 


H 


BOOA300337 


8006300220 


80/06/20 


3-0-3SO 


H 


0006300343 


800630033B 


80/06/10 


CONTRACT 




0006300343 


8006300220 


80/06/20 


50-330 


H 


8006300393 , 


9006300220 


80/06/20 


30-320 


H 


0006300394 


8006300220 


80/06/20 


50-320 


H 


B00630033? 


8006300220 


80/06/20 


30-320 


H 


B006300360 


O00630035B 


BO/ 06/20 


50-3O? 


P 


B006300344 


6006300362 


80/06/24 


30-24? 


P 


0006300347 


8006300320 


80/06/20 


30-320 


H 


B006300373 


B004300370 


00/06/23 


30-272 


8 


0006300362 


8006300379 


80/06/27 


30-414 


F 


B006300384 


8006300373 


80/06/27 


30-416 


F 


a0063003<J3 


H0043003S7 


BO/06/O3 


50-347 


U 


B006300379 


G 006300392 


00/06/18 


80-32? 


H 


B006300397 


8004300391 


BO/06/23 


30-370 


A 


B006300399 


Q006300396 


00/06/24 


30-347 


6 


B006300400 


8006300391 


BO/O6/23 


30-37O 


A 


B006300401 


6006300398 


BO/O6/24 


30-302 


B 


B00630040S 


8006300394 


00/06/19 


30-312 


B 


0006300407 


8006300403 


BO/06/ IB 


3O-275 


B 


B00.1300409 


8006300391 


BO/04/23 


30-370 


A 


0006300412 


8004300403 


80/06/1 a 


50-279 


B 


8006300414 


8004300391 


BO/O6/23 


30-390 


A 


B006300433 


8006300391 


BO/O6/Z3 


50-37O 


A 



ACCESSION 


MUMBEH 






ENCLQEUH E 


PRINCIPAL 
DOCUMENT 


DATE 

i BBUEB 


SUBJECT 
CATEGORY 


9006300424 
9006300*20 
300630043'? 


B006300421 
8006300220 
B00630O371 


80/06/23 
60/06/20 
BO/06/23 


90-272 B 
50-330 H 
50-390 A 


8006300431 
3006300437 
8006300445 
8006300457 
0004300468 


8006300220 

aoo630osao 

8006300220 
S00630O44? 
0006300497 


BO/06/ 20 
60/06/20 
BO/06/20 
60/06/03 
60/06/23 


50-320 H 
50-320 H 
50-320 H 
Btata Prog 
30-272 B 


8006300467 
8006300470 
9006300479 
8006300477 
8006300476 


8006300464 
B006300462 
B00630046B 
B006300474 
80O630O47I 


GO/06/26 
BO/06/ 06 
60/06/23 
60/06/20 
60/06/25 


30-286 B 
27-47 
30-283 B 
80-21? 8 
30-269 8 


8004300481 
8006300482 
8006300484 
8006300487 
8006300488 


8006300473 
8006300472 
8006300473 
8006300477 
8006300473 


BO/06/ 16 
6 0/06 / S3 
00/06/16 
BO/04/23 
GO/06/16 


90-320 H 
30-219 B 
90-320 H 
90-311 5 
50-320 H 


80063004 92 
8006300498 
B006300499 
BOO&30Q303 
3006300309 


8006300436 
8004300479 
8006300473 
8006300488 
8004300488 


SO/06/20 
BO/06/ S3 
BO/06/ 27 
80/06/16 
BO/06/ 16 


30-344 S 
30-319 B 
90-2B2 B 
30-320 H 
50-320 H 


8006300307 
3006300308 
B0063003Q9 
0006300910 
8006300912 


80043009G1 
8006300902 
80O630O9O1 
8006300488 
SOO (.300801 


BO/06/24 
BO/06/ 2S 
BO/06/24 
BO/06/16 
BO/06/24 


30-339 P 
30-319 S 
50-339 P 
50-320 H 
30-339 P 


8006300314 
90063009 IS 
B006300917 
90063003 IB 
8006300320 


80063005-06 
S00630O4BB 
8006300513 
800630O4BB 
80O630O306 


00/06/30 
BO/06'/ 1 6 

80/06 / 33 
60/06/16 
80/06/30 


NUftEO 
30-320 H 

30-290 
30-320 H 
HUREO 


8006300922 
9006300923 
8006300924 
9006300929 
900630032? 


80063004 BB 
8006300316 
80O630O317 
800 63004 BB 
8DO630O4BB 


80/06/16 
BO/06 /34 
BO/06/ IS 
BO/06/16 
BO/06/16 


50-330 H 
30-327 S 
70-27 
30-320 H 
50-320 H 


BQO&30033Q 
9006300932 
B006300333 
0006300934 

BO0630033S 


8006300513 

800630031? 
8006300928 
9006300488 
8006300488 


BO/06/23 
BO/06/ 12 
80/06/19 
BO/06/16 

BO/06/16 


30-299 
70-27 
30-312 B 
90-3BO H 
30-320 H 


BQQ6300339 

9006300541 
B006300346 
B006300347 
8006300349 


8004300333 
80O63004BB 
8006300333 
8006300488 
8006300340 


BO/06/17 

BO/06/16 
60/06/17 

BO/06/16 
60/06/03 


FOIA 

30-3EO H 
FOIA 

30-320 H 
&tt Frog 


S006300S31 
BO063003DB 
B00630O397 
BOO&300962 
B00630Q363 


80063004 BB 
8006300343 
8006300488 
8006300498 
8006300488 


BO/06/16 
BO/06/13 

BO/06/16 
BO/06/ 1 6 

BO/O6/16 


30-330 H 

CONTRACT 
30-320 H 
30-320 H 
50-32D H 


8006300371 
B0063 00373 
80Q&30O377 
8004300984 
80063009B5 


8006300488 
8006300964 
8006300488 

9006300981 
8006300968 


BO/06/16 
flO/06/ 1 1 
80/04/16 
BO/04/Q3 
77/12/14 


30-320 H 
30-407 
50-320 H 
XPORTtlC 
PHM 


9006300971 
80043-00392 
8006300374 
9006300600 
8006300602 


B004300SB7 
BOOA3O09B8 

BOOA.300SB9 
aOOA3003?4 
BODA300977 


80/06/17 

eo/06/ia 

80/06/18 
60/04/10 
80/03/16 


30-397 A 
FOIA 
FOIA 

71-371 
30-94 


80063O040S 
8006300608 
80063004 10 
8006300612 
80063006 1A 


0004300583 
BD063D09?4 
BOOA300606 
BQ06300SB3 
9Q043O04 1 3 


80/06/16 
80/06/10 
80/03/16 
80/06/16 
60/06/17 


FQIA 

71-371 
30-229 
FOIA 
30-461 


8006300617 
8006300618 
8006300622 

80063O0623 
8006300626 


900430041 4. 
BQ06300611 
BOOA30Q4SO 
9004300631 
8004300620 


80/09/21 
80/06/12 
80/OS/SB 
EO/06/13 
80/02/28 


COMMISSION 
71-390 
71-169 
71-6981 
71-169 


B006300627 
8006300628 
9004300639 
8006300639 
0006300444 
800630064? 
8QO&30O639 
8004300687 
8006300693 


8006300621 
BOOA3QO621 
BQ063003B3 
8006300563 
8006300676 
8006300649 
8006300690 
8006300689 
8006300671 


80/06/13 
BO/06/13 
80/06/16 
BO/06/ 16 
80/06/07 
BO/04/06 
fl 0/06/1 3 
60/04/B3 
BO/06/ 23 


71-6981 
71-6981 
FOIA 
FPIA 
30-498 Q 
40-8027 
50-329 A 
30-10 H 
80-21? H 



APPENDIX A 
DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into 'othei specific categories. Included are: 

1. Application for construction permit. 

2. General Information submitted with construction peimit application. 

3. Amendments and changes to items 1 and 2. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Construction Permit, amendments, and correspondence relating to the construction permit, 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (e.g., topical reports) submitted in support of the application. 



B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category Is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2. Amendments and changes to the PSAR. 



417 



3. Transmittal and acknowledgement letters. 

4. Certificates of service to the PSAR. 

C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are filed in Categories A, D, M, P or R. 

1. Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgement tetteis. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of items 1 and 2. 

7. Correspondence relating to the review of ER, 

8. Meeting announcements or reports of meetings where the primaiy subject of discussion is the 
ER. 



D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above, 

8. Federal register notice citing availability of items 1 and 2, 

9. Site visits to obtain information for DES or FES. 

10. Meeting announcements or reports of meetings where the primary subject of discussion is the 
DES or FES. 



E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed in categories A, P or W, depending on the phase of the licensing process. 
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1. Safety Evaluation Report (SER) prepared by the NRC (formerly called NRC-AEC Hazard 
Analysis Report), 

2. Supplements to SER. 

3. Correspondence relating to SER. 

4. Federal register notices citing availability of items 1 and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
SER. 

8. Transmittal and acknowledgement letters. 



F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information submitted as part of the PSAR 

or FSAR is excluded. 

1. Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program, 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 



G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, 'which are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings, 

5. Transmittal of supporting documents (e.g., SER, FES) to the boards. 

6. Correspondence to and from intervenors. 

7. Board orders and decisions. 

8. Petitions for Commission action, 

9. Legal filings and Commission orders and decisions resulting from item 8. 
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H. GENERAL CORRESPONDENCE 

This category includes documents with little or no bearing on the status of the application or license. 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included. 

1. Change of address notifications. 

2. Changes in structure of organization 

3. Changes m service lists. 

4. NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs), 

9. Professional qualification statements not pertaining to the hearing process. 



I. FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1. Company annual reports. 

2. Separately submitted financial information and related correspondence. 



J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Oilier correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in category 
A or P. 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items 1 and 2, 

4. Transmittal and acknowledgement letters. 

5. Certificates of service to the FSAR. 
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L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 

This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit. 

1. Limited Work Authorizations (LWA) and amendments. 

2. Correspondence pertaining to work performed under LWA's. 



M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and operating license 
entitled "Information Requested by the Attorney General for Antitrust Review". 

2. Correspondence where the primary topic of discussion is antitrust matters. 

3. All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which are filed in category N. 



N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M, 



0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews, 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters, 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 



P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Application/Construction Stage (category A) file for general 
technical items dated from the issuance of the operating license to the application for termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence, 

2. Technical specifications and changes. 
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3. Backup tecluiical documents (e.g., topical reports) submitted in support of items 1 and 2. 

4. Federal register notices citing availability of items 1 and 2. 

5. Correspondence regarding the Final Safety Analysis Report (FSAR). 

6. All general technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, the operating license or technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes (e.g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license, 

8. Information on the Standard Review Plan (STP). 

9. Results of surveys or tests conducted in accoidance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC's Systematic Evaluation Program (SEP). 

11. Owner's group meeting announcements and reports. 

12. Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency core cooling system documents. 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits. 



Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES- 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices, 

3. Responses by applicant to IE correspondence. 

4. Applicant's determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncompliance. 

6. Pre-servlce and in-service inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN's). 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. " 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 

Tins category includes periodic reports of a routine nature. 

1. Monthly, semiannual, or annual operating reports (other than financial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3. Periodic personnel exposure reports. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5. Correspondence or other documents relating to the above listed items. 



S. REPORTABLE OCCURRENCES, PNO'S, PNS'S AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reportable or nonroutine occur- 
rences or events. This includes; 

1. All 24-hour, 10-day, 30-day, interim and final Licensee Event Reports (LER's) and follow-up 
correspondence (also called incident reports, abnormal occurrence reports and reportable 
occurrences). 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure reports. 

4. Construction deficiency reports submitted under 10 CFR 50.55e. 

5. Preliminary Notification of Occurrence (PNO's) and Preliminary Notification of Safeguards 
Events (PNV). 

6. , Environmental Technical Specifications violation reports and Environmental Event reports. 

7. Part 21 Reports of defects and noncompliance. 

8. Correspondence or other documents relating to items 1-7. 

T, TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N), 
testimony and briefings, and congressional matters (category U). 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts. 

4. NRC staff briefings to the Commission, 

5. Statements and written testimony submitted at Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff. 

7. Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts. 
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8. Corrections to above items. 



U. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 

This category contains correspondence on substantive matters. Routine responses to constituent 
inquiries are filed in category H. 

1. Statements and testimony before Congress or before bodies/committees appointed by Hie 
Executive or Legislative Branches. 

2. Prepaiatory and backup documents for item 1 

3. Correspondence to and from NRC Office of Congressional Affairs, Congress and the Executive 
Branch on other than constituent response matters. 



V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operator licenses or administrative information bearing on licensing of operators. 

2. NRC examination results. 

3. Power plant examination summaiy sheet. 

W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

Tins file assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for termination of the operating license onward. 

1. Application for authority to voluntarily surrender license, 

2. Application to dismantle the facility and dispose of component parts. 

3. Technical documents submitted in support of items 1 and 2, such as: Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning. 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P. 
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APPENDIX B 
DEFINITIONS OF NONDOCKETED CATEGORIES 

10CFR Commission Meeting Records 

Tins category contains documentation pertaining to open and closed Commission meetings. It 
includes: 

1. Sunshine Act Federal Register notices. 

2. Full, wiitten explanation of closed meetings. 

3. Certification of General Counsel on closed meetings. 

4. Commission Determination Statements regarding the public disclosure of transcripts of 
Commission meetings. 

5. Verbatim unofficial and official transcripts or portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of 10CFR Part 9, 
the Sunshine Act, and Commission policies. 

6. Enclosures to released transcripts, including applicable viewgraphs, staff papers, and staff 
correspondence. 

7. Staff lequirements memoranda for open meetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meetings. 



ACRS - Advisory Committee on Reactor Safeguards 

This category contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards. ACRS serves as an independent advisory committee to the Commission in 
safety-related areas. The committee provides advice with respect to the hazards of new or exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents in this category 

are: 

1. Veibatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generatcd reports, memoranda and correspondence that are publicly available, 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards. 



COMMISSION - NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the Office of the Commissioners, including: 

1 . Incoming and outgoing correspondence to and from the Commissioners relating to official 
NRC business, including reports and other enclosures. 
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2. Travel vouchers, telephone logs and official appointment calendars of individual Commissioners. 

3. Weekly Information Reports (SECY series number) prepared by the Executive Director for 
Operations (EDO) for the Commissjoners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTE: For transcripts of Commission meetings, see 10CFR category. For all other staff papers 
with a SECY series designation prepared for Commission review, see SECY category. 



CONTRACT - NRC Contracts and Modifications 

This category contains documentation pertaining to AEC and NRC contracts and Interagency 
Agreements, including: 

1, Notifications of issuance of request for proposal (RFP) and invitations for bid (IFB). 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract number, project title, contractor 
name, contract type > funding, and period of performance. 

4, Contractual documents and contract modifications, if any. 



FOIA Freedom of Information Act Requests and Releases 

This category contains requests for agency records and records released in accordance with the 
provisions of the Freedom of Information Act (FOIA). Documents in this category include: 

1. Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year-numerical sequence) for NRC records made in accordance 
with the provisions of the Freedom of Information Act. 

2. Correspondence between the NRC and the requester relevant to the processing, appeal, 
denial or granting of an FOIA request, 

3. Records or portions of lecords released in response to specific requests made under FOIA. 



GEN TECH IS - Generic Technical Issues 

This category contains records pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1. Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects of issues. 

3. Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 
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I&E - Inspection and Enforcement 

This category contains bulletins, circulars and information notices that are issued by the Office of 
Inspection and Enforcement. These issuances describe particular events that occur at a facility 
that may require some follow-up action on the part of licensees. Also included in this category 
are preliminary notifications of events (PNOs), 

1. I&E Circulars, which describe an event at a licensed facility and are informational in nature. 

2. I&E Information Notices, which are similar to circulars but are preliminary in nature and 
issued shortly after an event has occurred. 

3. I&E Bulletins, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a result of this event. 

4. Preliminary Notifications of Events (PNOs), which provide updated information of an event 
of safety or public interest significance. 

NOTE: For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of individual docket categories. 



MISC - Public Document Room Miscellaneous 

This category contains documents that do not fall Into the scope of the other nondocketed 
categories. 

NUREG - NUREG Reports and Related Correspondence 

Tliese documents are formal reports issued by the U.S. Nuclear Regulatory Commission which 
carry the NUREG series code and correspondence pertaining to those reports. NUREG reports 
are accounts of work performed either by the NRC staff or by NRC contractors. 

1. These reports are normally final work products and are characterized by the following criteria: 

a. They are predecisional documents which present information to be considered in 
Commission licensing and policy decisions. 

b. They present the results of Commission licensing and policy decisions. 

c. They present the results of technical research conducted for the Commission. 

2. Correspondence from industry, government and interested members of the public commenting 
on reports or requesting clarification or interpretation. 

3. Internal NRC memoranda summarizing meetings or discussions pertaining to the content of 
the reports. 



ORG - Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC's Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are: 

1, Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 
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2. Correspondence between NRC's Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g., EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 



PR - Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 



PRM - Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 

3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments from the nuclear industry, piofessional associations, public interest groups and 
others in favor of or in opposition to the PRM. 

NOTE: For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the 10CFR category. 



428 



PROJ - Projects-Predocket Licensing 

This category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a "P" 
prefix, followed by a series of numbers. 

1. "Pre-docketed" commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant's Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted; in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, el al. pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

1, Submittals and related material pertaining to the antitrust review. 

Q. Inspection Reports 

1. Inspection reports of the applicant's quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 
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PT21 - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1 . Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited, 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 
QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors' quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 



REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
staff for implementing specific parts of the NRC's regulations. They also delineate techniques used 
by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 

1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 
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RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. "Quick look" reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting s\immaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 



REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 
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RM Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission's regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include. 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 



SECY - Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 



STATE PROG - State Programs 

This category contains records that pertain to the Commission's activities and interaction with State 
governments. Areas covered include; (1) the State Agreements Program, whereby States may assume 
certain of the NRC's regulatory authority over nuclear materials; (2) the Agency's role in assisting 
State and local governments in planning responses to radiological emergencies; and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting. It includes; 

1. Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas, 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations;i.e. decommissioning and facility siting. 

3. State Legislative Reports. 

4. Agreement State Licensing Statistics Reports. 
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NOTE; For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 



TOPREP - Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related coriespondence that is not docket specific is also included in this category. 

1. Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence peitinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE: For reports submitted by utilities that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 



WASTE MGT - Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC's interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are; 

1 . Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 

3. Correspondence pertaining to NRC's advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 



XPORTLIC Export and Import Licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 
facilities and materials. Included are: 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 
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4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see 10CFR category. 
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